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U.S. GOVERNMENT BOOKSTORES 


In addition to the mail-order service provided by the Office of the Superintendent 
of Documents, U.S. Government Printing Office, there are retail bookstores in 
Washington, DC, and several cities throughout the United States, each of which 
has in stock approximately 1,500 of our most popular tities. You are invited to 


stop in any time. The locations of these stores are shown below: 


ATLANTA BOOKSTORE 
Rm. 100, Fed. Bidg. 

275 Peachtree St., N.E. 
P.O. Box 56445 

Atlanta, GA 30343 

(FTS) 242-6946 
Commercial (404) 221-6947 


BIRMINGHAM BOOKSTORE 
9220-B Parkway East 
Birmingham, AL 35206 
(FTS) 229-1056 

Commercial (205) 254-1056 


BOSTON BOOKSTORE 
Rm. G-25, Fed. Bidg. 
Sudbury Street 

Boston, MA ag 

(FTS) 223-60 

Commercial ot 7) 223-6071 


CHICAGO BOOKSTORE 
Rm. 1365, Fed. Bidg. 

219 S. Dearborn Street 
Chicago, IL 60604 

(FTS) 353-5133 
Commercial (312) 353-5133 


CLEVELAND BOOKSTORE 
1st Floor, Fed. Bidg. 

1240 East 9th Street 
Cleveland, Ohio 44199 
(FTS) 942-4922 
Commercial (216) 522-4922 


COLUMBUS BOOKSTORE 
Rm. 207, Fed. Bidg. 

200 N. Hig h Street 
Cokumbus OH 43215 

(FTS) 943-6956 
Commercial (612) 469-6956 


DALLAS BOOKSTORE 

Rm. 1C50, Fed. Bidg. 

1100 Commerce Street 
Dallas, TX 75242 

(FTS) 729-0076 
Commercial (214) 767-0076 


DENVER BOOKSTORE 
Rm. 117, Fed. Bidg. 

1961 Stout Street 

Denver, CO 80294 

(FTS) 564-3964 
Commercial (303) 844-3964 


DETROIT BOOKSTORE 
Suite 160, Fed. Bidg. 

477 Michi — 
Detroit, M 

(FTS) 526-7816" 
Commercial (313) 226-7316 


HOUSTON BOOKSTORE 

9319 Gulf Freeway 

Houston, TX 77017 

(FTS) 526-7515 

Commercial (713) 229-3515/16 


JACKSONVILLE BOOKSTORE 
Rm. 158, Fed. Bidg. 

400 West Bay Street 
Jacksonville, FL 32202 

(FTS) 946-3801 

Commercial (904) 791-3801 


KANSAS CITY BOOKSTORE 
#120, Bannister Mali 

5600 East Bannister Road 
Kansas City, MO 64137 
(FTS) 926-7261 

Commercial (816) 765-2256 


LOS ANGELES BOOKSTORE 
ARCO Plaza, C Level 

505 South Flower Street 

Los Angeles, CA 90071 

(FTS) 798-5841 

Commercial (213) 688-5841 


MILWAUKEE BOOKSTORE 
Rm. 190, Fed. Bl 

519 E. Wisconsin Avenue 
Milwaukee, WI 53202 

(FTS) 362-1300 
Commercial (414) 291-1304 


NEW YORK BOOKSTORE 
Rm. 110, Fed. Bidg. 

26 Federal Plaza 

New York, NY 10278 

(FTS) 264-3825 
Commercial (212) 264-3825 


PHILADELPHIA BOOKSTORE 
Rm. 1214, Fed. Bidg. 

600 Arch Street 

Philadelphia, PA 19106 

(FTS) 597-0677 

Commercial (215) 597-0677 


PITTSBURGH BOOKSTORE 
Rm. 118, Fed. Bldg. 

1000 Liberty Avenue 
Pittsburgh, PA 15222 

(FTS) 722-2721 
Commercial (412) 644-2721 


PUEBLO BOOKSTORE 
World Savings Building 

720 North Main Street 
Pueblo, CO 81003 

(FTS) 323-9371 
Commercial (303) 544-3142 


SAN FRANCISCO BOOKSTORE 
Rm. 1023, Fed. Bidg. 

450 Golden Gate Avenue 

San Francisco, CA 94102 

(FTS) 556-6657 

Commercial (415) 556-0643 


SEATTLE BOOKSTORE 
Rm. 194, Fed. Bidg. 

915 Second Avenue 
Seattle, WA 98174 

(FTS) 399-4270 
Commercial (206) 442-4270 


Washington, DC, Area 
Bookstores 


MAIN BOOKSTORE 

710 North Capitol Street N.W. 
Washington, D.C. 20401 
(FTS) 275-2091 

Commercial (202) 275-2091 


COMMERCE BOOKSTORE 
14th & E Sts., N.W. 

Room 1604, 1st Floor 
Washington, D.C. 20230 
(FTS) 377-3527 
Commercial (202) 377-3527 


FARRAGUT BOOKSTORE 
Matomic Building 

1717 “H” Street, N.W. 
Washington, D.C. 20006 
(FTS) 653-5075 
Commercial (202) 653-5075 


RETAIL SALES = JREL 
8660 Cherry La’ 

Laurel, Maryland : 20707 

No (FTS) Number 

Commercial (301) 953-7974 


PENTAGON BOOKSTORE 
Main Concourse, South End 
Room 2E172 

Washington, D.C. 20310 
(FTS) 557-1821 
Commercial (703) 557-1821 
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Preface 


In response to requests by the library community and the Depository Library Council to the 
Public Printer, the Assistant Public Printer (Superintendent of Documents) in the summer of 1974 
directed the Library Division to join the Ohio College Library Center’s on-line cataloging 
network, convert to the MARC format, and catalog according to Anglo-American cataloging 
rules (AACR). 

The Monthly Catalog uses AACR 2 description and name headings. Subjects are derived 
from Library of Congress Subject Headings 9th edition and its supplements. The catalog consists of 


text and seven indexes—author, title, subject, series/report number, contract number, stock 
number and title keyword. 


The Government Printing Office considers the Monthly Catalog to be an evolving publica- 
tion. Its scope and timeliness will continue to be of prime importance. 
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Users’ Guide 


ABBREVIATIONS 





plate, plates 
portrait, portraits 
part, parts 
reprint 
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report 

Senate, Senate bill 

Senate concurrent resolution 
Senate document 

Senate executive document 
Senate executive report 
Senate joint resolution 
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facsimile, facsimiles 
fiscal year 

Greenwich hour angle 
House Senate resolution 
House concurrent resolution Senate report 
House document section, sections 
House joint resolution ses! session, sessions 
House of Representatives, House bill x sub part 

House resolution summary 

House report pp supplement 
illustration, illustrations transmittal 

inch, inches volume, volumes 
number, numbers 
page, pages 
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Common abbreviations for the names of States, months, etc., are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 
specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by the following indexes: 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and confer- 
ences. 


Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 
Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 
Series/report index: An alphabetical list of report numbers and series statements. 


Contract number index: An alpha-numeric list of contract, grant and project numbers associated with 
technical report publications. 


Stock number index: A numerical list of Superintendent of Documents stock numbers. 
Title keyword index: An alphabetical list of important words selected from information in the title fields. 


A margin index on the back cover locates the seven listings. Cumulative indexes are published semi- 


annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 
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MONTHLY CATALOG’ ENTRY 
NO.—The entry number is assigned 
after the records are arranged 
ny by the Superintendent 

Documents classification number. 
The first two digits establish the year; 
the last four digits locate the record in 
the Catalog. 


MAIN ENTRY—A main entry may be 
a personal author, a corporate author, a 
conference, uniform title, or the 
document title, as established by the 
Anglo-American Cataloging Rules. 


TITLE PHRASE/STATEMENT OF 
RESPONSIBILITY—Title phrase and 
author statement are recorded from the 
title page or its substitutes. Material in 
brackets is supplied from other 
prominent sources. 


IMPRINT—The imprint contains place 
of publication, issuing agency, and date 
of issue. Includes name of distributor if 
different from issuing agency. 


COLLATION—Collation notes pages, 
illustrations, and size. 


LIBRARY OF CONGRESS CLASS 
NO.—This is given when it is available 
from the Library of Congress. 


DEWEY CLASS NO.—Dewe eng: is 
iven when it is available m the 
ibrary of Congress. 


SAMPLE E 


A 1.9:227 


Creighton, C. S. (Charles 
Control of caterpille 
[prepared se Science 


Dept. of Agriculture) ; 


SB 762.U55a 
334.76/0664 OCLC 820 


L 
coima see —This is the number N 


the OCLC to identify this 
yy Fe ay 





LE ENTRY 


harles S.), 1926- 
aterpillars on cabbage / 
Science and Education 


001-000-04185-1 $1.50 


Diseases and pests—United 

erpillars—Control— United 

Science and 

istration. II. Title. III. 

rs’ bulletin (United States. 
ture) ; no. 2271. 


80-603339 


LIBRARY OF CONGRESS CARD 
NO.—Inciluded when it is available 


from the Library of Congress. 


SUPT. OF DOCS. CLASS NO.—This 
is the number — by the GPO 
Library to identify the document 
cataloged. 


EDITION—The edition is recorded 
from information in the document. 


SERIES STATEMENT—This iden- 
tifies the series title and number. 


NOTES—Notes__ include additional 
bibliographic information about the 
publication, including funding 
information for technical reports. 


ITEM NO.—This document was 
distributed to depository _ libraries 
nee this item number. Microfiche 

the document was distributed 
as such. 


STOCK NO.—This is a Government 
Printing Office sales stock number. It is 
used only in ordering from the 
Superintendent of Documents. 


PRICE—GPO sales price. 


ADDED ENTRIES (Roman 
numerals)}—When the Government 
publisher is not a main entry, it is 
included with added entries. 





GENERAL INFORMATION 


The Superintendent of Documents, U.S. Government Printing Office, Washington, DC 20402, is author- 
ized by law to sell copies of government publications. The Superintendent of Documents currently sells 17,000 
titles, which are only a small portion of the publications that have been issued by the Federal Government. 
Not every title that is listed in the Monthly Catalog is sold by GPO. 


The prices of all U.S. Government publications sold by the Superintendent of Documents are established 
by the Public Printer in accordance with Title 44 of the United States Code. Prices are subject to change 
without notice. The prices charged on your order will be those in effect at the time your order is processed, 
with the exception of prices quoted from the GPO order desk. (A telephone quote number will be provided at 
that time which guarantees the price for 90 days.) As it is not feasible to manually correct the prices in the 
publications affected by price changes, the prices charged on your order may differ from those printed in the 
publications and in the Monthly Catalog. 


THE GPO PUBLICATIONS REFERENCE FILE 


The GPO Sales Publications Reference File (PRF) is a 48x microfiche catalog of publications sold by the 
Superintendent of Documents. The PRF is issued on a bi-monthly subscription basis and lists all publications 
and subscription services currently for sale by the Superintendent of Documents. Forthcoming sales items and 
items that have been out-of-print—GPO for up to two years are also included in the PRF. 


Each PRF issue consists of approximately 300 microfiche and is sent to subscribers and depository 
libraries six times a year in January, March, May, July, September, and November. Monthly supplements to 
the PRF, entitled GPO New Sales Publications, consist of one or two microfiche. Each supplement lists all new 
publications added to the active sales inventory during the preceding month. 


The PRF is arranged in three sequences: 
1. By Government Printing Office stock numbers 
2. By Superintendent of Documents classification numbers 


3. By alphabetical arrangement of subjects, titles, agency series and report numbers, keywords and 
phrases, and individual authors. 


The PRF may be purchased as a subscription service, or by single issue. 
THE OUT-OF-PRINT GPO PUBLICATIONS REFERENCE FILE (OUT-OF-PRINT GPO PRF) 
The Out-of-Print GPO PRF provides in-house users and subscribers with access to historical records of 


out-of-print publications. This research tool is useful:in tracing the history of sales titles and in identifying old 
titles once part of the Sales Program. 


Records for this microfiche product are generated at the beginning of each calendar year when several 
thousand GPO titles are deleted from the active file of the PRF and-are issued as a sales item. Records in the 
Out-of-Print PRF include titles that have been unavailable for sale for 12 months or more. 


The first issue of the Out-of-Print PRF sold to subscribers was made available in 1980 as the Exhausted 
GPO Publications Reference File (EPRF). The title of this issue reflected the stock status “exhausted” and 
included over 25,000 titles arranged in alphabetical sequence. The second issue for 1982 was later superseded 


by a cumulation for the years 1981 and 1982. The tetal number of records up to the present time is 
approximately 40,000. 
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Beginning with the 1983 issue, the title will be changed to reflect the new status, “out-of-print”. This new 
issue will supplement those of 1980 and 1981-1982. 


Copies of out of print publications listed on the EPRF and Out-of-Print GPO PRF can be found in 
regional Federal depository library collections. Copies of certain technical publications no longer sold by the 
Superintendent of Documents may usually be obtained by writing to: 


National Technical Information Service 
5285 Port Royal Road 
Springfield, VA 22161 


SUBJECT BIBLIOGRAPHIES AND INDEX 


At present the Superintendent of Documents does not publish a complete hard copy listing of all titles 
that are for sale. Most of the available titles appear in the more than 250 subject bibliographies that are 
prepared by this Office. The subject bibliographies list publications and subscriptions on a single subject, or on 
a specific field of interest. Each entry is listed by title, GPO stock number, and price. The bibliographies also 
provide a brief description of some of the publications and subscriptions listed, and ordering information. The 
Superintendent of Documents has also prepared a Subject Bibliography Index to assist customers in selecting 
the subject bibliography that most closely relates to their needs. Prices of publications listed in the subject 
bibliographies are subject to change without notice. 


The Subject Bibliography Index and the subject bibliographies are free and may be obtained by writing 
to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, DC 20402 


GOVERNMENT PERIODICALS AND SUBSCRIPTION SERVICES, PRICE LIST 36 


Government Periodicals and Subscription Services, Price List 36 is a free catalog available upon request from 
the Superintendent of Documents. This catalog lists over 500 subscription services that are published by more 
than 40 Federal agencies and sold by the Superintendent of Documents. Each issue also lists the changes in 
subscription services that have occurred since the last edition of Price List 36 was published. These revisions 
include new subscription services, subscriptions that have been discontinued, changes in subscription titles and 
the latest prices. All changes are listed under “General Information” in the preliminary pages. A subscription 
order form and ordering information are provided on the last two pages. Retention information (the number of 
available back issues retained for single copy sale) is included in the text entries of Price List 36 following the 
single copy price. Price List 36 is revised and issued quarterly (Winter, Spring, Summer and Fall). Prices of all 
subscription services are subject to change without advance notice. To obtain a copy of Price List 36, write to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, DC 20402 


CONSUMER INFORMATION CATALOG 


The Consumer Information Center was established in 1970 by presidential order to increase public 
awareness of consumer information released by Federal agencies. A catalog of consumer publications, pub- 
lished four times a year by the Center, lists booklets from nearly 30 agencies of the Federal Government. 


Approximately 40% of these publications are free upon request. A $1.00 user fee is charged for orders of more 
than one free item. 
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The Consumer Information Center does not maintain a mailing list for individual copies of the Consumer 
Information Catalog. However, the Center does maintain a bulk mailing list for educators, libraries, consumer 
and non-profit groups who wish to receive 25 or more copies of the catalog quarterly. A Spanish-language 
edition of the catalog is also available, by individual copy or by bulk. To obtain a copy of the catalog or an 
application to be placed on the bulk list, write to: 


Consumer Information Center 
Pueblo, CO 81009 


U.S. GOVERNMENT BOOKS 


This illustrated catalog provides annotations of nearly 1,000 of the Government's best-selling publications 
and subscriptions. The catalog is revised quarterly with most entries carried over. Single copies of the catalog 
are available free of charge and may be obtained by writing to: 


NEW CATALOG 
Superintendent of Documents 
Washington, DC 20402 


NEW BOOKS 


New Books is a bi-monthly listing of all the new sales publications received by the Superintendent of 
Documents within the intervening two month period. New Books is designed primarily for use by people in 
professional and technical fields, announcing publication information in a timely manner. To be placed on the 
free mailing list to receive New Books, write: 


Superintendent of Documents 
Washington, DC 20402 


DIALORDER 


Information on U.S. Government Printing Office sales items, as well as all subject bibliographies and 
catalogs, listed on the Publications Reference File, can be found through the Lockheed DIALOG system. 
DIALOG is a computerized reference system available from the Lockheed DIALOG Retrieval Service of 
Palo Alto, California, and the U.S. Government Printing Office is one of the over 190 data bases that can be 
accessed by this system. DIALOG subscribers can search any of these data bases by using their own terminal, 
and take advantage of computerized research methods. 


An additional service, called DIALORDER, is available for a slightly higher fee. Subscribers to DIA- 
LORDER can place an order with the U.S. Government Printing Office directly by computer, however there 


are special charges for this service. Customers requesting information on DIALOG/DIALORDER should 
contact: 


Lockheed DIALOG Information Retrieval Service 
3460 Hill Avenue 
Palo Alto, CA 94304 


Telephone: 800-227-1960 (In the U.S., except California) 
800-982-5838 (In California) 
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STANDING ORDER SERVICE 


Certain publications or series of publications that are published annually are now available on a standing 
order basis. Customers who wish to use this service must maintain a Superintendent of Documents deposit 
account, or a VISA or MasterCard account. Under the standing order service, customers will be placed on a 
specific standing order list upon request and will receive publications associated with the list as they become 
available. GPO mails these publications to customers and charges their accounts. If funds are not available at 
the time of shipment, the customer is notified that no shipment will be made. Subscription services are not 
offered on a standing order basis. To receive a publication on standing order, customers must submit GPO 
Form 3468, “Authorization for Standing Order Service”. This form and a list of standing order titles are 


available free of charge from the Superintendent of Documents. For more information on standing orders, 
write: 


Department 40 

Superintendent of Documents 
U.S. Government Printing Office 
Washington, DC 20402 


CONGRESSIONAL PUBLICATIONS 


The following Congressional materials are available from the Superintendent of Documents on a subscrip- 
tion basis: House and Senate Hearings, Public Bills, Reports on Public Bills, Private Bills, Reports on Private 
Bills, House and Senate Documents, Private Laws, Public Laws. 


In most cases, single copies of these publications are not sold. Items which are not available for sale, may 
be obtained from the House and Senate Documents Rooms at the U.S. Capitol, Washington, DC 20515 
(House) and 20510 (Senate) or from the issuing congressional committee. Sales items, including some commit- 


tee prints, are identified with price and stock number in the individual entries in the Monthly Catalog. Prices 


on sales items are subject to change without notice. Current price information is available from the Superin- 
tendent of Documents. 


FEDERAL DEPOSITORY LIBRARY PROGRAM 


To help fulfill its responsibility to inform the public on the policies and programs of the Federal 
Government, Congress has established the Depository Library Program. Chapter 19 of title 44 of the U.S. 
Code is the authority for the establishment and operation of the depository program. Under this program, 
Government publications are made available to designated depository libraries. In order to provide the general 
public with greater access to Government publications, these libraries are located in each State and congres- 
sional district. There are currently over 1,350 depository libraries. Of this number, 50 have been designated as 
regional depositories. The regional libraries assume the responsibility of retaining depository material perma- 
nently and of providing inter-library loan and reference service in their regions. They also assist selective 
depository libraries with the disposal of unwanted material. Copies of documents no longer available through 
the GPO Sales Program can usually be found in regional Federal depository library collections. See the 


following page for a list of regional Federal depository libraries. To obtain a complete list of the depository 
libraries, write to: 


Superintendent of Documents 


U.S. Government Printing Office 
Washington, DC 20402 
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SEND NO CHECKS OR ORDERS TO THESE LIBRARIES. 


SEND NO CHECKS OR ORDERS TO THESE LIBRARIES. 
FEDERAL DEPOSITORY LIBRARY PROGRAM 


The Federal Depository Library Program provides Government publications to designated libraries throughout the 
United States. The Regional Depository Libraries listed below receive and retain at least one copy of nearly every Federal 
Government publication, either in printed or microfilm form for use by the general public. These libraries provide 
reference services and inter-library loans; however, they are not sales outlets. You may wish to ask your local library to 
contact a Regional Depository to help you locate specific publications, or you may contact the Regional Depository 


yourself. 

ARKANSAS STATE LIBRARY 

One Mall 

Little Rock, AR 72201 

(501) 371-2326 

AUBURN UNIV. 
LIBRARY 


AT MONTGOMERY 


, AL 36193 
(205) 279-9110, ext. 253 
UNIV. OF ALABAMA LI 


Phoenix, AZ 85007 
(602) 255-4121 
UNIVERSITY OF — LIB. 


Government Documen 
Tucson, AZ 85721 
(602) 626-5233 
CALIFORNIA STATE LIBRARY 
tions Section 


P.0. Box 2037 
Sacramento, CA 9 
(916) 322-4572 
UNIV. OF 


80309 
(303) 492-8834 
DENVER PUBLIC LIBRARY 
os Pub. Department 
Denver, CO 80203 
(303) 571-2131 
CONNECTICUT STATE LIBRARY 
Government Documents Unit 


UNIV. oe FLORIDA LIBRARIES 
Library West 


Documents Department 
Gainesville, FL 32611 
(904) 392-0367 
UNIV. OF GEORGIA LIBRARIES 
Government Reference Dept. 
Athens, GA 30602 
(404) 542-8951 
UNIV. OF HAWAII LIBRARY 
Govt. Documents Collection 
2550 The Mall 
Honolulu, Hi a 
(808) 948- 

UNIV. OF IDAHO LIBRARY 
Documents Section 
Moscow, ID 83843 
(208) $85-6344 
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ILLING:S STATE LIBRARY 
Information Services Branch 
Centennial ah 


Sere 2 


Perey a LIBRARY 
ts Section 


pean 

IS, 

(317) 232-3686 

UNIV. OF IOWA LIBRARIES 
Govt. Documents Department 
lowa City, 1A 52242 

(319) 353-3318 
UNIVERSITY OF KANSAS 
Doc. Collect—Spencer Lib. 


Lawrence, KS - 

(913) 864-4662 

UNIV. OF KENTUCKY LIBRARIES 
Govt. rtment 


Pub. Depa 
Lexington, KY 40506 
(606 257-3139 
LOUISIANA STATE UNIVERSITY 
Middleton Library 


Govt. Docs. Dept. 
Baton Rove LA 70803 
504) 388-2570 
LOUISIANA TECHNICAL UNIV. 
LIBRARY 
Documents Department 
Ruston, LA 71272 


(318) 257-4962 
UNIVERSITY OF MAINE 


Raymond H. 
Tri-State Ri ed Peouet Depository 


Orono, ME 04469 

(207) 581-1680 
UNIVERSITY OF MARYLAND 
McKeldin Lib.—Doc. Div. 

College Park, MD 20742 

(301) 454-3034 

BOSTON PUBLIC LIBRARY 
Government Docs. Dept. 


Boston, MA 02117 

(617) 536-5400 ext. 226 

DETROIT PUBLIC LIBRARY 
Department 

5201 Woodward Avenue 

Detroit, MI 48202 

(313) 833-1409 

en —_. LIBRARY 


Lansing, Ml ry 

(517) 373-06 

teavenerry rd MINNESOTA 
Government Pubs. Division 

409 Wilson Library 

309 19th Avenue South 
Minneapolis, MN 55455 

(612) 373-7813 


UNIV. OF MISSISSIPPI LIB. 
Documents 


oe 
NEBRASKA — COMM. 


Federal Documen 

1420 P Street 

Lincoin, NE 68508 

ee A208 wens 

In coopera Un 
Nebraska-Lincoln 

UNIVERSITY OF NEVADA LIB. 

Govt. Pub. rtment 


Reno, NV 89557 
(702) 784-6579 
NEWARK PUBLIC LIBRARY 
5 Washington Street 
Newark, NJ 07101 
= 733-7812 
RSITY OF NEW MEXICO 
Saneaes Librai 


ew MEXICO STATE LIBRARY 
Reference Departmen 


t 
325 Don r Avenue 
Santa Fe, NM 87501 
oe a27- 2033, ext. 22 
ORK STATE LIBRARY 


Ee re Sule Plaza 
Aber NY 12230 
18) 44-6 
UN 


RSITY OF NORTH CAROLINA 


AT CHAPEL HILL 
BASS Library 


Chapel EAS Doane NC eal 
| 
(919) 962-1321 
UNIVERSITY OF NORTH DAKOTA 
Chester Fritz Library 


Documents Department 

Grand Forks, ND 58202 

aye Bs 771-2611, ext. 27 
ation with North 

Dakota, State Univ. Library) 

STATE LIBRARY OF OHIO 

Documents Department 

65 South Front Street 

Columbus, OH 43215 

(614) 462-7051 


OKLAHOMA DEPT. OF LIBRARIES 
Government 
se L.' ‘aan Street Oklahoma City, OK 


\) al 250: 
IKLAHOMA STATE UNIV. LIB. 
tment 


nOS) a3 Staten OK 74078 
prtuno sie 
STATE 7 LIB. 
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HOW TO ORDER PUBLICATIONS 


AVAILABILITY OF PUBLICATIONS 


Unless otherwise indicated, publications listed in this catalog are distributed by the issuing office which 
appears immediately before the publication date in each entry. Publications that are sold by GPO are indicated 
by a “For sale by the Supt. of Docs.” statement in the text entries. The GPO stock number (S/N) and the 
price of the publication at the time the publication was listed in the Monthly Catalog are included in the entry 
under the item number. (See the sample entry on page V.) Entries for publications that are sold by the 
National Technical Information Service include a statement to that effect. Additional information necessary 
for procuring documents appears above or within the text entries. Do not use the Library of Congress card 
number in ordering publications. 


ORDERING DOCUMENTS FROM THE GOVERNMENT PRINTING OFFICE 


A. General Information 


1. 


z. 


Publications that are sold by the Superintendent of Documents may be ordered directly from the Office 
of the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402. 
Customers may submit orders for publications (please use GPO stock numbers and titles) on the order 
form found in the front of the catalog. Additional order forms are available from the Superintendent of 


Documents by requesting stock number 021-000-34309-9 and the quantity required. There is no charge 
for ordering these forms. 


. Customers requesting subscription services, or single issues of a subscription service, should refer to the 


Periodicals Supplement or to Government Periodicals and Subscription Services, Price List 36. 


. Customers may order by phone. The order desk is open from 8:00 A.M. to 4:00 P.M. Monday through 


x 


6. 


Friday, and will accept orders charged to a Superintendent of Documents Deposit Account or to a 
VISA/MasterCard Account. The order desk phone number is 202-783-3238. 


Customers with teletype equipment can also charge orders to a deposit account or credit card account 
by dialing the GPO TWX #710 822-9413; ANSWER BACK USGPO WSH. 
Customers on the DIALOG system may transfer their orders via DIALORD. 


B. Ordering Publications 


1. 


2. 


Order publications by GPO stock number whenever possible. The stock number format is 000-000- 
00000--0. Include the complete title for each publication requested. 


If a GPO stock number does not appear in a Monthly Catalog text entry, that means that the publication 


is not sold by the Government Printing Office and cannot be ordered from the Superintendent of 
Documents. 


. Stock number, current price, and information regarding stock status is available from the order desk in 


Washington, D.C. (202-783-3238, a non-FTS commercial number.) 


. Congressional documents and reports that are sold by GPO should be ordered by the stock number and 


title together with the document or report number. and-the session of Congress, e.g., Y 1.1/7:97-1. 
(House document—97th Congress, Ist session; no. 1.) 





. Please indicate clearly on your order if you want the previous edition of a particular publication and 
not the newer edition. If you want the latest edition of a publication, indicate this also. 

. A 25 percent price discount is allowed for purchases of 100 or more copies of a single publication that 
are mailed to one address. Bookdealers buying for the purpose of resale will receive the same 25 
percent discount, regardless of quantity, if the publications are mailed to their place of business. No 
discount is allowed when the publications are mailed to a third party unless the order is for 100 or more 
copies of a single publication. Also no discount is allowed on several periodicals or groups of 
publications which fall into a special pricing category. 


C. How To Remit 


Checks 


1. All remittances for GPO sales documents should be by check or money order made payable to the 
Superintendent of Documents. Please do not send currency or coin. 


VISA/MasterCard 


The Superintendent of Documents is accepting orders to be charged to a valid VISA or MasterCard 


account. Customers who wish to use one of these services should furnish their credit card number and the 
date of expiration. 


Deposit Account 


Customers who make frequent purchases from the Superintendent of Documents will find a deposit 
account a convenient method for ordering publications and subscriptions. 


1. A minimum deposit of $50 is required to open a deposit account. Upon receipt of your remittance by 
this Office, you will be assigned a unique deposit account number against which you may place future 
orders. A positive balance must be maintained in your account in order to place future deposit account 
orders. Requests to open a deposit account should be submitted separately and addressed to the 
Superintendent of Documents, U.S. Government Printing Office, Washington, DC 20402. Customers 
should send all deposits to their accounts separately from orders. 


. Be sure to include your deposit account number when placing deposit account orders. 


. You will receive a monthly statement regarding the status of your deposit account provided there has 
been activity on the account during the previous month. The statement will indicate all charges made 
against the account during the month and the remaining balance. An account with a positive balance 
may be closed upon a customer’s written request. 


. We suggest that deposit account customers maintain a balance sufficient to cover three months’ 


purchases to assure prompt processing of their orders and to avoid the necessity of forwarding frequent 
deposits. 


D. Additional Remittance Information for International Customers 


1. Customs and international mailing regulations. require. special handling of all orders that are mailed 
outside of the United States. The Superintendent of Documents charges an additional 25 percent of the 
current domestic selling price of a publication or subscription service to cover the special handling 
charges. We also require that remittance be made in advance of shipment. We request that all 
correspondence with this Office be in English. 
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. International customers should remit by International Postal Money Order, by a check or money order, 
in U.S. dollars, from a bank in Canada, the United States or its possessions. (Please note: In accordance 
with United States Department of the Treasury regulations, we cannot accept checks or money orders 
drawn on Canadian banks for amounts of less than four U.S. dollars ($4.00). If your order is less than 
$4.00, we suggest that you use your VISA or MasterCard.) We cannot accept drafts from foreign 
branches of an American bank. Orders received with postage stamps, International Response Coupons, 
or foreign currency are not acceptable and will be returned unprocessed. 


. To guarantee the price of a publication for purchase at a future date, customers may request a pro 
forma invoice. This invoice quotes the title of the publication, its price, and special handling charges. It 
is valid for 90 days from the date of the quote. 


. Unless otherwise specified by the customer, shipments for international orders will be sent surface mail. 
Airmail rates for publications vary according to the weight of the shipment and its destination. Airmail 
rates for individual issues of subscription services remain constant through the term of the service. The 
Superintendent of Documents recommends that international customers request airmail service for dated 
periodical subscription services. Information on airmail rates may be obtained by telephone (202-783- 
3238), telex (TWX #710 822-9413 ANSWER BACK USGPO WSR) or by mail. 


REMINDER: Prices of publications are subject to change without notice and the prices charged on your 
order will be those in effect at the time your order is processed, with the exception of those who have 
requested a pro forma invoice in advance or have obtained a valid price quote. 


DIRECTORY FOR ORDERING ASSISTANCE 


. Telephone Order and Information Section (order desk) (202) 783-3238 
(general ordering information) 

. Congressional Information Desk (202) 275-3030 
(information on Congressional publications) 

. Publication Service Section (202) 275-3050 
(publication complaints) 

. Subscription Research Section (202) 275-3054 
(subscription complaints) 

. Deposit Account Section (202) 275-2481 
(complaints regarding charges or deposits) 
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LIST OF SPECIAL MATERIALS 


Errata sheets, change notices, binders, and other materials not warranting a separate bibliographic description are listed below. The list is in Supt. of Docs. classification number order. 
Each entry in the list includes title, date, Supt. of Docs. item number, stock number, and price, as applicable. 


C 1.8/3:T 69/trans.5 
C 1.8/4:2/4/amd.no.1 
C 3.255/5:RC 82-C-7/corr 








C 3.255/5:RC 82-C-22/corr 


C 3.256/2:WC 82-A-11/corr 


C 3.262:981/no.3 
C3.262:982/no.8 
C 31.205:Ae 8/974/trans.4 








C 51.2:T 22/3/order form 
C 55.108/5:1/85-3 





D 1.6/4:984/ch.387 





D 7.6/4:D 26/v.11/984/CB.1 .....cssecseseeeeeee 
D 7.6/4:D 26/v.12/984/CH.2 ......sssesseseeeees 
D 7.6/4:D 26/v.16/984/CH.1 ......sessessseees 
D 7.6/4:P 44/978/ch.8 

D 7.6/8:8200.2/4/CH.3 ....sesssssssssssessesesssesees 
D 101.11:5-858-7/CH.1 .......sssescessessseesseeees 


D 101.11:5-3810-293-14&P-2/ch.2 


D 101.11:10-3930-237-35/ch.1........s.sseoee 


D 101.11:10-3930-409-35/ch.3..........0s0000 


D 101.25:9-6625-1985-35/ch.2..........0000008 


ED 1.Form:4561 





EP 1.8:Aq 5/v.1/trans.no.3 
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GA 1.6/10:985/8-6 





GP 3.26:D 44/984/trans. 1 


DOC travel handbook. Transmittal no. 5. February 1985. @Item 128-A 

Federal meteorological handbook no. 2, amendment no. 1. March 1, 1985. @Item 128-A-1. 

1982 census of retail trade, major retail centers in standard metropolitan statistical areas, 
Connecticut. Corrected copy. January 1985.@ Item 132-A-7. S/N 003-024-91817-0. 
$2.75. 

1982 census of retail trade, major retail centers in standard metropolitan statistical areas, 
Massachusetts. Corrected copy. January 1985. @Item 132-A-21. S/N 003-024-91832-3. 
$3.00. 

1982 census of wholesale trade, geographic area, Georgia. Corrected copy. November 1984. 
@ltem 132-B-10. S/N 003-024-90861-1. $3.00. 

Directory of data files. Update no. 3. February 1981. @Item 148-F. 

Directory of data files. Update no. 8. August 1982. @Item 148-F. 

Transmittal 4 to aeronautical statutes and related material (Revised December 31, 1974 edition). 
April 1, 1981. @Item 134. 

Directory of federal technology resources. 1984. @Item 271. 

Transmittal memorandum for engineering handbook no. 1, issuance 85-3. March 1, 1985. 
@ltem 275-E. 

Volume 1, joint travel regulations, change 387. 0516-LP-255-0321. May 1, 1985. @Item 306- 
B-1. S/N 908-008-00000-6. (Subscription). 

Defense Integrated Data System (DIDS) procedures manual, change no. 1, DoD 4100.39-M, 
vol. 11. April 1, 1985. @Item 314-A. 

Defense Integrated Data Systems (DIDS) procedures manual, change no. 2, DoD 4100.39-M, 
vol. 12. April 1, 1985. @Item 314-A. 

Defense Integrated Data System (DIDS) procedures manual, change no. 1, vol. 16. April 1, 
1985. @Item 314-A. 

Procedures for the management of petroleum products, change no. 8, DoD 4140.25-M. Janu- 
ary 9, 1985. @Item 314-A. 

Procurement quality assurance support manual for defense contract administration services, 
change no. 3, DLAM 8200.2. March 21, 1985. @Item 314-A. 

Designing facilities to resist Nuclear Weapon Effects Facility Support Systems, change no. 1. 
TM 5-858-7, April 17, 1985. @Item 329. 

Operator’s organizational, direct support, general support and depot maintenance manual (In- 
cluding repair parts information and supplemental maintenance instructions) for crane, 
truck mounted, hydraulic, 25 ton (CCE) . . . change no. 2. December 21, 1984. @lItem 
329. 

Direct support, general support and depot maintenance manual, truck, lift, fork, gasoline solid 
rubber tired wheels, 2000 pound capacity army model MHE-192, Clark model . . . 
change no. 1. March 25, 1985. @Item 329. 

Direct support, general support, and depot maintenance manual tractor, wheeled, warehouse, 
gasoline, pneumatic-tired wheels, 4,000 pound drawbar pull, Army model MHE-189, 
United tractor model G40, Army model MHE-189-A, United tractor model G40A, 
Army model MHE-189B, United tractor model G40B (NSN 3930-00-724-8146.) March 
12, 1985. @Item 329. 

Calibration procedure for Dynalyzer II Digital Display System model S 96220, change no. 2. 
January 9, 1985. @Item 329. 

Application for grants under bilingual education program. ED Form 4561, March 1985. June 
17, 1985. @Item 455-B-7. 

Acquisition handbook. Transmittal no. 3. 1984. @Item 431-K. 

Federal Home Loan Bank Board, supplement no. 2 to the fifth edition of the Annotated manual 
of statutes and regulations. February-March 1985. @Item 597. S/N 912-001-00000-8. 
(Subscription). 

GAO policy and procedures manual for guidance of federal agencies. Transmittal sheet no. 8- 
6. February 1, 1985. @Item 545-G-5. S/N 920-006-00000-1. (Subscription). 

Instructions to depository libraries. Transmittal no. 1. 1985. @Item 556-C. 
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Changes to federal travel regulations, GSA bulletin FPMR A-40 general supplement 11. June 
25, 1984. @Item 558-A-S. 

Medicare, hospital manual. Transmittal no. 429. March 1985. @Item 512-A-21. S/N 917-005- 
00000-1. (Subscription). 

Medicare, hospital manual. Transmittal no. 433. @Item 512-A-21. May 1985. S/N 917-005- 
00000-1. (Subscription). 

Medicare, hospital manual. Transmittal no. 438. @Item 512-A-21. May 1985. S/N 917-005- 
00000-1. (Subscription). 

Medicare, hospital manual. Transmittal no. 449. June 1985. @Item 512-A-21. S/N 917-005- 
00000-1. (Subscription). 

Medicare, skilled nursing facility manual. Transmittal no. 226. @Item 512-A-23. May 1985. S/ 
N 917-008-00000-1. (Subscription). 

Medicare, skilled nursing facility manual. Transmittal no. 227. @Item 512-A-23. April 1985. S/ 
N 917-008-00000-1. (Subscription). 

Medicare, provider reimbursement manual, part 1. Transmittal no. 321. February 1985. @Item 
512-A-22. S/N 917-007-00000-4. (Subscription). 

Medicare, home health agency manual. Transmittal no. 106. @Item 512-A-25. May 1979. S/N 
917-004-00000-5. (Subscription). 

Medicare, home health agency manual. Transmittal no. 107. @Item 512-A-25. April 1979. S/N 
917-004-00000-5. (Subscription). 

Medicare, home health agency manual. Transmittal no. 108. @Item 512-A-25. May 1979. S/N 
917-004-00000-5. (Subscription). 

Medicare, home health agency manual. Transmittal no. 110. @Item 512-A-25. June 1979. S/N 
917-004-00000-5. (Subscription). 

Medicare, home health agency manual. Transmittal no. 111. @Item 512-A-25. July 1979. S/N 
917-004-00000-5. (Subscription). 

Medicare, home health agency manual. Transmittal no. 167. @Item 512-A-25. May 1985. S/N 
917-004-00000-5. (Subscription). 

Medicare, home health agency manual. Transmittal no. 168. @Item 512-A-25. April 1985. S/N 
917-004-00000-5. (Subscription). 

Medicare, home health agency manual. Transmittal no. 169. @Item 512-A-25. May 1985. S/N 
917-004-00000-5. (Subscription). 

Medicare, intermediary manual, part 3. Transmittal no. 1167. @Item 512-A-25. December 
1984. 

Medicare, intermediary manual, part 3. Transmittal no. 1200. @Item 512-A-25. May 1985. S/N 
917-006-00000-8. (Subscription). 

Medicare, intermediary manual, part 3. Transmittal no. 1203. @Item 512-A-25. April 1985. S/ 
N 917-006-00000-8. (Subscription). 

Medicare, intermediary manual, part 3. Transmittal no. 1205. @Item 512-A-25. April 1985. S/ 
N 917-006-00000-8. (Subscription). 

Medicare, intermediary manual, part 3. Transmittal no. 1210. @Item 512-A-25. April 1985. S/ 
N 917-006-00000-8. (Subscription). 

Medicare, intermediary manual, part 3. Transmittal no. 1211. @Item 512-A-25. May 1985. S/N 
917-006-00000-8. (Subscription). 

Medicare, intermediary manual, part 3. Transmittal no. 331. @Item 512-A-25. March 1985. 

Medicare, intermediary manual, part 2, Audits, reimbursement, program administration. Trans- 
mittal no. 334. @Item 512-A-25. June 1985. 

Medicare, intermediary manual, part 4. Transmittal no. 4. @Item 512-A-25. January 1983. 

Program memorandum Carriers. Transmittal no. B-85-2. @Item 512-A-25. April 1985. 

Medicare, part A, part B. Intermediary letter A-84-14, B-84-10. @Item 512-A-25. September 
1984, 

Program memorandum. Intermediaries. Transmittal no. A-85-1.. @Item 512-A-25. March 
1985. 

Program memorandum. Intermediaries/carriers. Transmittal no. A/B 85-1. @Item 512-A-25. 
April 1985. 

Program memorandum. Carriers. Transmittal no. B-85-1. @Item 512-A-25. March 1985. 

Medicare, carriers manual, part 3. Transmittal no. 1080. @Item 512-A-25. March 1985. S/N 
917-003-00000-9. (Subscription). 

Medicare, intermediary manual, part 3. Transmittal no. 1083. @Item 512-A-25. March 1985. S/ 
N 917-003-00000-9. (Subscription). 


Medicare, intermediary manual, part 3. Transmittal no. 1084. @Item 512-A-25. March 1985. S/ 
N 917-003-00000-9. (Subscription). 
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Medicare, carriers manual, part 3. Transmittal no. 1085. @Item 512-A-25. March 1985. S/N 
917-003-00000-9. (Subscription). 

Medicare, carriers manual, part 3. Transmittal no. 1086. @Item 512-A-25. May 1985. S/N 917- 
003-00000-9. (Subscription). 

Medicare, carriers manual, part 3. Transmittal no. 1087. @Item 512-A-25. April 1985. S/N 
917-003-00000-9. (Subscription). 

Medicare, carriers manual, part 3. Transmittal no. 1095. @Item 512-A-25. May 1985. S/N 917- 
003-00000-9. (Subscription). 

Medicare, carriers manual, part 1. Transmittal no. 102. @Item 512-A-25. May 1982. 

Medicare, carriers manual, part 1. Transmittal no. 105. @Item 512-A-25. November 1982. 

Medicare, carriers manual, part 2. Transmittal no. 61. @Item 512-A-25. December 1981. 

Medicare, carriers manual, part 2. Transmittal no. 63. @Item 512-A-25. March 1982. 

Medicare, carriers manual, part 2. Transmittal no. 64. @Item 512-A-25. May 1982. 

Medicare, carriers manual, part 2. Transmittal no. 65. @Item 512-A-25. May 1982. 

Medicare, carriers manual, part 2. Transmittal no. 66. @Item 512-A-25. September 1982. 

Medicare, carriers manual, part 2, Program Administration. Transmittal no. 81. @Item 512-A- 
25. June 1985. 

Regional office manual, medicare. Transmittal no. 268. @Item 512-A-25. February 1983. 

Regional office manual, medicare. Transmittal no. 269. @Item 512-A-25. March 1983. 

Regional office manual, medicare. Transmittal no. 270. @Item 512-A-25. March 1983. 

Regional office manual, medicaid. Transmittal no. 6. @Item 512-A-25. February [19837]. 

Regional office manual, medicaid. Transmittal no. 19. @Item 512-A-25. April 1985. 


HE 22.8/10:pt.4/trans. 14 State medicaid manual. Part 4, Services.Transmittal no. 14. @Item 512-A-22. March 1985. 
HE 22.8/10:pt.7/trans.5.......s.ssssssessssessessses State medicaid manual, part 7. Transmittal no. 5. @Item 512-A. September 1981. 

HE 22.8/10:pt.7/trans.7..........secsssssssseseesees State medicaid manual, part 7. Transmittal no. 7. @Item 512-A-22. February 1982. 

HE 22.8/10:pt.7/trans.8 State medicaid manual, part 7. Transmittal no. 8. @Item 512-A-22. February 1982. 





HE 22.8/10:pt.7/trans.9.........scccsscsssseseseseee State medicaid manual, part 7. Transmittal no. 9. @Item 512-A-22. March 1982. 
HE 22.8/10:pt.7/trans. 17 


HE 22.8/10:pt.7/trans. 19 
HE 22.8/10:pt.7/trans.27 


State medicaid manual, part 7. Transmittal no. 17. @Item 512-A-22. October 1982. 
State medicaid manual, part 7. Transmittal no. 19. @Item 512-A-22. November 1982. 
State medicaid manual. Part 7, Quality control. Transmittal no. 27. February 1985. @Item 512- 
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PM 1.14/2:btn.550-55 





PM 1.14/2:dtn.930-32 





PM 1.14/2:btn.990-70 





A-22. 

Program memorandum. Medicaid state agencies. Transmittal no. 85-1. April 1985. @Item 512- 
A-22. 

Section 402 handbook: guidelines for screening National Pollutant Discharge Elimination 
System permits. [Correction]. September 1984. @Item 611-R-1. 

Policy concerning prosecution, BS #9.013, USAM 9-61.970. March 22, 1985.@item 717-A. 

Policy concerning prosecution—18 U.S.C. 115, BS #9.014, USAM 9-65-940. March 28, 1985. 
@ltem 717-A. 

Consultation prior to prosecution, BS #9.015, USAM 9-138.030. March 28, 1985. @item 717- 
A. 

Operations instructions, February 15, 1985. @Item 726-A. S/N 927-002-00000-1. 

Minority crime and the juvenile justice system, May 30 and 31, 1985, conference in Washing- 
ton, D.C. [notice].@Item 718-A. 

Occupational safety and health subscription service. Vol. 1, General industry standards and 
interpretations, Change 38. April 16, 1985. @Item 766-F S/N 929-005-00000-7. 

Occupational safety and health administration subscription service. Vol. 4, Other regulations 
and procedures. Change 22. April 1, 1985. @Item 766-F. S/N 929-008-00000-6. 

Claim for compensation on account of traumatic injury, [form]. June 1984 @Item 746-C-6. 

[Copyright Office. RSL 5B forms request]. May 1985. @Item 802-A [notice]. 

Interim regulations on extension and revisions of the veterans readjustment appointment au- 
thority, FPM bulletin no. 307-20. April 16, 1985. @Item 294. S/N 906-001-00000-4. 

Final regulations for reemployment rights based on service with the Panama Canal Commission 
in the Republic of Panama. FPM bulletin no. 352-20. @Item 294. S/N 906-001-00000-4. 

1985 annual review of special salary rates authorized under Title 5 U.S.C. 5303. FPM bulletin 
no. 530-46 April 29, 1985. @Item 294. S/N 906-001-00000-4. 

Federal personnel manual system. Amendment to salary offset regulations. FPM bulletin no. 
550-55. May 13, 1985. S/N 906-001-00000-4. @Item 294. 

Federal personnel manual system. Temporary reemployment of retired administrative law 
judges. Bulletin no. 930-32. @Item 294. April 30, 1985. 

Federal personnel manual system. Semiannual agenda of OPM regulations under development 
of review from April 1, 1985 through March 31, 1986. FPM bulletin no. 990-70. @Item 
294. May 15, 1985. S/N 906-001-00000-4. 
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PM 1.14/2:let.298-10/att. 1-4 Conversion procedures for agencies. Attachment | to FPM Ltr. 298-10. @Item 294. 

PM 1.14/2:let.930-16 Federal personnel manual system. Temporary reemployment of retired administrative law 
judges. FPM letter 930-16. @Item 294. April 30, 1985. S/N 906-001-00000-4. 

PM 1.14/3:293-31/btn.293-24 Federal personnel manual system. Proposed addition of subpart E, employee medical file 
system, to regulations on personnel records. FPM bulletin no. 294-24. @Item 294. April 
29, 1985. S/N 906-005-00000-0. 

PM 1.14/3:298-1/btn.298-54 Federal personnel manual system. Reporting FY °84 merit pay adjustments to CPDF. FPM 
bulletin no. 298-54.@Item 294. February 23, 1985. S/N 906-007-00000-2. 

PM 1.14/3:298-1/let.298-29 Modification to the Central Personnel Data File (CPDF) for performance management and 
recognition system requirements, FPM letter 298-29. April 18, 1985. @Item 29. S/N 
906-007-00000-2. 

PM 1.14/3:792-2/btn.792-37 Federal personnel manual system. Regulatory requirements for alcoholism and drug abuse 
programs and services for federal civilian employees. FPM bulletin no. 792-37. @Item 
294. May 9, 1985. S/N 906-019-00000-9. 

PM 1.14/3:870-1/btn.870-51 Federal personnel manual system. Federal employees’ group life insurance proposed regula- 
tions. FPM bulletin no. 870-51. @Item 294. April 30, 1985. S/N 906-022-00000-1. 

S 1.5/6:v.2/trans.GEN-203 Foreign affairs manual. Vol. 2, transmittal letter GEN-203. May 4, 1982. 

S 1.5/6:v.2/trans.GEN-219 Foreign affairs manual. Vol. 2, general. Transmittal letter GEN-219. Uniform state/aid regula- 
tions. September 20, 1984. 

S 1.5/6 v.2/trans.GEN-223 Foreign affairs manual. Vol. 2, general. Transmittal letter GEN-223. April 16, 1985. 

S 1.5/6:v.2/trans.GEN-225 Foreign affairs manual. Vol. 2, general. Transmittal letter GEN-225. May 23, 1985. 

S 1.5/6:v.2/trans.GEN-226 Foreign affairs manual. Vol. 2, general. Transmittal letter GEN-226. June 24, 1985. 

S 1.5/6:v.3/985/trans. 16 Foreign affairs manual. Vol. 3, transmittal letter PER-16. February 15, 1985. 

S 1.5/6:v.3/985/trans.22 Foreign affairs manual. Vol. 3, Personnel. Transmittal letter PER-22. January 1, 1985. 

S 1.5/6:v.3/985/trans.23 Foreign affairs manual, Vol. 3, Personnel. Transmittal letter PER-23. January 1, 1985. 

S 1.5/6:v.3/985/trans.24 Foreign affairs manual. Vol. 3, Personnel. Transmittal letter PER-24. April 9, 1985. 

S 1.5/6:v.3/985/trans.29 Foreign affairs manual. Vol. 3, Personnel. Transmittal letter PER-29. May 8, 1985. 

S 1.5/6:v.3/985/trans.31 Foreign affairs manual. Vol. 3, Personnel. Transmittal letter PER-31. May 10, 1985. 

S 1.5/6:v.3/985/trans.32 Foreign affairs manual. Vol. 3, Personnel. Transmittal letter PER-32. May 20, 1985. 

S 1.5/6:v.3/985/trans.34 Foreign affairs manual. Vol. 3, Personnel. Transmittal letter PER-34. June 20, 1985. 

S 1.5/6:v.6/trans.341 Foreign affairs manual. Vol. 6, General services. Transmittal letter GS-341. May 1, 1985. 

S 1.5/6:v.6/trans.342 Foreign affairs manual. Vol. 6, General services. Transmittal letter GS-342. May 1, 1985. 

S 1.5/6:v.6/trans.343 Foreign affairs manual. Vol. 6, General services. Transmittal letter GS-343. June 11, 1985. 

S 1.5/6:v.6/trans. 1104 Foreign affairs manual. Vol. 6, General services. Transmittal letter GS-1104. June 1, 1985. 

S 1.5/6:v.6/trans.1105 Foreign affairs manual. Vol. 6, General services. Transmittal letter GS-1105. June 1, 1985. 

S 1.5/6:v.7/trans.7 Foreign affairs manual. Vol. 7, Consular affairs. Transmittal letter TL:CON-7. July 30, 1985. 

S 1.5/6-2:v.3/FAMC 84-8 Foreign affairs manual circular. Checklist of current foreign affairs manual circulars. FAMC 
no. 84-8. March 20, 1984. 

S 1.5/6-2:v.3/FAMC 84-9 Foreign affairs manual circular. Vol. 3, Personnel. Promotion of certain members of the foreign 
service assigned to a salary class in the foreign service. FAMC no. 84-9. April 21, 1985. 

S 1.5/6-2:v.3/FAMC 84-10 Foreign affairs manual circular, Vol. 3, Personnel. On-call status and standby duty. FAMC no. 
84-10. May 11, 1984. 

S 1.5/6-2:v.3/FAMC 84-11 Foreign affairs manual circular. Vol. 3, Personnel. Precepts for the 1984 foreign service 
selection boards. FAMC no. 84-11. June 23, 1985. 

S 1.5/6-2:v.3/FAMC 85-2 Foreign affairs manual circular, extension of the validity of FAMC no. 84-5 “legal affairs”, 
FAMC no. 85-2. February 28, 1985. 

S 1.5/6-2:v.3/FAMC 83-13 Foreign affairs manual circular. Vol. 3, Personnel. Senior foreign service presidential awards. 
FAMC no. 85-13. April 11, 1985. 

T 22.19/2:0g 2/rev. Revision to the OSC users guide. May 1985. @Item 956-A. 

TD 4.6:61/3/ch.13 Federal aviation regulations. Part 61, Certification: pilots and flight instructors. Change 13. 
June 7, 1985. @Item 431-C-13. S/N 950-016-00000-1. 

TD 4.6:91/4/ch.60 Federal aviation regulations. Part 91, General operating and flight rules. Change 60. September 
27, 1984. @Item 431-C-13. S/N 950-018-00000-3. 

TD 4.6:103/3/ch.3 Federal aviation regulations. Part 103, Ultralight vehicles. Change 3. March 14, 1985. @Item 
431-C-13. S/N 950-020-00000-8. 

TD 4.6:121/4/ch.52 Federal aviation regulations. Part 121, Certification and operations: Domestic, flag, and supple- 
mental air carriers and commercial operators of large aircraft. Change 52. April 29 1985. 
@ltem 431-C-13. S/N 950-022-00000-1. 

TD 4.6:127/3/ch.14 Federal aviation regulations. Part 127, Certification and operations of scheduled air carriers 
with helicopters. Change 14. January 1, 1985. @Item 431-C-13. 

TD 4.8:F 64/963/rep.3/ch.42 United States standard flight inspection manual. Change 42. 1985. @Item 431-C-4. 

TD 4.36:984/supp.2 Summary of supplemental type certificates. 1985. @Item 431-A-5. S/N 950-047-00000-3. 
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TD 4.308:F 64/983/CH.7 ......sececseeeees 


Y 1.1/5:99-63/errata 





Y 1.1/5:99-69/errata 





Y 1.1/8:99-138/errata 





Y 3.N 88:25/2726/errata 
Y 3.N 88:25/3726/errata 


Y 3.N 88:25/3805/v.1/errata 


Y 3.N 88:25/4263/errata 


hsaseehs Flight services. 7110.10 G CHG 7. March 20, 1985. @Item 431-D-1. 


Errata, Federal Communications Commission authorization. 1985. @Item 1008-C, 1008-D 
(microfiche). 

Errata, Professional Sports Community Protection Act of 1985. May 21, 1985. @Item 1008-C, 
1008-D (microfiche). 

Errata to House report 99-138. The President’s suspension of the Competition in Contracting 
Act is unconstitutional. May 21, 1985. @Item 1008-C, 1008-D (microfiche). 

Light water reactor hydrogen manual. Errata. 1985. @Item 1051-H-11 (microfiche). 

Errata sheet, Simulator fidelity and training effectiveness: a comprehensive bibliography with 
selected annotations, for NUREG/CR-3726, PNL-4765, BHARC-400.83/008. June 13, 
1984. @Item 1051-H-11 (microfiche). 

Engineering characterization of ground motion Task I: effects of characteristics of free-field 
motion on structural response. Errata sheet. @Item 1051-H-11. 

Reliability analysis of stiff versus flexible piping. Final project report. Errata sheet. @Item 
1051-H-11. 
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Agency 
Agriculture Department 


Air Force Department 


Alcohol, Drug Abuse, and 
Mental Health Administra- 
tion 

Alcohol, Tobacco, and Fire- 
arms Bureau 

Animal and Plant Health In- 
spection Service 

Army Department 

Attorney Personnel Manage- 
ment Office 


Bonneville Power Administra- 
tion 
Census Bureau 


Center for Disease Control 
Committee on Foreign Affairs 
Committee on the Budget 


Copyright Office 
Customs Service 


New Classification Numbers 


Classification no. 


A 1.2/10:date 

A 1.2/1 1:date 

D 301.100:date 

D 301.101:vol.no.&nos. 
HE 20.8016:date 

T 70.14:date 


A 101.2/10:date 


D 101.77/2:vol.no.&nos. 
J 33.1:date 


J 33.2:CT 

J 33.8:CT 

J 33.9:CT 

E 5.11:date 

C 3.186/4:date 
C 3.186/5:date 


C 3.215/17-28:date 


C 3.215/17-34:date 


C 3.215/17-52:date 


C 3.215/17-58:date 


C 3.215/17-59:date 


C 3.238/a:CT 

C 3.256/6:ltrs.&nos. 
C 3.257/3-4:ltrs.&nos. 
C 3.271:nos. 

HE 20.7022/3-3:date 


Y 4.F 76/1-11:date 
Y 4.B 85/3-10:date 


LC 3.3/3:date 
T 17.6/3-4:v.no. nos. 


Title 

Priorities for Research, Extension and Higher Education 
(annual). 

Five-Year Plan for the Food and Agricultural Sciences (bien- 
nial). 

Unpublished Comptroller General decisions with index. 

Intercom (biweekly). 

Alcohol, drug abuse, mental health research grant awards 
(annual). See, for earlier class: HE 20.8118:date. 


State laws and published ordinances-firearms. 


Veterinary Biological Products: Licensees and Permittees 
(semiannual). 

Field Artillery Journal (bimonthly). 

Annual report. 


General publications. 

Handbooks, manuals, and guides. 

Posters. 

Fish & Wildlife Annual Project Summary. 


Child support and alimony, Current Population Reports 
(annual). 

After-tax money Income estimates of households, Current 
Population Reports (annual). 

Annual housing survey: Housing characteristics for selected 
metropolitan areas, Miami, FL. Standard metropolitian sta- 
tistical area (irregular). See, for earlier class C 3.215: 

Annual Housing Survey: Housing characteristics for selected 
metropolitan areas. Portland, OR-WA standard metropoli- 
tan statistical area (irregular). 

Annual housing survey: Housing characteristics for selected 
metropolitan areas. Louisville, KY-IN. Standard metropoli- 
tan statistical area (irregular). Extracted from: C 3.215: 

Annual housing survey: Housing characteristics for selected 
metropolitan areas, Sacramento, CA. Standard metropoli- 
tan statistical area (irregular). See, for earlier class C 
3.215:H-170-83-58. 

Annual housing survey: Housing characteristics for selected 
metropolitan areas, St. Louis, MO-IL. Standard metropoli- 
tan statistical area (irregular). Extracted from Current 
Housing Reports (series) C 3.215: 

Data User News (separates). 

Census of Wholesale Trade (industry series WC-82-I). 

Census of Service Industries (industry series). 

1990 Planning Conference Series. 

Proficiency testing summary analysis—Public health immu- 
nology. Internal, not sent to depository libraries. 

Meeting of the Canada-United States Interparliamentary 
Group. 

House Rules of Procedure. 

Decisions of the U.S. courts involving copyright. 

Customs bulletin and decisions (weekly). See, for earlier class 
T 1.11/3: 
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Energy Information Adminis- 
tration 

Engineer Corps 

Federal Aviation Administra- 


tion 


Federal Bureau of Investiga- 
tion 

Federal Grain Inspection Serv- 
ice 


Federal Highway Administra- 
tion 


Forest Service 
General Accounting Office 
Geological Survey 


Health Care Financing Admin- 
epee: 


Indian Health Service 
Information Resources Man- 


agement Office 
Internal Revenue Service 


International Trade Commis- 
sion 


Labor Statistics Bureau 
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D 1.57/9:date 


D 1.75:nos.ltr.nos 
J 24.18/3:date 


ED 1.33/2:date 
ED 1.49:nos. 

E 3.17/6:date 

D 103.109/3:nos. 
TD 4.2/10:date 


TD 4.2/1 1:date 
J 1.14/7-7:date 


A 104.12:date 


A 104.12/2:date 
TD 1.40/4:nos. 


A 13.65/12-2:nos. 
GA 1.13/2:date 
I 19.13/2:date 

I 19.13/3:date 
HE 22.21/2:date 
HE 22.30:date 
HE 20.9410:date 
GS 12.17:CT 

T 22.2/11:date 
T 22.35/S:date 
ITC 1.25:date 
ITC 1.26: 

ITC 1.27:date 
ITC 1.38:date 

L 2.3/10:date 

L 2.3/1 1:date 

L 2.3/12:date 

L 2.122/4:date 
L 2.122/9:date 


L 2.122/13:date 
L 2.122/14:date 


L 2.122/38:date 
L 2.122/43:date 


L 2.122/46:date 
L 2.123/5:date 


Companies participating in the Department of Defense sub- 
contracting program (quarterly). 

DoDDS pamphlet (series). 

Quarterly statistical report. 


Biannual Professional Development Program. 


Focus. 
Nuclear Power Plant Construction Activity (annual). 


FB pamphlet series. Issued by U.S. Army Engineer School, 
Fort Belvoir, VA 

National Airspace System Plan, facilities, equipment and as- 
sociated development (annual). 

Parts manufacturer approvals (annual). 

Uniform crime reports bomb summary (annual). See, for ear- 
lier class J 1.14/7-4: 

U.S. export corn quality (annual). 


U.S. export soybean quantity (annual). 
Experimental project. 


Performance guide (series). Issued by the Intermountain 
Forest and Range Experimentation Station. 

Examination of the Inter-American Foundation’s Financial 
Statements (annual). 

Selected papers in the Hydrologic Sciences. 

National water summary (annual). 


Budget and legislative program fiscal year (annual). 
Pharmacy branch annual report. 
Information Resources Management Handbook (series). 


Cumulative list of organizations (annual). 

Statistics of income, corporation income tax returns. 

Quarterly survey on certain stainless steel and alloy tool 
steel. 

Heavy weight motorcycles: selected economic indicators 
(quarterly). 

Monthly report on selected steel industry data. 

Minority and female motor carrier listings (biennial). 

Employee Benefits in Medium and Large Firms (annual). 
See, for earlier class L 2.3:nos. 

Occupational injuries and illnesses in the United States by 
industry (annual). 

Geographic profile of employment and unemployment 
(annual). 

Area Wage Survey, Little Rock-North Little Rock, AK (by 
cities) summary. 

Area Wage Survey, Melbourne-Titusville-Cocoa, FL (by 
cities) summary. 

Area Wage Survey, Peoria, IL (annual). 

Area Wage Survey, Fort Wayne, IN, June 1984 (by cities) 
summary. 

Area Wage Survey, Harrisburg-Lebanon, PA (by cities) sum- 
mary. 

Area Wage Survey, Waco and Killeen-Temple, TX (by 
cities) summary. 

Area Wage Survey, Southwest Virginia (by cities) summary. 

Moving and Storage Wage Survey, San Francisco-Oakland, 
CA March 1982. 





Land Management Bureau 

Library of Congress 

Mine Safety and Health Ad- 
ministration 

Mines Bureau 

Museum Services Institute 

National Agricultural Library 

National Archives and 
Records Administration 

National Cancer Institute 

National Center for Health 
Statistics 


National Endowment for the 
Arts 

National Endowment for the 
Humanities 

National Institute of Dental 
Research 

National Institute of General 
Medical Sciences 

National Institute on Alcohol 
Abuse and Alcoholism 

National Institute on Drug 
Abuse 

National Institutes of Health 


National Oceanic and Atmos- 
pheric Administration 

National Park Service 

Northern Mariana Islands 
C ny 


Small Business Administration 


Social Security Administration 


State Department 
Statistical Reporting Service 


Treasury Department 

United States Postal Service 
Urban Mass Transportation 
Veterans Administration 


L 2.124:date 


I 53.38:ltrs. & nos. 
LC 1.45:date 
L 38.14/2:CT 


1 28.167:ltrs. & nos. 


NF 4.2:CT 
A 17.24:nos. 
AE 1.110:CT 


HE 20.3184:date 
HE 20.6224:nos. 


HE 20.6225:date 
NF 2.8/2:date 


NF 3.8/2:date 

HE 20.3401/3:date 
HE 20.3461/2:date 
HE 20.8318:date 
HE 20.8230:CT 
HE 20.3047:date 


HE 20.3048:date 
C 55.13/6:nos. 


I 29.110:date 
Y 3.N 81/6:1 date 


Y 3.N 81/6:2 CT 
Y 3.N 81/6:9 CT 
SBA 1.1/4:date 


HE 3.77:date 


HE 3.78:nos. 

S 1.70/8:date 

S 1.129/2:date 
A 92.11/2-3:date 


T 1.62:CT 
P 1.49:date 
TD 7.18:date 


VA 1.4/2:nos. 
VA 1.22/3:date 
VA 1.73/2:date 
VA 1.77:date 


Series available and estimating methods BLS National Pay- 
roll Employment Program. 

BLM contract solicitation. 

Symbols of American libraries. 

Posters. 


Development of Foreign Economic Indices. 

General publications. MuS 1.2: was established in error. 
Special reference briefs. 

Bibliographies and list of publications. 


Smoking, tobacco, and cancer program annual report. 
National death index announcement (irregular). 


NCHS catalog of university presentations (annual). 
Artists in education (annual). Formerly classed NF 2.8:CT 


Summer stipends, guidelines and application forms (annual). 
Formerly classed NF 3.8:CT 
National Institute of Dental Research programs (annual). 


Pharmaology research associate program (annual). 


Announcement (National Institute on Alcohol Abuse and Al- 
coholism) (unknown). 
Clinical and behavioral pharmacology research report. 


Abstracts of Small Business Innovation Research (SBIR) 
Phase I and Phase II projects (annual). 

DRG annual report (annual). 

NOAA special report NOS OMA series. 


Park areas and employment opportunities for the summer. 
Annual reports. 


General publications. 

Welcoming America’s Newest Commonwealth. Reports. 

Results under the Small Business Innovation Development 
Act of 1982 (annual). 

The Supplemental Security Income Program for the Aged, 
Blind, and Disabled—characteristics of state assistance pro- 
grams for SSI recipients (annual). 

The 1983 new beneficiary survey (various topics). 

United States participation in the United Nations (annual). 

Implementation of Helsinki Final Act. 

Noncitrus fruits and nuts. Midyear supplement (annual). Des- 
ignated FrNt 1-3. See, for earlier class A 92.11/2-2:date. 

Fact sheet. 

Treasury of Stamps album. 

The status of the nation’s local public transportation: condi- 
tions and performance (report to congress) (biennial). 

Personnel circular letter. 

Handbook of hearing aid measurement. 

Drug index (formulary) (annual). 

VA ADP and Telecommunications Plan (annual). 


PRELIM. 31 








Corrections for Previous Monthly Catalogs 


Catalog Entry No. Title Correction 
July 1985 85-13995 Biotic communities . . . Change class to A 13.88:RM-78. 
85-14589 After the Fire... Change class to FEM 1.11:114/2. 
85-14886 Summary report—Workshop . . . Change class to HE 20.9302:F 76/2/sum. and change @ Item 
no. to 507-J-1. 
85-15732 A Progress report . . . Change class to Pr 40.8:In 8/Y 3. 
85-15995 List of standing . . . Change class to Y 1.2/6:983. 
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483-575 0 - 85 - 2: QL 3 








List of Government Authors 


Administrative Office of U.S. Courts, Washington, DC 20544 





Advisory Commission on Intergovernmental Relations, Washington, DC 20575 





Aging, Administration on, Washington, DC 20201 





Agriculture Department, Washington, DC 20250 





Alcohol, Tobacco, and Firearms Bureau, Washington, DC 20226 





American Forces Information Service, Washington, DC 20301 





Air Force Academy, U.S. Air Force Academy, CO 80840 





Air Force Department, Washington, DC 20330 





Air Quality Planning and Standards Office, Washington, DC 20460 





Army Command and General Staff College, Fort Leavenworth, KS 66627 





Army Department, Washington, DC 20310 





Army Medical Department, Washington, DC 20310 





Assistant Public Printer (Superintendent of Documents), Government Printing Office, Washington, 


DC 20402 





Census Bureau, Suitland, MD 20233 





Center for Prevention Services, Atlanta, GA 30333 





Central Intelligence Agency, Washington, DC 20505 





Centers for Disease Control, Atlanta, GA 30333 





Child Support Enforcement Office, Rockville, MD 20852 





Coast Guard, Washington, DC 20590 





CONGRESS 





Congressional Serial Set 





Economic Joint Committee, Washington, DC 20510 





Taxation, Joint Committee on, Washington, DC 20515 





House of Representatives, Washington, DC 20515 
House documents 





House reports 





Aging, Select Committee on, Washington, DC 20515 





Agriculture, Committee on, Washington, DC 20515 





Appropriations, Committee on, Washington, DC 20515 





Armed Services, Committee on, Washington, DC 20515 





Banking, Finance and Urban Affairs, Committee on, Washington, DC 20515 


Budget, Committee on the, Washington, DC 20515 





Children, Youth and Families, Select Committee on, Washington, DC 20515 


Education and Labor, Committee on, Washington, DC 20515 





Energy and Commerce, Committee on, Washington, DC 20515 





Foreign Affairs, Committee on, Washington, DC 20515 





Government Operations, Committee on, Washington, DC 20515 





House Administration, Committee on, Washington, DC 20515 








Hunger, Select Committee on, Washington, DC 20515 
Intelligence, Select Committee on, Washington, DC 20515 





Interior and Insular Affairs, Committee on, Washington, DC 20515 





Judiciary, Committee on the, Washington, DC 20515 





Merchant Marine and Fisheries, Committee on, Washington, DC 20515 


Narcotics Abuse and Control, Select Committee on, Washington, DC 20515 


Post Office and Civil Service, Committee on, Washington, DC 20515 








Science and Technology, Committee on, Washington, DC 20515 





Standards of Official Conduct, Committee on, Washington, DC 20515 





Veterans’ Affairs, Committee on, Washington, DC 20515 





Ways and Means, Committee on, Washington, DC 20515 





Senate, Washington, DC 20510 





Senate documents 





Senate reports 





Senate treaty doc t 





Aging, Special Committee on, Washington, DC 20510. 





Beginning class 
Ju 10.12:984 
Y 3.Ad 9/8:18/984 
HE 23.3002:Am 3 
A 1.34:724 
T 70.2:F 51/3 
D 2.18-7/2 
D 305.2:Z 7 
D 301.2:Ai 7/29/984/961-73 
EP 4.2:Ag 8 
D 110.11:2 
D 101.2:C 73/7/annex B 
D 104.6/2:AL 5/985/v.1-2 


GP 3.22/2:005/11 

C 3.2:Ir 7 

HE 20.7308:P 96 
PrEx 3.10/4:N 81 a/4 
HE 20.7002:P 27/6 
HE 24.8:K 54 

TD 5.4/3:61 
X.96/2:126/pt.26 

Y 1.1/2:Serial 13487 
Y 4.Ec 7:C 61/2 

Y 4.T 19/4:D 45/32 


Y 1.1/7:98-119 

Y 1.1/8:98-63 

Y 4.Ag 4/2:F 86/11 

Y 4.Ag 8/1:C 73/18 

Y 4.Ap 6/1:Ag 8/896/pt.1-2 
Y 4.Ar 5/2:T 53/984 

Y 4.B 22/1:F 31/59 

Y 4.B 85/3:99-4 

Y¥ 4.C 43/2:C 43/14 

Y 4.Ed 8/1:Ed 8/66/984 
Y 4.En 2/3:R 86/2/985-86 
Y 4.F 76/1:Af 8/28 

Y 4.G 14/7:Ec 7/5 

Y 4.H 81/3:In 8 

Y 4.H 89:F 73 

Y 4.In 8/18:P 94/985 

Y 4.In 8/14:98-48/pt.1 
Y 4.3 89/1:98/98 

Y 4.M 53:99-A 

Y 4.N 16:R 86 

Y 4.P 84/10:T 53/985 

Y 4.Sci 2:98/143 

Y 4.St 2/3:R 86 

Y 4.V 64/3:99-1 

Y 4.W 36:WMCP 99-8 
Y 1.3:S.pub.99-7 

Y 1.1/3:98-34 

Y 1.1/5:99-5/v.1-2 

Y 1.1/4:99-6 

Y 4.Ag 4:S.prt.98-290 
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Beginning class 
Appropriations, Committee on, Washington, DC 20510 Y 4.Ap 6/2:S.hrg.99-1285 
Armed Services, Committee on, Washington, DC 20510 Y 4.Ar 5/3:S.hrg.99-9 
Banking, Housing and Urban Affairs, Committee on, Washington, DC 20510 Y 4.B 22/3:S.hrg.99-15 
Commerce, Science, and Transportation, Committee on, Washington, DC 20510 Y 4.C 73/7:S.hrg.99-21 
Energy and Natural Resources, Committee on, Washington, DC 20510 Y 4.En 2:S.hrg.99-29 
Environment and Public Works, Committee on, Washington, DC 20510. Y 4.P 96/10:S.hrg.99-11 














Ethics, Select Committee on, Washington, DC 20510 





Finance, Committee on, Washington, DC 20510 





Foreign Relations, Committee on, Washington, DC 20510 





Governmental Affairs, Committee on, Washington, DC 20510 








Indian Affairs, Select Committee on, Washington, DC 20510 
Judiciary, Committee on the, Washington, DC 20510 





Labor and Human Resources, Committee on, Washington, DC 20510 








Small Business, Committee on, Washington, DC 20510 
Congressional Budget Office, Washington, DC 20515 





Consumer Product Safety Commission, Washington, DC 20016 








Copyright Office, Washington, DC 20559 
Customs Service, Washington, DC 20229 





Defense Department, Washington, DC 20301 





Defense Logistics Agency, Cameron Station, Alexandria, VA 22314 





Defense Mapping Agency, Washington, DC 20305 





Drug Enforcement Administration, Washington, DC 20537 





Economic Analysis Bureau, Washington, DC 20230 





Economic Research Service, Washington, DC 20250 





Education Department, Washington, DC 20202... 





Employees’ Compensation Appeals Board, Washington, DC 20210 





Employment Standards Administration, Washington, DC 20210 





Engineers Corps 





Environmental Protection Agency, Washington, DC 20460 





Environmental Research Laboratories, Boulder, CO 80302 








Executive Office of the President, Washington, DC 20500 
Federal Aviation Administration, Washington, DC 20553 





Federal Bureau of Investigation, Washington, DC 20535 





Federal Election Commission, Washington, DC 20463 





Federal Emergency Management Agency, Washington, DC 20472 





Federal Highway Administration, Washington, DC 20590 





Federal Home Loan Bank Board, Washington, DC 20552 





Federal Insurance Administration, Washington, DC 20472 





Federal Judicial Center, Washington, DC 20005 





Federal Railroad Administration, Washington, DC 20590 





Federal Register Office, Washington, DC 20408 





Federal Register Office, Washington, DC 20408 





Federal Reserve System Board of Governors, Washington, DC 20551 





Federal Supply and Services Office, Washington, DC 20405 





Federal Trade Commission, Washington, DC 20580 





Fish and Wildlife Service, Washington, DC 20240 





Food and Drug Administration, Rockville, MD 20857 





Food Safety and Inspection Service, Washington, DC 20250 





Forest Service, Washington, DC 20250 





General Accounting Office, Washington, DC 20548 





General Services Administration, Washington, DC 20405 





Geological Survey, Reston, VA 22092 





Health Care Delivery and Assistance Bureau, Rockville, MD 20857 





Health Care Financing Administration, Washington, DC 20201 





HMO’s and Resource Development Bureau, Rockville, MD 20857 





Housing and Urban Development Department, Washington, DC 20410 
Immigration and Naturalization Service, Washington, DC 20536 








Indian Affairs Bureau, Washington, DC 20245 





Interior Department, Washington, DC 20240 





Internal Revenue Service, Washington, DC 20224 





International Communications Agency, Washington, DC 20547 





PRELIM. 36 


Y 4.Et 3/4:S.prt.99-33 

Y 4.F 49:S.hrg.99-35 

Y 4.F 76/2:S.hrg.99-17 
Y 4.G 74/9:S.hrg.99-18/pt.2 
Y 4.In 2/11:S.hrg.99-42 
Y 4.J 89/2:S.hrg.98-1274 
Y 4.L 11/4:S.hrg.99-1271 
Y 4.Sm 1/2:S.hrg.99-14 
Y 10.2:C 81 

Y 3.C 76/8:2 El 2/rev. 
LC 3.1:983 

T 17.2:D 79/985 

D 1.2:B 96/2/985 

D 7.2:In 3/2 

D 5.315/2:985/v.2 

J 24.17:9/1 

C 59.14:41 

A 93.44:AGES 841217 
ED 1.2:B 43 

L 28.9:33/ind. 

L 36.202:Am 3/978 

D 103.1/2:981/pt.1 

EP 1.1/5:984-2 

C 55.601/3:984-85 

PrEx 1.2:V 64 

TD 4.6:150/2 

J 1.14/2:F 49/16 

Y 3.E1 2/3:1/984 

FEM 1.2:C 42 

TD 2.8:En 3/2/app.J-L 
FHL 1.2:K 14 

FEM 1.209:020021 

Ju 13.9:85-2 

TD 3.103:152 

AE 2.106/3:21/pt.100-169/985 
GS 4.108:5/(pt.1200-end),6/985 
FR 1.62:242 

GS 2.2:C 96 

FT 1.2:T 61 

1 49.2:P 43 

HE 20.4002:D 84/10 

A 110.13:14/984 

A 13.2:Or 3/9 

GA 1.13:HRD-85-4/sum. 
GS 1.1/3:985 

1 19.3:1553 

HE 20.9102:Se 6 

HE 22.8:M 46/5 

HE 20.9202:Un 1 

HH 1.2:P 94/8/984-85 

J 21.2:As 4 

1 20.12/2:R 22 

I 1.1/7:983-1 

gg 7S yep 

ICA 1.15:982 





International Development Agency, Washington, DC 20523 





International Joint Commission, Washington, DC 20440 





International Trade Administration, Washington, DC 20230 





Interstate Commerce Commission, Washington, DC 20423 





Justice Department, Washington, DC 20531 





Justice Statistics Bureau, Washington, DC 20531 





Juvenile Justice and Delinquency Prevention Office, Washington, DC 20531 





Labor Statistics Bureau, Washington, DC 20210 





Land Management Bureau, Washington, DC 20240 





Library of Congress, Washington, DC 20540 








Management and Budget Office, Washington, DC 20503 
Marine Corps (Navy), Washington, DC 20380 





Maritime Administration, Transportation Dept., Washington, DC 20590 





Medicine and Surgery Bureau (Navy), Washington, DC 20350 





Mine Safety and Health Administration, Arlington, VA 22203 





Minerals Management Service, Washington, DC 20240 





Mines Bureau, Washington, DC 20241 





National Advisory Committee on Oceans and Atmosphere, Washington, DC 20230 





National Advisory Council on Indian Education, Washington, DC 20004 





National Aeronautics and Space Administration, Washington, DC 20546 





National Archives and Records Service, Washington, DC 20408 





National Bureau of Standards, Washington, DC 20234 





National Cancer Institute, Bethesda, MD 20014 





National Center for Devices and Radiological Health, Rockville, MD 20857 








National Center for Education Statistics, Hyattsville, MD 20782 
National Center for Health Services Research, Rockville, MD 20852 





National Center for Health Statistics, Hyattsville, MD 20782 





National Commission on Libraries and Information Science, Washington, DC 20036 
National Credit Union Administration, Washington, DC 20456 





National Endowment for the Arts, Washington, DC 20506 








National Endowment for the Humanities, Washington, DC 20506 


National Environmental Satellite, Data, and Information Service, Washington, DC 20235 





National Guard Bureau, Washington, DC 20310 





National Heart, Lung, and Blood Institute, Bethesda, MD 20014 





National Highway Traffic Safety Administration, Washington, DC 20590. 





National Institute for Occupational Safety and Health, Rockville, MD 20857 





National Institute of Arthritis, Diabetes, and Digestive and Kidney Diseases, Bethesda, MD 20014 


National Institute of Dental Research, Washington, DC 20202 





National Institute of Education, Washington, DC 20208 





National Institute of Justice, Washington, DC 20004 





National Institute of Mental Health, Rockville, MD 20857 





National Institute of Neurological and Communicative Disorders and Stroke, Bethesda, MD 20014 


National Institute on Drug Abuse, Rockville, MD 20857 





National Institutes of Health, Bethesda, MD 20014 








National Labor Relations Board, Washington, DC 20570. 
National Library of Medicine, Bethesda, MD 20014 





National Marine Fisheries Service, Washington, DC 20230 








National Mediation Board, Washington, D™ 20036 
National Ocean Service, Rockville, MD 2.452 





National Oceanic and Atmospheric Administration, Rockville, MD 20852 





National Park Service, Washington, DC 20242 





National Science Foundation, Washington, DC 20550 





National Transportation Safety Board, Washington, DC 20594 





Naval Education and Training Command, Pensacola, FL 32508 





Naval Military Personnel Command, Washington, DC 20370 





Naval Research Office, Arlington, VA 22217 





Navy Department, Washington, DC 20350 





Nuclear Regulatory Commission, Washington, DC 20555 





Occupational Safety and Health Administration, Washington, DC 20210 





Patent and Trademark Office, Washington, DC 20231 





Peace Corps, Washington, DC 20525 





Beginning class 
S 18.52:55 
Y 3.In 8/28:2 G 79/985 
C 61.2:Al 8 
IC 1.12/3:P 42/prop. 
J 1.1:983 
J 29.9:NCJ-95787 
J 32.2:P 94 
L 2.3/8:985 
1 53.2:Al 7 


LC 1.2:2 Au 8/4, LC 12.2:M 97/6 


PrEx 2.4:A-102/2-sum. 
D 214.25:7510 B 

TD 11.12:983 

D 206.10:958 

L 38.2:F 26 

1 72.2:N 82 

I 28.3:677 

Y 3.0c 2:2 N 81 

Y 3.In 2/10:1/983 
NAS 1.1/4:984 

GS 4.6/2:R 24/8 

C 13.10:260-94 

HE 20.3152:B 74/7/985 
HE 20.4602:U1 8 

ED 1.102:H 53/7 

HE 20.6502:P 56/2 
HE 20.6202:V 83/984 
Y 3.L 61:1/983-84 
NCU 1.16:985 

NF 2.8:Ex 7/987 

NF 3.8:C 35/985/2 

C 55.202:N 21/2 

D 12.10:B 29 

HE 20.3202:C 33 

TD 8.2:A1 1/28/984 
HE 20.7101:981 

HE 20.3301:3 

HE 20.3401:983 

ED 1.302:N 21 

J 28.2:An 8/2 

HE 20.8102:N 93/pre. 
HE 20.3502:B 73/5 
HE 20.8202:H 43/2/964-84 
HE 20.3002:H 59 

LR 1.8:269 

HE 20.3608:L 47/985 
C 55.309/2-2:984 
NMB 1.9:11 

C 55.422:3/23 

C 55.2:C 61/2/984 

I 29.2:Ad 6/3/draft 
NS 1.2:M 42/7/982 
TD 1.112:84/07 

D 207.208:P 45/985/inst. 
D 208.23:P 13 

D 210.2:F 98 

D 210.2:Ac 7 

Y 3.N 88:8 Se 5 

L 35.6/3-4:978/rep. 1-15 
C 21.5/a 5:N 845/983 
PE 1.8:C 73/2 


PRELIM. 37 





Personnel Management Office, Washington, DC 20415 





Pesticides and Toxic Substances Office, Washington, DC 20460 





President’s Council on Physical Fitness and Sports, Washington, DC 20534 
Prisons Bureau, Washington, DC 20534 








Public Health Service, Washington, DC 20201 





Reclamation Bureau, Washington, DC 20240 





Research and Special Programs Administration, Washington, DC 20590 








Selective Service System, Washington, DC 20435 
Small Business Administration, Washington, DC 20416 





Smithsonian Institution, Washington, DC 20560 





Social Security Administration, Baltimore, MD 21235 





Soil Conservation Service, Washington, DC 20250 








State Department, Washington, DC 20520 
Statistical Reporting Service, Washington, DC 20250 





Tax Court, Washington, DC 20217 





Technology Assessment Office, Washington, DC 20510 





Technology Transfer, Washington, DC 20460 








Tennessee Valley Authority, Knoxville, TN 37902 
Transportation Department, Washington, DC 





Treasury Department, Washington, DC 20220 





United States Information Agency, Washington, DC 20547 





United States International Trade Commission, Washington, DC 20436 





United States Postal Service, Washington, DC 20260 





United States Travel Service, Washington, DC 20230 





Veterans Administration, Washington, DC 20420. 





Water Programs Operations Office, Washington, DC 20460 





PRELIM. 38 


Beginning class 
PM 1.14/2:inst.3-316/rep.984 
EP 5.8:P 37 

HE 20.102:Ag 3 

J 16.51:982 

HE 20.8:F 32/2 

1 27.2:M 47 

TD 10.8:G 21/985 

Y 3.Se 4:1/984 

SBA 1.1/2:985 

SI 1.2:R 22/6/985 

HE 3.2:Ag 3/5/985 

A 57.38:At 4 

S 1.1:92-54/v.14/pt.1-2 
A 92.10/2:984 

Ju 11.2:E1 1 

Y 3.T 22/2:2 Oi 5/7 
EP 7.8:96 

Y 3.T 25:1-16/984/v.1 
TD 1.2:T 68/34 

T 1.1/3:984 

IA 1.27:Af 8 

ITC 1.1:983 

P 1.2:L 56/6 

C 47.2:C 16/2/977/v.1 
VA 1.2:D 63/4 

EP 2.2:C 76/4 





MONTHLY CATALOG 


OCTOBER 1985 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


85-20186 
A 1,34:724 
Meat animals, production, disposition, and income, final estimates 
for ... Washington, D.C. : U.S. Dept. of Agriculture, Economics 
and Statistics Service, Crop Reporting Board, U.S. Dept. of 
Agriculture, Economics and Statistics Service, Crop Reporting 
Board, Washington, D.C. 20250 
v. ; 28 cm. (Statistical bulletin ; no. 724) Title from cover. 
1979-82. Description based on: 1975-78. Vols. for (1979-82-) 
distributed to depository libraries in microfiche. @Item 15 
(microfiche) Related records: Meat animals, production, dispo- 
sition, income ISSN 0094-7385 
1. Animal industry — United States — Statistics — Periodicals. 
I. United States. Crop Reporting Board. II. Series: Statistical 
bulletin (United States. Dept. of Agriculture) ; no. 724. OCLC 
08380542 


FOREST SERVICE 
Agriculture Dept. 
Washington, DC 20250 


85-20187 
A 13.2:0r 3/9 
United States. Forest Service. Pacific Northwest Region. 

Oregon Dunes National Recreation Area : Siuslaw National 
Forest / Pacific Northwest Region, USDA Forest Service. 
[Portland, Or.?] : The Service, [19857] 

1 map ; 69 x 8 cm. on sheet 41 x 31 cm. Printed in 2 
segments: North half, South half. Includes listing of facilities 
and recreation opportunities. @lItem 84 

1. Oregon Dunes National Recreation Area (Or.)— Maps. I. 
Title. OCLC 12029186 


85-20188 
A 13.2:R 24/28/984 
Recreation sites in southwestern national forests / prepared by 
United States Department of Agriculture, Forest Service, 
ee Region. — [Albuquerque, N.M.?] : The Region, 
1984 
69 p. : ill., maps (some col.), 1 form ; 23 cm. Cover title. 
“August 1984.” @Item 84 
1. Camp sites, facilities, etc.— Southwestern States. 2. 
Forest reserves — Southwestern States — Recreational use. 3. 
Recreation areas— Southwestern States. I. United States. 
Forest Service. Southwestern Region. OCLC 12155771 


85-20189 
A 13.28:H 52/5/984/45084-G 5 — H 5 

United States. Forest Service. Eastern Region. 
Hiawatha National Forest, 7.5 minute series (topographic) / 
United States Department of the Interior, Geological Survey, 
modified for USDA Forest Service use. Scale 1:24,000 ; Poly- 
conic proj. (W 85°07'30"—W_ 84°22'30"/N 46°37'30"—N 
45°45'00"). — [Milwaukee, Wis.] : USDA Forest Service, East- 
ern Region, 1984. Forest Supervisor’s Office, Escanaba, MI 


1 map on 30 sheets : col. ; sheets 69 x 56cm. Relief shown 
by contours and spot heights. Depth shown by isolines and 
soundings. “Modification to USGS base map by the Geome- 
tronics Service Center from 1981 aerial photography and 1984 
correction guides furnished by the Eastern Region.” Twelve 
of the base maps were prepared by Army Map Service and 
published for civil use by Geological Survey. Contents: 45084- 
G 5. Round Island — 45084-G 6. St. Ignace — 45084-G 7. 
McGulpin Point — 45084-H 3. Cedarville — 45084-H 4. Goose 
Island — 45084-H 5. St. Martin Island. Includes quadrangle 
location diagrams. @Item 80-G 

1. Hiawatha National Forest (Mich.)— Maps. I. Geometron- 
ics Service Center (U.S.) II. Geological Survey (U.S.) IIL. 
United States. Army Map Service. IV. Title. V. Title: Hia- 
watha National Forest. OCLC 12184995 


85-20190 


A 13.28:H 52/5/984/46084-A 4 — B 8 


United States. Forest Service. Eastern Region. 


Hiawatha National Forest, 7.5 minute series (topographic) / 
United States Department of the Interior, Geological Survey, 
modified for USDA Forest Service use. Scale 1:24,000 ; Poly- 
conic proj. (W 85°07’30"—W  84°22'30"/N 46°37'30"—N 
45°45'00"). — [Milwaukee, Wis.] : USDA Forest Service, East- 
ern Region, 1984. Forest Supervisor’s Office, Escanaba, MI 

1 map on 30 sheets : col. ; sheets 69 x 56cm. Relief shown 
by contours and spot heights. Depth shown by isolines and 
soundings. “Modification to USGS base map by the Geome- 
tronics Service Center from 1981 aerial photography and 1984 
correction guides furnished by the Eastern Region.” Twelve 
of the base maps were prepared by Army Map Service and 
published for civil use by Geological Survey. Contents: 46084- 
A 4. Hessel — 46084-A 5. Pontchartrain Shores — 46084-A 6. 
Charles — 46084-A 7. Ozark SE — 46084-A 8. Kenneth — 
46084-B 4. Pickford NW — 46084-B 5. Rudyard — 46084-B 6. 
Fibre — 46084-B 7. Ozark NE — 46084-B 8. Ozark. Includes 
quadrangle location diagrams. @lItem 80-G 

1. Hiawatha National Forest (Mich.)— Maps. I. Geometron- 
ics Service Center (U.S.) II. Geological Survey (U.S.) III. 
United States. Army Map Service. IV. Title. V. Title: Hia- 
watha National Forest. OCLC 12184995 


85-20191 


A 13.28:H 52/5/984/46084-C 6 — H 8 


United States. Forest Service. Eastern Region. 


Hiawatha National Forest, 7.5 minute series (topographic) / 
United States Department of the Interior, Geological Survey, 
modified for USDA Forest Service use. Scale 1:24,000 ; Poly- 
conic proj. (W 85°07’30"—W  84°22'30"/N 46°37'30°—-N 
45°45'00"). — [Milwaukee, Wis.] : USDA Forest Service, East- 
ern Region, 1984. Forest Supervisor’s Office, Escanaba, MI 

1 map on 30 sheets : col. ; sheets 69 x 56cm. Relief shown 
by contours and spot heights. Depth shown by isolines and 
soundings. “Modification to USGS base map by the Geome- 
tronics Service Center from 1981 aerial photography and 1984 
correction guides furnished by the Eastern Region.” Twelve 


Page 1 





Forest Service — Agriculture Dept. 


of the base maps were prepared by Army Map Service and 
published for civil use by Geological Survey. Contents: 46084- 
C 6. Raco — 46084-C 8. Strongs — 46084-D 5. Brimley — 
46084-D 6. Dollar Settlement — 46084-D 7. Pendills Lake — 
46084-D 8. Mc Nearney Lake — 46084-G 7. Sullivan Creek — 
46084-H 6. Evergreen Shores — 46084-H 7. Moran — 46084-H 
8. Pointe Aux Chenes. Includes quadrangle location diagrams. 
@ltem 80-G 

1. Hiawatha National Forest (Mich.)— Maps. I. Geometron- 
ics Service Center (U.S.) II. Geological Survey (U.S.) III. 
United States. Army Map Service. IV. Title. V. Title: Hia- 
watha National Forest. OCLC 12184995 


85-20192 
A 13.28:H 52/5/984/46085-B 1— E1 
United States. Forest Service. Eastern Region. 

Hiawatha National Forest, 7.5 minute series (topographic) / 
United States Department of the Interior, Geological Survey, 
modified for USDA Forest Service use. Scale 1:24,000 ; Poly- 
conic proj. (W 85°07'30"—W 84°22'30"/N 46°37'30"—N 
45°45'00"). — (Milwaukee, Wis.] : USDA Forest Service, East- 
ern Region, 1984. Forest Supervisor’s Office, Escanaba, MI 

1 map on 30 sheets : col. ; sheets 69 x 56cm. Relief shown 
by contours and spot heights. Depth shown by isolines and 
soundings. “Modification to USGS base map by the Geome- 
tronics Service Center from 1981 aerial photography and 1984 
correction guides furnished by the Eastern Region.” Twelve 
of the base maps were prepared by Army Map Service and 
published for civil use by Geological Survey. Contents: 46085- 
B 1. Trout Lake — 46085-C 1. Eckerman — 46085-D 1. Piatt 
Lake —46085-E 1. Emerson. Includes quadrangle location dia- 
grams. @ltem 80-G 

1. Hiawatha National Forest (Mich.)— Maps. I. Geometron- 
ics Service Center (U.S.) II. Geological Survey (U.S.) III. 
United States. Army Map Service. IV. Title. V. Title: Hia- 
watha National Forest. OCLC 12184995 


85-20193 
A 13.28:L 58/2 
United States. Forest Service. Northern Region. 

Lewis and Clark National Forest (Jefferson Division) Mon- 
tana : forest visitors map and travel plan. Scale 1:126,720 ; 
universal transverse Mercator proj. (W 111°20’—W 109°00'/N 
47°30'—N 46°10’). — [Missoula, Mont.?] : The Region, 1984. 

1 map : both sides, col. ; 151 x 155 cm. on sheet 153 x 106 cm. 
folded to 26 x 27 cm. Relief shown by hachures and spot 
heights. Includes recreation sites and points of interest indexes, 
index to Geological Survey topograp! hic maps, key map, text, 
and ill. “Principal meridian.” “R1-84-05.” > @ltem 80-6 

1. Lewis and Clark National Forest (Mont.)— Maps. I. 
Title. OCLC 12008390 


85-20194 
A 13.28:L 58/3 
United States. Forest Service. Northern Region. 

Lewis and Clark National Forest (Rocky Mountain Division) 
Montana : forest visitors map and travel plan / compiled in the 
Regional Office, Missoula, Mont., in 1976. Scale [1:126,720]. 1/2 
” = 1 mi. ; polyconic proj. (W 113°30’—W 112°10'/ N 48°27'— 
N 46°55"). — [Missoula, Mont.?] : The Office, 1984. 

1 map : col. ; 150 x 104 cm. folded to 26 x 27 cm. “Forest 
Service map class A.” Relief shown by hachures and spot 
heights. “Principal meridian Montana.” Includes recreation 
indexes, indexes to points of interest, “Key map,” and “Index to 
Geological Survey topographic maps.” Travel restrictions as 
of 1984. On verso: text and ill. “R1-84-04.” @ltem 80-G 

1. Lewis and Clark National Forest (Mont.)— Maps. I. 
Title. OCLC 12004390 


Page 2 


85-20195 
A 13.28:M 86 b/2 
United States. Forest Service. Pacific Northwest Region. 

Mt. Baker-Snoqualmie National Forest, Washington / U.S. 
Dept. of Agriculture, Forest Service ; compiled in the U.S.F.S. 
Regional Office, Portland, Oregon, 1975. Scale [1:126,720]. 1/2” 
= 1 mile. (W 122°00'—W 121°00'/N 49°00'—N 47°00’). — Port- 
“ Or. : The Office, 1985. 

: both sides, col. ; 194 x 67 cm. on sheet 112 x 72 cm. 
nine to 13 x 25 cm. Relief shown by hachures and spot 
heights. “Recreation information has been revised in 1977.” 
Includes “Key map,” and indexes to “Restricted use areas” and 
“Improved campgrounds and picnic grounds.” @Item 80-G 

1. Mount Baker National Forest (Wash.)— Maps. 2. Sno- 
qualmie National Forest (Wash.)— Maps. I. Title. II. Title: 
Mount Baker-Snoqualmie National Forest. OCLC 12071057 


85-20196 
A 13.28:W 36/3 
Hiking trails : Lamping homestead : Ohio View : Scenic River. — 
[Washington, D.C.?] : U.S. Dept. of Agriculture, Forest Serv- 
ice, [1984] 
1 folded sheet (8 p.) : 4 maps ; 23 x 10cm. “Wayne National 
Forest.” @lItem 80-G 
1. Trails —-Ohio— Wayne National Forest. 2. Hiking — 
Ohio — Wayne National Forest. 3. Wayne National Forest 
(Ohio) I. United States. Forest Service. OCLC 12155770 


85-20197 
A 13.66/2:F 76/10 

The Forest Service in the Pacific Northwest. — [Portland, Or.?] : 
U.S. Dept. of Agriculture, Forest Service, Pacific Northwest 
Region, Pacific Northwest Forest and Range Experiment Sta- 
tion, [19847] 

[7] p. : col. ill., 1 col. map ; 28 cm. Cover title. @lItem 79- 

Cc 


1. United States. Forest Service. 2. Forests and forestry — 
Northwest, Pacific. I. United States. Forest Service. Pacific 
Northwest Region. II. Pacific Northwest Forest and Range 
Experiment Station (Portland, Or.) OCLC 12155761 


85-20198 
A 13.69/2:Si 3/6 
Ronco, Frank. 

Silviculture of mixed conifer forests in the Southwest / Frank 
Ronco, Jr., Gerald J. Gottfried, and Robert R. Alexander. — 
Fort Collins, Colo. : USDA Forest Service, Rocky Mountain 
Forest and Range Experiment Station, 1984. 

72 p. : ill. ; 22 cm.— (RM-TT ; 6) “September 1984.” 
Bibliography: p. 64-65. @lItem 79-D 

1. Conifers — Southwest, New. I. Gottfried, Gerald J. II. 
Alexander, Robert R. III. Rocky Mountain Forest and Range 
Experiment Station (Fort Collins, Colo.) IV. Title. V. Series. 
OCLC 11949390 


85-20199 
A 13.78:WO-39 
Litton, R. Burton. 

Visual vulnerability of the landscape : control of visual qual- 
ity / R. Burton Litton, Jr.— [Washington, DC] : U.S. Dept. of 
Agriculture, Forest Service, [1984] 

35 p. : ill. (some col.) ; 28 cm.— (Research paper WO ; 39) 
Distributed to depository libraries in microfiche. “December 
1984.” Bibliography: p. 34. @Item 83-B (microfiche) 

1. Landscape. 2. Visual acuity. 3. Visual perception. I. 
eee States. Forest Service. II. Title. III. Series. OCLC 

155691 





85-20200 
A 13.88:RM-101 
Analysis of multiresource production for national assessments and 
appraisals / L.A. Joyce ...[et al.]. — Fort Collins, Colo. : U.S. 
Dept. of Agriculture, Forest Service, Rocky Mountain Forest 
and Range Experiment Station, [1983] 

20 p. : ill. ; 28 cm. — (General technical report RM / USDA 
Forest Service ; 101) Distributed to depository libraries in 
microfiche. “August 1983.” Bibliography: p. 17-20. @lItem 
83-B-6 (microfiche) 

1. Agriculture— Economic aspects— United States. 2. 
Linear programming. 3. Natural resources — Mathematical 
models. I. Joyce, L. A. II. Rocky Mountain Forest and 
Range Experiment Station (Fort Collins, Colo.) III. Series: 
General technical report RM ; 101. OCLC 12155687 

85-20201 
A 13.92:H 75/v.2 
Final environmental impact statement on application for land use : 
Homestake phase II project : Eagle County, Colorado. — 
[Lakewood, Colo.?] : U.S. Dept. of Agriculture, Forest Service, 
Rocky Mountain Region, 1983- 

v. : ill. ; 28 cm. Cover title. “White River National 
Forest.” @Item 80-F 

1. Water transfer —Colorado— Eagle County. 2. White 
River National Forest (Colo.) I. United States. Forest Service. 
Rocky Mountain Region. II. Title: Homestake phase II 
project, Eagle County, Colorado. OCLC 11325432 


SOIL CONSERVATION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


85-20202 
A 57.38:At 4 
Soil survey of Athens County, Ohio / United States Department 
of Agriculture, Soil Conservation Service ; in cooperation with 
United States Department of Agriculture, Forest Service; Ohio 
Department of Natural Resources, Division of Soil and Water 
Conservation; and Ohio Agricultural Research and Develop- 
ment Center. — [Washington, D.C.?] : The Service, 1985. 
ix, 192 p., 73 folded p. of plates : ill, maps (1 col.) ; 28 cm. 
Cover title. @lItem 102-B-35 
1. Soils — Ohio — Athens County — Maps. I. United States. 
Soil Conservation Service. OCLC 12055958 
85-20203 
A 57.38:B 34/3 
Soil survey of Bay County, Florida / United States Department of 
Agriculture, Soil Conservation Service ; in cooperation with the 
University of Florida, Institute of Food and Agricultural Sci- 
ences, Agricultural Experiment Stations and Soil Science De- 


vii, 152 p., 77 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued August 1984”—P. iii. Bibliography: p. 
87. @lItem 102-B-9 

1. Soils — Florida — Bay County — Maps. I. United States. 
Soil Conservation Seen” OCLC 11946480 


85-20204 


Thomas, Jerry A. 

Soil survey of Lawrence County, Indiana / United States 
Department of Agriculture, Soil Conservation Service ; in coop- 
eration with the United States Department of Agriculture, 
Forest Service ... [et al.]. — [Washington, D.C.?] : The Service, 
1985. 

vii, 173 p., 67 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued April 1985”—P. iii. Bibliography: p. 103. 
@ltem 102-B-14 


A 57.38:L 43/4 


Government Publications — October 1985 


1. Soils — Indiana— Lawrence County— Maps. I. United 
States. Soil Conservation Service. II. Title. OCLC 11966997 


85-20205 


A 57.38:W 35 


Otter, Augustine J. 


Soil survey of Waupaca County, Wisconsin / United States 
Department of Agriculture, Soil Conservation Service ; in coop- 
eration with the Research Division of the College of Agricultur- 
al and Life Sciences, University of Wisconsin. — [Washington, 
D.C.?] : The Service, 1984. 

vii, 167 p., 96 folded p. of plates : ill., maps (1 col.) ; 28 cm. 
Cover title. “Issued September 1984”—P. iii. Bibliography: p. 
103. @lItem 102-B-49 

1. Soils — Wisconsin — Waupaca County — Maps. I. United 
States. Soil Conservation Service. II. University of Wiscon- 
sin—Madison. College of Agricultural and Life Sciences. III. 
Title. OCLC 11730866 


STATISTICAL REPORTING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


85-20206 


A 92,10/2:984 


Milk, production, disposition, and income (Washington, D.C. : 


1983) 

Milk, production, disposition, and income / United States 
Department of Agriculture, Statistical Reporting Service, Crop 
Reporting Board. Washington, D.C. : The Board, 1984- Crop 
Reporting Board, Statistical Reporting Service, U.S. Dept. of 
Agriculture, Washington, D.C. 20250 

v. ; 28 cm. 

Annual 

1983- Title from cover. “Da 1-2 (85)” “Milk production 
series” 1984 summary. @Item 24-F Continues: Milk, pro- 
duction, disposition, income 

1. Milk production — United States — Statistics — Periodicals. 
2. Milk trade— United States — Statistics — Periodicals. I. 
United States. Crop Reporting Board. OCLC 10756473 


85-20207 


A 92.10/5:984 


Dairy products ... summary / United States Department of Agri- 


culture, Statistical Reporting Service, Crop Reporting Board. 
Washington, D.C. : The Board : [Supt. of Docs., U.S. G.P.O. , 
distributor, : U.S. Dept. of Agriculture, Crop Reporting Board, 
distributor], 1984- Supt. of Docs. U.S. Govt. Print. Off., 
Washington, D.C. 20402 Crop Reporting Board publications, 
Room 5829, South Building, U.S. Dept. of Agriculture, Wash- 
ington, DC 20250 

v. : ill. ; 28 cm. 

Annual 

$20.00 

1983- Title from cover. “Da 2-1 (85)” 1984. @Item 24- 
F S/N 701-014-00000-6 Continues: Dairy products annual 
summary ISSN 0363-9657 

1. Dairy products — United States — Statistics — Periodicals. 
I. United States. Crop Reporting Board. OCLC 10829175 





Economic Research Service — Agriculture Dept. 


ECONOMIC RESEARCH SERVICE 
Agriculture Dept. 
Washington, DC 20250 


85-20208 
A 93.44:AGES 841217 
Shapouri, Shahla. 

Egyptian meat market : policy issues in trade, prices, and 
expected market performance / Shahla Shapouri, Ibrahim Soli- 
man. — —[Washington, D.C.] : U.S. Dept. of Agriculture, Eco- 

Service, International Economics Division, 


; 28 cm. — (ERS staff report ; no. AGES 

841217) AR BE. to depository libraries in microfiche. 

“This report was reproduced for limited distribution to the 

research community outside the U.S. Department of Agricul- 

ture”—P. iii. “February 1985”—P. ii. Bibliography: p. 23-24. 
@ltem 42-W-1 (microfiche) 

1. Meat industry and trade—Egypt. 2. Agricultural 


prices — Egypt. I. Soliman, Ibrahim. II. United States. Dept. 
of Agriculture. Economic Research Service. International Eco- 
nomics Division. III. Title. IV. Series. OCLC 12155776 


FOOD SAFETY AND INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


85-20209 
A 110.13:14/984 
Statistical summary, federal meat and poultry inspection for fiscal 
year ... (Washington, D.C. : 1980) 

Statistical summary, federal meat and poultry inspection for 
fiscal year ... / United States Department of Agriculture, Food 
Safety and Quality Service, Meat and Poultry Inspection Pro- 
gram. Washington, D.C. : The Program, 1981- U.S.D.A., 
Food Safety and Inspection Service, Washington, DC 20250 

v. ; 28 cm. 

Annual 

1980- Title from cover. “FSIS-14” Issues prior to 1981 
were classed: A 101.6/3: 1984. @lItem 21-T-2 ISSN 0277- 
3724 Continues: Federal meat and poultry inspection statistical 
summary for .. 

1. Meat inspection — United States — Statistics — Periodicals. 
2. Poultry — United States — Inspection — Statistics — Periodi- 
cals. I. United States. Meat and Poultry Inspection 
HD9410.9.USC64a 81-642004 353.0082/336043 OCLC 
02290740 


85-26210 


A 110.14:983 
Foreign plants cerified to export meat to the United States : report 

of the Secretary of Agriculture to the United States Congress. 
[Washington, D.C.?] : U.S. Dept. of Agriculture, Food Safety 
and Inspection Service, U.S. Dept. of Agriculture, Food 
Safety and Inspection Service, Washington, D.C. 20250 

v. ; 28 cm. 

Annual 

$5.00 Title from cover. “Report of the Secretary of Agri- 
culture on Administration of Section 20 of the Federal Meat 
Inspection Act for ... calendar year.” 1983 calendar year. De- 
scription based on: 1983 calendar year. Vols. for (1983 calen- 
dar year-) distributed to depository libraries in microfiche. 
@ltem 31-C-2 (microfiche) S/N 001-000-04320-0 

1. Meat industry and trade — Directories. I. United States. 
Food Safety and Inspection Service. OCLC 12065755 
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FEDERAL REGISTER OFFICE 
National Archives and Records Service 
Washington, DC 20408 


85-20211 


AE 2.106/3:18/pt.400-end/985 


Code of federal regulations. 18, Conservation of power and water 


resources. Washington : Office of the Federal Register, National 
Archives and Records Service, General Services Administration 
: For sale by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., 
U.S. Govt. Print. Off., Washington, D.C., 20402 

v. ; 24cm. 

Annual 

$7.00 (paper) $3.75 (microfiche) Spine title: CFR. 18, Power 
and water resources iously classed: GS 4.108:18/ 1985, 
pt. 400-end. Description based on: 1980, pts. 150 to end. Spe- 
cial edition of the Federal register, containing a codification of 
documents of general applicability and future effect as of Apr. 1 
.. With ancillaries. Vois. for (1984-) distributed to some 
itory libraries in microfiche. @lItem 572-B, 572-C (microfiche) 
S/N 822-004-00051-2 (paper) ; 822-005-00051-9 (microfiche) 

1. Conservation of natural resources — United States — Peri- 
odicals. 2. Power resources— Law and legislation — United 
States — Periodicals. 3. Water resources development — Law 
and legislation — United States — Periodicals. I. United States. 
Office of the Federal Register. OCLC 07220398 


85-20212 


AE 2.106/3:20/pt.1-399/985 


Code of federal regulations. 20, Employees benefits. Washington : 


Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$8.00 (paper) $3.75 (microfiche) Spine title: CFR. 20, Em- 
ployees’ benefits Previously classed: GS 4.108:20/ 1985, pts. 
1-399. Description based on: 1981, pts. 1 to 399. Special edi- 
tion of the Federal register, containing a codification of docu- 
ments of general applicability and future as of Apr. 1 ... with 
ancillaries. Vols. for (1984-) distributed to some depository 
libraries in microfiche. @lItem 572-B, 572-C (microfiche) S/N 
822-004-00053-9 (paper) ; 822-005-00053-5 (microfiche) 

1. Labor laws and legislation — United States — Periodicals. 
2. Workers’ com ion — United States — Periodicals. I. 
United States. Office of the Federal Register. OCLC 07439298 


85-20213 


AE 2.106/3:21/pt.1-99/985 


Code of federal regulations. 21, Food and drugs. W: 


Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$9.00 (paper) $3.75 (microfiche) Spine title: CFR. 21, Food 
and drugs. 1985, pts. 1-99. Description based on: 1981, pts. 1 
to 99. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Apr. 1 ... with ancillaries. Vols. for (1984-) distrib- 
uted to some depository libraries in microfiche. @lItem 572-B, 
572-C (microfiche) S/N 822-004-00056-3 (paper) ; 822-005- 
00056-0 (microfiche) 

1. Food law and legislation— United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
07862848 





85-20214 


AE 2.106/3:21/pt.100-169/985 


Government Publications — October 1985 


85-20217 


AE 2.106/3:21/pt.500-599/985 


Code of federal regulations. 21, Food and drugs. Washington : Code of federal regulations. 21, Food and drugs. Washington : 


Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$11.00 (paper) $3.75 (microfiche) Spine title: CFR. 21, Food 
and drugs. Previously classed: GS 4.108:21/ 1985, pts. 100- 
169. Description based on: 1981, pts. 1 to 99. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for (1984-) distributed to depository libraries 
in microfiche. @lItem 572-B, 572-C (microfiche) S/N 822- 
004-00057-1 (paper) ; 822-005-00057-8 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
07862848 


85-20215 


AE 2.106/3:21/pt.170-199/985 

Code of federal regulations. 21, Food and drugs. Washington : 
Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$13.00 (paper) $3.75 (microfiche) Spine title: CFR. 21, Food 
and drugs. Previously classed: GS 4.108:21/ 1985, pts. 170- 
199. Description based on: 1981, pts. 1 to 99. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for {1984-) distributed to depository libraries 
in microfiche. @lItem 572-B, 572-C (microfiche) S/N 822- 
004-00058-0 (paper) ; 822-005-00058-6 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
07862848 


85-20216 


AE 2.106/3:21/pt.200-299/985 

Code of federal regulations. 21, Food and drugs. Washington : 
Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$4.25 (paper) $3.75 (microfiche) Spine title: CFR. 21, Food 
and drugs. Previously classed: GS 4.108:21/ 1985, pts. 200- 
299. Description based on: 1981, pts. 1 to 99. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for (1984-) distributed to some depository 
libraries in microfiche. @lItem 572-B, 572-C (microfiche) S/N 
822-004-00059-8 (paper) ; 822-005-00059-4 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
07862848 


Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off. 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$16.00 (paper) $3.75 (microfiche) Spine title: CFR. 21, Food 
and drugs. Previously classed: GS 4.108:21/ 1985, pts. 500- 
599. Description based on: 1981, pts. 1 to 99. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for (1984-) distributed to some depository 
libraries in microfiche. @lItem 572-B, 572-C (microfiche) S/N 
822-004-00061-0 (paper) ; 822-005-00061-6 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
07862848 


85-20218 


AE 2.106/3:21/pt.800-1299/985 


Code of federal regulations. 21, Food and drugs. Washington : 


Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$10.00 (paper) $3.75 (microfiche) Spine title: CFR. 21, Food 
and drugs. Previously classed: GS 4.108:21/ 1985, pts. 800- 
1299. Description based on: 1981, pts. 1 to 99. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for (1984-) distributed to some depository 
libraries in microfiche. @lItem 572-B, 572-C (microfiche) S/N 
822-004-00063-6 (paper) ; 822-005-00063-2 (microfiche) 

1. Food law and legislation — United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
07862848 


85-20219 


AE 2.106/3:21/pt.1300-end/985 


Code of federal regulations. 21, Food and drugs. Washington : 


Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$5.50 (paper) $3.75 (microfiche) Spine title: CFR. 21, Food 
and drugs. Previously classed: GS 4.108:21/ 1985, pt. 1300- 
end. Description based on: 1981, pts. 1 to 99. Special edition 
of the Federal register, containing a codification of documents 
of general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for {1984-) distributed to depository libraries 
in microfiche. @Item 572-B, 572-C (microfiche) S/N 822- 
004-00064-4 (paper) ; 822-005-00064-1 (microfiche) 

1. Food law and legislation— United States — Periodicals. 
2. Drugs — Law and legislation — United States — Periodicals. 
I. United States. Office of the Federal Register. OCLC 
07862848 
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Federal Register Office — National Archives and Records Service 


Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$14.00 (paper) $3.75 (microfiche) Spine title: CFR. 23, High- 
ways Previously classed: GS 4.108:23/ 1985. Description 
based on: 1981. Special edition of the Federal register, contain- 
ing a codification of documents of general applicability and 
future effect as of Apr. 1 ... with ancillaries. Vols. for (1984-) 
distributed to some depository libraries in microfiche. @lItem 
572-B, 572-C (microfiche) S/N 822-004-00066-1 (paper) ; 822- 
005-00066-7 (microfiche) 

1. Highway law — United States — Periodicals. 2. Traffic 
regulations — United States — Periodicals. I. United States. 
Office of the Federal Register. II. Title. OCLC 07858740 


85-20221 
AE 2.106/3:24/pt.0-199/985 
Code of federal regulations. 24, Housing and urban development. 
Washington : Office of the Federal Register, National Archives 
and Records Service, General Services Administration : For 
sale by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402. 

v. ; 24 cm. 

Annual 

$11.00 (paper) $3.75 (microfiche) Spine title: CFR. 24, Hous- 
ing and urban development Previously classed: GS 4.108:24/ 
1985, pts. 0-199. Description based on: 1980, pts. 500-1699. 
Special edition of the Federal register containing a codification 
of documents of general applicability and future effect as of 
Apr. 1 ... with ancillaries. Vols. for (1984-) distributed to some 
depository libraries in microfiche. @lItem 572-B, 572-C (micro- 
fiche) S/N 822-004-00067-9 (paper) ; 822-005-00067-5 (micro- 
fiche) 

1. Housing — Law and legislation — United States — Periodi- 
cals. 2. City planning and redevelopment law — United 
States — Periodicals. I. United States. Office of the Federal 
Register. OCLC 07607526 


85-20222 
AE 2.106/3:24/pt.500-699/985 
Code of federal regulations. 24, Housing and urban development. 
Washington : Office of the Federal Register, National Archives 
and Records Service, General Services Administration : For 
sale by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402. 

v. ; 24cm. 

Annual 

$6.50 (paper) $3.75 (microfiche) Spine title: CFR. 24, Hous- 
ing and urban development Previously classed: GS 4.108:24/ 
1985, pts. 500-699. Description based on: 1980, pts. 500-1699. 
Special edition of the Federal register containing a codification 
of documents of general applicability and future effect as of 
Apr. 1 ... with ancillaries. Vols. for (1984-) distributed to some 
depository libraries in microfiche. @Item 572-B, 572-C (micro- 
fiche) S/N 822-004-00069-5 (paper) ; 822-005-00069-1 (micro- 
fiche) 

1. Housing — Law and legislation — United States — Periodi- 
cals. 2. City planning and redevelopment law — United 
States — Periodicals. I. United States. Office of the Federal 
Register. OCLC 07607526 
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85-20223 


AE 2.106/3:26/pt.2-29/985 


United States. Internal Revenue Service. 


Code of federal regulations. 26, Internal revenue. Washington 
: Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$15.00 (paper) $3.75 (microfiche) Spine title: CFR. 26, Inter- 
nal revenue Previously classed: GS 4.108:26/ 1985, pts. 2-29. 
Description based on: 1980, pt. 1, sections 1.0-1 to 1.169. Spe- 
cial edition of the Federal register, containing a codification of 
documents of general applicability and future effect as of Apr. 1 
... With ancillaries. Vols. for (1984-) distributed to some depos- 
itory libraries in microfiche. @lItem 572-B, 572-C (microfiche) 
S/N 822-004-00081-4 (paper) ; 822-005-00081-1 (microfiche) 

1. Internal revenue law— United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


85-20224 


AE 2.106/3:26/pt.600-end/985 


United States. Internal Revenue Service. 


Code of federal regulations. 26, Internal revenue. Washington 
: Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$4.75 (paper) $3.75 (microfiche) Spine title: CFR. 26, Inter- 
nal revenue Previously classed: GS 4.108:26/ 1985, pts. 600- 
end. Description based on: 1980, pt. 1, sections 1.0-1 to 1.169. 
Special edition of the Federal register, containing a codification 
of documents of general applicability and future effect as of 
Apr. 1 ... with ancillaries. Vols. for (1984-) distributed to some 
depository libraries in microfiche. @lItem 572-B, 572-C (micro- 
fiche) S/N 822-004-00086-5 (paper) ; 822-005-00086-1 (micro- 
fiche) 

1. Internal revenue law— United States — Periodicals. I. 
United States. Office cf the Federal Register. II. Title. 
OCLC 07514430 


85-20225 


AE 2.106/3:26/pt.1(sec.1.301 to 1.400)/985 


United States. Internal Revenue Service. 


Code of federal regulations. 26, Internal revenue. Washington 
: Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24cm. 

Annual 

$7.50 (paper) $3.75 (microfiche) Spine titie: CFR. 26, Inter- 
nal revenue Previously classed: GS 4.108:26/ 1985, pt. 1, sec- 
tions 1.301-1.400. Description based on: 1980, pt. 1, sections 
1.0-1 to 1.169. Special edition of the Federal register, contain- 
ing a codification of documents of general applicability and 
future effect as of Apr. 1 ... with ancillaries. Vols. for (1984-) 
distributed to some depository libraries in microfiche. @Item 
572-B, 572-C (microfiche) S/N 822-004-00075-0 (paper) ; 822- 
005-00075-6 (microfiche) 

1. Internal revenue law— United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 
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85-20226 PUBLIC LAWS 


AE 2.106/3:26/pt.1(sec.1.401 to 1.500)/985 
United States. Internal Revenue Service. 


Code of federal regulations. 26, Internal revenue. Washington 


85-20229 


AE 2.110;99-22 
United States. 


: Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$15.00 (paper) $3.75 (microfiche) Spine title: CFR. 26, Inter- 
nal revenue Previously classed: GS 4.108:26/ 1985, pt. 1, sec- 
tions 1.401-1.500. Description based on: 1980, pt. 1, sections 
1.0-1 to 1.169. Special edition of the Federal register, contain- 
ing a codification of documents of general applicability and 
future effect as of Apr. 1 ... with ancillaries. Vols. for (1984-) 
distributed to some depository libraries in microfiche. @Item 
572-B, 572-C (microfiche) S/N 822-004-00076-8 (paper) ; 822- 
005-00076-4 (microfiche) 

1. Internal revenue law — United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


85-20227 


AE 2.106/3:26/pt.1(Sec.1.641 to 1.850)/985 


United States. Internal Revenue Service. 


Code of federal regulations. 26, Internal revenue. Washington 
: Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 24 cm. 

Annual 

$11.00 (paper) $3.75 (microfiche) Spine title: CFR. 26, Inter- 
nal revenue 1985, pt. 1, sections 1.641-1.850. Description 
based on: 1980, pt. 1, sections 1.0-1 to 1.169. Special edition of 
the Federal register, containing a codification of documents of 
general applicability and future effect as of Apr. 1 ... with 
ancillaries. Vols. for (1984-) distributed to some depository 
libraries in microfiche. @lItem 572-B, 572-C (microfiche) S/N 
822-004-00078-4 (paper) ; 822-005-00078-1 (microfiche) 

1. Internal revenue law— United States — Periodicals. I. 
United States. Office of the Federal Register. II. Title. 
OCLC 07514430 


85-20228 


AE 2.106/3:1,2/985 
Code of federal regulations. 1, General provisions. Washington : 
Office of the Federal Register, National Archives and Records 
Service, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C., 20402 

v. ; 24cm. 

Annual 

$5.50 (paper) $3.75 (microfiche) Spine title: CFR. 1, General 
provisions (1982-) Title 2 is reserved. 1985. Description 
based on: 1981. Special edition of the Federal register, contain- 
ing a codification of documents of general applicability and 
future effect as of Apr. 1 ... with ancillaries. Vols. for (1985-) 
distributed to some depository libraries in microfiche. @lItem 
572-B, 572-C (microfiche) S/N 822-004-00001-6 (paper) ; 822- 
005-00001-2 (microfiche) 

1. Administrative law— United States — Periodicals. I. 
United States. Office of the Federal Register. OCLC 07878464 


An Act to Amend Title 28, United States Code, with Respect 
to the United States Sentencing Commission. — [Washington, 
D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1985] 

[1] leaf ; 24 cm. Caption title. “Public Law 99-22.” “99 
Stat. 46.” “Apr. 15, 1985, (H.R. 1847)” @ltem 575 S/N 
822-006-00022-1 @ GPO $1.00 

1. United States. Sentencing Commission I. Title. OCLC 
12108993 ’ 


85-20230 


AE 2.110:99-23 2.110:99-23 


United States. 


An Act to Declare That the United States Holds in Trust for 
the Cocopah Indian Tribe of Arizona Certain Land in Yuma 
County, Arizona. — [Washington, D.C.? : U.S. G.P.O. : Supt. 
of Docs., U.S. G.P.O., distributor, 1985] 

[3] p. ; 24 cm. Caption title. “Public Law 99-23.” “99 
Stat. 47.” “Apr. 15, 1985, (H.R. 730)” @lItem 575 S/N 822- 
006-00023-0 @ GPO $1.00 

1. Cocopah Indians— Land tenure. 2. Indians of North 
America — Arizona — Land tenure. I. Title. OCLC 12093594 


85-20231 


AE 2.110:99-24 


United States. 


An Act to Amend the Biomass Energy and Alcohol Fuels 
Act of 1980 to Clarify the Intention of Section 221 of the Act. 
—[Washington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1985] 

[1] leaf ; 24 cm. Caption title. “Public Law 99-24.” “99 
Stat. 50.” “Apr. 16, 1985, (S. 781)” @lItem 575 S/N 822- 
006-00024-8 @ GPO $1.00 

1. Biomass energy — Government policy — United States. 2. 
Alcohol as fuel—Government policy— United States. I 
United States. Biomass Energy and Alcohol Fuels Act of 1980. 
II. Title. OCLC 12093585 


85-20232 


AE 2.110:99-25 


United States. 


Joint Resolution Commemorating the Twenty-Fourth Anni- 
versary of the Bay of Pigs Invasion to Liberate Cuba from 
Communist Tyranny. —[Washington, D.C.? : U.S. G.P.O. : 
Supt. of Docs., U.S. G.P.O., distributor, 1985] 

[1] leaf ; 24 cm. Caption title. “Public Law 99-25.” “99 
Stat. 51.” “Apr. 19, 1985, (H.J. Res. 236)” @lItem 575 S/N 
822-006-00025-6 @ GPO $1.00 

1. Cuba — History — Invasion, 1961 — Anniversaries, etc. I. 
Title. OCLC 12093574 


85-20233 


AE 2.110:99-26 


United States. 


Joint Resolution to Authorize and Request the President to 
Issue a Proclamation Designating April 21 through April 28, 
1985, as “Jewish Heritage Week.” — [Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1985] 

[1] leaf ; 24cm. Caption title. “Public Law 99-26.” “Apr. 
19, 1985, (S.J. Res. 17).” “99 Stat. 52.” S/N 822-006-00026-4 
@ GPO $1.00 

1. Jewish Heritage Week. I. Title. OCLC 12088839 
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85-20234 
AE 2.110:99-27 
United States. 

Joint Resolution to Designate the Week of April 14, 1985 as 
“Crime Victims Week.” — on, D.C.? : U.S. G.P.O. : 
Supt. of Docs., U.S. G.P.O., distributor, 1985] 

[1] leaf ; 24 cm. Caption title. “Public Law 99-27.” “99 
Stat. 53.” “Apr. 19, 1985, (S.J. Res. 109)” @Item 575 S/N 
822-006-00027-2 @ GPO $1.00 

1. Crime Victims Week. I. Title. 


85-20235 


OCLC 12113793 


AE 2.110:99-28 
United States. 

[Joint Resolution to Designate the Week of April 21, 1985, 
through April 27, 1985, as “National DES Awareness Week”] 
National DES Awareness Week. — [Washington, D.C.? : U.S. 
G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 1985] 

[2] p. ; 24 cm. Caption title: Joint Resolution to Designate 
the Week of April 21, 1985, through April 27, 1985, as “Nation- 
al DES Awareness Week.” “Public Law 99-28.” “Apr. 25, 
1985, (S.J. Res. 63)”—P. [1] @ltem 575 S/N 822-006-00028-1 
@GPO $1.00 

1. National DES Awareness Week. I. Title. 
12088754 


85-20236 


OCLC 


AE 2.110:99-29 
United States. 

[Joint Resolution to Designate May 7, 1985, as “Helsinki 
Human Rights Day”] Helsinki Human Rights Day. — [Wash- 
ington, D.C.? : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., 
distributor, 1985] 

[3] p. ; 24 cm. Caption title: Joint Resolution to Designate 
May 7, 1985, as “Helsinki Human Rights Day.” “Public Law 
99-29.” “Apr. 25, 1985, (S.J. Res. 15)”—P. [1] @lItem 575 
S/N 822-006-00029-9 @ GPO $1.00 

1. Heisinki Human Rights Day. I. Title. 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


OCLC 12113763 


85-20237 
C 3.2:Ir 7 
Why a farm and ranch irrigation survey? — [Washington, D.C.?] : 
U.S. Dept. of Commerce, Bureau of the Census, 1985. 
1 folded sheet (6 p.) : col. ill.; 21x 10cm. “84-A62(P)”—P. 
[6]. @lItem 146 
1. Irrigation — United States. I. United States. Bureau of the 
Census. OCLC 12060863 
85-20238 
C 3.2:M 74 
How is your money spent? : The quarterly interview survey, the 
consumer expenditure surveys. —[Washington, D.C.?] : U.S. 
Dept. of Commerce, Bureau of the Census, 1985. 
1 folded sheet (6 p.) : ill. ; 21 x 9 cm. “January 1985.” 
“CE-375.” @ltem 146 
1. Consumers — United States. 2. Market surveys — United 
States. I. United States. Bureau of the Census. OCLC 
12060941 


85-20239 
C 3.2:W 84/6 


Mary. 
Women of the world : Near East and North Africa / by 
Mary Chamie. — Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census, [1985] 


vi, 195 p. : col. ill, 1 col. map ; 28 cm.— (WID ; 3) 
“Prepared under a Resources Support Services agreement with 
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the Office of Women in Development, Bureau for Program and 
Policy Coordination, U.S. Agency for International Develop- 
ment.” “Issued February 1985.” Bibliography: p. 173-178. 
@ltem 146 

1. Women — Near East — Social conditions — Statistics. 
Women — Africa, North—Social conditions — Statistics. 
Women — Employment — Near East — Statistics. 
Women — Employment — Africa, North — Statistics. 
Women — Developing countries. I. United States. Bureau of 
the Census. II. United States. Agency for International Devel- 
opment. Office of Women in Development. III. Title. IV. 
Series: Women in development ; 3. OCLC 12101229 


85-20240 
C 3.2:W 84/7 
Jamison, Ellen. 

Women of the world : a chartbook for developing regions. — 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census, Center for International Research : For sale by Supt. of 
Docs., U.S. G.P.O., [1985] 

70 p. : col. ill. ; 28 cm.— (WID ; 5) “Prepared under a 
participating agency service agreement with the Office of 
Women in Development, Bureau for Program and Policy Co- 
ordination, U.S. Agency for International Development.” 
“Issued March 1985.” Includes bibliographical references. 
@ltem 146 S/N 003-024-06202-0 @ GPO $2.00 

1. Women — Developing countries — Social conditions — Sta- 
tistics. 2. Women — Employment — Developing countries — 
Statistics. 3. Women— Developing countries. I. United 
States. Bureau of the Census. Center for International Research. 
II. United States. Agency for International Development. Office 
of Women in Devel t. III. Series: Women in develop- 
ment ; 5. 85-600524 OCLC 12086554 


85-20241 
C 3.24/4:MC 82-I-20 A 
Census of manufactures (1982) 
1982 census of manufactures. Industry series. Meat products. 
— Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1985. 
42 p. ; 28 cm. “Issued March 1985.” “MC82-I-20A.” 
@ltem 136 S/N 003-024-91286-4 @ GPO $2.25 
1. Meat industry and trade — United States — Statistics. 2. 
United States — Manufactures — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
meat products. IV. Title: Meat products. OCLC 12113986 


85-20242 
C 3.24/4:MC 82-I-20 B 
Census of manufactures (1982) 
1982 census of manufactures. Industry series. Dairy products. 
— Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1985. 
39 p. in various ; 28 cm. “Issued March 1985.” 
“MC82-I-20B.”  @Item 136 S/N 003-024-91287-2 @ GPO 
$2.25 
1. United States — Manufactures — Statistics. 2. Dairy prod- 
ucts— United States — Statistics. 3. i processing — 
United States — Statistics. I. United States. Bureau of the 
Census. II. Title. III. Title: Industry series, dairy products. 
IV. Title: Dairy products. OCLC 12094041 


85-20243 
C 3.24/4:MC 82-I-20 C 
Census of manufactures (1982) 
1982 census of manufactures. Industry series. Preserved fruits 
and vegetables. — Washington, D.C. : U.S. Dept. of Com- 
= — of the Census : For sale by Supt. of Docs., U.S. 





43 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-1-20C.” @Item 136 S/N 003-024-91288-1 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Canning and 
preserving — Industry and trade— United States — Statistics. 
I. United States. Bureau of the Census. II. Title. III. Title: 
Industry series, preserved fruits and vegetables. IV. Title: Pre- 
served fruits and vegetables. OCLC 12086512 


85-20244 


C 3.24/4:MC 82-I-20 D 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Grain mill prod- 
ucts. — Washington, D.C. : U.S. Dept. of Commerce, Bureau 
of the Census : For sale by Supt. of Docs., U.S. Govt. Print. 
Off., 1985. 

48 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-20D.” @lItem 136 S/N 003-024-91289-9 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Grain — 
United States — Milling — Statistics. 3. Cereal products — Sta- 
tistics. I. United States. Bureau of the Census. II. Title. III. 
Title: Industry series, grain mill products. IV. Title: Grain mill 
products. OCLC 12114137 


85-20245 


C 3.24/4:MC 82-I-20 F 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Sugar and con- 
fectionery products. — Washington : Dept. of Commerce, 
Bureau of the Census : For sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1985. 

39 p. in various pagings ; 28 cm. “MC82-I-20F.” “Issued 


March 1985.” @Item 136 S/N 003-024-91291-1 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Confection- 
ery — United States — Statistics. 3. Sugar — Manufacture and 
refining — United States — Statistics. I. Title. II. Title: Indus- 
try series, sugar and confectionery products. III. Title: Sugar 
and confectionery products. OCLC 12114333 


Government Publications — October 1985 


85-20248 


C 3.24/4:MC 82-I-20 I 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Miscellaneous 
foods and kindred products. — Washington, D.C. : U.S. Dept. 
of Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., [1985] 

42 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-201.” @Item 136 S/N 003-024-91294-5 @ GPO 
$2.25 

1. Food industry and trade — United States — Statistics. 2. 
United States — Manufactures — Statistics. I. United States. 
Bureau of the Census. iI. Title. III. Title: Industry series, 
miscellaneous foods and kindred products. IV. Title: Miscella- 
neous foods and kindred products. OCLC 12114758 


85-20249 


C 3.24/4:MC 82-1-21 A 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Tobacco prod- 
ucts. — Washington, D.C. : U.S. Dept. of Commerce, Bureau 
of the Census : For sale by Supt. of Docs., U.S. G.P.O, 1985. 

31 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-21A.” @Item 136 S/N 003-024-91295-3 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Tobacco in- 
dustry — United States — Statistics. I. United States. Bureau of 
the Census. II. Title. III. Title: Industry series, tobacco prod- 
ucts. IV. Title: Tobacco products. OCLC 12065918 


85-20250 


C 3.24/4:MC 82-1-22 A 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Weaving mills. 
— Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs. U.S. G.P.O., [1985] 

56 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-22A.” @Item 136 S/N 003-024-91296-1 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Textile in- 
dustry— United States — Statistics. 3. Weaving — United 
States — Statistics. I. United States. Bureau of the Census. II. 


85-20246 Title. III. Title: Industry series, weaving mills. IV. Title: 


Weaving mills. OCLC 12096995 
85-20251 


C 3.24/4:MC 82-I-20 G 
Census of manufactures (1982) 
1982 census of manufactures. Industry series. Fats and oils. — 


Washington, D.C. : U.S. Dept. of Commerce, Bureau of the C 3.24/4:MC 82-I-22 B 


Census of manufactures (1982) 


Census : For sale by Supt. of Docs., U.S. G.P.O., [1985] 
38 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-20G.” @Item 136 S/N 003-024-91292-9 @ GPO 
$2.25 
1. Oil industries — United States — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Industry 
series, fats and oils. IV. Title: Fats and oils. OCLC 12114560 


85-20247 


C 3.24/4:MC 82-1-20 H 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Beverages. — 
Washington, D.C. : Dept. of Commerce, Bureau of the Census : 
For sale by the Supt. of Docs., U.S. Govt. Print. Off., [1985] 

41 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-20H.” @lItem 136 S/N 003-024-91293-7 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Beverage in- 
dustry — United States — Statistics. I. United States. Bureau of 
the Census. II. Title. III. Title: Industry series, beverages. 
IV. Title: Beverages. OCLC 12114708 


1982 census of manufactures. Industry series. Knitting mills. 
— Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1985. 

51 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-22B.” @Item 136 S/N 003-024-91297-0 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Knit goods 
industry — United States — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Industry series, knitting 
mills. IV. Title: Knitting mills. OCLC 12113738 


85-20252 


C 3.24/4:MC 82-I-22 C 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Dyeing and 
finishing textiles, except wool fabrics and knit goods. — Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by the Supt. of Docs., U.S. G.P.O., 1985. 

37 p. in various ings ; 28 cm. “Issued March 1985.” 
“MC82-I-22C.”  @Item 136 S/N 003-024-91298-8 @ GPO 
$2.25 
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1. Textile industry — United States — Statistics. 2. Dyes and 
dyeing — Textile fibers — Statistics. 3. United States — Manu- 
factures — Statistics. I. United States. Bureau of the Census. 
II. Title. III. Title: Industry series, dyeing and finishing tex- 
tiles, except wool fabrics and knit goods. IV. Title: Dyeing 
and finishing textiles, except wool fabrics and knit goods. 
OCLC 12113794 


85-20253 
C 3.24/4:MC 82-I-22 D 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Floor covering 
mills. — Washington, D.C. : U.S. Dept. of Commerce, Bureau 
of the Census, 1985. 

28 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-22D.” @lItem 136 S/N 003-024-91299-6 @ GPO 
$2.25 

1. Floor coverings industry — United States — Statistics. 2. 
United States — Manufactures — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
floor covering mills. IV. Title: Floor covering mills. OCLC 
12113834 


85-20254 
C 3.24/4:MC 82-I-22 E 
Census of manufactures (1982) 

1982 census of manufactures.: Industry series. Yarn and thread 
mills. — Washington, D.C. : U.S. Dept. of Commerce, Bureau 
of the Census : For sale by Supt. of Docs., U.S. Govt. Print. 
Off., 1985. 

42 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-22E.” @Item 136 S/N 003-024-91300-3 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Textile in- 
dustry — United States — Statistics. 3. Yarn— Statistics. 4. 
Spinning — Statistics. 5. Thread — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 

yarn and thread mills. IV. Title: Yarn and thread mills. 
OCLC 12113900 


85-20255 
C 3.24/4:MC 82-I-22 F 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Miscellaneous 
textile goods. — Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Supt. of Docs., U.S. G.P.O., 
1985. 

43 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-1-22F.” @Item 136 S/N 003-024-91301-1 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Textile in- 
dustry — United States — Statistics. I. United States. Bureau of 
the Census. II. Title. III. Title: Industry series, miscellaneous 
textile goods. IV. Title: Miscellaneous textile goods. OCLC 
12094029 

85-20256 
C 3.24/4:MC 82-I-23 A 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Men’s and boys’ 
apparel. — Washington, D.C. : U.S. Dept. of Commerce, 
(198) of the Census : For sale by Supt. of Docs., U.S. G.P.O., 

59 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-1-23A.”  @Item 136 S/N 003-024-91302-0 @ GPO 
$3.00 

1. United States — Manufactures — Statistics. 2. Clothing 
trade — United States — Statistics. I. United States. Bureau of 
the Census. II. Title. III. Title: Industry series, men’s and 
boys’ apparel. IV. Title: Men’s and boys’ apparel. OCLC 
12096680 
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85-20257 


C 3.24/4:MC 82-1-24 A 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Logging camps, 
sawmills, and planing mills. — Washington, D.C. : U.S. Dept. 
of Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., 1985. 

40 p. in various pagings ; 28 cm. “Issued February 1985.” 
“MC82-I-24A.” @Item 136 S/N 003-024-91307-1 @ GPO 
$2.25 

1. Lumbering — United States — Statistics. 2. Sawmills — 
United States — Statistics. 3. Planing-mills — United States — 
Statistics. 4. United States — Manufactures — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: In- 
dustry series, logging camps, sawmills, and planing mills. IV. 
Title: Logging camps, sawmills, and planing mills. OCLC 
12070105 


85-20258 


C 3.24/4:MC 82-1-24 B 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Millwork, ply- 
wood, and structural wood members, N.E.C. — Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by Supt. of Docs., U.S. Govt. Print. Off., [1985] 

41 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-1-24B.” @Item 136 S/N 003-024-91308-9 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Wood- 
work — United States — Statistics. 3. Mills and millwork — 
United States — Statistics. I. United States. Bureau of the 
Census. II. Title. III. Title: Industry series, millwork, ply- 
wood, and structural wood members, N.E.C. IV. Title: Mill- 
work, plywood, and structural wood members, N.E.C. OCLC 
12096512 


85-20259 


C 3.24/4:MC 82-I-24 C 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Wooden con- 
tainers and miscellaneous wood products. — Washington, D.C. 
: U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Supt. of Docs., U.S. Govt. Print. Off., [1985] 

41 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-1-24C.” @Item 136 S/N 003-024-91309-7 @ GPO 
$2.25 

1. United States — Manufactures — Statistics. 2. Wood- 
work — United States — Statistics. I. United States. Bureau of 
the Census. II. Title. III. Title: Industry series, wooden con- 
tainers and miscellaneous wood products. IV. Title: Wooden 
containers and miscellaneous wood products. OCLC 12096643 


85-20260 


C 3.24/4:MC 82-I-26 B 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Converted paper 
and paperboard products, except containers and boxes. — 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., [1985] 

49 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-1-26B.”  @Item 136 S/N 003-024-91314-3 @ GPO 
$2.25 


1. United States — Manufactures — Statistics. 2. Paper 
making and trade — United States — Statistics. 3. Paperboard 
industry — United States — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Industry series, converted 
paper and paperboard products, except containers and boxes. 


IV. Title: Converted paper and 


products, except 
containers and boxes. OCLC 12086518 





85-20261 
C 3.24/4:MC 82-I-27 A 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Newspapers, 
periodicals, books, and miscellaneous publishing. — Washing- 
ton, D.C. : Dept. of Commerce, Bureau of the Census : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1985. 

51 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-27 A.” @Item 136 S/N 003-024-91316-0 @ GPO 
$2.75 

1. United States — Manufactures — Statistics. 2. Publishers 
and publishing — United States — Statistics. 3. Book industries 
and trade — United States — Statistics. 4. Periodicals, Publish- 
ing of — United States — Statistics. 5. Newspaper publishing — 
United States — Statistics. I. United States. Bureau of the 
Census. II. Title. III. Title: Industry series, newspapers, peri- 
odicals, books, and miscellaneous publishing. IV. Title: News- 
pai periodicals, books, and miscellaneous publishing. 
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Census of manufactures (1982) 

1982 census of manufactures. Industry series. Greeting cards, 
bookbinding, printing trade services. — Washington, D.C. : 
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1. United States — Manufactures — Statistics. 2. Printing in- 
dustry — United States — Statistics. 3. Greeting cards indus- 
try— United States— Statistics. 4. Bookbinding — United 
States — Statistics. I. United States. Bureau of the Census. II. 
Title. III. Title: Industry series, greeting cards, bookbinding, 


printing trade services. IV. Title: Greeting cards, bookbinding, 
printing trade services. OCLC 12086502 
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Census of manufactures (1982) 

1982 census of manufactures. Industry series. Plastics materi- 
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1. United States — Manufactures — Statistics. 2. Plastics in- 
dustry and trade — United States — Statistics. 3. Rubber indus- 
try and trade — United states — Statistics. 4. Man-made fibers 
industry — United States — Statistics. 5. Rubber, Artificial — 
Statistics. I. United States. Bureau of the Census. II. Title. 
III. Title: Industry series, plastics materials, synthetic rubber, 
and manmade fibers. IV. Title: Plastics materials, synthetic 
rubber, and manmade fibers. OCLC 12086521 
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paints and allied products, 2851 paints and allied products. IV. 
Title: Paints and allied products, 2851 paints and allied products. 
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C 3.24/4:MC 82-1-28 G 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Agricultural 
chemicals. — Washington, D.C. : U.S. Dept. of Commerce, 
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1. Agricultural chemicals — United States — Statistics. 2. 
United States — Manufactures — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
agricultural chemicals. IV. Title: Agricultural chemicals. 
OCLC 12095617 
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C 3.24/4:MC 82-I-31 B 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Leather gloves, 
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1. United States — Manufactures — Statistics. 2. Leather in- 
dustry and trade — United States — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
leather gloves, luggage, and miscellaneous leather goods. IV. 
Title: Leather gloves, luggage, and miscellaneous leather goods. 
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Census of manufactures (1982) 


1982 census of manufactures. Industry series. Glass products. 
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1. United States — Manufactures — Statistics. 2. Glass manu- 
facture — United States — Statistics. I. United States. Bureau 
of the Census. II. Title. III. Title: Industry series, glass prod- 
ucts. IV. Title: Glass products. OCLC 12065908 
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Census of manufactures (1982) 


1982 census of manufactures. Industry series. Cement and 
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1. Cement industries — United States — Statistics. 2. United 
States — Manufactures — Statistics. I. United States. Bureau of 
the Census. II. Title. III. Title: Industry series, cement and 
structural clay products. IV. Title: Cement and structural clay 
products. OCLC 12057540 
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1982 census of manufactures. Industry series. Pottery and 
related products. — Washington, D.C. : U.S. Dept. of Com- 
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1. Pottery — United States — Statistics. 2. United States — 
Manufactures — Statistics. I. United States. Bureau of the 
Census. II. Title. III. Title: Industry series, pottery and relat- 
ed products. IV. Title: Pottery and related products. OCLC 
12060775 
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Census of manufactures (1982) 

1982 census of manufactures. Industry series. Abrasive, asbes- 
tos, and miscellaneous nonmetallic mineral products. — Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., [1985] 
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1. United States — Manufactures — Statistics. 2. Abrasives 
industry — United States — Statistics. 3. Asbestos industry — 
United States — Statistics. 4. Nonmetallic minerals — United 
States — Statistics. I. United States. Bureau of the Census. II. 
Title. III. Title: Industry series, abrasive, asbestos, and miscel- 
laneous nonmetallic mineral products. IV. Title: Abrasive, as- 
bestos, and miscellaneous nonmetallic mineral products. OCLC 
12076269 
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C 3.24/4:MC 82-I-33 B 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Ferrous and 
nonferrous foundries. — Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., 1985. 
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1. Foundries — United States — Statistics. 2. United States — 
Manufactures — Statistics. I. United States. Bureau of the 
Census. II. Title. III. Title: Ferrous and nonferrous foundries. 
IV. Title: Industry series, ferrous and nonferrous foundries. 
OCLC 12069718 
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Census of manufactures (1982) 

1982 census of manufactures. Industry series. Nonferrous 
metal mills and miscellaneous primary metal products. — Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Supt. of Docs., U.S. G.P.O., [1985] 
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“MC82-I-33D.” @lItem 136 S/N 003-024-91339-9 @ GPO 
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1. Nonferrous metal industries — United States — Statistics. 
I. United States. Bureau of the Census. II. Title. III. Title: 
Industry series, nonferrous metal mills and miscellaneous pri- 
mary metal products. IV. Title: Nonferrous metal mills and 
miscellaneous primary metal products. OCLC 12095095 
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1982 census of manufactures. Industry series. Metal cans, cut- 
lery, hand tools, and general hardware. — Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Supt. of Docs. U.S. G.P.O., 1985. 
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1. Metal trade— United States — Statistics. 2. United 
States — Manufactures — Statistics. I. United States. Bureau of 
the Census. II. Title. III. Title: Industry series, metal cans, 
cutlery, hand tools, and general hardware. IV. Title: Metal 
cans, cutlery, hand tools, and general hardware. OCLC 
12060792 
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C 3.24/4:MC 82-I-34 D 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Screw machine 
products, fasteners and washers, metal forgings and stampings, 
and metal services. — Washington, D.C. : U.S. Dept. of Com- 
merce, Bureau of the Census : For sale by Supt. of Docs., U.S. 
G.P.O., 1985. 
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“MC82-I-34D.” @Item 136 S/N 003-024-91343-7 @ GPO 
$2.75 

1. United States — Manufactures — Statistics. 2. Méetal- 
work — United States — Statistics. 3. Metal stamping — Statis- 
tics. 4. Metal trade— United States — Statistics. I. United 
States. Bureau of the Census. II. Title. III. Title: Industry 
series, screw machine products, fasteners and washers, metal 
forgings and stampings, and metal services. IV. Title: Screw 
machine products, fasteners and washers, metal forgings and 
stampings, and metal services. OCLC 12076278 
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C 3.24/4:MC 82-1-34 F 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Miscellaneous 
fabricated metal products. — Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of the Census : For sale by Supt. of Docs., 
U.S. G.P.O., [1985] 
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“MC82-1-34F.” @Item 136 S/N 003-024-91345-3 @ GPO 
$2.75 

1. United States — Manufactures — Statistics. 2. Metal- 
work — United States — Statistics. 3. Metal trade — United 
States — Statistics. I. United States. Bureau of the Census. II. 
Title. III. Title: Industry series, miscellaneous fabricated metal 
products. IV. Title: Miscellaneous fabricated metal products. 
OCLC 12076294 
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C 3.24/4:MC 82-1-35 B 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Construction, 
mining, and materials handling machinery and equipment. — 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by Supt. of Docs., U.S. G.P.O., 1985. 
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1. United States — Manufactures — Statistics. 2. Construc- 
tion equipment industry— United States — Statistics. 3. 
Mining machinery industry— United States — Statistics. 4. 
Conveying machinery industry — United States — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Title: In- 
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dustry series, construction, mining, and materials handling ma- 
chinery and equipment. IV. Title: Construction, mining, and 
materials handling machinery and equipment. OCLC 12076287 
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C 3.24/4:MC 82-I-36 D 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Communication 
equipment, including radio and TV. — Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by Supt. of 
Docs., U.S. G.P.O., 1985. 

46 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-1-36D.” @Item 136 S/N 003-024-91356-9 @ GPO 


C 3.24/4:MC 82-1-35 E 
Census of manufactures (1982) 
1982 census of manufactures. Industry series. General industri- 
al machinery and equipment. — Washington, D.C. : U.S. Dept. 


of Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., [1985] 

62 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-35E.” @Item 136 S/N 003-024-91350-0 @ GPO 
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1. Industrial equipment — United States — Statistics. 2. Ma- 
chinery in industry — Statistics. 3. United States — Manufac- 
tures — Statistics. I. United States. Bureau of the Census. II. 


$2.50 

1. United States — Manufactures — Statistics. 2. Telecom- 
munication equipment industry — United States — Statistics. I. 
United States. Bureau of the Census. II. Title. III. Titie: In- 
dustry series, communication equipment, including radio and 
TV. IV. Title: Communication equipment, including radio and 
TV. OCLC 12076301 


Title. III. Title: Industry series, general industrial machinery 
and equipment. IV. Title: General industrial machinery and 
equipment. OCLC 12095331 
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C 3.24/4:MC 82-I-36 E 
Census of manufactures (1982) 
1982 census of manufactures. Industry series. Electronic com- 


C 3.24/4:MC 82-1-35 G 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Service industry 
machines and machine shops. — Washington, D.C. : U.S. Dept. 
of Commerce, Bureau of the Census : For sale by the Supt. of 
~— US. G.P.O., 1985. 

7 p. in various pagings ; 28 cm. “Issued March 1985.” 
ete. 35G.” @lItem 136. S/N 003-024-91352-6 @ GPO 
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1. Service industries — United States — Statistics. 2. United 
States — Manufactures — Statistics. I. United States. Bureau of 
the Census. II. Title. III. Title: Industry series, service indus- 
try machines and machine shops. IV. Title: Service industry 
machines and machine shops. OCLC 12095334 
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C 3.24/4:MC 82-1-36 A 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Electrical meas- 
urement and distribution equipment. — Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by Supt. of 
Docs., U.S. G.P.O., [1985] 

1 v. (various pagings) : 1 form ; 28 cm. “Issued February 
1985.” “MC82-1-36A.” @Item 136 S/N 003-024-91353-4 @ 
GPO $3.00 

1. Electric industries — United States — Equipment and sup- 
plies — Statistics. 2. United States — Manufactures — Statistics. 
I. United States. Bureau of the Census. II. Title. III. Title: 
Industry series, electrical measurement and distribution equip- 
ment. IV. Title: Electrical measurement and distribution equip- 
ment. OCLC 12060806 
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C 3.24/4:MC 82-1-36 C 
Census of manufactures (1982) 

1982 census of manufactures. Industry series. Electric lighting 
and wiring equipment. — Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of the Census : For sale by Supt. of Docs., 
US. G.P.O., 1985. 

50 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-1-36C.”  @Item 136 S/N 003-024-91355-1 @ GPO 
$2.50 

1. United States — Manufactures — Statistics. 2. Electric 
lighting — United States — Equipment and supplies — Statistics. 
I. United States. Bureau of the Census. II. Title. III. Title: 
Industry series, electric lighting and wiring equipment. IV. 
Title: Electric lighting and wiring equipment. OCLC 12065898 


ponents and accessories. — Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of the Census : For sale by Supt. of Docs., 
U.S. G.P.O., [1985] 

55 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-1-36E.” @Item 136 S/N 003-024-91357-7 @ GPO 
$2.50 

1. Electronic industries— United States — Statistics. 2. 
United States — Maaufactures — Statistics. I. United States. 
Bureau of the Census. II. Title. III. Title: Industry series, 
electronic components and accessories. IV. Title: Electronic 
components and accessories. OCLC 12094616 
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C 3.24/4:MC 82-I-38 B 


Census of manufactures (1982) 


1982 census of manufactures. Industry series. Medical instru- 
ments; ophthalmic goods; photographic equipment; clocks, 
watches, and watchcases. — Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., 1985. 

47 p. in various pagings ; 28 cm. “Issued March 1985.” 
“MC82-I-38B.” @Item 136 S/N 003-024-91363-1 @ GPO 
$2.50 

1. Medical instruments and apparatus industry — United 
States — Statistics. 2. Photographic industry — United 
States — Statistics. 3. Clock and watch making — United 
States — Statistics. 4. United States — Manufactures — Statis- 
tics. I. United States. Bureau of the Census. II. Title. III. 
Title: Industry series, medical instruments, ophthalmic goods, 
photographic equipment, clocks, watches, and watchcases. IV. 
Title: Medical instruments, ophthalmic goods, photographic 
equipment, clocks, watches, and watchcases. OCLC 12094911 


85-20284 


C 3.24/12:MC 82-S-3 


Census of manufactures (1982). 


1982 census of manufactures. Subject series. Textile machin- 
ery in place. — Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by Supt. of Docs., U.S. G.P.O., 
1985. 

15 p.; 28cm. “Issued March 1985.” “MC82-S-3.” @Item 
135 S/N 003-024-05626-7 @ GPO $1.00 

1. United States — Manufactures — Statistics. 2. Textile ma- 
chinery — Statistics. I. United States. Bureau of the Census. 
II. Title. Ii. Title: Subject series, textile machinery in place. 
IV. Title: Textile machinery in place. OCLC 12089897 
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1982 census of governments. Volume 5, Local government in 
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Estimates of the population of Arizona counties and metropolitan 
areas, July 1, 1981, 1982, and 1983. —[Washington, D.C.] : 


metropolitan areas. — Washington, D.C. : U.S Dept. of Com- 
merce, Bureau of the Census : For sale by the Supt. of Docs., 
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politan areas— United States — Statistics. I. United States. 


U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
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Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 23-28 cm. 

Annual 

$1.50 Title from caption. Previously classed: C 56.216:MA- 
37 E 1984. Description based on: 1979. @Item 142-A S/N 
703-052-00009-6 ISSN 0275-4983 

1. Propellers, Aerial — Statistics — Periodicals. I. United 
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U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
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Caption title. “Issued December 1984.” @lItem 142-C-4 S/ 
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1. Arkansas — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Arkansas coun- 
ties and metropolitan areas. III. Series. OCLC 12093865 
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C 3.186:P-23/139 C 3.186:P-26/83-5-C 
Irwin, Richard. Estimates of the population of California counties and metropoli- 
County intercensal estimates by age, sex, and race, 1970-80 / 


Richard Irwin. — Washington, D.C. : U.S. Dept. of Commerce, 
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1. Population forecasting— United States. 2. United 
States — Population — Statistics. I. United States. Bureau of 
the Census. II. Title. III. Series. OCLC 12059352 


tan areas, July 1, 1981, 1982, and 1983. — [Washington, D.C.] : 
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1. California — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of California coun- 
ties and metropolitan areas. III. Series. OCLC 12093923 
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Estimates of the population of Colorado counties and metropolitan 


C 3.186:P-25/965 
Miller, Louisa. 


Estimates of the population of the United States, by age, sex, 
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1. United States — Population — Statistics. I. United States. 
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areas, July 1, 1981, 1982, and 1983. —[Washington, D.C.] : 
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1. Colorado — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Colorado coun- 
ties and metropolitan areas. III. Series. OCLC 12110735 
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Estimates of the population of Alabama counties and metropolitan 
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26, Local population estimates ; no. 82-1-C) Caption title. 
“Issued October 1984.” @ltem 142-C-4 S/N 003-024-05841-3 
@GPO $1.00 

1. Alabama — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Alabama coun- 
ties and metropolitan areas. III. Series. OCLC 12055397 
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areas, July 1, 1981, 1982, and 1983. —[Washington, D.C.] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O., 1985- } 

1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 
reports. Series P-26, Local population estimates ; no. 83-11-C) 
Caption title. “Issued January 1985.” @ltem 142-C-4 S/N 
003-024-06087-6 @ GPO $1.00 

1. Hawaii — Population — Statistics. I. United States. Bureau 
of the Census. II. Title: Population of Hawaii counties and 
metropolitan areas. III. Series. OCLC 12110836 





Government Publications — October 1985 
85-20295 85-20300 
C 3.186:P-26/83-12-C 


C 3.186:P-26/83-26-C 
Estimates of the population of Idaho counties and metropolitan 


Estimates of the population of Montana counties and metropolitan 


areas, July 1, 1981, 1982, and 1983. —[Washington, D.C.] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O.], 1985. 

1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 
reports. Series P-26, Local population estimates ; no. 83-12-C) 
Caption title. “Issued December 1984.” @lItem 142-C-4 S/ 
N 003-024-06088-4 @ GPO $1.00 

1. Idaho — Population — Statistics. I. United States. Bureau 
of the Census. II. Title: Population of Idaho counties and 


areas, July 1, 1981, 1982, and 1983. —[Washington, D.C] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O.], 1985. 

1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 
reports. Series P-26, Local population estimates ; no. 83-26-C) 
Caption title. “Issued February 1985.” @lItem 142-C-4 S/N 
003-024-06102-3 @ GPO $1.00 

1. Montana — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Montana coun- 


metropolitan areas. III. Series. OCLC 12093846 
85-20296 


ties and metropolitan areas. III. Series. OCLC 12093890 


85-20301 
C 3.186:P-26/83-13-C 


C 3.186:P-26/83-27-C 
Estimates of the population of Illinois counties and metropolitan 


Estimates of the population of Nebraska counties and metropolitan 


areas, July 1, 1981, 1982, and 1983. —[Washington, D.C.] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O., 1985- ] 

1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 
reports. Series P-26, Local population estimates ; no. 83-13-C) 
Caption title. “Issued April 1985.” @lItem 142-C-4 S/N 
003-024-06089-2 @ GPO $1.00 

1. Illinois — Population — Statistics. I. United States. Bureau 
of the Census. II. Title: Population of Illinois counties and 
metropolitan areas. III. Series. OCLC 12110705 


85-20297 


C 3.186:P-26/83-14-C 
Estimates of the population of Indiana counties and metropolitan 
areas, July 1, 1981, 1982, and 1983. —[Washington, D.C] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O., 1985- ] 
1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 


reports. Series P-26, Local population estimates ; no. 83-14-C) 
Caption title. “Issued April 1984.” @Item 142-C-4 S/N 
003-024-06090-6 @ GPO $1.00 

1. Indiana — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Indiana counties 
and metropolitan areas. III. Series. OCLC 12110549 


85-20298 
C 3.186:P-26/83-16-C 
Estimates of the population of Kansas counties and metropolitan 
areas, July 1, 1981, 1982, and 1983. —[Washington, D.C.] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O., 1985- 

1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 
reports. Series P-26, Local population estimates ; no. 83-16-C) 
Caption title. “Issued January 1985.” @lItem 142-C-4 S/N 
003-024-06092-2 @ GPO $1.00 

1. Kansas — Population — Statistics. I. United States. Bureau 
of the Census. II. Title: Population of Kansas counties and 
metropolitan areas. III. Series. OCLC 12110496 


85-20299 
C 3.186:P-26/83-18-C 
Estimates of the population of Louisiana parishes and metropolitan 
areas : July 1, 1981, 1982, and 1983. —[Washington, D.C.] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O.], 1985. 
3 p. : 1 map ; 28 cm. — (Current population reports. Series P- 
26, Local population estimates ; no. 83-18-C) Caption title. 
“Issued December 1984.” @Item 142-C-4 S/N 003-024- 
06094-9 @ GPO $1.00 
1. Louisiana — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Louisiana parish- 
es and metropolitan areas. III. Series. OCLC 12055091 


areas, July 1, 1981, 1982, and 1983. —[Washington, D.C.] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O., 1984- ] 

1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 
reports. Series P-26, Local population estimates ; no. 83-27-C) 
Caption title. “Issued December 1984.” @lItem 142-C-4 S/ 
N 003-024-06103-1 @ GPO $1.00 

1. Nebraska — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Nebraska coun- 
ties and metropolitan areas. III. Series. OCLC 12110846 


85-20302 


C 3.186:P-26/83-28-C 


Estimates of the population of Nevada counties and metropolitan 


areas, July 1, 1981, 1982, and 1983. —[Washington, D.C.] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O., 1985- ] 

1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 
reports. Series P-26, Local population estimates ; no. 83-28-C) 
Caption title. “Issued January 1985.” @lItem 142-C-4 S/N 
003-024-06104-0 @ GPO $1.00 

1. Nevada — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Nevada counties 
and metropolitan areas. III. Series. OCLC 12110511 


85-20303 


C 3.186:P-26/83-31-C 


Estimates of the population of New Mexico counties and metro- 


politan areas, July 1, 1981, 1982, and 1983. —[Washington, 
D.C.] : U.S. Dept. of Commerce, Bureau of the Census : [For 
sale by the Supt. of Docs., U.S. G.P.O., 1985- ] 

1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 
reports. Series P-26, Local population estimates ; no. 83-31-C) 
Caption title. “Issued March 1985.” @Item 142-C-4 S/N 
003-024-06107-4 @ GPO $1.00 

1. New Mexico — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of New Mexico 
counties and metropolitan areas. III. Series. OCLC 12110812 


85-20304 


C 3.186:P-26/83-36-C 


Estimates of the population of Oklahoma counties and metropoli- 


tan areas : July 1, 1981, 1982, and 1983. — [Washington, D.C.] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O.]. 1985. 

3 p. : 1 map ; 28 cm. — (Current population reports. Series P- 
26, Local population estimates ; no. 83-36-C) Caption title. 
“Issued December 1984.” @Item 142-C-4 S/N 003-024- 
06112-1@ GPO $1.00 

1. Oklahoma — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of Oklahoma coun- 
ties and metropolitan areas. III. Series. OCLC 12055346 
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Census Bureau — Commerce Dept. 


85-20305 
C 3.186:P-26/83-41-C 
Estimates of the population of South Dakota counties and metro- 
politan areas, July 1, 1981, 1982, and 1983. — [Washington, 
D.C_] : U.S. Dept. of Commerce, Bureau of the Census : [For 
sale by the Supt. of Docs., U.S. G.P.O., 1985]. 
3 p. : 1 map ; 28 cm. — (Current population reports. Series P- 
26, Local population estimates ; no. 83-41-C) > ee 
“Issued January 1985.” @lItem 142-C-4 S/N 003-024-06117-1 
@GPO $1.00 
1. South Dakota — Population — Statistics. I. United States. 
Bureau of the Census. II. Title: Population of South Dakota 
counties and metropolitan areas. III. Series. OCLC 12093942 


85-20306 
C 3.186:P-26/83-44-C 
Estimates of the population of Utah counties and metropolitan 
areas : July 1, 1981, 1982, and 1983. —[Washington, D.C] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O.]}, 1985. 
2, [2] p. : 1 map ; 28 cm. — (Current population reports. 
Series P-26, Local estimates ; no. 83-44-C) Cone 
title. “Issued December 1984.” @ltem 142-C-4 S/N 003- 
024-06120-1 @ GPO $1.00 
1. Utah — Population — Statistics. I. United States. Bureau 
of the Census. II. Title: Population of Utah counties and met- 
ropolitan areas. III. Series. OCLC 12055056 


85-20307 
C 3.186:P-26/83-47-C 
Estimates of the population of Washington counties and metropoli- 
tan areas, July 1, 1981, 1982, and 1983. — [Washington, D.C] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O., 1985- ] 

1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 
reports. Series P-26, Local population estimates ; no. 83-47-C) 
Caption title. “Issued January 1985.” @lItem 142-C-4 S/N 
003-024-06123-6 @ GPO $1.00 

1. Washington (State) — Population — Statistics. I. United 
States. Bureau of the Census. II. Title: Population of Washing- 


and persons in the United States. @Item 142-C-7 S/N 003- 
001-91652-5 

1. Income distribution — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. II. Series. 
OCLC 08691124 


85-20310 


C 3.186/3:984 


Voting and registration in the election of ... [Washington, D.C.] : 


U.S. Dept. of Commerce, Bureau of the Census : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. : ill. ; 28 cm. (Current population reports. Series P-20, 
Population characteristic no. 397) 


same Previously classed: C 3.186:P-20/ Nov. 1984 (Ad- 
vance report) Description based on: Nov. 1982. @lItem 142- 
C-1 S/N 003-001-90796-8 

1. Voting— United States — Statistics — Periodicals. 2. 
Voters, Registration of — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. II. Series. 
OCLC 08619987 


85-20311 


C 3.204/3-2:983 

County business patterns, Alabama. Washington, D.C. : U.S. Dept. 
of Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 


Began with 1964. Previously classed: C 3.204: “CBP-83-2” 
1983. Description based on: 1979. Available on microfiche. 
@ltem 133-A-1 S/N 003-024-06139-2 Continues in part: 
County business patterns. Pt. 7, East South Central states, Ala- 
bama, Kentucky, Mississippi, Tennessee 

1. Alabama — Industries — Periodicals. I. United States. 
Bureau of the Census. OCLC 07536775 


ton counties and metropolitan areas. III. Series. OCLC 
12110822 


85-20308 


85-20312 
C 3.204/3-17:983 
County business patterns, Iowa. Washington, D.C. : U.S. Dept. of 
Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
. 20402 


C 3.186:P-26/83-50-C 
Estimates of the population of Wyoming counties and metropoli- 
tan areas, July 1, 1981, 1982, and 1983. — [Washington, D.C_] : 
U.S. Dept. of Commerce, Bureau of the Census : [For sale by 
the Supt. of Docs., U.S. G.P.O.], 1985. 

1 v. (loose-leaf) : 1 map ; 28 cm.— (Current population 
reports. Series P-26, Local population estimates ; no. 83-50-C) : ‘ “ 
Caption title. “Issued February 1985.” @ltem 142-C-4 S/N Began with 1964. Previously classed: C 3.204: “CBP-83- 

1. Wyoming — Population — Statistics. I. United States. he. @Item 133-A-15 S/N 003-024-06154-6 Continues in 
Bureau of the Census. II. Title: Population of Wyoming coun- — Seen ona Pt. 5A, West North Central 
ties and litan areas. III. Series. OCLC 12093 jowa, Minnesota, Missouri 

eres _ 1. lowa — Industries — Periodicals. I. United States. Bureau 
85-20309 of the Census. OCLC 07537404 


85-20313 


C 3.186/2:983 
Money income and poverty status of families and persons in the 
United States. Washington, D.C. : U.S. Dept. of Commerce, 
Bureau of the Census : For sale by the Supt. of Docs., U.S. 
G.P.0., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
D.C. 20402 


C 3.204/3-19:983 
County business patterns, Kentucky. Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 


v. ; 28 cm. (Current population reports. Series P-60, Con- 
sumer income ; no. 146) 
Annual 


Off., Washington, D.C. 20402 
v. : ill. ; 28 cm. 
Annual 


$7.50 Previously classed: C 56.218:P-60/ and C 3.186:P-60/ $4.50 
1983. Description based on: 1979. Vols. for 19 -1979 are ad- Began with 1964. Previoualy classed: C 3.204: “CBP-83- 
vance reports for: Money income of families and persons in the 19” 1983. Description based on: 1979. Available on micro- 


United States; 1980- for: Money income of households, families, fiche. @lItem 133-A-17 S/N 003-024-06156-2 Continues in 
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part: County business patterns. Pt. 7, East South Central states, 
Alabama, Kentucky, Mississippi, Tennessee 

1. Kentucky — Industries — Periodicals. I. United States. 
Bureau of the Census. OCLC 07537099 


85-20314 


C 3.204/3-21:983 

County business patterns, Maine. Washington, D.C. : U.S. Dept. 
of Commerce, Bureau of the Census : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 


Began with 1964. Previously classed: C 3.204: “CBP-83- 
21” 1983. Description based on: 1979. Available on micro- 
fiche. @Item 133-A-19 S/N 003-024-06158-9 Continues in 
part: County business patterns. Pt. 2, New England states, Con- 
necticut, Maine, Massachusetts, New Hampshire, Rhode Island, 
Vermont 

1. Maine — Industries — Periodicals. I. United States. 
Bureau of the Census. OCLC 07560600 


85-20315 


C 3.204/3-31:983 
County business patterns, New Hampshire. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. : ill. ; 28 cm. 

Annual 

$2.25 

Began with 1964. Previously classed: C 3.204: “CBP-83- 
31” 1983. Description based on: 1979. Available on micro- 
fiche. @lItem 133-A-29 S/N 003-024-06168-6 Continues in 
part: County business patterns. Pt. 2, New England states, Con- 
necticut, Maine, Massachusetts, New Hampshire, Rhode Island, 
Vermont 

1. New Hampshire — Industries — Periodicals. I. United 
States. Bureau of the Census. OCLC 07566971 


85-20316 


C 3.215:H-150-81/pt.D 
Current housing reports. Series H-150, Annual housing survey, 
United States and regions. Part D, Housing characteristics of 
recent movers. Washington. D.C. : U.S. Dept. of Commerce, 
Bureau of the Census, U.S. Dept. of Commerce, Bureau of the 
Census, Publications Services Division, Federal Office Bldg. 3, 
Room 1684, Washington, D.C. 20233 

v. : maps ; 28-30 cm. 

Annual 

$6.00 

Began with 1973. Spine title: Housing characteristics of 
recent movers (1978-) No longer available for sale by the 
Supt. of Docs. 1981. Description based on: 1978. @lItem 
141-A (microfiche) S/N 003-024-05770-1 ISSN 0192-1908 

1. Housing— United States — Statistics — Periodicals. 2. 
Housing surveys — United States — Statistics — Periodicals. 3. 
Residential mobility — United States — Statistics — Periodicals. 
I. United States. Bureau of the Census. II. United States. Dept. 
of Housing and Urban Development. Office of Policy Develop- 
ment and Research. Key Title: Annual housing survey, United 
States and regions. Part D. Housing characteristics of recent 
movers HD7293.A49C322b 79-644072 //182 363.5/0973 
OCLC 05179173 


Government Publications — October 1985 


85-20317 


C 3.215:H-170-79-48 


Current housing reports. H-170, Annual housing survey, Honolu- 


lu, Hawaii, standard metropolitan statistical area. Housing char- 
acteristics for selected metropolitan areas. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Data User Services Division, Customer Services (Publications), 
Bureau of the Census, Data User Services Division, Customer 
Services (Publications), Bureau of the Census, Washington, D.C. 
20233 

v. : maps ; 28 cm. 1979. Description based on: 1979. 
@ltem 141-A 

1. Housing — Hawaii— Honolulu Metropolitan Area — Sta- 
tistics — Periodicals. 1. United States. Bureau of the Census. 
II. United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. OCLC 12055090 


85-20318 


C 3.215:H-170-79-49 


Current housing reports. H-170, Annual housing survey, Houston, 


Tex., standard metropolitan statistical area. Housing characteris- 
tics for selected metropolitan areas. Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by Data 
User Services Division, Customer Services (Publications), 
Bureau of the Census, Data User Services Division, Customer 
Services (Publications), Bureau of the Census, Washington, D.C. 
20233 

v. : maps ; 28 cm. 1979. Description based on: 1979. 
@ltem 141-A 

1. Housing — Texas —- Houston Metropolitan Area — Statis- 
tics — Periodicals. I. United States. Bureau of the Census. II. 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. OCLC 12055057 


85-20319 


C 3.215:H-170-80-53 


Current housing reports. H-170, Annual housing survey, New 


York, N.Y., standard metropolitan statistical area. Housing char- 
acteristics for selected metropolitan areas. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Data User Services Division, Customer Services (Publications), 
Bureau of the Census, Data User Services Division, Customer 
Services (Publications), Bureau of the Census, Washington, D.C. 
20233 
v. : maps ; 28 cm. 


with 1976. 1983. Description based on: 1980. 

@ltem 141-A 
1. Housing — New York Metropolitan Area — Statistics — 
Periodicals. I. United States. Bureau of the Census. II. 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. OCLC 10326790 


85-20320 


C 3.215:H-170-81-9 


Current housing reports. H-170, Annual housing survey, Minne- 


apolis-St. Paul, Minn., standard metropolitan statistical area. 
Housing characteristics for selected metropolitan areas. Wash- 
ington, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
For sale by Data User Services Division, Customer Services 
(Publications), Bureau of the Census, Data User Services Divi- 
sion, Customer Services (Publications), Bureau of the Census, 
Washington, D.C. 20233 

v. : maps ; 28 cm. 1981. Description based on: 1981. 
@ltem 141-A 

1. Housing — Minnesota — Mineapolis-St. Paul Metropolitan 
Area — Statistics — Periodicals. I. United States. Bureau of the 
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Census Bureau — Commerce Dept. 


Census. II. United States. Dept. of Housing and Urban Devel- 
opment. Office of Policy Development and Research. OCLC 
12055297 


85-20321 


C 3.215:H-170-82-36 
Current housing reports. H-170, Annual housing survey, San An- 
tonio, TX, standard metropolitan statistical area. Housing char- 
acteristics for selected metropolitan areas. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Data User Services Division, Customer Services (Publications), 
Bureau of the Census, Data User Services Division, Customer 
Services (Publications), Bureau of the Census, Washington, D.C. 
20233 

v. : maps ; 28 cm. 1982. Description based on: 1982. 
@ltem 141-A 

1. Housing — Texas — San Antonio Metropolitan Area — Sta- 
tistics — Periodicals. I. United States. Bureau of the Census. 
II. United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. OCLC 12055139 


85-20322 


C 3.215:H-170-83-22 

Current housing reports. H-170, Annual housing survey, Chicago, 
Ill., standard metropolitan statistical area. Housing characteris- 
tics for selected metropolitan areas. Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale by Data 
User Services Division, Customer Services (Publications), 
Bureau of the Census, Data User Services Division, Customer 
Services (Publications), Bureau of the Census, Washington, D.C. 
20233 


v. : maps, forms ; 28 cm. 
with 1975. 1983. Description based on: 1979. 
@ltem 141-A 
1. Housing — Illinois — Chicago Metropolitan Area — Statis- 
tics — Periodicals. I. United States. Bureau of the Census. II. 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. OCLC 09734934 


85-20323 


C 3.215:H-170-83-42 
Current housing reports. H-170, Annual housing survey, Balti- 
more, Md., standard metropolitan statistical area. Housing char- 
acteristics for selected metropolitan areas. Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Data User Services Division, Customer Services (Publications), 
Bureau of the Census, Data User Services Division, Customer 
Services (Publications), Bureau of the Census, Washington, D.C. 
20233 

v. : maps ; 28 cm. 

Triennial 

Began with 1976. 1983. Description based on: 1979. Vols. 
for {1979-) distributed to depository libraries in microfiche. 
@ltem 141-A 

1. Housing — Maryland — Baltimore Metropolitan Area — 
Statistics — Periodicals. I. United States. Bureau of the 
Census. II. United States. Dept. of Housing and Urban Devel- 
opment. Office of Policy Development and Research. OCLC 
10295828 


85-20324 


C 3.215/8:C 50-84-A 
Construction reports. C50, Residential alterations and repairs 
(Annual) 

Construction reports. C50, Residential alterations and repairs. 
Washington, D.C. : U.S. Dept. of Commerce, Bureau of the 
Census : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 

v. : forms ; 28 cm. 

Annual 
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$3.50 Previously classed: C 3.215/8: “C 50-84-A” 1984. 
Description based on: 1982. Indexed by: American statistics 
index ISSN 0091-1658 @ltem 140-A-5 S/N 703-050-00002-6 
Related records: Construction reports. C50, Residential alter- 
ations and repairs (Quarterly) ISSN 0501-7645 

1. Buildings — Repair and reconstruction — Statistics — Peri- 
odicals. 2. Housing — United States — Statistics — Periodicals. 
3. Construction industry — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. OCLC 09902532 


85-20325 


C 3.215/16:979 


Current housing reports. Series H-171, Annual housing survey, 


supplementary reports. No. 1. Summary of housing characteris- 
tics for selected metropolitan areas. Washington, D.C. : U.S. 
Dept. of Commerce, Bureau of the Census : For sale Data User 
Services Division, Customer Services (Publications), Bureau of 
the Census, Data User Services Division, Customer Services 
(Publications), Bureau of the Census, Washington, D.C. 20233 

v. : ill., maps, form ; 28 cm. 

Began with 1974. Previously classed: C 3.215:H-171- 1979. 
Description based on: 1977. @lItem 141-A ISSN 0194-0643 

1. Housing— United States — Statistics — Periodicals. 2. 
Housing surveys— United States— Periodicals. I. United 
States. Bureau of the Census. II. United States. Dept. of Hous- 
ing and Urban Development. Office of Policy Development and 
Research. Key Title: Annual housing survey: supplementary 
reports. No. 1. Summary of housing characteristics for selected 
metropolitan areas HD7293.A1A53 79-643814 //r83 301.5/ 
4/0973 OCLC 04158203 


85-20326 


C 3.216:MIC 82-I-10 B 


Census of mineral industries (1982) 


1982 census of mineral industries. Industry series. Copper 
ores, lead and zinc ores, gold ores, and silver ores. — Washing- 
ton, D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
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tional Bureau of Standards : For sale by Supt. of Docs., U.S. 
G.P.O., 1984. 

x, 102 p. : ill. ; 28 cm. — (NBS technical note ; 1205) Final. 
Distributed to depository libraries in microfiche. “Issued De- 
cember 1984.” Bibliography: p. 100-102. Sponsored in part 
by U.S. Department of Energy and U.S. Consumer Product 
Safety Commission. @lItem 249-A (microfiche) S/N 003-003- 
02630-1 @ GPO $4.50 

1. Dwellings — United States — Fires and fire prevention. 2. 
Fire prevention — United States. I. United States. National 
Bureau of Standards. II. Title. III. Series. OCLC 11681450 


85-20361 
C 13.48/4:N 88 
Special nuclear materials fission track glass stable isotopes. — 
(Washington, D.C.] : Office of Standard Reference Materials, 
National Bureau of Standards, [19857] 
1 folded sheet (6 p.) : ill. ; 29 x 22 cm. — (Standard reference 
materials) @Item 248-B 
1. Hazardous substances — United States. I. National Meas- 
urement Laboratory (U.S.). Office of Standard Reference Mate- 
rials. II. Series. OCLC 12095323 


85-20362 
C 13.52:108 
Alphanumeric computer output microform quality test slide. — 
[Washington D.C.?] : U.S. Dept. of Commerce, National 
Bureau of Standards ; Springfield, VA : For sale by the Nation- 
al Technical Information Service, 1985- 

1 v. (loose-leaf) ; 28 cm.— (FIPS PUB ; 108) “1984 No- 
vember 5.” “Category: hardware standard; subcategory: 
media.” @lItem 248-D 

1. Computer output microfilm — Standards — United States. 
2. Computer output microfilm devices — Standards — United 
States. I. United States. National Bureau of Standards. II. 
Series: United States. National Bureau of Standards. FIPS PUB 
; 108. OCLC 12100660 


85-20363 
C 13.52:110 
Guideline for choosing a data management approach. — [Wash- 
ington D.C.?] : U.S. Dept. of Commerce, National Bureau of 
Standards ; Springfield, VA : For sale by the National Techni- 
cal Information Service, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (FIPS PUB ; 110) Cover 
title. “1984 December 11.” “Category: software; subcategory: 
data management applications.” Bibliography: p. 24-26. 
@ltem 248-D 
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1. Data base management — Standards — United States. I. 1. 
United States. National Bureau of Standards. II. Series: United 
States. National Bureau of Standards. FIPS PUB ; 110. OCLC 
12100638 


85-20364 


Electric fields— Measurement. 2. Elect 
fields — Measurement. I. McKnight, R. H. (Ronald H.) IL 
United States. National Bureau of Standards. III. Title: Elec- 
tric and magnetic field measurements. IV. Series. OCLC 
12101012 


C 13.57/2:74-473 85-20368 
Delichatsios, M. A. (Michael A.) 


C 13.58:83-2681 
Modeling of aircraft cabin fires / M.A. Delichatsios. — Gaith- 


Debelius, JoAnne R. 


ersburg, MD : U.S. Dept. of Commerce, National Bureau of 
Standards, Center for Fire Research ; Atlantic City Airport, NJ 
: Federal Aviation Administration, Technical Center ; [Spring- 
field, VA : Order from National Technical Information Service, 
1984] 

1 v. (various pagings) : ill. ; 28 cm.— (NBS-GCR ; 84-473) 
“Factory Mutual Research Corp.” Distributed to depository 
libraries in microfiche. “September 1984.” Bibiiography: p. 
B-23. Grant No.: NB82-NADA-3041. @lItem 247-H (micro- 
fiche) 

1. Aircraft cabins — Fires and fire prevention. I. Center for 
Fire Research (U.S.) II. United States. Federal Aviation Ad- 
ministration. Technical Center. III. Factory Mutual Research 
Corporation. IV. Title. V. Series. OCLC 11447216 


85-20365 
C 13.57/2:84-475 
Richmond, Joseph C. 

Measurement techniques for evaluating solar reflector materi- 
als / Joseph C. Richmond. — Gaithersburg, MD : U.S. Dept. of 
Commerce, National Bureau of Standards, National Engineering 
Laboratory, Center for Building Technology ; [Springfield, VA 
: Order from National Technical Information Service, 1984] 

vi, 66 p. ; 28 cm. — (NBS-GCR ; 84-475) Final. Distribut- 
ed to depository libraries in microfiche. “September 1984.” 
Bibliography: p. 58-66. Sponsored by U.S. Department of 


Energy, Office of Solar Heat Technology, Active Heating and 
Cooling Division. Contract No.: PO A03648. @Item 247-H 
(microfiche) 

1. Solar energy — United States. 2. Solar collectors. 3. Re- 
flective materials. I. Center for Building Technology. II. 
Title. III. Series. OCLC 12060870 


85-20366 
C 13.57/2:84-477 
Keating, John P. 

Post fire interviews : development and field validation of the 
behavioral sequence interview technique / J.P. Keating and 
E.F. Loftus. — Gaithersburg, MD : U.S. Dept. of Commerce, 
National Bureau of Standards, Center for Fire Research ; 
[Springfield, VA : Order from National Technical Information 
Service, 1984] 

xiii, 81 p. : ill., forms ; 28 cm. — (NBS-GCR ; 84-477) Final. 
“University of Washington, Department of Psychology.” Dis- 
tributed to depository libraries in microfiche. “October 1984.” 
Bibliography: p. 24-25. Grant No.: NB-80-NADA-1053. 
@ltem 247-H (microfiche) 

1. Fire investigation. I. Loftus, Elizabeth F., 1944- II. 
Center for Fire Research (U.S.) III. University of Washington. 
Dept. of Psychology. IV. Title. V. Series. OCLC 11529434 


85-20367 
C 13.58:82-2527 
1981 annual report : electric and magnetic field measurements / 
R.H. McKnight ... [et al]. — Washington, D.C. : U.S. Dept. of 
Commerce, National Bureau of Standards ; [Springfield, VA. : 
National Technical Information Service, distributor, 1982] 

ix, 39 p. : ill. ; 28 cm.— (NBSIR ; 82-2527) Distributed to 
depository libraries in microfiche. “July 1982.” Bibliography: 
p. 38-39. Prepared for Department of Energy, Division of 
Electric Energy Systems. @Item 247-D (microfiche) 


1982 GATT notification activities / JoAnne Debelius. — 
Washington, D.C. : U.S. Dept. of Commerce, National Bureau 
of Standards ; [Springfield, VA : :b Order from National Tech- 
nical Information Service, 1983] 

iii, 23 p. ; 28 cm.— (NBSIR ; 83-2681) Final. 1982. Dis- 
tributed to depository libraries in microfiche. “March 1983.” 
@ltem 247-D (microfiche) 

1. Contracting Parties to the General Agreement on Tariff 
and Trade. 2. Trade regulation. 3. Tariff — Law and legisla- 
tion. I. United States. National Bureau of Standards. II. Title. 
III. Title: GATT notification activities, 1982. IV. Series. 
OCLC 12125533 


85-20369 


C 13,58:84-2840 


Nanzetta, Philip. 


Publications of Center for Manufacturing Engineering, 1978- 
1983 / Philip Nanzetta, Joan Wellington. — [Washington, D.C.] 
: U.S. Dept. of Commerce, National Bureau of Standards ; 
(Springfield, VA. : Order from National Technical Information 
Service (NTIS), 1984] 

63 p. ; 28 cm. — (NBSIR ; 84-2840) Distributed to deposito- 
ry libraries in microfiche. “March 1984.” Includes index. 
@ltem 247-D (microfiche) 

1. Center for Manufacturing Engineering (U.S.) 2. Produc- 
tion engineering — Bibliography. I. Wellington, Joan. II. 
United States. National Bureau of Standards. III. Title. IV. 
Series. OCLC 12099268 


85-20370 


C 13.58:84-2860 


Wyly, Robert S. 


Field hydraulic performance of one- and two-story residential 
plumbing systems with reduced-size vents / Robert S. Wyly and 
Lawrence S. Galowin ; sponsored by Tri Services, Department 
of Defense and Department of Housing and Urban Develop- 
ment. — Gaithersburg, MD : U.S. Dept. of Commerce, National 
Bureau of Standards ; [Springfield, VA : National Technical 
Information Service, distributor, 1984] 

1 v. (various pagings) : ill. ; 28 cm.— (NBSIR ; 84-2860) 
Distributed to depository libraries in microfiche. “May 1984.” 
“Issued October 1984.” Includes bibliographies. @Item 247- 
D (microfiche) 

1. Plumbing — Waste pipes. 2. Military dependents — Hous- 
ing — Maryland. I. Galowin, Lawrence S. II. United States. 
Dept. of Defense. Tri Services. III. United States. Dept. of 
Housing and Urban Development. IV. United States. National 
Bureau of Standards. V. Title. VI. Series. OCLC 12095054 


85-20371 


C 13,58:84-2920 


McCabe, M. E. 


Thermal performance testing of passive solar components in 
the NBS calorimeter / M.E. McCabe, C.E. Hancock, M. Van 
Migom. — Gaithersburg, MD : U.S. Dept. of Commerce, Na- 
tional Bureau of Standards ; [Springfield, VA : National Techni- 
cal Information Service, distributor, 1984] 

vii, 62 p. ; ill. ; 28 cm.— (NBSIR ; 84-2920) U.S. Depart- 
ment of Energy, Division of Passive and Hybrid Solar Energy. 
Distributed to depository libraries in microfiche. “August 
1984.” Bibliography: p. 56-57. @ltem 247-D (microfiche) 
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1. Calorimeters and calorimetry. 2. Solar energy — United 
States. I. Hancock, C. E. II. Van Migom, M. III. United 
States. National Bureau of Standards. IV. Title. V. Series. 
OCLC 12069967 


85-20372 
C 13.58:84-2924 
Heldenbrand, Jim L. 

Color calibrator for RRWDS radar remote weather display 
system / Jim L. Heldenbrand, Louis G. Porter. — [Washington, 
D.C.] : U.S. Dept. of Commerce, National Bureau of Standards, 
[1984] 

vii, 16, 61 p. : ae 28 cm. — (NBSIR ; 84-2924) Distributed 
to depository libraries in microfiche. “September 1984.” Pre- 
pared for Federal Aviation Administration. Contract No.: 
DTF01-83-Y-20592 Mod. no. 1. @lItem 247-D (microfiche) 

1. Colorimetry. 2. Radar meteorology. I. Porter, Louis G. 
II. United States. National Bureau of Standards. III. Title. 
IV. Series. OCLC 12070148 


85-20373 
C 13.58:84-2929 
Woodward, Kyle. 

Influence of vertical compressive stress on shear resistance of 
concrete block masonry walls / Kyle Woodward, Frank 
Rankin. — MD : U.S. Dept. of Commerce, Na- 
tional Bureau of Standards, [1984] 

vii, 53 p. : ill. ; 28 cm.— (NBSIR ; 84-2929) Distributed to 
depcsitory libraries in microfiche. “October 1984.” Bibliogra- 
phy: p. 53. @tem 247-D (microfiche) 

1. Concrete blocks. 2. Masonry. 3. Stress (Materi- 
als) I. Rankin, Frank. II. United States. National Bureau of 
Standards. III. Title. IV. Series. OCLC 12069960 

85-20374 
C 13.58:84-2930 
Mahajan, Bal M. 

Short duration winter-time performances of different passive 
solar systems / Bal M. Mahajan. — Gaithersburg, MD : U.S. 
Dept. of Commerce, National Bureau of Standards ; [Spring- 
field, VA : National Technical Information Service, 1984] 

v, 52 p. : ill. ; 28 cm.— (NBSIR ; 84-2930) U.S. Depart- 
ment of Energy, Office of Solar Heat Technologies. Distribut- 
ed to depository libraries in microfiche. “August 1984.” Bib- 
liography: p. 52. @ltem 247-D (microfiche) 

1. Solar energy — United States. I. United States. National 
Bureau of Standards. II. Title. III. Series. OCLC 12069972 

85-20375 
C 13.58:84-2939 
Galowin, Lawrence S. 

Criteria for mechanical systems in multifamily buildings for 
residential weatherization options / Lawrence S. Galowin. — 
Washington, D.C. : U.S. Dept. of Commerce, National Bureau 
of Standards ; [Springfield, VA : Order from National Technical 
Information Service, 1984] 

1 v. (various pagings) : ill. ; 28 cm.— (NBSIR ; 84-2939) 
Distributed to depository libraries in microfiche. “September 
1984.” Bibliography: p. 57-59. t of Energy. Office 
of Weatherization Assistance. @lItem 247-D (microfiche) 

1. Apartment houses— United States— Mechanical equip- 
ment. 2. Dwellings— United States— Energy conservation. 
3. Energy conservation — United States. I. United States. Na- 
tional Bureau of Standards. II. Title. III. Series. OCLC 
12145868 


U.S. Dept. of Commerce, National Bureau of Standards ; [Na- 
tional Technical Information Service, distributor, 1984] 

48 p. : ill. ; 28 cm.— (NBSIR ; 84-2959) Final report. 
Distributed to depository libraries in microfiche. “October 
1984.” Bibliography: p. 12-18. U.S. Department of Energy. 
Contract No.: DOE EA-77-A-01-6010. @Item 247-D (micro- 
fiche) 

1. Corrosion resistant materials. 2. Steam-boilers. I. Math- 
ews, D. (Denzil), 1935- II. Fink, J. (James), 1949- III. United 
States. National Bureau of Standards. IV. United States. Dept. 
of Energy. V. Title. VI. Series. OCLC 12149338 


85-20377 


C 13.58:84-2966 


Heafner, J.F. (John F.) 


An IEEE 802.4 token bus network simulation / John 
Heafner. — Gai MD : U.S. Dept. of Commerce, Na- 
tional Bureau of Standards ; (Springfield, VA. : National Tech- 
nical Information Service, distributor, 1984] 

36, 36 p. : ill. ; 28 cm.— (NBSIR ; 84-2966) Distributed to 

libraries in microfiche. “October 1984.” @ltem 
247-D (microfiche) 

1. Local area networks (Computer networks) I. United 
States. National Bureau of Standards. II. Title. III. Title: An 
LE.E.E. eight hundred and two point four token bus network 
simulation. IV. Series. OCLC 12149314 


85-20378 


C 13.58:84-2975 


Shaub, Walter M. 


Technical issues concerned with PCDD and PCDF formation 
and destruction in MSW fired incinerators / Walter M. 
Shaub. — Gaithersburg, MD : U.S. Dept. of Commerce, Nation- 
al Bureau of Standards ; [Springfield, VA : Order from National 
Technical Information Service, 1984] 

37 p. ; 28 cm.— (NBSIR ; 84-2975) Internal. Distributed 
to depository libraries in microfiche. “November 1984.” Bib- 
liography: p. 34-35. City of New York Department of Sanita- 
tion, Office of Resource Recovery and Waste Disposal Plan- 
ning. @ltem 247-D (microfiche) 

1. Incineration — Environmental aspects — United States. 2. 
Refuse and refuse disposal — Environmental aspects — United 
States. I. United States. National Bureau of Standards. II. 
Title. Ili. Series. OCLC 12095439 


85-20379 


C 13.58:84-3008 


Simpson, Philip A. 


A calorimeter for high-energy optical pulses / P.A. 
Simpson, E.G. Johnson, Jr., S.M. Etzel. — [Washington, D.C.?] 
: U.S. Dept. of Commerce, National Bureau of Standards, [1984] 


v, 160 p. : ill. ; 28 cm.— (NBSIR ; 84-3008) Distributed to 
depository libraries in microfiche. “October 1984.” @lItem 
247-D (microfiche) 

1. Calorimeters and calorimetry. 2. Optical instruments — 
United States. I. Johnson, Eric Gunnar, 1936- II. Etzel, S. 
M. III. United States. National Bureau of Standards. IV. 
Title. V. Series. OCLC 12150742 


85-20380 


C 13.58:84-3012 


King, R. B. (Richard Bruce), 1953- 
Second interim progress report : materials selection criteria 
for crack arrester strakes in naval vessels / R.B. King, T. 
Teramoto, D.T. Read. — Boulder, CO : U.S. Dept. of Com- 
merce, National Bureau of Standards ; (Springfield, VA : Na- 
tional Technical Information Service, distributor, 1984] 


85-20376 


C 13.58:84-2959 
Escalante, E. 


Corrosion of materials used in steam generating boiler systems 
/ E. Escalante, D. Mathews, J. Fink. — Gaithersburg, MD : 
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60 p. : ill. ; 28 cm.— (NBSIR ; 84-3012) Distributed to 
depository libraries in microfiche. “October 1984.” Bibliogra- 
phy: p. 34-35. @ltem 247-D (microfiche) 

1. Fracture mechanics. I. Teramoto, Toshihiko, 1926-_ II. 
Read, D. T. III. United States. National Bureau of Standards. 
IV. Title. V. Title: Materials selection criteria for crack arrest- 
er strakes in naval vessels. VI. Series. OCLC 12069945 


PATENT AND TRADEMARK OFFICE 
Commerce Dept. 
Washington, DC 20231 


C 21,.5/a 5:N 845/983 
Consolidated listing of recent Official gazette notices, re Patent 

and Trademark Office practices and procedures. Washi 
D.C. : [U.S. Patent and Trademark Office] : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 

v. ; 26 cm. 

Annual 

$7.00 Running title: Official gazette (July 1, 1964/Dec. 31, 
1980) Title from cover. July 1, 1964 through Dec. 31, 1983. 
Description based on: July 1, 1964/Dec. 31, 1980. @lItem 260 
S/N 003-004-00604-8 Related records: Official gazette of the 
United States Patent and Trademark Office. Patents ISSN 0098- 
1133 Related records: Official gazette of the United States 
Patent and Trademark Office. Trademarks ISSN 0360-5132 

1. Patents — United States — Periodicals. 2. Trademarks — 
United States — Periodicals. I. United States. Patent and 
Trademark Office. OCLC 03577252 


85-20382 


85-20381 


C 21.14/2:F 76 
United States. Patent and Trademark Office. 
Manual of patent examining form paragraphs. — 2nd ed., Jan. 


1985. — [Washington, D.C.?] : U.S. Dept. of Commerce, Patent 
and Trademark Office, 1985- 


1 v. (loose-leaf) : 1 form ; 28 cm. Cover title. Includes 
index. @Item 254-A 
1. Patents— United States — Handbooks, manuals, etc. I. 
Title. OCLC 12060859 
85-20383 
C 21.15:983 
Manual of patent examining procedure. — Original Sth ed., dated 
Aug. 1983.— Washington, D.C. : U.S. Dept. of Commerce, 
Patent and Trademark Office : [For sale by the Supt. of Docs., 
U.S. G.P.O.], 1984- 
1 v. (loose-leaf) ; 28 cm. Includes index. 
903-007-00000-1 @ GPO $70.00 
1. Patent practice — United States. 2. Patent laws and legis- 
lation — United States. I. United States. Patent and Trademark 
Office. OCLC 10715167 


UNITED STATES TRAVEL AND TOURISM 
ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


C 47.2:C 16/2/977/v.1 
Vacation travel by Canadians in the United States / conducted by 
Traveldata International. [Washington, D.C.] : U.S. Dept. of 
Commerce, United States Travel Service, U.S. Travel and 
Tourism Administration, Dept. of Commerce, Washington, D.C. 
20230 


v. : ill. ; 26 cm. 
Annual Spine title: Canadian vacation travel 1977 1977, v. 
1. Description based on: 1977, v.1; title from cover. Contents: 


@ltem 259 S/N 


85-20384 


Government Publications — October 1985 


v. 1. Overview. Issues for 1974- issued in 10 vols.; 1977- in 3 
vols.; (1979-) in 1 vol. Vols. for (1977, v. 1-) distributed to 
depository libraries in microfiche. @lItem 271-A-1 (microfiche) 
ISSN 0362-6040 

1. Tourist trade—- United States — Periodicals. 2. Travel- 
ers — Canada — Periodicals. 3. Travelers— United States — 
Periodicals. I. United States Travel Service. Office of Re- 
search and Analysis. II. United States Travel Service. Office 
of Policy and Research. III. United States Travel Service. 
IV. Traveldata International. G155.U6V24 79-644588 //r812 
381/.45917304926 OCLC 04800809 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, MD 20852 


85-20385 
C 55.2:C 61/2/984 
Climate Diagnostics Workshop (9th : 1983 : Corvallis, Or.) 
Proceedings of the Ninth Annual Climate Diagnostics Work- 
shop held at the Dept. of Atmospheric Sciences, Oregon State 
University, Corvallis, Oregon, October 22-26, 1984. — [Rock- 
ville, Md.?] : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, [1985] 
x, 436 p. : ill, maps ; 28 cm. 
bibliographies. @lItem 250-E-2 
1. Climatic changes — Congresses. 2. Climatology —Con- 
gresses. I. United States. National Oceanic and Atmospheric 
Administration. II. Title. OCLC 12095110 


85-20386 


“March 1985.” Includes 


C 55.2:In 3/2 
NOAA information technology systems plan. — Rockville, Md. : 
National Oceanic and Atmospheric Administration, [1984] 

1 v. (various pagings) : forms ; 28 cm. Distributed to i- 
tory libraries in microfiche. “July, 1984.” @lItem 250-E-2 
(microfiche) 

1. United States. National Oceanic and Atmospheric Adminis- 
tration. 2. Information storage and retrieval systems. I. 
United States. National Oceanic and Atmospheric Administra- 
tion. OCLC 12095120 


85-20387 
C 55.2:P 44 
Effects of petroleum residues on intertidal organisms of Bermuda 
/ Nancy G. Maynard, editor ; prepared for The American 
Petroleum Institute, Committee on Fate and Effects. — Rock- 
ville, Md. : National Oceanic and Atmospheric Administration, 
Office of Marine Pollution Assessment RD/MP, [1982] 

85, [9], 37, 47 p. : ill. ; 28 cm. — (Bermuda Biological Station 
special publication ; number 21) Distributed to depository li- 
braries in microfiche. “September 1982.” Bibliography: p. [1]- 
[9]. @Item 250-G-2 (microfiche) 

1. Oil spills — Environmental aspects — Bermuda Islands. I. 
Maynard, Nancy G. II. United States. Office of Marine Pollu- 
tion Assessment. III. Bermuda Biological Station for Research. 
IV. Series: Special publication (Bermuda Biological Station for 
Research) ; no. 21. OCLC 12099884 

85-20388 
C 55.8:C 63 
Coastal ocean dynamics applications radar : a user’s guide / edited 
by T.M. Georges. — Boulder, Colo. : U.S. Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Environ- 
mental Research Laboratories, Wave Propagation Laboratory, 
1985- 
1 v. (loose-leaf) ; 28 cm. 


; “November 1984.” 
Bibliography: p. 183-189. Includes index. 


@ltem 250-E-15 
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National Oceanic and Atmospheric Administration — Commerce Dept. 


1. Radar — Data processing. 2. Oceanography. 3. Ocean 
waves — Remote Hy? 4. Ocean currents — Remote sens- 
ing. I. Georges, T. M. (Thomas Martin), 1938- II. Wave 
Propagation Laboratory. OCLC 12113546 


85-20389 
C 55.12:P 11-1983 
National severe local storms operations plan / Federal Coordina- 
tor for Meteorological Services and Supporting Research. 
[Rockville, Md.?] : The Coordinator, Federal Coordinator for 
Meteorological Services and Supporting Research, Suite 300, 
11426 Rockville Pike, Rockville, Md. 20852 

v. : ill., maps ; 28 cm. 

Annual “FCM-P11-1983” Dec. 1982. Description based 
on: 1981. Vols. for (Jan. 1982-) distributed to depository li- 
braries in microfiche. @lItem 250-E (microfiche) 

1. Storms — United States — Periodicals. 2. Meteorological 
services — United States — Periodicals. I. United States. Office 
of Federal Coordinator for Meteorological Services and Sup- 
porting Research. OCLC 03851198 


85-20390 
C 55.13:NESDIS 12 
McElroy, John H. 

Utilization of the —s platform of NASA’s space station 
program for operational earth observations / John H. McElroy 
and Stanley R. Schneider. — Washington, D.C. : U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administration, 
National Environmental Satellite, Data, and Information Serv- 
ice, [1984] 

iv, 67 p. : ill. ; 28 cm.— (NOAA technical report NESDIS ; 
12) Distributed to depository libraries in microfiche. 
tember 1984.” Bibliography: p. 58-59. @Item 208-C-12 
(microfiche) 

1. Earth — Observations. 2. Space stations. 3. Scientific sat- 
ellites. I. Schneider, Stanley R. II. United States. National 
Environmental Satellite, Data, and Information Service. III. 
Title. IV. Series. OCLC 11673772 


85-20391 
C 55.13/2:ERL SEL-69 
Wagner, William J. (William John), 1938- 

Solar Activity Monitoring Satellite (SAMSAT) : impact on 
space environment services / William J. Wagner, Gary R. 
Heckman. — Boulder, Colo. : U.S. Dept. of Commerce, Nation- 
al Oceanic and Atmospheric Administration, Environmental Re- 
search Laboratories, Space Environment Laboratory, 1985. 

iii, 41 p. : 1 map ; 28 cm.— (NOAA technical memorandum 
ERL SEL ; 69) Distributed to depository libraries in micro- 
fiche. Bibliography: p. 40-41. @lItem 208-C-2 (microfiche) 

1. Solar activity — Observations. I. Heckman, Gary R. II. 
Space Environment Laboratory. III. Title. IV. Series. 
OCLC 12035761 


85-20392 
C 55.13/2:NMFS-SEFC-148 
Poffenberger, J. 

Estimated impacts of Texas closure regulation on ex-vessel 
prices and value, 1982 and 1983 / John R. Poffenberger. — Rev. 
Nov. 1984— Miami, Fla. : U.S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, National Marine 
Fisheries Service, Southeast Fisheries Center, 1985. 

21 p. ; 28 cm.— (NOAA technical memorandum NMFS- 
SEFC ; 148) Distributed to depository libraries in microfiche. 
“January 1984”—Cover. “Revised November 1984”—Cover. 
@ltem 208-C-4 (microfiche) 

1. Fishing boats— Texas. 2. Fishery law and legislation — 
Texas. I. Southeast Fisheries Center (U.S.) II. Title. III. 
Series: NOAA technical memorandum NMFS SEFC ; 148. 
OCLC 12094967 
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85-20393 


C 55.13/2:NMFS-SEFC-150 


Naughton, Steven P. 


Food of bluefish (Pomatomus saltatrix) from the U.S. south 
Atlantic and Gulf of Mexico / Steven P. Naughton and Carl H. 
Saloman. — Panama City, Fla. : U.S. Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, National 
Marine Fisheries Service, Southeast Fisheries Center, Panama 
City Laboratory, 1985. 

37 p. : ill. ; 28 cm. — (NOAA technical memorandum NMFS 
SEFC ; 150) Distributed to depository libraries in microfiche. 
“October 1984.” Bibliography: p. 5. @lItem 208-C-4 (micro- 
fiche) 

1. Bluefish — Food. 2. Fishes— South Atlantic Ocean. 3. 
Fishes — Mexico, Gulf of. I. Saloman, Carl H. II. Panama 
City Laboratory. III. Title. IV. Series. OCLC 11820975 


85-20394 


C 55.13/2:NOS NGS-10/2 


Fronczek, C. J. 


Use of calibration base lines / Charles J. Fronczek. — Dec. 
1977, repr. with corrections, 1980 — Rockville, Md. : U.S. Dept. 
of Commerce, National Oceanic and Atmospheric Administra- 
tion, National Ocean Survey, 1980. 

iii, 38 p. : ill. ; 28 cm.— (NOAA technical memorandum 
NOS NGS ; 10) Distributed to depository libraries in micro- 
fiche. Bibliography: p. 38. @lItem 208-C-5 (microfiche) 

1. Calibration. 2. Electronic instruments — Measurement. I. 
National Ocean Survey. II. Title. Il. Series. OCLC 
12095102 


85-20395 


C 55.13/2:NOS NGS-40 


Sandwell, David T. 


Along-track deflection of the vertical from Seasat : GEBCO 
overlays / David T. Sandwell. — Rockville, Md. : U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administration, 
National Ocean Service, National Geodetic Survey, Charting 
and Geodetic Services : For sale by the National Geodetic 
Information Center, [1984] 

ii, 8 p. : ill. ; 28 cm.— (NOAA technical memorandum NOS 
NGS ; 40) Distributed to depository libraries in microfiche. 
“October 1984.” Bibliography: p. 7. @Item 208-C-5 (micro- 
fiche) 

1. Submarine topography. I. United States. National Ocean 
Service. Office of Charting and Geodetic Services. II. Title. 
III. Series. OCLC 11835070 


85-20396 


C 55.13/2:NOS NGS-41 


Adler, Ron K. 


A hybrid method of mapping and photogeodetic control net- 
work densification / Ron Adler. — Rockville, Md. : U.S. Dept. 
of Commerce, National Oceanic and Atmospheric Administra- 
tion, National Ocean Service, National Geodetic Survey, Chart- 
ing and Geodetic Services, [1984] 

16 p. ; 28 cm.— (NOAA technical memorandum NOS NGS 
; 41) Distributed to depository libraries in microfiche. “Octo- 
ber 1984.” Bibliography: p. 15-16. @lItem 208-C-5 (micro- 
fiche) 

1. Photogrammetry. 2. Aerial triangulation. 3. Artificial 
satellites. I. United States. National Ocean Service. Office of 
Charting and Geodetic Services. II. Title. III. Series. 
OCLC 11835045 


85-20397 


C 55.13/2:NOS 32 


Kalvaitis, A. N. 


Large scale OTEC pipe program : development, experimental 
results, and trends / A.N. Kalvaitis. — Rockville, Md. : U.S. 





Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Ocean Service, [1985] 

ii, 34 p. : ill. ; 28 cm.— (NOAA technical memorandum 
NOS ; 32) Distributed to depository libraries in microfiche. 
“January 1985.” Bibliography: p. 33-34. @Item 208-C-5 
(microfiche) 

1. Ocean thermal power plants. I. United States. National 
Ocean Service. II. Title. III. Series. OCLC 12095138 


85-20398 
C 55.13/3:NWS ERCP-No.21 
Rigdon, Gerald G. 

WARN, a warning formatter / Gerald G. Rigdon. — [Wash- 
ington, D.C.?] : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, National Weather Service, Scien- 
tific Services Division, Eastern Region Headquarters, [1984] 

21, 2, 2 p. ; 28 cm.— (NOAA Eastern Region computer 
programs and problems NWS ERCP ; no. 21) Distributed to 
depository libraries in microfiche. “June 1984.” Bibliography: 
p. 2-3. @lItem 208-C-6 (microfiche) 

1. Natural disaster warning systems— United States. I. 
United States. National Weather Service. Eastern Region. Sci- 
entific Services Division. Il. Title. III. Series. OCLC 
10969163 


85-20399 
C 55.13/4:84-3 
Miller, R. L. (Robert Lind), 1953- 

AFOS-ERA forecast verification / Robert L. Miller, Mary 
M. Heffernan, and David P. Ruth. — [Silver Spring, Md.?] : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Administration, National Weather Service, [1984- ] 

1 v. (loose-leaf) : ill. ; 28 cm.— (NOAA Techniques Devel- 
opment Laboratory computer program NWS TDL CP ; 84-3) 
Distributed to depository libraries in microfiche. ‘September 
1984.” Bibliography: p. 8. @lItem 208-C-6 (microfiche) 

1. Weather forecasting — Data processing. I. Heffernan, 
Mary M. (Mary Margaret), 1954- II. Ruth, David P. III. 
United States. National Weather Service. IV. Title. V. Series. 
OCLC 12060768 


85-20400 
C 55.13/5:84-2 
Surface airways observation decoder. — [Washington, D.C.? : Na- 
tional Oceanic and Atmospheric Administration, 1984]- 

1 v. (loose-leaf) ; 28 cm.— (TDL CP ; 84-2) Caption title. 
Distributed to depository libraries in microfiche. “September 
1984.” @ltem 208-C-6 (microfiche) 

1. Plotting charts— United States— Data processing. I. 
United States. National Oceanic and Atmospheric Administra- 
tion. II. Series. OCLC 12060855 


85-20401 
C 55.13/5:84-3 
Initialization program for local AFOS-ERA forecast verification 
software. — [Silver Spring, Md.? : National Oceanic and At- 
mospheric Administration, 1984- ] 

1 v. (loose-leaf) ; 28 cm.— (TDL CP ; 84-3) Distributed to 
depository libraries in microfiche. “September 1984.” @lItem 
208-C-6 (microfiche) 

1. Computer programs. I. United States. National Oceanic 
and Atmospheric Administration. II. Series. OCLC 12060826 

85-20402 
C 55.29:982-83 
United States. National Oceanic and Atmospheric Administration. 
Office of Undersea Research. 

NOAA’s Office of Undersea Research ... report. Rockville, 
Md. : The Office, U.S. Dept. of Commerce, National Oceanic 
and Atmospheric Administration, Washington, D.C. 20230 

v. : ill., maps ; 28 cm. 


483-575 0 - 85 - 3: OL 3 


Government Publications — October 1985 


Annual 1982 and 1983. Description based on: Fiscal year 
1981. Report year ends Sept. 30. @lItem 250-E-12 ISSN 
0741-1782 Continues: United States. National Oceanic and At- 
mospheric Administration. NOAA undersea research program 
... Feport 

1. United States. National Oceanic and Atmospheric Adminis- 
tration. Office of Undersea Research I. Title. GC58.U554c 
83-646921 551.46/0072073 ¢2 19 OCLC 10083470 


85-20403 


Quinn, Frank H. 

Great Lakes monthly hydrologic data / Frank H. Quinn, 
Raymond N. Kelley. — Ann Arbor, Mich. : U.S. Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, En- 
vironmental Research Laboratories, Great Lakes Environmental 
Research Laboratory, [1983] 

v, 79 p. ; 29 cm.— (NOAA data report ERL GLERL ; 26) 
Distributed to depository libraries in microfiche. “August 
1983.” Bibliography: p. 4-5. Chiefly tables. @lItem 250-E-25 
(microfiche) 

1. Hydrology — Great Lakes. I. Kelley, R. N. (Raymond 
N.) II. Great Lakes Environmental Research Laboratory. III. 
Title. IV. Series. OCLC 10249561 


C 55.36:ERL GLERL-26 


NATIONAL WEATHER SERVICE 
Commerce Dept. 
Silver Spring, MD 20910 


85-20404 
C 55.102:R 11/4/985 
NOAA weather radio : the voice of the National Weather Serv- 
ice. — Rev. Apr. 1985. — [Silver Spring, Md.] : U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administration, 
National Weather Service, 1985. 
1 folded sheet (8 p.) : ill., 1 map ; 21 x 9 cm. — (NOAA/PA ; 
76015) @lItem 275 
1. Weather reporting, Radio. 2. Public safety radio serv- 
ice — United States. I. United States. National Weather Serv- 
ice. II. Series. OCLC 12090898 


85-20405 
C 55.108:H 99/2/v.2 
Instruction manual hygrothermometer (HO83). — Silver Spring, 
Md. : U.S. Dept. of Commerce, National Oceanic and Atmos- 
pheric Administration, National Weather Service, Engineering 
Division, 1984- 

v. : ill. (some col.) ; 28 cm. — (Engineering Division instruc- 
tion manual ; 8-406) Contents: v. 1. Support volume—v. 2. 
Troubleshooting/repair volume. @Item 275-E 

1. Thermometers and thermometry — Handbooks, manuals, 
etc. 2. Hygrometers— Handbooks, manuals, etc. I. United 
States. National Weather Service. Engineering Division. II. 
Series: United States. National Weather Service. Engineering 
Division. Engineering Division instruction manual ; 8-406. 
OCLC 11766076 


85-20406 
C 55.119:984 
Selected worldwide marine weather broadcasts. Silver Spring, 
Md. : U.S. Dept. of Commerce, National Oceanic and Atmos- 
pheric Administration, National Weather Service ; [Washington, 
D.C. : Supt. of Docs., U.S. G.P.O., distributor], 1982- Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 
v. : ill, maps ; 28 cm. 
Annual 
$5.50 
Sept. 1982- Jan. 1984. Corrections are published in the 
weekly: Notice to mariners, ISSN 0092-1262 and in the quarter- 
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ly: Mariners weather log, ISSN 0025-3367. @lItem 282-A S/ 
N 003-017-00517-8 ISSN 0748-0342 Continues: Worldwide 
marine weather broadcasts ISSN 0093-9110 

1. Meteorology, Maritime — Periodicals. 2. Weather fore- 
casting — Periodicals. I. United States. National Weather Serv- 
ice. II. United States. Naval Oceanography Command. Notice 
to mariners. Mariners weather log. QC994.U63 84-644830 
551.6/5162 ¢2 19 OCLC 08880316 


85-20407 
C 55.124:W 37 
Catalog of weather and flood hazard awareness material. — Rev. 
Jan. 1985. —[Washington, D.C.?] : National Oceanic and At- 
mospheric Administration, U.S. Dept. of Commerce, 1985. 
12 p ; 21 cm.— (NOAA/PA ; 82003) At head of title: 
National Weather Service. @ltem 275-1 
1. United States. National Weather Service 2. Flood damage 
prevention — United States — Bibliography. I. United States. 
National Weather Service. II. Series. OCLC 12173535 


NATIONAL ENVIRONMENTAL SATELLITE, 
DATA, AND INFORMATION SERVICE 
Commerce Dept. 

Washington, DC 20230 


C 55.202:N 21/2 
United States. National Environmental Satellite, Data, and Infor- 

NESDIS international activities. — [Rockville, Md.?] : U.S. 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Environmental Satellite, Data, and Infor- 
mation Service, [1984] 

iv, 82 p. : maps ; 28 cm. “August 1984.” Includes index. 
@ltem 273-D-1 (microfiche) 

1. United States. National Environmental Satellite, Data, and 
Information Service. I. Title. II. Title: N.E.S.D.LS. interna- 
tional activities. OCLC 12111638 


85-20409 


85-20408 


C 55.202:Sa 8/3 

SARSAT : search and rescue satellite-aided tracking. — Washing- 
ton, D.C. : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, National Environmental Satellite, 
Data, and Information Service, 1985. 

1 folded sheet (8 p.) : ill., 1 map ; 22 x 9 cm. — (NOAA/PA ; 
85003) @ltem 273-D-1 

1. United States. National Environmental Satellite, Data, and 
Information Service 2. Artificial satellites. 3. Search and 
rescue operations. I. United States. National Environmental 
Satellite, Data, and Information Service. II. Title: Search and 
rescue sattllite-aided tracking. III. Series. OCLC 12090939 

85-20410 
C 55.219/2:15/985/rev. 

Earthquake data services and publications (including Tsunami). — 
Rev. — Boulder, Colo. : National Geophysical Data Center, 
World Data Center A for Solid Earth Geophysics, 1985. 

iv, 11 p. : ill, maps ; 28 cm.— (Key to geophysical records 
documentation ; no. 15) Bibliography: p. 8-10. @lItem 275-C 
1. Earthquakes— Information services. I. World Data 
Center A for Solid Earth Gecphysics. II. Series. OCLC 
12094984 
85-20411 
C 55.220/2-2:983 

World Data Center A—Oceanography. 

Catalogue of accessioned publications. Supplement / World 
Data Center A Oceanography. Washington, D.C. : The Center, 
World Data Center A Oceanography, Washington, D.C. 20235 
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v. ; 23 cm. 

No. 1 (1968)- “WDCA-OC-84-3”—Cover. Supplement no. 
16, 1983. @ltem 834-N-2 ISSN 0162-0827 

1. Oceanography — Indexes — Periodicals. 2. World Data 
Center A—Oceanography — Periodicals. 3. Oceanography — 
Bibliography — Periodicals. I. Title. Z6004.P6W67a 78- 
645087 551.4/6/0S OCLC 01483881 


NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20235 


85-20412 


C 55.309/2-2:984 


Fisheries of the United States / prepared by Resource Statistics 


Division. Washington, D.C. : U.S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, National Marine 
Fisheries Service, U.S. Dept. of Commerce, NOAA, National 
errs Fisheries Service (F/S21), Washington, D.C. 20235 
: ill. ; 27 cm. (1959-1960: Fishery leaflet ; 393) (1961-1969: 

CFS) (Current fishery statistics; no. 8360) 

Annual 

Began with 1959. Previously classed: I 49.28:, I 49.8/2:, and 
C 55.309/2: 1984. Description based on: 1980. Final data 
published in: Fishery statistics of the United States 0095-7682 
@ltem 610-A Continues: Fisheries of the United States and 
Alaska 1952-1958 

1. Fisheries-- United States — Statistics — Periodicals. I. 
United States. National Marine Fisheries Service. II. United 
States. National Marine Fisheries Service. Resource Statistics 
Division. III. United States. National Marine Fisheries Service. 
Data Management and Statistics Division. IV. United States. 
National Marine Fisheries Service. Statistics and Market News 
Division. V. United States. Bureau of Commercial Fisheries. 
VI. National Fishery Statistics Program (U.S.) VII. U.S. Fish 
and Wildlife Service. ‘VIII. Series: Fishery leaflet ; 393. IX. 
Series: C.F.S. X. Series: Current fisheries statistics ; no. 8360. 
OCLC 01873631 


85-20413 


C 55.309/2-3:981-82 


Marine recreational fishery statistics survey. Atlantic and Gulf 


coasts. Washington, D.C. : U.S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, National Marine 
Fisheries Service, Resource Statistics Division, 1980- U.S. 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Marine Fisheries Service, National Fish- 
ery Statistics Program, F/S2, Washington, D.C. 20235 

v. ; 28 cm. (Current Statistics ; no. 8324) 

1979- Previously classed: C 55.309/2: 1981-1982. @lItem 
610-A 

1. Fishing surveys— United States — Periodicals. 2. Salt- 
water fishing — United States — Statistics — Periodicals. I. Na- 
tional Fishery Statistics Program (U.S.) II. United States. Na- 
tional Marine Fisheries Service. Resource Statistics Division. 
III. Series: Current fisheries statistics ; no. 8324. OCLC 
07647463 


85-20414 


C 55.309/2-4:984 


Frozen fishery products, annual summary. (Washington, D.C.] : 


U.S. Dept. of Commerce, [National Oceanic and Atmospheric 
Administration, National Marine Fisheries Service, U.S. Dept. 
of Commerce, National Oceanic and Atmospheric Administra- 
tion, National Marine Fisheries Service (F/S2), Washington, 
D.C. 20235 


v. ; 26 cm. (Current fisheries statistics ; no. 8354) Title from 
caption. Previously classed: C 55.309/2: 1984. Description 
based on: 1980. @ltem 610-A ISSN 0162-6108 





1. Fishery products, Frozen— United States — Statistics — 
Periodicals. I. United States. National Marine Fisheries Serv- 
ice. II. Series. sc-79002814 OCLC 04058186 


85-20415 


C 55.328:M 31 
Draft environmental impact statement : proposed amendments to 
regulations governing the taking of marine mammals associated 
with tuna purse seining operations. —[Washington, D.C.?] : 
U.S. Dept. of Commerce, National Oceanic and Atmospheric 
Atministration, National Marine Fisheries Service, 1985. 

129, 10 p. : ill., maps ; 28 cm. Cover title. Bibliography: p. 
110-114. @lItem 616-I 

1. Marine mammals — Pacific Ocean — Protection. 2. Purse 
seining — Pacific Ocean. 3. Tuna fishing. 4. Fishery policy — 
United States. I. United States. National Marine Fisheries 
Service. II. Title: Proposed amendments to regulations govern- 
ing the taking of marine mammals associated with tuna purse 
seining operations. OCLC 12091300 


85-20416 


C 55.335:B 64 
McConnell, Robert J. 

Preliminary evaluation of the Bonneville juvenile bypass 
system, second powerhouse : final report / by Robert J. Mc- 
Connell and William D. Muir. — Seattle, Wash. : Coastal Zone 
and Estuarine Studies Division, Northwest and Alaska Fisheries 
Center, National Marine Fisheries Service, National Oceanic 
and Atmospheric Administration, [1982] 

8 leaves ; 28 cm.— (Coastal zone and estuarine studies) 
“Financed by U.S. Army Corps of Engineers, contract 
DACW57-82-F-0398.” Distributed to depository libraries in 
microfiche. “December 1982.” @Item 609-C-6 (microfiche) 

1. Fishways — Bonneville Dam (Or. and Wash.) 2. Fishes — 
Columbia River — Migration. 3. Pacific salmon — Columbia 
River. 4. Bonneville Dam (Or. and Wash.) I. Muir, William 
D. II. Northwest and Alaska Fisheries Center (U.S.). Coastal 
Zone and Estuarine Studies Division. III. United States. 
Army. Corps of Engineers. IV. Title. V. Series. OCLC 
09483703 


85-20417 


C 55.335:F 49/2 
Krcma, Richard F. 

Research at McNary Dam to develop and implement a fin- 
gerling protection system for John Day Dam / by Richard F. 
Krcma, Michael H. Gessel and Frank J. Ossiander. — Seattle, 
Wash. : Coastal Zone and Estuarine Studies Division, North- 
west and Alaska Fisheries Center, National Marine Fisheries 
Service, [1983] 

24, 3, 5 leaves : ill. ; 28 cm.— (Coastal zone and estuarine 
studies) “Final report financed by U.S. Army Corps of Engi- 
neers (contract DACW57-82-F-0373).” Distributed to deposi- 
tory libraries in microfiche. “May 1983.” Bibliography: leaf 
24. @Item 609-C-6 (microfiche) 

1. Fishways— Columbia River. 2. Fish habitat improve- 
ment — Oregon — Columbia River. 3. Fishes — Protection — 
Columbia River. 4. John Day Dam (Wash.) 5. McNary Dam 
(Or. and Wash.) I. Gessel, Michael H. II. Ossiander, Frank J. 
III. Northwest and Alaska Fisheries Center (U.S.). Coastal Zone 
and Estuarine Studies Division. IV. Title. V. Series. OCLC 
09673115 


85-20418 


C 55.335:F 52 
Swan, George A. 

Studies to improve fish guiding efficiency of traveling screens 
at lower granite dam / by George A. Swan, Richard F. Krcma 
and Frank Ossiander. — Seattle, Wash. : Coastal Zone and Estu- 
arine Studies Division, Northwest and Alaska Fisheries Center, 
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National Marine Fisheries Service, National Oceanic and At- 
mospheric Administration, [1983] 

20, [4] leaves : ill. ; 28 cm.— (Coastal zone and estuarine 
studies) “Final report financed by U.S. Army Corps of Engi- 
neers (contract DACW68-78-C-0051.)” Distributed to deposi- 
tory libraries in microfiche. “May 1983.” Includes bibliogra- 
phies. @lItem 609-C-6 (microfiche) 

1. Fishways — Snake River (Wyo.-Wash.) 2. Fish habitat im- 
provement — Snake River (Wyo.-Wash.) 3. Fishes — Protec- 
tion — Snake River (Wyo.-Wash.) 4. Lower Granite Lake 
Dam (Wash.) I. Krcma, Richard F. II. Ossiander, Frank J. 
III. Northwest and Alaska Fisheries Center (U.S.). Coastal Zone 
and Estuarine Studies Division. IV. Title. V. Series. OCLC 
09961652 


85-20419 


C 55.335:F 66 


Giorgi, Albert E. 


Flow-net relationships in the forebay of John Day Dam, 1982 
/ by Albert E. Giorgi. — Seattle, Wash. : Coastal Zone and 
Estuarine Studies Division, Northwest and Alaska Fisheries 
Center, National Marine Fisheries Service, National Oceanic 
and Atmospheric Administration, [1983] 

10, [20] p. : ill., 1 map ; 28 cm. — (Coastal zone and estuarine 
studies) “Annual report of research financed by Bonneville 
Power Administration, project 82-8, agreement DE-A179- 
82BP34642 and Coastal Zone and Estuarine Studies Division.” 
Distributed to depository libraries in microfiche. “April 1983.” 
Bibliography: p. 10. @lItem 609-C-6 (microfiche) 

1. Fishes — Washington (State)— John Day Dam — Migra- 
tion. 2. John Day Dam (Wash.) I. Northwest and Alaska 
Fisheries Center (U.S.). Coastal Zone and Estuarine Studies 
Division. II. United States. Bonneville Power Administration. 
Ill. Title. IV. Series. OCLC 12137224 


85-20420 


C 55.337:H-83-19 C 


Kuljis, Barbara A. 


Porpoise/fisheries interactions within the Hawaiian Islands / 
Barbara A. Kuljis. — Honolulu, HI : National Marine Fisheries 
Service, Southwest Fisheries Center, Honolulu Laboratory, 
[1983] 

16 p. ; 28 cm.— (Administrative report ; SWR-83-19C) 
Cover title. Distributed to depository libraries in microfiche. 
“September 1983.” “Not for publication.” Bibliography: p. 
16. “Prepared under contract 83-ABA-00253”—P. [1]. @Item 
609-C-8 (microfiche) 

1. Porpoises. 2. Fisheries — Hawaii. I. Southwest Fisheries 
Center. Honolulu Laboratory. II. Title. III. Series: Adminis- 
trative report (Southwest Fisheries Center) ; H-83-19 C. 
OCLC 12129866 


85-20421 


C 55.337:H-83-20 C 


A Fishery data collection system : Saipan : final report / prepared 


for National Marine Fisheries Service ; prepared by CIC Re- 
search, Inc. — Honolulu, HI : National Marine Fisheries Serv- 
ice, Southwest Fisheries Center, Honolulu Laboratory, [1983] 

74 p. : ill., forms ; 28 cm.— (Administrative report ; H-83- 
20C) Distributed to depository libraries in microfiche. “Sep- 
tember 1983.” “Not for publication”—Cover. Includes biblio- 
graphical references. “Prepared under contract no. 82-ABC- 
00224”—Prelim. p. @lItem 609-C-8 (microfiche) 

1. Fishing surveys — Saipan (Commonwealth of the Northern 
Mariana Islands) I. CIC Research, Inc. II. Southwest Fisher- 
ies Center. Honolulu Laboratory. III. Series: Administrative 
report (Southwest Fisheries Center) ; H-83-20 C. OCLC 
12129928 
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85-20422 


C 55.337:H-83-21 C 
A Fishery data collection system : Guam : final report / prepared 
for National Marine Fisheries Service ; prepared by CIC Re- 
search, Inc. — Honolulu, HI : National Marine Fisheries Serv- 
ice, Southwest Fisheries Center, Honolulu Laboratory, [1983] 
iv, 85 p. : forms, 1 map ; 28 cm. — (Administrative report ; 
H-83-21C) Distributed to depository libraries in microfiche. 
“September 1983.” “Not for publication”—Cover. Includes 
bibliographical references. “Prepared under contract no. 82- 
res pace p. @ltem 609-C-8 (microfiche) 
1. Fishing surveys—Guam. I. CIC Research, Inc. II. 
Southwest Fisheries Center. Honolulu Laboratory. III. Series: 


Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, National Marine Fisheries Service, Southwest 
Region, 1984. 

12 p. ; 28 cm.— (Administrative report ; SWR-84-3) Dis- 
tributed to depository libraries in microfiche. “June 1984.” 
Bibliography: p. 12. @lItem 609-C-8 (microfiche) 

1. Fisheries — California. I. United States. National Marine 
Fisheries Service. Southwest Region. II. Title. III. Title: 
Economic status report on the California coastal pelagic species 
fisheries, 1983. IV. Series: Administrative report (Southwest 
Fisheries Center) ; SWR-84-3. OCLC 12123022 


Administrative report (Southwest Fisheries Center) ; H-83-21C. 8520427 


OCLC 12129920 
85-20423 


C 55.337:SWR-84-5 
Seagars, Dana J. 
Pinniped population status and research in Channel Islands 


C 55.337:LJ-82-06 National Park, 1982-1983 / Dana J. Seagars. — Rev. and issued 


Exploratory albacore longline fishing in the eastern North Pacific 


during winter 1982 / by R. Michael Laurs ... [et al.]. — La Jolla, 
CA : National Oceanic and Atmospheric Administration, Na- 
tional Marine Fisheries Service, Southwest Fisheries Center, 
[1982] 

79 p. : ill. ; 28 cm.— (Administrative report ; LJ-82-06) 
Cover title. “April 1982.” Distributed to depository libraries 
in microfiche. @lItem 609-C-8 (microfiche) 

1. Exploratory fishing — North Pacific Ocean. 2. Longlining 
(Fisheries) — North Pacific Ocean. 3. Albacore. 4. Tuna fish- 
eries — North Pacific Ocean. I. Laurs, R. Michael. II. South- 
west Fisheries Center. III. Series: Administrative report 
(Southwest Fisheries Center) ; LJ-82-06. OCLC 08736064 


85-20424 


C 55.337:SWR-84-1 


Herrick, Samuel F. 


1983 U.S. tuna trade summary / Samuel F. Herrick, Jr., 
Steven J. Koplin. — Terminal Island, CA : U.S. Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, Na- 
tional Marine Fisheries Service, Southwest Region, 1984. 

20, [12] p. ; 28 cm.— (Administrative report ; SWR-84-1) 
Distributed to depository libraries in microfiche. “June 1984.” 
@ltem 609-C-8 (microfiche) 

1. Tuna fisheries. 2. Tuna, Canned — Statistics. 3. Fish 
trade — United States — Statistics. I. Koplin, Steven J. II. 
United States. National Marine Fisheries Service. Southwest 
Region. III. Title. IV. Title: 1983 US tuna trade summary. 
V. Series: Administrative report (Southwest Fisheries Center) ; 
SWR-84-1. OCLC 12125465 


85-20425 


C 55.337:SWR-84-2 
Fougner, Svein. 

1983 economic status report on the Northwestern Hawaiian 
Islands spiny lobster fishery / Svein Fougner. — Terminal 
Island, CA : U.S. Dept. of Commerce, National Oceanic and 
Atmospheric Administration, Southwest Region, National 
Marine Fisheries Service, [1984] 

8 p. ; 28 cm. — (Administrative report ; SWR-84-2) Distrib- 
uted to depository libraries in microfiche. “June 1984.” 
@ltem 609-C-8 (microfiche) 

1. Lobster fisheries — Hawaii. 2. Spiny lobsters — Hawaii. 
I. Title. II. Title: Economic status report on the Northwestern 
Hawaiian Islands spiny lobster fishery, 1983. III. Series: Ad- 
ministrative report (Southwest Fisheries Center) ; SWR-84-2. 
OCLC 11593506 


85-20426 


C 55.337:SWR-84-3 
Fougner, Svein. 

1983 economic status report on the California coastal 
species fisheries / Svein Fougner. — Terminal Island, CA : U.S. 
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Oct. 1984.—- Terminal Island, Calif. : Southwest Region, Na- 
tional Marine Fisheries Service, 1984. 

30 p. : 1 map ; 28 cm. — (Administrative report ; SWR-84-5) 
Distributed to depository libraries in microfiche. Bibliography: 
p. 24-29. @lItem 609-C-8 (microfiche) 

1. Pinnipedia — California — Channel Islands National Marine 
Sanctuary. I. United States. National Marine Fisheries Service. 
Southwest Region. II. Title. III. Series: Administrative report 
(Southwest Fisheries Center) ; SWR-84-5. OCLC 12118898 


85-20428 
Seagars, Dana J. 


C 55.337:SWR-84-6 


The Guadalupe fur seal : a status review / Danna J. Sea- 
gars.— Terminal Island, CA : Southwest Region, National 
Marine Fisheries Service, 1985. 

29 p. : 1 map ; 28 cm. — (Administrative report ; SWR-84-6) 
“Prepared pursuant to section 4(b)(1)(A) of the Endangered 
Species Act of 1973, as amended.” Distributed to depository 
libraries in microfiche. “October 1984.” Bibliography: p. 20- 
25. @lItem 609-C-8 (microfiche) 

1. Guadalupe fur seal. I. United States. National Marine 
Fisheries Service. Southwest Region. II. Title. III. Series: 
Administrative report (Southwest Fisheries Center) ; SWR-84-6. 
OCLC 12127301 


NATIONAL OCEAN SERVICE 
Commerce Dept. 
Washington, DC 20230 


85-20429 


C 55.422:3/23 


United States coast pilot. 3, Atlantic Coast. Sandy Hook to Cape 


Henry. Washington, D.C. : G.P.O., 1953- National Ocean 
Service, Rockville, Md. 20852 

v. : ill., maps ; 24-27 cm. 

Annual, 1971- 

6th ed. (1953)- Previously classed: C 4.6/1:3/ 23rd ed., 
July 1985. Vol. for (19th ~ July 1981)-20th ed., July 1982 
distributed to depository libraries in microfiche. Corrected 
through: Sash Selle to. diauiine. ieee Males dees 
@ltem 203 ISSN 0363-3217 Continues: United States coast 
pilot. Atlantic Coast. Section C, Sandy Hook to Cape Henry 
ISSN 8756-1581 (OCoLC)11438481 (DLC) 84649133 

1. Pilot guides—Middie Atlantic States — Yearbooks. I. 
United States. National Ocean Service. II. National Ocean 
Survey. III. U.S. Coast and Geodetic Survey. PAR 71- 
612538 //r84 623 €2 11 OCLC 02406894 





85-20430 


C 55.422:4/23 
United States coast pilot. 4, Atlantic Coast. Cape Henry to Key 
West. Washington, D.C. : G.P.O., 1955- National Ocean Serv- 
ice, Rockville, Md. 20852 
v. : ill., maps ; 24-27 cm. 
Annual, 1971- 
, 1955- 

[6th ed.] (1955)- Previously classed: C 4.6/1:4/ 23rd ed., 
July 1985. Vol. for (19th ed., July 1981)-20th ed., July 1982 
distributed to depository libraries in microfiche. Corrected 
through: Local notices to mariners, and: Notice to mariners. 
@ltem 203 ISSN 0362-7713 Continues: United States coast 
pilot. Atlantic Coast. Section D, Cape Henry to Key West 
ISSN 8755-142X 

1. Pilot guides — South Atlantic States — Yearbooks. I. Na- 
tional Ocean Survey. II. U.S. Coast and Geodetic Survey. 
III. United States. National Ocean Service. PAR 75-649951 
//84 623 ¢2 11 OCLC 07293708 


85-20431 


C 55.422:7/21 

United States coast pilot. 7, Pacific Coast. California, Oregon, 
Washington, and Hawaii. Washington, D.C. : G.P.O., 1959- 
National Ocean Service, Rockville, MD 20852 


8th ed. (1959)- Spine title: USCP. 7, Pacific Coast and 
Hawaii 1959- Spine title: USCP. 7, Pacific Coast. California, 
Oregon, Washington, and Hawaii (1981-) 21st ed., June 1985. 
Vols. for 1982-1983 were distributed to depository libraries in 
microfiche. Corrected through: Local notices to mariners, and: 
Notice to mariners. Absorbed: United States coast pilot. Ha- 
waiian Islands. @Item 206 ISSN 0098-9002 Continues: 
United States coast pilot. Pacific Coast. California, Oregon, and 
Washington ISSN 8755-9234 

1. Pilot guides— Pacific States— Yearbooks. 2. Pilot 
guides — Hawaii — Yearbooks.. I. United States. National 
Ocean Service. II. U.S. Coast and Geodetic Survey. III. Na- 
tional Ocean Survey. VK947.U55 75-645452 //r842 623.89/ 
29/79 OCLC 02242437 


ENVIRONMENTAL RESEARCH 
LABORATORIES 
Commerce Dept. 

Boulder, CO 80302 


85-20432 


C 55.601/3:984-85 
Hurricane Research Division fiscal year ... programs, fiscal year .. 
projections. Miami, Fla. : National Oceanic and Atmospheric 
Administration, Environmental Research Laboratories, Atlantic 
Oceanographic and Meteorological Laboratory, Hurricane Re- 
search Division, 1984- National Oceanic and Atmospheric Ad- 
ministration, Environmental Research Laboratories, Atlantic 
Oceanographic and Meteorological Laboratory, Hurricane Re- 
search Division, 4301 Rickenbacker Causeway, Virginia Key, 
Miami, Fla. 33149 

v. ; 28 cm. 

Annual 

1983-1984- 1984-1985. Vols. for {1984-1985-) distributed to 
depository libraries in microfiche. @ltem 208-E-1 (microfiche) 
Continues: National Hurricane Research Laboratory fiscal year 
... programs, fiscal year ... projections 

1. Hurricanes — Research — United States — Periodicals. I. 
Atlantic Oceanographic and Meteorological Laboratories. Hur- 
ricane Research Division. II. United States. National Oceanic 
and Atmospheric Administration. OCLC 11134824 


Government Publications — October 1985 


ECONOMIC ANALYSIS BUREAU 
Commerce Dept. 
Washington, DC 20230 


85-20433 
Whichard, Obie, G. 


C 59.14:41 


U.S. international trade and investment in services : data 
needs and availability / by Obie G. Whichard. — [Washington, 
pit : = Dept. of Commerce, Bureau of Economic Analy- 
sis, [1984 

74 p. ; 28 cm. — (Bureau of Economic Analysis staff paper ; 
41) Distributed to depository libraries in microfiche. “Sep- 
—_ 1984.” Bibliography: p. 58-59. @lItem 142-G (micro- 

) 

1. Invisible items of trade — United States. 2. Balance of 
payments — United States. 3. Investments, American. 4. Bal- 
ance of trade — United States. I. United States. Bureau of Eco- 
nomic Analysis. II. Title. III. Series. OCLC 11525564 


INTERNATIONAL TRADE ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


85-20434 


C 61.2:A1 8 


Kennedy, James S., 1936- 


Energy and the primary aluminum industry / prepared by 
James S. Kennedy. — [Washington, D.C.?] : Nonferrous Metals 
Division, Basic Industries Sector, International Trade Adminis- 
tration, U.S. Dept. of Commerce : For sale by the Supt. of 
Docs., U.S. G.P.O., [1985] 

xii, 54 p. : ill. ; 28 cm. “January 1985.” Includes biblio- 
graphical references. @lItem 231-B-1 S/N 003-024-00441-1 @ 
GPO $2.75 

1. Aluminum industry and trade — United States. 2. Alumi- 
num industry and trade — United States — Energy consumption. 
I. United States. International Trade Administration. Nonferrous 
Metals Division. II. Title. OCLC 12060887 


85-20435 


C 61.2:B 18 


A competitive assessment of the U.S. ball and roller bearings 


industry / prepared by Capital Goods and International Con- 
struction Sector Group. — Washington, D.C. : International 
Trade Administration, U.S. Dept. of Commerce : [Supt. of 
Docs., U.S. G.P.O., distributor], 1985. 

xii, 76 p. : ill. ; 28 cm. “February 1985.” @ltem 231-B-1 
S/N 003-009-00453-5 @ GPO $3.25 

1. Bearings (Machinery) — Trade and manufacture — United 
States. I. United States. International Trade Administration. 
Capital Goods and International Construction Sector Group. 
OCLC 12027374 


85-20436 


C 61.2:C 76/4 


A Competitive assessment of the U.S. construction machinery 


industry / prepared by Capital Goods and International Con- 
struction Sector Group.— Washington, D.C. : International 
Trade Administration, U.S. Dept. of Commerce : For sale by 
the Supt. of Docs., U.S. G.P.O., 1985. 

viii, 90 p. : ill. ; 28 cm. “February 1985.” @lItem 231-B-1 
S/N 003-009-00446-2 @ GPO $4.25 

1. Construction industry — United States. I. United States. 
International Trade Administration. Capital Goods and Interna- 
tional Construction Sector Group. OCLC 12057553 
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International Trade Administration — Commerce Dept. 


85-20437 
C 61.2:Ex 7/6/985 
United States. Office of Export Administration. 

[A summary of U.S. Export Administration regulations (Aug. 
1983)] A summary of U.S. Export Administration regulations. 
Washington, D.C. : U.S. Dept. of Commerce, International 
Trade Administration, Office of Export Administration, U.S. 
Dept. of Commerce, International Trade Administration, Office 
of Export Administration, Washington, D.C. 20230 

v.; 28cm. Title from cover. Jan. 1985. Description based 
on: Aug. 1983. Vols. for (Aug. 1983-) distributed to deposito- 
ry libraries in microfiche. Brief introduction to: United States. 
Office of Export Administration. Export Administration regula- 
tions, ISSN 0094-8411. @lItem 231-B-1 Continues: United 
States. International Trade Administration. Summary of U.S. 
Export Administration regulations 

1. Export controls — United States — Periodicals. I. Title. 
OCLC 10611649 


85-20438 
C 61.2:L 48 
A competitive assessment of the United States equipment leasing 
industry. — Washington, D.C. : Office of Service Industries, 
Deputy Assistant Secretary for Services, Assistant Secretary for 
Trade Development, 1985. 
xvi, 116 p. : ill. ; 28 cm. “March 1985.” Bibliography: p. 
111-116. @Item 231-B-1 
1. Industrial equipment leases— United States. I. United 
States. International Trade Administration. Office of Service 
Industries. II. United States. International Trade Administra- 
tion. Assistant Secretary for Trade Development. OCLC 
12119219 


85-20439 
C 61.2:Ov 2/2 
Overview of the export administration program. — Washi 


ashington. 

D.C. : U.S. Dept. of Commerce, International Trade Adminis- 
tration, Office of Export Administration, 1985. 

iv, 24 p.: ill, 1 form; 24cm. “March 1985.” Bibliography: 
p. 21. @Item 231-B-1 

1. Foreign trade regulation — United States. 2. Export con- 
trols — United States. I. United States. Office of Export Ad- 
ministration. OCLC 12090975 


85-20440 
C 61.2:P 44 
A Competitive assessment of the U.S. petrochemical industry. — 
Washington, D.C. : Office of Competitive Assessment, Assistant 
Secretary for Productivity, Technology and Innovation, U.S. 
Dept. of Commerce ; Springfield, VA : National Technical 
Information Service [distributor], 1983. 

1 v. (various pagings) : ill. ; 28cm. Distributed to depository 
libraries in microfiche. “August 31, 1982.” Bibliography: p. 
[1]-5 (last grouping). “Report number: DOC/OCA-83/001"— 
P. [2] of cover. @Item 231-B-1 (microfiche) $22.00 

1. Petroleum chemicals industry — United States. I. United 
States. Dept. of Commerce. Office of Competitive Assessment. 
OCLC 10292963 

85-20441 
C 61.2:T 22/7 
Hatter, Victoria L. 

U.S. high technology trade and competitiveness / prepared 
by Victoria L. Hatter. — [Washington, D.C.?] : Office of Trade 
and Investment Analysis, International Trade Administration, 
U.S. Dept. of Commerce, 1985. 

v, 80 p. : ill. ; 28cm. At head of title: Staff report. “Febru- 
ary 1985.” @ltem 231-B-1 

1. High technology industries — United States. 2. United 
States — Foreign economic relations. I. United States. Interna- 
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tional Trade Administration. Office of Trade ad Investment 
Analysis. II. Title. OCLC 11933056 


85-20442 
C 61.2:W 85/2 
A Competitive assessment of the U.S. wood and upholstered furni- 
ture industry / prepared by U.S. Department of Commerce, 
International Trade Administration, Office of Automotive Af- 
fairs and Consumer Goods, Durable Goods Division. — Wash- 
ington, D.C. : U.S. Dept. of Commerce, International Trade 
Administration : For sale by the Supt. of Docs., U.S. G.P.O., 
[1984] 
v, 50 p. : ill. ; 28 cm. “March 1985.” Bibliography: p. 44- 
45. @lItem 231-B-1 S/N 003-009-00448-9 @ GPO $2.25 
1. Furniture industry and trade — United States. 2. Lumber 
trade — United States. I. United States. International Trade 
Administration. Automotive Affairs and Consumer Goods. Du- 
rable Goods Division. OCLC 12057548 


85-20443 
C 61.8:As 7/2/985 
A Guide to doing business in the ASEAN region, Brunei/Indone- 
sia/Malaysia/Philippines/Singapore/Thailand. — [Washington, 
D.C.] : U.S. Dept. of Commerce, International Trade Adminis- 
tration, Office of Pacific Basin, [1985] 
vi, 65 p.: 1 map ; 23 cm. “February 1985.” Bibliography: 
p. 63-65. @lItem 231-B-5 
1. Market surveys — Asia, Southeastern. 2. Asia, Southeast- 
ern — Industries. 3. Asia, Southeastern — Description and 
travel. I. ASEAN. II. United States. International Trade Ad- 
ministration. Office of the Pacific Basin. OCLC 11977337 


85-20444 
C 61.12:85-01 
Fernandez, Kenneth L. 

Marketing in Canada / prepared by Kenneth L. Fernandez in 
cooperation with the American Embassy, Ottawa. — Washing- 
ton, D.C. : U.S. Dept. of Commerce, International Trade Ad- 
ministration : Supt. of Docs., U.S. G.P.O. [distributor, 1985] 

1 v. (loose-leaf) : forms ; 28 cm.— (International marketing 
information series) (Overseas business reports ; OBR 85-01) 
“Supersedes: OBR 83-09.” “February 1985.” @Item 231-B 
S/N 803-007-00001-2 @ GPO $1.25 

1. Marketing — Canada. I. United States. International 
Trade Administration. II. United States. Embassy (Canada) 
III. Title. IV. Series. V. Series. OCLC 12099913 


85-20445 
C 61.23/a:En 2 
Enforcement and administrative proceedings. — Washington, 
D.C. : U.S. Dept. of Commerce, International Trade Adminis- 
tration, Office of Export Administration, 1985. 
10, 11 p. ; 28 cm. “Reprinted from Export administration 
regulations, October 1, 1984.” “January 1985.” @lItem 211 
1. Export controls — United States. I. United States. Office 
of Export Administration. OCLC 12111599 


85-20446 
C 61.26:985 
U.S. production, imports, & import/production ratios for cotton, 
wool, & man-made fiber textiles & apparel. Washington : Dept. 
of Commerce, International Trade Administration, Internation- 
a® ~ Administration, Dept. of Commerce, Washington, D.C. 

v. ; 28 cm. 

Annual Previously classed: C 57.2:C 82/ and C 61.2:C 82/ 
Mar. 1985 report covering data from 1973 to 1983. Description 
based on: 1980. Vols. for (1981-) distributed to depository 
libraries in microfiche. @ltem 231-B-13 (microfiche) 





1. Textile industry — United States — Statistics — Periodicals. 
2. Foreign trade regulation — United States — Statistics — Peri- 
odicals. I. United States. International Trade Administration. 


II. United States. Industry and Trade Administration. OCLC 
06534769 


DEFENSE DEPARTMENT 
Washington, DC 20301 
85-20447 
D 1.2:B 96/2/985 
Small business subcontracting directory. — Washington, D.C. : 
Directorate of Small and Disadvantaged Business Utilization, 
Office of the Secretary of Defense : For sale by the Supt. of 
Docs., U.S. G.P.O., 1985. 
135 p.; 22x 28cm. Cover title. @lItem 306 S/N 008-040- 
00188-1 @ GPO $5.00 
1. Contractors — United States — Directories. 2. Small busi- 
ness— United § States— Directories. 3. Subcontracting — 
United States. I. United States. Dept. of Defense. Directorate 
of Small and Disadvantaged Business Utilization. OCLC 
12115145 


85-20448 
D 1.6/2:Ac 7/2 
United States. Dept. of Defense. 

Digest of the Federal acquisition regulation for the Depart- 
ment of Defense. —[Washington, D.C.] : Department of De- 
fense, [1983] 

1 v. (loose-ieaf) ; 28 cm. “Training manual”—Cover. “30 
September 1983.” @lItem 306-A 

1. Government purchasing — United States. 2. Public con- 
tracts — United States. I. Title. OCLC 10394447 


85-20449 
D 1.6/2:D 49/draft 
Transition from development to production : solving the risk 
equation : draft. —[Washington, D.C.] : Under Secretary of 
Defense, Research & Engineering, 1985. 
1 v. (various pagings) : ill. ; 28cm. “February 1985.” Bibli- 
ography: p. iii. “DoD 4245.7-M.” @lItem 306-A 
1. United States. Dept. of Defense 2. United States. Dept. of 
Defense I. United States. Office of the Under Secretary of 
Defense for Research and Engineering. OCLC 12076074 


85-20450 
D 1.6/2:M 59/5/985 
Military pay and allowances entitlements manual / Department of 
Defense. — [Washington, DC] : The Dept., 1967 (1985 printing) 


1 v. (loose-leaf) : 1 form ; 23 cm. “Reprint including change 
81 (February 1985).” “1 January 1967.” Bibliography: p. A3- 
1- A3-40. @Item 306-A 

1. United States. Armed Forces I. United States. Dept. of 
Defense. OCLC 12069907 


85-20451 
D 1,6/11:984/v,1-2 
United States. Dept. of Defense. 

Title 48, Federal acquisition regulations system : chapter 1 : 
Federal acquisition regulation / [issued by Department of De- 
fense, General Services Administration, National Aeronautics 
and Space Administration]. —[Washington, D.C.?] : The De- 
partment : [Supt. of Docs., U.S. G.P.O., distributor], 1983- 

v. (loose-leaf) : forms ; 28 cm. Cover title: Federal acquisi- 
tion regulation. Running title: Federal acquisition regulation 
(FAR). “Effective date: April 1, 1984”—Cover. Includes 
index. Contents: v. 1. Pts. 1-51. — v. 2. Pts. 52, 53, and index. 
@ltem 303 S/N 922-006-00000-8 @ GPO $90.00 (US.) 
$112.50 (foreign) subscription 
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1. Government purchasing — United States. 2. Public con- 
tracts — United States. I. United States. General Services Ad- 
ministration. II. United States. National Aeronautics and Space 
Administration. III. Title. IV. Title: Federal acquisition regu- 
lation. V. Title: Federal acquisition regulation (FAR) OCLC 
10238281 


85-20452 
D 1.16/3:19 
Cubilla, Antonio L. 

Tumors of the exocrine pancreas / by Antonio L. Cubilla and 
Patrick J. Fitzgerald. — Washington, D.C. : Armed Forces In- 
stitute of Pathology : For sale by Armed Forces Institute of 
Pathology, 1984. 

287 p. : ill. (some col.) ; 26 cm. — (Atlas of tumor pathology, 
second series,. ISSN 0160-6344 ; fasc. 19) Includes bibliogra- 
phies and index. @Item 310-D S/N 008-023-00094-8 @ GPO 
$16.00 

1. Pancreas— Tumors. I. Fitzgerald, Patrick J. IJ. Armed 
Forces Institute of Pathology (U.S.) III. Title. IV. Series. 
[DNLM 1. Pancreatic Neoplasms] OCLC 11880390 


85-20453 
D 1.16/3:20 
McCaughey, W. T. Elliott. 

Tumors and pseudotumors of the serous membranes / by 
W.T. Elliott McCaughey, Milton Kannerstein, and Jacob 
Churg. — Washington, D.C. : Armed Forces Institute of Pathol- 
ogy : For sale by the Armed Forces Institute of Pathology : 
[Supt. of Docs., U.S. G.P.O., distributor], 1985. 

124 p. : ill. (some col.), 1 map, 1 port. ; 26 cm.— (Atlas of 
tumor pathology, second series, ISSN 0160-6344 ; fasc. 20) 
“Universities Associated for Research and Education in Pathol- 
ogy, Inc.” Includes bibliographies and index. @lItem 310-D 
S/N 008-023-00095-6 @ GPO $10.00 

1. Tumors. 2. Membranes (Biology) 3. Mesothelioma. I. 
Kannerstein, Milton. II. Churg, Jacob, 1910- III. Armed 
Forces Institute of Pathology (U.S.) IV. Universities Associat- 
ed for Research and Education in Pathology. V. Title. VI. 
Series. OCLC 12090455 


85-20454 
D 1.58/2:980 


D 1.58/2:981 
Real and personal property / Department of Defense. Washing- 

ton, D.C. : Directorate for Information Operations and Reports 
(DIOR), Dept. of Defense, Washington Headquarters Services, 
Directorate for Information Operations and Reports, The Penta- 
gon, Washington, D.C. 20301 

v. : ill. ; 27 cm. 

Annual 

Sept. 30, 1980- Sept. 30, 1980; Sept. 30, 1981. Report 
covers fiscal year. Vols. for Sept. 30, 1980- distributed to de- 
pository libraries in microfiche. @lItem 310-E-12 (microfiche) 
Continued by: Real and personal property of the Department of 
Defense 

1. United States— Government property — Periodicals. 2. 
United States — Armed Forces — Supplies and stores — Periodi- 
cals. 3. United States— Armed Forces — Equipment — Peri- 
odicals. 4. United States — Armed Forces — Records and cor- 
respondence — Periodicals. I. United States. Dept. of Defense. 
II. United States. Dept. of Defense. Washington Headquarters 
Services. Directorate for Information Operations and Reports. 
OCLC 12065962 


Page 33 





American Forces Information Service — Defense Dept. 


85-20455 
D 1.58/2:983 
Real and personal property / Department of Defense. Washing- 

ton, D.C. : Directorate for Information Operations and Reports 
(DIOR), Dept. of Defense, Washington Headquarters Services, 
Directorate for Information Operations and Reports, The Penta- 
gon, Washington, D.C. 20301 

v. : ill. ; 27 cm. 

Annual 

Sept. 30, 1980- Sept. 30, 1983. Report covers fiscal year. 
Vols. for Sept. 30, 1980- distributed to depository libraries in 
microfiche. @lItem 310-E-12 (microfiche) Continued by: Real 
and personal property of the Department of Defense 

1. United States — Government property — Periodicals. 2. 
United States — Armed Forces — Supplies and stores — Periodi- 
cals. 3. United States— Armed Forces — Equipment — Peri- 
odicals. 4. United States — Armed Forces — Records and cor- 
respondence — Periodicals. 1. United States. Dept. of Defense. 
II. United States. Dept. of Defense. Washington Headquarters 
Services. Directorate for Information Operations and Reports. 
OCLC 12065962 


85-20456 


D 1.61/5:983 
Distribution of personnel by state and by selected locations / 
Department of Defense. [Washington, D.C.] : Dept. of Defense, 
Washington Headquarters Services, Directorate for Information 
Operations and Reports, Dept. of Defense, Washington Head- 


quarters Services, Directorate for Information Operations and 
Reports (DIOR), Room 1C535, The Pentagon, Washington, 
D.C., 20301 

v. ; 21 x 28 cm. 

Annual Description based on: Sept. 30, 1981. Report 
covers fiscal year ending Sept. 30, 1983. Vols. for (Sept. 30, 
1981-) distributed to depository libraries in Microfiche. @Item 
310-E-14 (microfiche) 

1. United States. Dept. of Defense — Officials and employ- 
ees — Periodicals. 2. United States. — Armed Forces — Statis- 
tics — Periodicals. I. United States. Dept. of Defense. II. 
United States. Dept. of Defense. Washington Headquarters 
Services. Directorate for Information Operations and Reports. 
OCLC 08576585 


AMERICAN FORCES INFORMATION SERVICE 
Defense Dept. 
Arlington, VA 22209 


85-20457 
D 2.18:7/2 
CHAMPUS, the effect of other health plans on CHAMPUS. — 
[Washington, D.C.? : American Forces Information Service, 
1985] 
1 folded sheet (6) p. : ill. ; 21 x 9 cm.— (DoD CHAMPUS ; 
FS-7) @lItem 312-D 
1. United States. Office of Civilian Health and Medical Pro- 
gram of the Uniformed Services. 2. Insurance, Health — 
United States. 3. United States— Armed Forces — Medical 
care. I. United States. American Forces Information Service. 
II. Series: CHAMPUS fact sheet ; FS-7. OCLC 12099088 
85-20458 
D 2.18:8 
CHAMPUS, maternity care. —[Washington, D.C.? : American 
Forces Information Service, 1985] 
1 folded sheet (6 p.) : ill. ; 21 x 9 cm.— (DoD CHAMPUS ; 
FS-8) @lItem 312-D 
1. United States. Office of Civilian Health and Medical Pro- 
gram of the Uniformed Services. 2. Insurance, Maternity — 
United States. 3. Maternal health services — United States. I. 
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United States. American Forces Information Service. II. 
Series: CHAMPUS fact sheet ; FS-8. OCLC 12099131 


85-20459 


D 2.18:10/2 


CHAMPUS, appeals procedures. — [Washington, D.C.? : Ameri- 


can Forces Information Service, 1985] 

1 folded sheet (6 p.) : ill. ; 21 x 9 cm.— (DoD CHAMPUS ; 
FS 10) @lItem 312-D 

1. United States. Office of Civilian Health and Medical Pro- 
gram of the Uniformed Services. 2. United States — Armed 
Forces — Medical care. I. United States. American Forces In- 
formation Service. II. Series: CHAMPUS fact sheet ; FS-10. 
OCLC 12099105 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305 


85-20460 


D 5.315/2:985/v.2 


Summary of corrections : charts. Washington, D.C. : Defense 


Mapping Agency, Hydrographic/Topographic Center, De- 
fense Mapping Agency, Hydrographic/Topographic Center, 
Washington, D.C. 20315-0030 

v. : maps ; 27 cm. 

Semiannual 

Began with Jan. 1977. Title from cover. May 1985, v. 2. 
Description based on: Oct. 1982, v. 1. Contents: v. 2. Eastern 
Atlantic and Arctic oceans, including the Mediterranean Sea. 
Vols. issued separately throughout the year. @Item 379-A 
Continues: Summary of chart corrections 

1. Nautical charts — Periodicals. 2. Aids to navigation — 
Periodicals. I. United States. Defense Mapping Agency. Hy- 
drographic/Topographic Center. II. United States. Defense 
Mapping Agency. Hydrographic Center. OCLC 09100181 


85-20461 


D 5.317:224 (119-C) G/2 


Omega propagation correction tables for 10.2 kHz : area 19, 


Queen Maud Land, station G (Australia) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale by 
Authorized Sales agents of the Defense Mapping Agency, 
Office of Distribution Services, 1985. 

x, 41 p. : ill. ; 27 cm.— (Pub. ; 224 (119-C) G) Chiefly 
tables. @Item 378-G 

1. Omega Navigation System— Tables. 2. Navigation — 
Antarctic regions— Tables. I. United States. Defense Map- 
ping Agency. Hydrographic/Topographic Center. II. Title: 
Area 19, Queen Maud Land, station G (Australia). III. Series: 
Pub. (United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (119-C) G. OCLC 12165538 


85-20462 


D 5.319:G 93 


Gazetteer of Guatemala : names approved by the United States 


Board on Geographic Names. — 2d ed., Nov. 1984. — Wash- 
ington, D.C. : Defense Mapping Agency, 1985. 

xv, 350 p. : 2 maps ; 28 cm. Bibliography: p. ix-x. @Item 
617 

1. Names, Geographical — Guatemala. 2. Guatemala — Gaz- 
etteers. I. United States. Defense Mapping Agency. OCLC 
11780213 





85-20463 
D 5.319:Ir 1/v.1-2 
Gazetteer of Iran : names approved by the United States Board on 
Geographic Names / prepared and published by the Defense 
Mapping Agency.—Sec. ed.— Washington, D.C. : The 
Agency, 1985. 
2 v. (xxiii, 827 p.) : maps ; 28 cm. “November 1984.” Con- 
tents: v.I. (A-J) — v.II. (K-Z). @lItem 617 
1. Iran— Gazetteers. 2. Names, Geographical —Iran. I. 
United States. Defense Mapping Agency. OCLC 11850078 


NATIONAL DEFENSE UNIVERSITY 
Defense Dept. 
Washington, DC 20319 


85-20464 
D 5.402:M 71 
National security and mobilization management : regional studies 
program : academic year 1984-1985 / Industrial College of the 
Armed Forces. — [Washington, D.C.] : The College, [1985]- 
1 v. (loose-leaf) : maps ; 28 cm. Cover title. “15 February 
1985”—P. [i]. Includes bibliographies. @Item 378-H-1 
1. United States— Foreign relations—1981- 2. United 
States — National security. I. Industrial College of the Armed 
Forces (U.S.) OCLC 11836126 


85-20465 
D 5.402:M 71/2 
Mobilization and the national defense / edited by Hardy L. Mer- 
ritt, Luther F. Carter. — Washington, D.C. : National Defense 
University Press : [Supt. of Docs., U.S. G.P.O., distributor], 
1985. 
xiii, 186 p. : ill., 1 map ; 23 cm. “A Mobilization Concepts 
Development Center study.” Bibliography: p. 177-179. In- 


cludes index. @lItem 378-H-1 S/N 008-020-01013-8 @ GPO 
$4.25 

1. Industrial mobilization — United States. 2. Military sup- 
plies. I. Merritt, Hardy L. IJ. Carter, Luther F. III. Nation- 
al Defense University. Mobilization Concepts Development 
Center. 84-601160 OCLC 12113155 


85-20466 
D 5.414:985-86 
National Defense University. 

National Defense University ... catalogue. Washington, D.C. : 
The University, National Defense University, Fort Lesley J. 
McNair, Washington, D.C. 20319-6000 

v. : ill., ports. ; 23 cm. 

Annual 

Began with Ist, 1977. 
1982-1983. @lItem 378-H-6 

1. National Defense University — Curricula — Periodicals. I. 
Title. OCLC 03257793 


85-20467 


1985-1986. Description based on: 


D 5.414/2:984 
Dept. of Defense Computer Institute (U.S.) 

NDU-DODCI course catalog. [Washington, D.C. : National 
Defense University, Dept. of Defense Computer Institute, Na- 
tional Defense University, Dept. of Defense Computer Institute, 
Washington Navy Yard, Washington, D.C. 20374 

v. : ill. ; 23 cm 

Annual 1984-1985. Description based on: 
@ltem 378-H-6 

1. Dept. of Defense Computer Institute (U.S.) — Curricula — 
Periodicals. 2. Information storage and retrieval systems — 
Curricula — Periodicals. I. Title. OCLC 12183224 


1984-1985. 


Government Publications — October 1985 


85-20468 
D 5.414/3:984 
Dept. of Defense Computer Institute (U.S.) 

Course information / National Defense University, Depart- 
ment of Defense Computer Institute. [Washington, D.C.] : The 
Institute, National Defense University, Dept. of Defense Com- 
puter Institute, Washington Navy Yard, Washington, D.C. 
20374 

v. : ill. ; 28 cm. Title from cover. “HO-70” Description 
based on: Nov. 1984. @lItem 378-H-6 

1. Dept. of Defense Computer Institute (U.S.) — Curricula — 
Periodicals. 2. Information storage and retrieval systems — 
Curricula — Periodicals. I. Title. OCLC 12179499 


DEFENSE LOGISTICS AGENCY 
Cameron Station 
Alexandria, VA 22314 


85-20469 
D 7.2:In 3/2 
Department of Defense Information Analysis Centers directory. 
— Alexandria, Va. : Defense Technical Information Center, 
Defense Logistics Agency, Cameron Station, 1985. 
iii, 32 p. ; 22 cm. Cover title “April 1985.” @lItem 314-A 
1. Defense Technical Information Center (U.S) 2. Defense 
information, Classified — United States — Directories. I. De- 
fense Technical Information Center (U.S) IE. Title: Informa- 
tion Analysis Centers, directory. OCLC 12123738 


85-20470 
D 7.6/4:C 73/6/984 
DOD directory of contract administration services components. 
[Washington, D.C.] : Dept. of Defense, Office of the Assistant 
Secretary of Defense (Installations & Logistics), HQ Defense 
Logistics Agency, ATTN: DLA-XPD, Cameron Station, Alex- 
andria, Va. 22314 

v. ; 26-28 cm. 

Semiannual “DoD 4105.59-H.” Jan. 
based on: July 1974; title from cover. 
0095-4349 

1. United States — Armed Forces — Procurement — Directo- 
ries. 2. Defense contracts— United States — Directories. I. 
United States. Office of the Under Secretary of Defense for 
Research and Engineering. II. United States. Office of the 
Director of Defense Research and Engineering. III. United 
States. Office of the Assistant Secretary of Defense (Installations 
and Logistics) Key Title: D.O.D. directory of contract admin- 
istration services components UC263.D63 74-648857 //r842 
355.6/211/02573 ¢2 19 OCLC 01796742 


85-20471 


1984. Description 
@ltem 314A ISSN 


D 7.6/4:D 26/v.3/985 
Defense Integrated Data Systems DIDS procedures manual. Vol. 

3, Development and maintenance of item logistics data tools. 
[Battle Creek, Mich. : Defense Logistics Agency, Defense Lo- 
gistics Services Center, Defense Logistics Agency, Defense 
Logistics Services Center, Federal Center, Battle Creek, Mich. 
49016 

v. ; 28 cm. Title from cover. “DOD 4100.39-M.” Apr. 
1985. Description based on: Oct. 1982. Updated by irregular- 
ly issued changes. @Item 314-A 

1. Inventory control — Handbooks, manuals, etc. 2. United 
States — Armed Forces — Procurement — Handbooks, manuals, 
etc. 3. United States. Dept. of Defense — Procurement — 
Handbooks, manuals, etc. I. Defense Logistics Services Center 
(U.S.) OCLC 08888841 
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National Guard Bureau — Defense Dept. 


85-20472 
D 7.6/4:M 59/6/985 
United States. Office of the Assistant Secretary of Defense. 

MAPAD : Military assistance program address directory 
system. —[Alexandria, Va. : Dept. of Defense, Office of the 
Assistant Secretary of Defense, 1985- ] 

1 v. (loose-leaf) ; 28 cm. Cover title. “Supersedes DoD 
5105.38-D, 1 Mar 83, and Changes 1 thru 23”—P. [i]. “March 
1985.” “DoD 4000.25-8-M.” @Item 314A 

1. United States. Defense Logistics Agency. 2. Military as- 
sistance, American — Directories. I. Title. II. Title: Military 
assistance program address directory system. OCLC 12099906 


85-20473 
D 7.6/8:4155.1/2 
Petroleum contract quality assurance manual. — Alexandria, Va. : 
Dept. of Defense, Defense Logistics Agency, 1985- 

1 v. (loose-leaf) ; 28 cm.— (DLAM ; 4155.1) (AR ; 715-27) 
(NAVSUPINST ; 4355.5) (AFR ; 74-3) Cover title. “Febru- 
ary 1985.” “Supersedes DLAM 4155.1/AR 715-27/NAVSU- 
PINST 4355.5/AFR 74-3, February 1975”—P. [i]. @Item 314- 
A 

1. Petroleum products — United States — Handbooks, manu- 
als, etc. 2. United States. Armed Forces — Handbooks, manu- 
als, etc. I. United States. Defense Logistics Agency. II. 
Series. III. Series: United States. Dept. of the Army. Army 
regulation ; no. 715-27. IV. Series: United States. Naval 
Supply Systems Command. NAVSUPINST ; 4355.5. V. 
Series: Air Force regulation ; 74-3. OCLC 12055130 


85-20474 
D 7.6/8:8220.4/2 
United States. Defense Logistics Agency. 

Quality assurance technical development program. — Alexan- 
dria, Va. : Dept. of Defense, Defense Logistics Agency, 1985- 

1 v. (loose-leaf) ; 28 cm.— (DLAM ; 8220.4) Cover title. 
“Supersedes DLAM 8220.4, 16 Apr 82, and DLA-Q policy 
letter 84-1, 15 Oct 84”— P. [i]. “March 1985.” @lItem 314-A 

1. Quality control — Handbooks, manuals, etc. I. Title. II. 
Series. OCLC 12173597 


85-20475 
D 7.6/8:8300.1/8 
Production manual for contract administration services. — Alex- 
andria, Va. : Dept. of Defense, Defense Logistics Agency, 1985- 


1 v. (loose-leaf) : 1 form ; 28 cm.— (DLAM ; 8300.1) 
Cover title. “This DLAM supersedes DLAM 8300.1, 14 Jul 
83”—P. [i]. “February 1985.” Includes index. @ltem 314A 

1. Defense contracts — United States. 2. Production manage- 
ment. I. United States. Defense Logistics Agency. II. Series. 
OCLC 12095796 


NATIONAL GUARD BUREAU 
Defense Dept. 
Washington, DC 20301 


85-20476 
D 12.10:B 29 
OOE basic, success guide : Army National Guard recruiting 
course. — Fort Harrison, Ind. : The Guard, 1985- 
1 v. (loose-leaf) : ill., forms ; 28 cm. Cover title. “USAFPP 
31-1 1/85”—P. [2] of cover. @ltem 358 
1. United States — National Guard — Handbooks, manuals, 
etc. 2. United States— National Guard — Recruiting, enlist- 
ment, etc. — Handbooks, manuals, etc. I. United States. Na- 
tional Guard Bureau. OCLC 12069760 
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85-20477 
D 12.11:84-100 
A physician’s guide to the most exciting part-time medical practice 
in America. —[Washington, D.C.?] : Air National Guard, 
[19847] 
[10] p. : col. ill. ; 22 x 28cm. Cover title. “ANG 84-100”— 
P. [4] of cover. @ltem 358-B 
1. Physicians — Vocational guidance. 2. United States — Na- 
tional Guard Bureau — Recruiting. I. United States. National 
Guard Bureau. OCLC 12095513 


85-20478 
D 12.12:84-153 
Get up to $18,000 for being a student. — Edgewood, MD : 
National Guard, Advertising Support Center, 1985. 
1 folded sheet (6) p. : col. ill, 1 form ; 21 cm. “March 
1985”—P. [4]. “ARNG-84-153”—P. [6]. @lItem 358-B-1 
1. United States. National Guard Bureau. 2. United States — 
National Guard — Recruiting, enlistment, etc. I. Advertising 
Support Center (U.S.) II. Title: Get up to eighteen thousand 
dollars for being a student. OCLC 12116555 


ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


85-20479 
D 101.2:C 73/7/annex B 
Communications procedures and administration : annex B. — 
[Washington, D.C.? : Dept. of the Army], 1985. 
1 v. (various pagings) : ill., forms ; 28 cm. Caption title. 
Includes bibliog-aphical references. @item 325 
1. Communications, Military — Handbooks, manuals, etc. 2. 
Radio, Military — Handbooks, manuals, etc.. I. United States. 
Dept. of the Army. OCLC 12095300 


85-20480 
D 101.2:In 3/5 
Defense Information School. 
Welcome to the Defense Information School. — Fort Benja- 
min Harrison, Ind. : The School, 1985. 
29 p. : ill, 2 maps ; 23 cm. Cover title. Includes index. 
@ltem 325 
1. Defense Information School. 2. Military education — 
United States. I. Title. OCLC 12077404 


85-20481 
D 101.2:M 86 v/2 
Bicentennial of the Mount Vernon Conference, March 28, 1985, 
Mount Vernon Virginia : a commemorative program of the 
United States Army. — [Washington, D.C.? : U.S. Dept. of the 
Army, 1985] 
1 folded sheet (6 p.); 14cm. @lItem 325 
1. Constitutional convention— United States. I. United 
States. Dept. of the Army. OCLC 12163863 


85-20482 
D 101.2:O0p 2/5 
Background readings for the OAC common core training support 
package : operations during obscured battlefield conditions, nu- 
clear and chemical operations. — Fort McClellan, Ala. : US 
Army Chemical School, 1985. 
310 p. : ill. ; 28 cm. Cover title. “August 1984.” Bibliog- 
raphy: p. R-4. “S3-5030.00-3001.” “S3-5030.00-3002.” 
@ltem 325 
1. Chemical warfare. I. US Army Chemical School. II. 
Title: Background readings for the O.A.C. common core train- 
ing support package. OCLC 12153563 





85-20483 
D 101.2:P 69 
Army energy plan / prepared for the Army Energy Office, Head- 
quarters, Department of the Army ; prepared by Pope Engi- 
neers, Division of Parson Brinckerhopp Quade & Douglas, 
Inc. — Washington, D.C. : Dept. of the Army, 1985. 
1 v. (in various pagings) : ill. ; 28 cm. “25 February 1985.” 
@ltem 325 
1. Power resources— United States. 2. Energy conserva- 
tion— United States 3. Energy policy— United States I. 
United States. Army Energy Office. II. Parson, Brinckerhoff, 
Quade & Douglas, Inc. Division of Pope Engineers. III. Title. 
OCLC 12174398 


85-20484 
D 101.2:P 94/5 
Report to the Officer Corps : results of the professional develop- 
ment of officers study surveys. —[Washington, D.C. : Com- 
mand Information Division, Office of the Chief of Public Af- 
fairs, Headquarters, Dept. of the Army, 1985] 
20 p. : col. ill. ; 28 cm. Cover title. “April 1985.” [Item 
325; am/wd/jb/jb] @lItem 325 
1. United States. Army 2. Military education — United 
States. I. United States. Dept. of the Army. Command Infor- 
mation Division. II. Title: Results of the professional develop- 
ment of officers study surveys. OCLC 12165081 


85-20485 
D 101.6/5:D 83 
Drill sergeant handbook of lesson plans (EOCT). — [Washington, 
D.C.? : U.S. Dept. of the Army, 19857] 
ii, 28 p.; 15cm. Cover title. @lItem 325-B 
1. United States. Army 2. United States. Army I. United 
States. Dept. of the Army. OCLC 12070138 


85-20486 
D 101.6/5:F 55 
Soldier fitness book. — [Fort Monroe, Va. : Dept. of the Army, 
Headquarters, U.S. Army Training and Doctrine 
1985] 
[8] p. : forms ; 15 cm.— (TRADOC pamphlet ; no. 600-4) 
Cover title. “7 January 1985”—P. i. @Item 325-B 
1. United States. Army 2. Physical fitness. I. United States. 
Army Training and Doctrine Command. II. Series: TRADOC- 
P ; 600-4. OCLC 12086485 


85-20487 


D 101.6/5:L 46/5 
Leadership guide. — Fort Bragg, N.C. : Training Aids Center, 
[1975] 
1 folded sheet (3 p.); 11 cm. “1 Jul 75.” “(AFZA-DPT).” 
“FB-HO-66.” @lItem 325-B 


1. Leadership. I. Fort Bragg (N.C.). Training Aids Center. 
OCLC 12055115 


85-20488 
D 101.6/5:M 97 
Fort Lewis Military Museum : tour program. — [Fort Lewis, WA 
: Headquarters, I Corps & Fort Lewis, The Fort Lewis Military 
Museum], 1985. 
1 folded sheet (6 p.); 22x 10cm. @lItem 325-B 
1. Fort Lewis Military Museum. I. Fort Lewis Military 
Museum. OCLC 12163879 


85-20489 
D 101.6/5:Of 2/stud. 

US Army Noncommissioned Officer Academy III Corps student 
guide. — Rev. 1 Nov 84. —[Washington, D.C.?] : The Acade- 
my, [1984] 

27 p.: ill. ; 28cm. Cover title. “FH HO 62.” @ltem 325- 
B 


Government Publications — October 1985 


1. United States. Army I. US Army Noncommissioned Offi- 
cer Academy. OCLC 12095742 


85-20490 
D 101.6/5:P 94/3 
M60A3 TTS procedure guide. — [Washington, D.C.? : Dept. of 
the Army], 1985. 
iii, 107 p. : ill.; 22cm. @ltem 325-B 
1. United States. Army 2. Tanks (Military science) -—— Hand- 
books, manuals, etc. I. United States. Dept. of the Army. 
OCLC 12099768 


85-20491 
D 101.6/5:Un 3 
Everything you always wanted to know about your uniform but 
were afraid to ask. —-[Washinton, D.C.? : U.S. Dept. of the 
Army, 1984] 
p. : ill. (some col.) ; 28 cm. Bibliography: p. [7] “SA 
RPI #3 3/84 4A RPI #3 3/84”—P. [7] @lItem 325-B 
1. United States. Army 2. United States — Armed Forces — 
Insignia. I. United States. Dept. of the Army. OCLC 
12089436 


85-20492 
D 101.6/5:W 93/handout 2 
US Army Field Artillery School guide for writers of military 
history : handout 2. — Fort Sill, Okla. : US Army Artillery 
School, Tactics, Combined Arms, and Doctrine Dept., [1983] 
ii, 33 p. : ill. ; 28 cm. “Apr 83.” Bibliography: p. 33. 
“TOO1IMB HO-2.” “TOO2MC HO-2.” @lItem 325-B 
1. Military history. 2. Military art and science — United 
States — History. 3. Authorship. I. Field Artillery School 
(Fort Sill, Okla.). Tactics, Combined Arms, and Doctrine Dept. 
OCLC 12095705 


85-20493 
D 101.6/7:481-091-1181-F/pt.1 
Automotive electrical system, principles and operations. — Aber- 
deen Proving Ground, MD : US Army Ordnance Center and 
School, 1984. 
v. : ill, forms ; 16 cm.— (TEC lesson ; 481-091-1181-F) 
Cover title. “May 1984.” @lItem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12164647 


85-20494 
D 101.6/7:481-091-1182-F/pt.2 
Automotive electrical system, principles and operation. — Aber- 
deen Proving Ground, MD : US Army Ordnance Center and 
School, 1984- 
v. : ill. ; 16 cm.— (TEC lesson ; 481-091-1182-F) Cover 
title. “May 1984.” @lItem 325-B-7 
1. Automobiles — United States— Electric wiring — Hand- 
books, manuals, etc. I. US Army Ordnance Center and School. 
II. Series. OCLC 12153547 


85-20495 
D 101,6/7:481-091-1185-F 
Compression ignition, principles and operation. — Aberdeen 
Proving Ground, MD : US Army Ordnance Center and School, 
1984. 
14 p. : ill. ; 16 cm. — (TEC lesson ; 481-091-1185-F) Cover 
title. “May 1984.” @lItem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12146293 
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Army Department — Defense Dept. 


85-20496 
D 101.6/7:481-091-1220-F/pt.1 
Principles and operation of wheel brake system. — Aberdeen 
Proving Ground, MD : US Army Ordnance Center and School, 
1984- 
v. ; 16 cm.— (TEC lesson ; 481-091-1220-F) Cover title. 
“May 1984.” @lItem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12146254 


85-20497 
D 101.6/7:481-091-1221 F/pt.2 
Principles and operation of wheel vehicle brake systems. — Aber- 
deen Proving Ground, MD : US Army Ordnance Center and 
School, 1984- 
15 p. ; 16 cm. — (TEC lesson ; 481-091-1221-F) Cover title. 
“May 1984.” “TEC lesson 481-091-1221-F.” @ltem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12164536 , 


85-20498 
D 101.6/7:481-091-1222-F/pt.3 
Principles and operation of wheel vehicle brake systems. — Aber- 
deen Proving Ground, MD : US Army Ordnance Center and 
School, 1984- 

v. : ill. ; 16 cm.— (TEC lesson ; 481-091-1222-F) Cover 
title. “May 1984.” Contents: pt. 3. Air over hydraulic. 
@ltem 325-B-7 

1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12164685 


85-20499 
D 101.6/7:481-091-1223-F 
Principles and operation of the cooling system. — Aberdeen 
Proving Ground, MD : US Army Ordnance Center and School, 
1984. 
10 p. ; 16 cm. — (TEC lesson ; 481-091-1223-F) Cover title. 
“May 1984. ” @ltem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair— Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12146284 


85-20500 
D 101.6/7:481-091-1225-F/pt.1 
Basic principles of hydraulics and hydraulic schematic reading, 
part I. — Aberdeen Proving Ground, MD : US Army Ord- 
nance 2 we and School, 1984. 
v. ; 16 cm.— (TEC lesson ; 481-091-1225-F) Cover 
title. ‘ae 1984.” @ltem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
L ged Ordnance Center and School. II. Series. OCLC 
121 1 


85-20501 
D 101.6/7:481-091-1226-F/pt.2 
Basic principles of hydraulics and hydraulic schematic reading. — 
Aberdeen Proving Ground, MD : US Army Ordnance Center 
and School, 1984- 
v. : ill. ; 16 cm.— (TEC lesson ; 481-091-1226-F) Cover 
title. “May 1984.” @lItem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12164529 
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85-20502 
D 101.6/7:481-091-1227-F/pt.3 
Basic principles of hydraulics and hydraulic schematic reading. — 
Aberdeen Proving Ground, MD : US Army Ordnance Center 
and School, 1984- 
v. : ill. ; 16 cm.— (TEC lesson ; 481-091-1227-F) Cover 
title. “May 1984.” Bibliography: p. 1. @lItem 325-B-7 
1. Hydraulics — Handbooks, manuals, etc. I. US Army Ord- 
nance Center and School. II. Series. OCLC 12153558 


85-20503 
D 101.6/7:481-091-2016-F 
Troubleshooting the brake system on the M553 wrecker truck. — 
Aberdeen Proving Ground, MD : US Army Ordnance Center 
and School, 1984. 
10 p. ; 16 cm. — (TEC lesson ; 481-091-2016-F) Cover title. 
“May 1984.” @Item 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
3. Wreckers (Vehicles) — Maintenance and repair — Handbooks, 
manuals, etc. I. US Army Ordnance Center and School. II. 
Series. OCLC 12164678 


85-20504 
D 101.6/7:481-091-2017-F 
Troubleshoot the steering system on the M553 wrecker. — Aber- 
deen Proving Ground, MD : US Army Ordnance Center and 
School, 1984. 
10 p. ; 16 cm. — (TEC lesson ; 481-091-2017-F) Cover title. 
“May 1984. ” @ltem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12172116 


85-20505 
D 101.6/7:481-091-6300-F 
DA publications. — Aberdeen Proving Ground, MD : US Army 
Ordnance Center and School, 1984. 
14 p. ; 16 cm. — (TEC lesson ; 481-091-6300-F) Cover title. 
“May 1984. * @ltem 325-B-7 
1. United States. Army I. US Army Ordnance Center and 
School. II. Series. OCLC 12172120 


85-20506 
D 101.6/7:481-091-6301-F 
General shop safety. — Aberdeen Proving Ground, MD : US 
Army Ordnance Center and School, 1984. 
18 p. ; 16 cm. — (TEC lesson ; 481-091-6301-F) Cover title. 
“May 1984.” @lItem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
3. Vehicles, Military — United States — Maintenance and 
repair — Safety measures. I. US Army Ordnance Center and 
School. II. Series. OCLC 12164632 


85-20507 
D 101.6/7:481-091-6316-F/pt.1 


D 101.6/7:481-091-6317-F/pt.2 
Use and care of STE/ICE. — Aberdeen Proving Ground, MD : 
US Atay Ordnance Center and School, 1984- 
v. : ill. ; 16 cm.— (TEC lesson ; 481-091-6316-F, 481-091- 
6317-F) Cover title. “May 1984.” "@ltem 325-B-7 
1. United States. Army 2. Testing-machines — Handbooks, 
manuals, etc. I. US Army Ordnance Center and School. II. 
Series. OCLC 12153537 





85-20508 
D 101.6/7:481-091-6318-F/pt.3 
Use and care of STE/ICE. — Aberdeen Proving Ground, MD : 
US Army Ordnance Center and School, 1984- 
v. ; 16 cm.— (TEC lesson ; 481-091-6318-F) Cover title. 
“May 1984.” @ltem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12164657 


85-20509 
D 101.6/7:481-091-6330-F 
Maintenance discipline. — Aberdeen Proving Ground, MD : US 
Army Ordnance Center and School, 1984. 
10 p. ; 16 cm. — (TEC lesson ; 481-091-6330-F) Cover title. 
“May 1984.” @Item 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12164664 


85-20510 
D 101,6/7:481-091-6362-F/pt.1 
Basic electricity and schematic reading. — Aberdeen Proving 
Ground, MD : US Army Ordnance Center and School, 1984- 
v. ; 16 cm. — (TEC lesson ; 481-091-6362-F, 481-091-6363-F) 
Cover title. “May 1984.” @lItem 325-B-7 
1. Electricity — Handbooks, manuals, etc. I. US Army Ord- 
nance Center and School. II. Series. OCLC 12153570 


85-20511 
D 101.6/7:481-091-6363-F/pt.2 
Basic electricity and schematic reading. — Aberdeen Proving 
Ground, MD : US Army Ordnance Center and School, 1984- 
v. ; 16 cm.— (TEC lesson ; 481-091-6363-F) Cover title. 
“May 1984.” @Item 325-B-7 
1. Electricity — Handbooks, manuals, etc. I. US Army Ord- 
nance Center and School. II. Series. OCLC 12153570 
85-20512 
D 101.6/7:481-091-6365-F 
Principles of spark ignition. — Aberdeen Proving Ground, MD : 
US Army Ordnance Center and School, 1984. 
10 p. ; 16 cm. — (TEC lesson ; 481-091-6365-F) Cover title. 
“May 1984.” @lItem 325-B-7 
1. United States. Army 2. Vehicles, Military — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. US Army Ordnance Center and School. II. Series. OCLC 
12164670 


85-20513 
D 101.6/7:500-121-8164-A 
Prepare/process record of proceedings under Article 15, UCMJ : 
(DA form 2627). —Rev. Aug. 1984.— Fort Benjamin Harri- 
son, Ind. : U.S. Army Soldier Support Institute, 1984- 

1 v. (loose-leaf) : forms ; 26 cm.— (TEC lesson ; 500-121- 
8164-A) “Student/supervisor instructions, pre-test/post-test.” 
@ltem 325-B-7 

1. United States. Army 2. United States. Army 3. Execu- 
tive ability — Handbooks, manuals, etc. I. United States Army 
Soldier Support Institute. II. Series. OCLC 12130423 


85-20514 
D 101.6/7:510-121-7303-A 
Classifying mailable articles. Part 1, Classes of mail. — Fort Ben- 
jamin Harrison, Ind. : U.S. Army, Institute of Personnel and 
Resource Management, Soldier Support Center, 1984- 
1 v. (loose-leaf) : ill. ; 26 cm. — (TEC lesson ; 510-121-7303- 
A) “May 1984.” @lItem 325-B-7 
1. United States. Army 2. United States. Army I. US 
Army Soldier Support Center. II. Series. OCLC 12116502 


Government Publications — October 1985 


D 101,6/7:510-121-7322-A 
International mail—determining classifications and prohibitions. — 

Rev. Sept. 1984. — Fort Benjamin Harrison, Ind. : U.S. Army 
Soldier Support Institute, 1984- 

1 v. (loose-leaf) : ill. ; 26 cm.— (TEC lesson ; 510-121-7332- 
A) “Student/supervisor instructions, pre-test/ post-test.” 
@ltem 325-B-7 

1. United States. Army 2. United States. Army I. United 
States Army Soldier Support Institute. II. Series. OCLC 
12135874 


85-20516 
D 101.6/7:510-121-7326-A 
International mail processing mail for air service, postage rates 
and special services fees. — Rev. Sept. 1984. — Fort Benjamin 
Harrison, Ind. : U.S. Army, Soldier Support Institute, 1984- 
1 v. (loose-leaf) : ill. ; 27 cm. — (TEC lesson ; 510-121-7326- 
A) “September 1984.” @lItem 325-B-7 
1. United States. Army 2. United States. Army I. United 
States Army Soldier Support Institute. II. Series. OCLC 
12173610 


85-20517 
D 101.6/7:510-121-7330-A 
Maintain stamp stock. — Rev. Oct. 1984. — Fort Benjamin Harri- 
son, Ind. : U.S. Army Soldier Support Institute, 1984- 

1 v. (loose-leaf) : forms ; 26 cm.— (TEC lesson ; 510-121- 
7330-A) “Student/supervisor instructions, pre-test/post-test.” 
@ltem 325-B-7 

1. United States. Army 2. United States. Army I. United 
States Army Soldier Support Institute. II. Series. OCLC 
12135886 


85-20518 
D 101.6/7:510-121 7346-A 
Close a registry section. — Fort Benjamin Harrison, Ind. : U.S. 
Army, Soldier Support Institute, 1985- 

1 v. (loose-leaf) : forms ; 26 cm.— (TEC lesson ; 510-121- 
7346-A) “Student/supervisor instructions, pre-test/post-test.” 
“March 1985.” @lItem 325-B-7 

1. United States. Army 2. Postal service — Examinations. I. 
United States Army Soldier Support Institute. II. Series. 
OCLC 12129456 


85-20519 
D 101.6/7:512-121 8121-A 
Prepare a claims settlement agreement DA form 1666. — Fort 
Benjamin Harrison, Ind. : U.S. Army, Institute of Personnel and 
Resource Management, Soldier Support Center, 1984- 
1 v. (loose-leaf) : ill., forms ; 26 cm.— (TEC lesson ; 512- 
121-8121-A) “May 1984.” @Item 325-B-7 
1. United States. Army 2. Claims — Handbooks, manuals, 
etc. I. US Army Soldier Support Center. II. Series. OCLC 
12116513 


85-20520 
D 101.6/7:512-121-8122-A 
Processing a claim for damage, injury, or death, standard form 95. 
— Fort Benjamin Harrison, Ind. : U.S. Army, Soldier Support 
Institute, 1984- 
1 v. (loose-leaf) : forms ; 27 cm.— (TEC lesson ; 512-121- 
8122-A) “August 1984.” @Item 325-B-7 
1. United States. Army 2. Claims — Handbooks, manuals, 
etc. I. US Army Soldier Support Center. II. Series. OCLC 
12173582 
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85-20521 
D 101.9:40-657/985 
United States. Dept. of the Army. 

Medical services : veterinary, medical food inspection. — 
Washington, DC : Headquarters, Dept. of the Army : Dept. of 
the Navy : Dept. of the Air Force, 1985- 

1 v. (loose-leaf) ; 28 cm.— (Army regulation ; no. 40-657) 
(NAVSUPINST ; 4355.4D) (AFR ; 161-32) (MCO ; 
P10110.31E) Caption title. “Supersedes AR 40-657/NAVSU- 
PINST 4355.4C/AFR 163-2/MCO P10110.31D, 1 May 1981”— 
P. i. “15 March 1985.” Bibliography: p. A-1 - A-2. @Item 
323 

1. Food adulteration and inspection — United States. 2. Vet- 
erinary hygiene — United States. I. United States. Navy Dept. 
II. United States. Dept. of the Air Force. III. Title. IV. Title: 
Veterinary, medical food inspection. V. Series: United States. 
Dept. of the Army. Army regulation ; no. 40-657. VI. Series: 
United States. Naval Supply Systems Command. NAVSU- 
PINST ; 4355.4 D. VII. Series: Air Force regulation ; 161-32. 
VIII. Series: United States. Marine Corps. MCO ; P 10110.31 E. 
OCLC 12060843 


85-20522 
D 101.9:335-11/984-2 
United States. Dept of the Army. 

Management information control : list of approved recurring 
management information requirements. — Washington, DC : 
Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) ; 28 cm. — (Army regulation ; 335-11) Cap- 
tion title. “Currrent as of 30 June 1984.” “1 December 1984.” 
Includes index. @lItem 323 

1. United States. Army 2. United States. National Guard 
Bureau 3. Management information systems. I. Title. II. 
Series: United States. Dept. of the Army. Army regulation ; no. 
335-11. OCLC 12159305 


85-20523 
D 101.11:3-1040-257-ESC 
Equipment serviceability criteria for flamethrower, portable, 
M9A1-7, NSN 1040-00-089-5034. — Washington, D.C. : Head- 
quarters, Dept. of the Army, 1974- 

1 v. (loose-leaf) ; 18 x 25 cm. — (Department of the Army 
technical manual ; TM 3-1040-257-ESC) Caption title. “31 
December 1974.” @lItem 329 

1. United States. Army 2. Flame throwers — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Titie: Flamethrower, portable, M9A1-7, NSN 
1040-00-089-5034. III. Series. OCLC 12095151 


85-29524 
D 101.11:5-2420-206-20 P 

Organizational maintenance repair parts and special tools lists : 
tractor, wheeled, industrial, diesel driven, med DBP, w/dozer, 
w/backrip scarifier, w/drawbar, trailer pintle and hydraulic 
scraper controls, NSN 2420-00-088-9384 (Clark model 290M), 
w/ROPS, NSN 2420-01-059-0090. — [Washington, DC] : Head- 
quarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TM _ 5-2420-206-20P) Cover title. “Supersedes TM 5-2420- 
206-20P dated 18 September 1974 and change 1 dated 15 Janu- 
ary 1982”—P. i. “January 1985.” Includes index. @Item 
329 

1. United States. Army 2. Tractors — United States — Main- 
tenance and repair — Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Title: Tractor, wheeled, indus- 
trial, diesel driven, med DBP, w/dozer, w/backrip scarifier, w/ 
drawbar, trailer pintle and hydraulic scraper controls ... III. 
Series: Department of the Army technical manual ; TM 5-2420- 
206-20 P. OCLC 12055121 
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85-20525 


D 101.11:5-2420-206-34 P 


Direct and general support maintenance repair parts and special 


tools lists (including depot maintenance repair parts and special 
tools lists) : tractor, wheeled, industrial, diesel driven, MED 
DBP, w/dozer, w/backrip scarifier, w/drawbar, trailer pintle 
and hydraulic scraper controls, NSN 2420-00-088-9384, (Clark 
model 290M), w/rops, NSN 2420-01-059-0090. — [Washington, 
DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
2420-206-34P) Cover title. “Supersedes TM 5-2420-206-34P, 
18 Sept 1974, including all changes”—P. i. “March 1985.” 
Includes index. @Item 329 

1. United States. Army 2. Tractors — United States — Main- 
tenance and repair— Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Title: Tractor, wheeled, indus- 
trial, diesel driven ... III. Series: Department of the Army 
technical manual ; TM 5-2420-206-34 P. OCLC 12062925 


85-20526 


D 101.11:5-3810-232-20 P 


Organizational maintenance repair parts and special tools lists : 


crane, wheel mounted, 20 ton at 10 foot radius, 2 engines, diesel 
engine driven, 4x4 air transportable, phase III, w/blade, bulldoz- 
er, earth moving, w/block,tackle, 20 ton, w/boom, crane, 30 
foot, Army model M2380, NSN 3810-00-763-7728, American 
Hoist and Derrick model 2380 and Army model M2385 ... — 
[Washington, DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM5- 
3810-232-20P) Cover title. “NSN 3810-00-043-5354, Ameri- 
can Hoist and Derrick model 2385.” “Supersedes TM5-3810- 
232-20P dated 24 September 1971 and all changes”—P. i. 
“March 1985.” Includes index. @lItem 329 

1. United States. Army 2. Truck-mounted cranes — Mainte- 


nance and repair — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: Crane, wheel mounted, 20 ton at 
10 foot radius, 2 engines, diesel engine driven ... III. Series: 
Department of the Army technical manual ; TM 5-3810-232-20 
P. OCLC 12165517 


85-20527 


D 101.11:5-3810-287-20 P 


Organizational maintenance repair parts and special tools lists : 


crane-shovel, crawler mounted, diesel engine driven, 12-1/2 ton 
capacity, rated, w/3/4 cu yd, NSN 3810-00-937-3939, Thew- 
Lorain model L36M. —[{Washington, DC] : Headquarters, 
Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM5- 
3810-287-20P) Cover title. “Supersedes TM5-3810-287-20P 
dated 21 April 1970 and all changes”—P. i. “May 1985.” In- 
cludes index. @lItem 329 

1. United States. Army 2. Truck-mounted cranes — Mainte- 
nance and repair — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: Crane-shovel, crawler mounted, 
diesel engine driven ... III. Series: Department of the Army 
technical manual ; TM 5-3810-287-20 P. OCLC 12165555 


85-20528 


D 101.11:5-3810-289-20 P 


Organizational maintenance repair parts and special tools lists : 


crane-shovel, crawler mounted, 12-1/2 ton, 3/4 cu. yd, diesel 
engine driven, NSN 3810-00-869-3092, Bucyrus-Erie model 
22BM. —[Washington, DC] : Headquarters, Dept. of the 
Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TMS5-3810-289-20P) Cover title. “Supersedes TM 5-3810-289- 
20P, 4 November 1969, including all changes”—P. i. ‘“Decem- 
ber 1984.” Includes index. @Item 329 





1. United States. Army 2. Cranes, derricks, etc. — Mainte- 
nance and repair — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: Crane-shovel, crawler mounted, 
12-1/2 ton, 3/4 cu. yd, diesel engine driven, NSN 3810-00-869- 
3092, Bucyrus-Erie model 22BM. III. Series: Department of 
the Army technical manual ; TM 5-3810-289-20 P. OCLC 
12054910 


85-20529 


D 101,11:5-3810-294-20 P 

Organizational maintenance repair parts and special tools lists : 
crane, truck mounted, GED, 3/4 cubic yard, 20 ton, with clam- 
shell, dragline, and backhoe attachments, NSN 3810-00-151- 
4431, Harnischfeger Corp model M320T2. — [Washington, DC] 
: Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TM 5-3810-294-20P) Cover title. “This publication supersedes 
TMS5-3810-294-20P, 20 June 1972 and all changes”—P. i. 
“April 1985.” Includes index. @lItem 329 

1. United States. Army 2. Truck-mounted cranes — Mainte- 
nance and repair — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: Crane, truck mounted, GED, 3/4 
cubic yard, 20 ton, with clamshell, dragline, and backhoe at- 
tachments ... III. Series: Department of the Army technical 
manual ; TM 5-3810-294-20 P. OCLC 12165589 


85-20530 


D 101,11:5-3810-294-34 P 

Direct support and general support maintenance repair parts and 
special tools lists (including depot maintenance repair parts and 
special tools lists) : crane, truck mounted, GED, 3/4 cubic yard, 
20 ton, with clamshell, dragline, and backhoe attachments, NSN 
3810-00-151-4431, Harnischfeger Corp model M320T2. — 
[Washington, DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
3810-294-34P) Cover title. “Supersedes TM5-3810-294-34P 
dated 20 June 1972 and all changes”—P. i. “April 1985.” In- 
cludes index. @lItem 329 

1. United States. Army 2. Truck-mounted cranes — Mainte- 
nance and repair — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: Crane, truck mounted, GED, 3/4 
cubic yard, 20 ton, with clamshell, dragline, and backhoe at- 
tachments ... III. Series: Department of the Army technical 
manual ; TM 5-3810-294-34 P. OCLC 12165572 


85-20531 


D 101.11:5-3820-236-20 P 

Organizational maintenance repair parts and special tools lists : 
auger, earth, skid mounted, 9 foot boring depth, NSN 3820-00- 
931-4509, Texoma Enterprises model 254-10. — [Washington, 
DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TMS5-3820-236-20P) Cover title. “Supersedes TM5-3820-236- 
20P dated 11 April 1969 and all changes”—P. i. “January 
1985.” Includes index. @Item 329 

1. United States. Army 2. Augers— Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Auger, earth, skid mounted, 9 foot boring 
depth, NSN 3820-00-931-4509, Texoma Enterprises model 254- 
10. III. Series: ent of the Army technical manual ; 
TM 5-3820-236-20 P. OCLC 12054903 


85-20532 


D 101.11:5-3820-236-34 P 
Direct support and general support maintenance repair parts and 
special tools lists : auger, earth, skid mounted, 9 foot boring 
depth, NSN 3820-00-931-4509, Texoma Enterprises model 254- 
10. —[Washington, DC] : Headquarters, Dept. of the Army, 
1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TM5-3820-236-34 P) Cover title. “This publication supersedes 


Government Publications — October 1985 


TMS5-3820-236-35P dated 11 April 1969 and all changes”—P. i. 
“January 1985.” Includes index. @lItem 329 

1. United States. Army 2. Augers— Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Auger, earth, skid mounted, 9 foot boring 
depth, NSN 3820-00-931-4509, Texoma Enterprises model 254- 
10. III. Series: Department of the Army technical manual ; 
TM 5-3820-236-34 P. OCLC 12095843 


85-20533 


D 101.11;5-3895-217-20 P 


Organizational maintenance repair parts and special tools lists : 


distributor, liquid bituminous material, tankless type, trailer 
mtd., 4 to 24 ft. spraybar, 375 GPM pump, gasoline driven, 
NSN 3895-00-767-0247, Seaman-Gunnison model MTD. — 
[Washington, DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TMS5- 
3895-217-20P) Cover title. “Supersedes TM5-3895-217-20P 
dated 9 December 1963 and all changes”—P. i. “March 1985.” 
Includes index. @lItem 329 

1. United States. Army 2. Trucks, Miiitary — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Distributor, liquid bituminous material, 
tankless type, trailer mtd. ... III. Series: t of the 
Army technical manual ; TM 5-3895-217-20 P. OCLC 
12084687 


85-20534 


D 101.11:5-3895-217-34 P 


Direct support and general support maintenance repair parts and 


special tools lists : distributor, liquid bituminous material, tank- 
less type, trailer mtd., 4 to 24 ft. spraybar, 375 GPM pump, 
gasoline driven, NSN 3895-00-767-0247, Seaman-Gunnison 
model MTD. — [Washington, DC] : Headquarters, Dept. of the 
Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TMS5- 
3895-217-34P) Cover title. “Supersedes TM5-3895-217-35P 
dated 22 November 1963 and all changes”—P. i. “March 
1985.” Includes index. @lItem 329 

1. United States. Army 2. Trucks, Military — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Distributor, liquid bituminous material, 
tankless type, trailer mtd. ... III. Series: Department of the 
Army technical manual ; TM 5-3895-217-34 P. OCLC 
12084720 


85-20535 


D 101.11:5-3895-278-24 P 


Organizational direct support, and general support maintenance 


repair parts and special tools lists : heater, bituminous, trailer 
mounted, 3 tank car heating capacity, oil-fired steam boiler, 
gasoline engine, driven feed water pump, NSN 3895-00-062- 
7912, Cleaver Brooks model PSM 50M. — [Washington, DC] : 

Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TMS5- 
3895-278-24P) Cover title. “This manual supersedes TMS5- 
3895-278-20P, 31 March 1970 and TM5-3895-278-35, 31 March 
1970”—P. i. “March 1985.” Includes index. @lItem 329 

1. United States. Army 2. Heating — Equipment and sup- 
plies — Handbooks, manuals, etc. I. United States. Dept. of the 
Army: II. Title: Heater, bituminous, trailer mounted, 3 tank 
car heating capacity, oil-fired steam boiler, gasoline engine, 
driven feed water pump ... III. Series: Department of the 
Army technical manual ; TM 5-3895-278-24 P. OCLC 
12099264 
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85-20536 
D 101.11:5-3895-287-20 P 
i maintenance repair parts and special tools lists : 
mixer, bituminous material, non-self loading, DED, NSN 3895- 
00-933-0577, Barber-Greene model KA60, component of mixing 
plant, asphalt, 100-150 ton per hour, NSN 3895-00-936-8613. — 
[Washington, DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
3895-287-20P) Cover title. “This publication supersedes TM 
5-3895-287-20P dated 19 March 1969, and all changes”—P. i. 
“January 1985.” Includes index. @lItem 329 

1. United States. Army 2. Bituminous materials — United 
States — Handbooks, manuals, etc. 3. Asphalt — Handbooks, 
manuals, etc. 4. Concrete mixers — Maintenance and repair — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
Il. Title: Mixer, bituminous material, non-self loading, DED, 
NSN 3895-00-933-0577, Barber-Greene model KA60, compo- 
nent of mixing plant, asphalt, 100-150 ton per hour, NSN 3895- 
000-936-8613. III. Series: t of the Army technical 
manual ; TM 5-3895-287-20 P. OCLC 12119338 


85-20537 
D 101.11:5-3895-287-34 P 

Direct support and general support maintenance repair parts and 
special tools lists (including depot maintenance repair parts and 
special tools lists) : mixer, bituminous material, non-self loading, 
DED, NSN 3895-00-933-0577, Barber-Greene model KA60, 
component of mixing plant, asphalt 100-150 ton per hour, NSN 
3895-00-936-8613. —[Washington, DC] : Headquarters, Dept. 
of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
3895-287-34P) Cover title. “This publication supersedes TMS- 
3895-287-34P dated 19 March 1969 and all changes”—P. i. 
“January 1985.” Includes index. @Item 329 

1. United States. Army 2. Concrete mixers — Maintenance 
and repair — Handbooks, manuals, etc. 3. Bituminous materi- 


als — United States — Handbooks, manuals, etc. 4. Asphalt — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
Il. Title: Mixer, bituminous material, non-self loading, DED, 
NSN 3895-00-933-0577, Barber-Greene model KA60 ... III. 
Series: Department of the Army technical manual ; TM 5-3895- 
287-34 P. OCLC 11911537 


85-20538 
D 101.11:5-3895-329-20 P 
Organizational maintenance repair parts and special tools lists : 
mixer, rotary tiller ded, 4 wheel, pneumatic tired, self-propelled, 
NSN 3895-00-883-0437, FWD Corporation model B2-1171. — 
(Washington, D.C.] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill.; 28 cm.— (Technical manual ; TM 5- 
3895-329-20P) Cover title. “Supersedes TM 5-3895-329-20P 
dated 8 February 1972 ans all changes”—P. i. “March 1985.” 
Includes index. @lItem 329 

1. United States. Army 2. Concrete mixers — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Mixer, rotary tiller ded, 4 wheel, pneu- 
matic tired, self-propelled ..._ III. Series: Department of the 
Army technical manual ; TM 5-3895-329-20 P. OCLC 
12085353 

85-20539 

D 101.11:5-3895-329-34 P 

Direct support and general support maintenance repair parts and 
special tools lists (including depot maintenance repair parts and 
special tools lists) : mixer, rotary tiller DED, 4 wheel, pneumat- 
ic tired, self-propelled, NSN 3895-00-883-0437, FWD Corpora- 
tion model B2-1171. — [Washington, DC] : Headquarters, Dept. 
of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 5- 
3895-329-34P) Cover title. “This publication supersedes TM 
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Organizational maintenance repair parts and s; 


5-3895-329-34P dated 8 February 1972 and all changes”—P. i. 
“March 1985.” Includes index. @lItem 329 

1. United States. Army 2. Concrete mixers — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Mixer, rotary tiller DED, 4 wheel, 
pneumatic tired, self-propelled ..._ III. Series: Department of 
the Army technical manual ; TM 5-3895-329-34 P. OCLC 
12165665 


85-20540 


D 101.11:5-3895-336-34 P 


Direct support and general support maintenance repair parts and 


special tools lists : roller, motorized, gasoline engine , 3 rolls, 10 
to 12 ton, w/sprinkler, NSN 3895-00-255-5054, General Steel 
Tank model 1503. —[Washington, DC] : Headquarters, Dept. 
of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TMS- 
3895-336-34P) Cover title. “This publication supersedes TMS5- 
3895-336-35P dated 27 July 1971 and all changes”—P. i. “No- 
vember 1984.” Includes index. @Item 329 

1. United States. Army 2. Trucks, Military — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Roller, motorized, gasoline engine, 3 
rolls, 10 to 12 ton, w/sprinkler, NSN 3895-00-255-5054, General 
Steel Tank model 1503. III. Series: t of the Army 
technical manual ; TM 5-3895-336-34 P. OCLC 12119330 


85-20541 


D 101.11:5-3895-342-20 P 

tools lists : 
non-tilt mixer, concrete, NSN 3895-00-444-1531, T.L. Smith 
Company model 499A. —[Washington, DC] : Headquarters, 
Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM5- 
3895-342-20P) Cover title. “Supersedes TM5-3895-342-20P 
dated 6 March 1972 and all changes”—P. i. “January 1985.” 
Includes index. @lItem 329 

1. United States. Army 2. Concrete mixers — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Non-tilt mixer, concrete, NSN 3895-00- 
444-1531, T.L. Smith Company model 499A. III. Series: De- 
partment of the Army technical manual ; TM 5-3895-342-20 P. 
OCLC 12119285 


85-20542 


D 101.11:5-3895-372-20 P 


Organizational maintenance repair parts and special tools lists : 


concrete - mobile mixer, body M919, model 8CM - 24/F, NSN 
3895-01-028-4391. —[Washington, DC] : Headquarters, Dept. 
of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM5- 
3895-372-20P) Cover title. “This publication supersedes TMS5- 
3895-372-20P dated 8 January 1981 and all changes”—P. i. 
“March 1985.” Includes index. @lItem 329 

1. United States. Army 2. Concrete mixers — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Concrete - mobile mixer, body M919, 
model 8CM - 24/F ... III. Series: Department of the Army 
technical manual ; TM 5-3895-372-20 P. OCLC 12165826 


85-20543 


D 101,11:5-3895-372-34 P 


Direct support and general support maintenance repair parts and 


special tools lists : concrete - mobile mixer, body M919, model 
8CM - 24/F, NSN 3895-01-028-4391. —[Washington, DC] : 
Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TMS5- 
3895-372-34P) Cover title. “This publication supersedes TM 
5-3895-372-34P dated 6 January 1981 and all changes”—P. i. 
“March 1985.” Includes index. @lItem 329 
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1. United States. Army 2. Concrete mixers — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Concrete - mobile mixer, body M919, 
model 8CM - 24/F ... III. Series: ent of the Army 
technical manual ; TM 5-3895-372-34 P. OCLC 12165674 


85-20544 


the Army. II. Title: Howitzer, medium, towed, 155-MM, M114 
(1025-322-9755) and MI114Al (i025-322-9768). III Series. 
OCLC 12095147 


85-20548 
D 101,11:9-1340-202-12/rep. 
Operator and organizational maintenance manual : 762-mm rockets 


D ML eee MGR-1A and MGR-1B, (Honest John rocket system). — 


Equipment serviceability criteria for generator set, electric, porta- 


ble, DED, SKID MTD, 15 KW, 120/208 and 240/416 VAC, 3 
phase, 4 wire, 50 HZ, convertible to 12.5 KW, 240/416 VAC, 3 
phase, 4 wire, 50 HZ, liquid cooled, fully inclosed by housing, 
JETA MDL MD-151815-W and MD-151815-WA, US motors 
MDL 15US-10327B-A, WINPOWER MDL D-15H18-M ... — 
Washington, D.C. : Headquarters, Dept. of the Army, 1977- 

1 v. (loose-leaf) ; 18 x 25 cm.— (Department of the Army 
technical manual ; TM 5-6100-208-ESC) Caption title. “and 
D-15H18-Z, SF-15.0-MD, BOGUE MDL 6113, HOL-GAR 
MDL SO-HF-15.0-MD.” “Supersedes TM 5-6100-208-ESC, 13 
May 1969”—P. 1. “25 June 1973.” @lItem 329 

1. United States. Army 2. Electric generators — Mainte- 
nance and repair — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: Generator set, electric, portable 

III. Series. OCLC 12095071 


85-20545 


D 101.11:9-1005-304-ESC 

Equipment serviceability criteria for armament subsystem, helicop- 
ter, 7.62 millimeter machine gun, caliber .50 machine gun, door 
mounted, M59, (used on UH-1D and UH-1H helicopters), (1005- 
133-8224). — Washington, D.C. : Headquarters, Dept. of the 
Army, 1976- 

1 v. (loose-leaf) ; 18 x 25 cm.— (Department of the Army 
technical manual ; TM 9-1005-304-ESC) Caption title. ‘“Su- 
persedes TM 9-1005-304-ESC, 10 July 1969"—P. 1. “10 
August 1973.” @Item 329 

1. United States. Army 2. Helicopters —— Equipment & sup- 


plies — Handbooks, manuals, etc. 3. Military helicopters — 
Maintenance and repair — Handbooks, manuals, etc. 4. Ma- 
chine-guns — Maintenance and repair — Handbooks, manuals, 
etc. I. United States. Dept. of the Army. II. Title: Armament 
subsystem, helicopter, 7.62 millimeter machine gun, caliber .50 
machine gun, door mounted, M59, (used on UH-1D and UH-1H 
helicopters), (1005-133-8224). III. Series. OCLC 12095128 


85-20546 


D 101.11:9-1015-203-ESC 

Equipment serviceability criteria for Howitzer, light, towed, 105- 
MM, M101 (1015-332-9728) and M 101A1 (1015-322-9752). — 
Washington, D.C. : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) ; 18 x 25 cm.— (Department of the Army 
technical manual ; TM 9-1015-203-ESC) Caption title. “This 
manual supersedes TM 9-1015-203-ESC, 28 May 1969”—P. 1. 
“15 March 1973.” @Item 329 

1. United States. Army 2. Howitzers— Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Howitzer, light towed, 105-MM, M101 
(1015-322-9728) and MI01A1 (1015-322-9752) III. Series. 
OCLC 12153437 


85-20547 

D 101.11:9-1025-200 ESC 

Equipment serviceability criteria for howitzer, medium, towed, 
155-MM, M114 (1025-322-9755) and M114A1 (1025-322-9768). 
— Washington, DC : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) ; 18 x 25 cm.— (Department of the Army 
technical manual ; TM 9-1025-200 ESC) Caption title. “Su- 
persedes TM 9-1025-200-ESC, 13 June 1969”—P. 1. “20 July 
1973.” @ltem 329 

1. United States. Army 2. Howitzers— Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 


[Washington, D.C.] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TM 9-1340-202-12) Cover title. “This manual supersedes TM 
9-1340-202-12, 21 April 1967, including all changes”—P. i. 
“This copy is a reprint which includes current pages from 
changes 1 through 4.” “October 1969.” Bibliography: p. A-1 
- A-3. Includes index. @lItem 329 

1. United States. Army 2. United States. Army 3. Rockets 
(Aeronautics) — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: 762-mm rockets MGR-1A and 
MGR-1B, (Honest John Rocket System) III. Series: Depart- 
ment of the Army technical manual ; TM 9-1340-202-12. 
OCLC 12070087 


85-20549 


D 101.11:9-1425-450-12/rep. 


Operator and organizational maintenance manual for TOW 2 


Weapon System, guided missile system M220E4 (1440-01-104- 
9834), (TOW 2 Heavy Antitank Assault Weapon System). — 
[Washington, D.C.] : Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 9- 
1425-450-12) Cover title. “This copy is a reprint which in- 
cludes current pages from change 1.” “May 1983.” @lItem 
329 

1. United States. Army 2. Guided missiles — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: TOW 2 Weapon System, guided missile 
system M220E4 (1440-01-104-9834) ... III. Series: Department 
of the Army technical manual ; TM 9-1425-450-12. OCLC 
12165657 


85-20550 


D 101.11:9-1425-646-10 


Operator’s manual : launcher, rocket, armored vehicle mounted, 


M270, (1055-01-092-0596), Multiple Launch Rocket System. — 
[Washington, D.C.] : Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 9- 
1425-646-10) Cover title. “June 1984.” Bibliography: p. A-1 
- A-2. Includes index. @lItem 329 

1. United States. Army 2. United States. Army 3. Rockets 
(Aeronautics) — Launching — Handbooks, manuals, etc. L 
United States. Dept. of the Army. II. Title: Launcher, rocket, 
armored vehicle mounted, M270, (1055-01-092-0596), Multiple 
Launch Rocket System. III. Series: Department of the Army 
technical manual ; TM 9-1425-646-10. OCLC 12095154 


85-20551 


D 101.11:9-1430-602-10-1/rep. 


Operator’s manual : Information and Coordination Central, guided 


missile system, truck mounted, AN/MSQ-116, Patriot Air De- 
fense Guided Missile System. — [Washington, D.C.] : Head- 
quarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. (some col.) ; 28 cm. — (TM ; 9-1430-602- 
10-1) Cover title. “This copy is a reprint which includes cur- 
rent pages from change 1.” “October 1983.” Bibliography: p. 
A-1 - A-2. Includes index. @lItem 329 

1. United States. Army 2. Guided missiles — Maintenance 
and repair -- Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Information and Coordination Central 
guided missile system, truck mounted, AN/MSQ-116, Patriot 
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Army Department — Defense Dept. 


Air Defense Guided Missile System. III. Series: Department of 
the Army technical manual ; TM 9-1430-602-10-1. OCLC 
12153418 


85-20555 
D 101.11:9-2320-269-20 P 
Organizational maintenance repair parts and special tools lists : 
truck, telephone maintenance, utility C/S, 36,000 GVW, 6x4 
W/WN, W/E Army model M876, NSN 2320-00-000-0114. — 
[Washington, DC] : Headquarters, Dept. of the Army, 1985- 
1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM9- 


85-20552 
D 101.11:9-1440-600-16/rep. 
Operator’s manual : launching station M901 guided missile semi- 


trailer mounted, Patriot Air Defense Guided Missile System. — 
[Washington, D.C.] : Headquarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm. — (TM ; 9-1440-600-10) Cover 
title. “Reprint which includes current pages from change 1.” 
“December 1983.” Includes index. @lItem 329 

1. United States. Army 2. Guided missiles — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. Series: 

t of the Army technical manual ; TM 9-1440-600-10. 
OCLC 12119836 


2320-269-20P) Cover title. “This publication supersedes TM9- 
2320-269-20P dated 20 April 1978 and all changes”—P. i. 
“March 1985.” Includes index. @lItem 329 

1. United States. Army 2. Trucks, Military — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Truck, telephone maintenance, utility 
C/S, 36,000 GVW, 6x4 W/WN, W/E Army model M876, NSN 
2320-00-000-0114. III. Series: t of the Army techni- 
cal manual ; TM 9-2320-269-20 P. OCLC 12125707 


85-20556 
85-20553 


D 101.11:9-2320-269-34 P 
Direct support and general support maintenance repair parts and 
special tools lists : truck, telephone maintenance, utility C/S, 


D 101.11:9-1450-250-12/rep. 
Operator and organizational maintenance manual : assembly and 


emplacement servicing and handling equipment (Nike-Hercules 
and improved Nike-Hercules air defense guided missile system). 
—[Washington, D.C.] : Headquarters, Dept. of the Army, 
1982- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical manual ; TM 9-1450-250-12) Cover title. “Super- 
sedes TM 9-1450-250-10, 20 January 1960, including change 1, 
26 July 1960; change 2, 25 November 1960; change 3, 6 Febru- 
ary 1961; change 4, 16 March 1961; change 5, 29 August 1961; 
change 6, 24 January 1962; and change 7, 16 January 1963; and 
TM 9-1450-250-12, 24 February 1960, including change 1, 13 
September 1960; change 2, 18 January 1961; change 3, 5 June 
1961; change 4, 28 July 1961; change 5, 3 November 1961; 
change 6, 15 February 1962; and change 7, 28 January 1963; and 
TB 9-1400-613-20, 16 October 1959”—P. 1/(2 blank). “Reprint 
which includes current pages from changes 1 through 3.” 
“May 1964.” Bibliography: p. 97-98. Includes index. @Item 
329 

1. United States. Army 2. Guided missiles — Maintenance 
and repair — Handbooks, manuals, etc. 3. Nike rocket — Main- 
tenance and repair— Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Title: Assembly and emplace- 
ment servicing and handling equipment (Nike-Hercules and im- 
proved Nike-Hercules air defense guided missile system) III. 
Series. OCLC 12057520 


85-20554 


D 101.11:9-1450-488-24 P 

Organizational, direct support and general support maintenance 
repair parts and special tools list including depot maintenance 
repair parts and special tools for propellant draining kit, guided 
missile, 10293020, 1450-00-140-3490, Lance Field Artillery Mis- 
sile System. — [Washington, DC] : Headquarters, Dept. of the 
Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 9- 
1450-488-24P) Cover title. “Supersedes TM 9-1450-488-24P, 
30 November 1983”—P. [1]. “January 1985.” Includes index. 
@ltem 329 

1. United States. Army 2. Guided missiles — Equipment and 
supplies — Handbooks, manuals, etc. 3. Lance (Missile) — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Title: Propellant draining kit, guided missile, 10293020, 1450- 
00-140-3490, Lance Field Artillery Missile System. III. Series: 

tof the Army technical manual ; TM 9-1450-488-24 
P. OCLC 12119294 
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36,000 GVW, 6x4 W/WN, W/E Army model M876, NSN 
2320-00-000-0114. —[Washington, DC] : Headquarters, Dept. 
of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM9- 
2320-269-34P) Cover title. “This manual supersedes TM 9- 
2320-269-34P, 28 April 1978”—P. i. “March 1985.” Includes 
index. @lItem 329 

1. United States. Army 2. Trucks, Military — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Truck, telephone maintenance, utility 
C/S, 36,000 GVW, 6x4, W/WN, W/E Army model M876, 
NSN 2320-00-000-0114. III. Series: Department of the Army 
technical manual ; TM 9-2320-269-34 P. OCLC 12125714 


85-20557 


D 101.11:9-2320-270-20 P 


Organizational maintenance repair parts and special tools lists : 


truck, tractor, commercial, heavy equipment transporter, C- 
HET, 85,000 GVWR, 8x6, Army model M911, NSN 2320-01- 
025-3733. —[Washington, DC] : Headquarters, Dept. of the 
Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM9- 
2320-270-20P) Cover title. “Supersedes TM9-2320-270-20P, 1 
September 1978”—P. i. “March 1985.” Includes index. 
@ltem 329 

1. United States. Army 2. Truck tractors — Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Truck, tractor, commercial, heavy equip- 
ment transporter ... III. Series: Department of the Army tech- 
nical manual ; TM 9-2320-270-20 P. OCLC 12062908 


85-20558 


D 101.11:9-2320-270-34 P 


Direct support and general support maintenance repair parts and 


special tools lists : truck, tractor, commercial, heavy equipment 
transporter, C-HET, 85,000 GVWR, 8x6, Army model M911, 
NSN 2320-01-025-3733. —[Washington, DC] : Headquarters, 
Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM9- 
2320-270-34P) Cover title. “Supersedes TM9-2320-270-34P 
dated 1 September 1978”—P. i. “April 1985.” Includes index. 
@ltem 329 

1. United States. Army 2. Truck tractors — Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Truck, tractor, commercial, heavy equip- 
ment transporter ... III. Series: Department of the Army tech- 
nical manual ; TM 9-2320-270-34 P. OCLC 12062892 





85-20559 


D 101.11:9-2330-241-14 & P 

Operator’s, organizational, direct support, and general support 
maintenance (including repair parts and special tools lists) : 
trailer, flatbed, 10-ton, 4-wheel, M345, (NSN 2330-00-200-1737). 
— [Washington, D.C.] : Headquarters, Dept. of the Army, 
1985- 

1 v. (loose leaf) : ill. ; 28 cm.— (Technical manual ; TM 9- 
2330-241-14&P) Cover title. “This manual supersedes TM 9- 
2330-241-14, dated 25 October 1972, with all changes”—P. i. 
“April 1985.” Bibliography: p. A-1. Includes index. @Item 
329 

1. United States. Army 2. Trailers— Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Title: Trailer, flatbed, 10-ton, 4-wheel, M345, 
(NSN 2330-00-200-1737). III. Series: Department of the Army 
technical manual ; TM 9-2330-241-14 & P. OCLC 12120094 


85-20560 


D 101.11:9-2610-200-24 

Organizational, direct support, and general support maintenance : 
care, maintenance, and repair of pneumatic tires and inner tubes. 
— [Washington, DC] : Headquarters, Dept. of the Army, 1985- 


1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 9- 
2610-200-24) Cover title. “This manual supersedes TM 9- 
2610-200-20, 28 February 1977”—P. i. “1 February 1985.” 
Bibliography: p. A-l. Includes index. @lItem 329 

1. United States. Army 2. Tires, Rubber — Maintenance and 
repair — Handbooks, manuals, etc. 3. Inner tubes — Mainte- 
nance and repair — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: Care, maintenance, and repair of 
pneumatic tires and inner tubes. III. Series: Department of the 
Army technical manual ; TM 9-2610-200-24. OCLC 12120067 


85-20561 


D 101.11:9-6920-450-12/rep. 

Operator and organizational maintenance manual for TOW 2 
Weapon System training set, guided missile system M70E2, 
(TOW 2 Heavy Antitank Assault Weapon System). — [Wash- 
ington, D.C.] : Dept. of the Army, [1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 9- 
6920-450-12) Cover title. “This copy is a reprint which in- 
cludes current pages from change 1.” “May 1983.” @Item 
329 

1. United States. Army 2. Guided missiles — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: TOW 2 Weapon System training set, 
guided missile system M720E2 ... III. Series: Department of 
the Army technical manual ; TM 9-6920-450-12. OCLC 
12153881 


85-20562 


D 101.11:10-3930-606-20 P 

Organizational maintenance repair parts and special tools lists : 
truck, lift, fork, power shift GED, 6,000 Ib capacity, 100 in., 128 
in., 168 in. lift Army mcdel MHE 205, 100 in. NSN 3930-00- 
935-7856, 128 in. NSN 3930-00-935-7855, 168 in. NSN 3930-00- 
935-7857, Allis Chalmers model F-60-24PS. — [Washington, 
DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TM 10-3930-606-20 P) Cover title. “This publication super- 
sedes TM10-3930-606-20P dated 25 May 1970 and all 
changes”—P. i. “January 1985.” Includes index. @lItem 329 

1. United States. Army 2. Fork lift trucks — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Truck, lift, fork, power shift GED, 
6,000 Ib capacity, 100 in., 128 in., 168 in. lift Army model MHE 
205, 100 in. NSN 3930-00-935-7856, 128 in. NSN 3930-00-935- 
7855, 168 in. NSN 3930-00-935-7857, Allis Chalmers model F- 
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60-24PS. III. Series: Department of the Army technical 
manual ; TM 10-3930-606-20 P. OCLC 12095809 


85-20563 


D 101.11:10-3930-615-20 P 


Orgaizational maintenance repair parts and special tools lists : 


truck, fork lift, electric, solid rubber tires, 4,000 Ib. capacity, 100 
in. lift, Army model MHE 208, NSN 3930-00-494-8151, Baker 
model FTD-040-EE and 180 in lift, NSN 3930-00-236-6253. — 
[Washington, DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM10- 
3930-615-20P) Cover title. “Supersedes TM10-3930-615-20P 
dated 16 October 1970”—P. i. “February 1985.” Includes 
index. @lItem 329 

1. United States. Army 2. Fork lift trucks — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Truck, fork lift, electric, solid rubber 
tires, 4,000 lb. capacity, 100 in. lift, Army model MHE 208, 
NSN 3930-00-494-8151, Baker model FTD-040-EE .. IIL 
Series: Department of the Army technical manual ; TM 10- 
3930-615-20 P. OCLC 12119316 


85-20564 


D 101.11:10-3930-615-34 P 


Direct support and general support maintenance repair parts and 


special tools lists : truck, fork lift, electric, solid rubber tires, 
4,000 Ib capacity, 100 in lift, Army model MHE 208, NSN 
3930-00-494-8151, Baker model FTD-040-EE and 180 in lift, 
NSN 3930-00-236-6253. —[Washington, DC] : Headquarters, 
Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM10- 
3930-615-34P) Cover title. “Supersedes TM 10-3930-615-35P 
dated 14 October 1970”—P. i. “March 1985.” Includes index. 
@ltem 329 

1. United States. Army 2. Fork lift trucks — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Truck, fork lift, electric, solid rubber 
tires, 4,000 Ib capacity, 100 in lift, Army model MHE 208 ... 
III. Series: Department of the Army technical manual ; TM 10- 
3930-615-34 P. OCLC 12062935 


85-20565 


D 101.11:10-3930-627-34 P 


Direct support and general support maintenance repair parts and 


special tools lists : truck, forklift, gasoline engine driven, pneu- 
matic-tired, 4,000 Ibs capacity, 144” lift height Army model 
MHE-221, NSN 3930-00-151-4428 Baker mode! FJF-040. — 
[Washington, DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
T™  10-3930-627-34P) Cover title. “This publication super- 
sedes TM 10-3930-627-35P dated December 21, 1971 and all 
changes”—P. i. “November 1984.” Includes index. @ltem 
329 

1. United States. Army 2. Fork lift trucks — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Truck, forklift, gasoline engine driven, 
pneumatic-tired, 4,000 Ibs capacity, 144” lift height Army model 
MHE-221, NSN 3930-00-151-4428 Baker model FJF-040. III. 
Series: Department of the Army technical manual ; TM 10- 
3930-627-34 P. OCLC 12095803 
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D101. 11:10-3930-636-14 &P 


NSN 3930-01-047-8722, Northwestern model JG40PT-15, 
model MHE 251. —[Washington, DC] : Departments 
Army and the Air Force, 1985- 

1 v. (loose-leaf) : ill.; 28 cm.— (Technical manual ; TM 10- 
3930-636-14&P) (Technical order ; TO 36M3-3-37-11) Cover 
title. “March 1985.” Bibliography: p. A-1 (A-2 blank). In- 
cludes index. @lItem 329 

1. United States. Army 2. United States. Air Force 3. 
Tractors — United States— Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
United States. Dept. of the Air Force. III. Title: Tractor, 
wheeled, warehouse, gas, 4000 Ib drawbar pull IV. Series: 
Department of the Army technical manual ; TM 10-3930-636-14 
& P. V. Series: Air Force TO ; 36 M 3-3-37-11. OCLC 


85-20567 
D 101.11:10-3930-653-14 & P 

Operator’s, organizational, direct support and general support 
maintenance manual including (repair parts and special tools list) 
: truck, lift, fork, gasoline engine driven, pneumatic rubber tire, 
4000 pound capacity, 144 inch lift, TCM model FG30N7(T) 
MHE 259, NSN 3930-01-146-3990. —([Washington, DC] : 
Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TM 10-3930-653-14&P) Cover title. “March 1985.” Bibliog- 
raphy: p. A-1 - A-2. Includes index. @lItem 329 

1. United States. Army 2. Fork lift trucks -— Maintenance 
and repair — manuals, etc. I. United States. Dept. 
of the Army. II. Title: Truck, lift, fork, gasoline engine driven, 
pneumatic rubber tire ..._ III. Series: t of the Army 


Departmen 
technical manual ; TM 10-3930-653-14 & P. OCLC 12120080 


85-20570 


D 101.11:32-5811-024-14 & P 


Operator, organizational, direct support, and general support (in- 


termediate support) maintenance manual and repair parts and 
special tools list (including depot maintenance repair parts and 
special tools) : digital processor test set AN/USM-433. — 
[Washington, DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TM  32-5811-C24-14&P) Cover title. “This copy is a reprint 
which includes current pages from change 1.” “November 
1981.” Bibliography: p. A-1 - A-3. Includes indexes. @Item 
329 

1. United States. Army 2. United States. Army 3. Digital 
electronics — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: Digital processor test set AN/USM- 
433. III. Series: of the Army technical manual ; 
TM 32-5811-024-14 & P. OCLC 12070060 


85-20571 


D 101.11:32-5865-066-24 & P 


manual including repair parts and special tools list for control- 
indicator, C-10965/MLQ-34, part number 5051600-1, NSN 5865- 
01-109-3983. — [Washington, D.C.] : Headquarters, Dept. of the 
Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Technical manual ; 
TM 32-5865-066-24&P) “February 1985.” Bibliography: p. A- 
1/(A-2 blank). Includes index. @lItem 329 

1. United States. Army 2. Computer interfaces — Hand- 
books, manuals, etc. I. United States. Dept. of the Army. II. 
Title: Control-indicator, C-10965/MLQ-34, part numbeer 
5051600-1, NSW 5865-01-109-3983. III. Series: Department of 
the Army technical manual ; TM 32-5865-066-24 & P. OCLC 
12057508 


85-20568 


85-20572 
D 101.11:10-3950-206-20 P 


D 101.11:55-4920-436-13 & P 
Organizational maintenance repair parts and special tools lists : 


Operator’s and aviation intermediate maintenance (AVIM) manual 


crane, truck, warehouse, 10,000 Ib. capacity, GED, pneumatic 
tires, Army model MHE 216, NSN 3950-00-197-4935, Pettibone 
model 10FM. — [Washington, DC] : Headquarters, Dept. of the 
Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 10- 
3950-206-20P) Cover title. “Supersedes TM10-3950-206-20P 
dated 26 October 1971 and all changes”—P. i. “March 1985.” 
Includes index. @Item 329 

1. United States. Army 2. Cranes, derricks, etc. — Mainten- 
ace and repair — Handbooks, manuals, etc. I. United States. 
Dept. of the Army. II. Title: Crane, truck, warehouse, 10,000 
Ib. capacity, GED, pneumatic tires, Army model MHE 216... 
III. Series: it of the Army technical manual ; TM 10- 
3950-206-20 P. OCLC 12099245 


85-20569 
D 101.11:11-6660-206-ESC 
Equipment serviceability criteria for Rawin sets AN/GMD-1A 
(6660-224-6137) and AN/GMD-1B (6660-599-8252). — Wash- 
ington, D.C. : Headquarters, Dept. of the Army, 1982- 

1 v. (loose-leaf) ; 18 x 25 cm.— (Department of the Army 
technical manual ; TM 11-6660-206-ESC) Caption title. “Su- 
persedes TM 11-6660-206-ESC, 27 November 1964”—P. 1. “10 
August 1973.” @lItem 329 

1. United States. Army 2. United States. Army I. United 
States. Dept. of the Army. II. Title: Rawin sets AN/GMD-1A 
(6660-224-6137) and AN/GMD-1B (6660-599-8252). III. Series. 
OCLC 12095125 
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including repair parts and special tools list for engine shop, P/N 
SC-4920-97-CL-A60, NSN 4920-01-139-4536. — [Washington, 
D.C.] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Technical manual ; TM 55- 
4920-436-13&P) Cover title. “22 April 1985.” Bibliography: 
p. A-1/(A-2 blank). Includes index. @lItem 329 

1. United States. Army 2. United States. Army I. United 
States. Dept. of the Army. II. Title: Engine shop, P/N SC- 
4920-97-CL-A60, NSN 4920-01-139-4536. III. Series: Depart- 
ment of the Army technical manual ; TM 55-4920-436-13 & P. 
OCLC 12062954 


85-20573 


D 101,15:11-643 


Return procedures under interim contractor support (ICS) depot 


level for navigation set, Doppler AN/ASN-128. — Washington, 
DC : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
supply bulletin ; SB 11-643) Caption title. “Supersedes SB-11- 
643, dated 15 February 1979”—P. 1. “24 April 1985.” @Item 
322-A 

1. United States. Army 2. United States. Army I. United 
States. Dept. of the Army. II. Series: SB (United States. Dept. 
of the Army) ; 11-643. OCLC 12168580 





85-20574 
D 101.16:5180-90-CL-N 30-HR 
Hand receipt catalog covering content of : sets, kits, and outfits 
components list for tool kit locomotive electrician, (NSN 5180- 
00-716-8753) (LIN W44375). —[Washington, DC] : Headquar- 
ters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : forms ; 28 cm. — (Department of the Army 
supply catalog ; SC 5180-90-CL-N30-HR) “Supersedes SC 
5180-90-CL-N30-HR, 10 September 1982”—P. I. “January 
1985.” @Item 322-A 

1. United States. Army I. United States. Dept. of the Army. 
II. Title: Sets, kits, and outfits components list for tool kit 
locomotive electrician, (NSN 5180-00-716-8753) (LIN W44375) 
III. Series: United States. Dept. of the Army. Department of the 
Army supply catalog ; SC 5180-90-CL-N 30-HR. OCLC 
12173442 


85-20575 
D 101,16:5180-91-CL-R 13-HR 
Hand receipt catalog covering content of : sets, kits, and outfits 
components list for tool kit, electronic equipment TK-101/G 
(NSN 5180-00-064-5178) (LIN W37483). — [Washington, D.C.] 
: Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : forms ; 28 cm. — (Department of the Army 
supply catalog ; SC 5180-91-CL-R13-HR) “November 1984.” 
@ltem 322-A 

1. United States. Army I. United States. Dept. of the Army. 
II. Title: Sets, kits, and outfits components list for tool kit, 
electronic equipment TK-101/G (NSN 5180-00-064-5178) (LIN 
W37483). III. Series: United States. Dept. of the Army. De- 
partment of the Army supply catalog ; SC 5180-91-CL-R 13- 
HR. OCLC 12069731 


85-20576 
D 101.16:5180-91-CL-R 18-HR 
Hand receipt catalog covering content of : sets, kits, and outfits 
components list for tool kit, photographic repair TK-109/GF, 
(NSN 5180-00-856-9653), (LIN W47526). — [Washington, DC] : 
Headquarters, Dept. of the Navy, [1985]- 

1 v. (loose-leaf) : forms ; 28 cm.— (Department of the Army 
supply catalog ; SC 5180-91-CL-R18-HR) “January 1985.” 
@ltem 322-A 

1. United States. Army I. United States. Dept. of the Navy. 
II. Title: Sets, kits, and outfits components list for tool kit, 
photographic repair TK-109/GF (NSN 5180-00-856-9653) (LIN 
W47526) III. Series: United States. Dept. of the Army. De- 
partment of the Army supply catalog ; SC 5180-91-CL-R 18- 
HR. OCLC 12069894 


85-20577 
D 101.22:5-25/2/v.1-5 
United States. Dept. of the Army. 

Army Modernization Information Memorandum (AMIM) / 
Headquarters, Department of the Army. —[Washington, D.C.?] 
: The Department, [1985- 

v. : ill. ; 28 cm.— (Department of the Army military publica- 
tions pamphlet ; 5-25) Cover title. “March 1985.” “Super- 
sedes DA pam 5-25, March 1984”—Vol. I, p. [1]. Contents: v. 
1. General — v. 2. Intensively managed system —v. 3. Standard 
form — v. 4. Displaced system — v. 5. Abbreviated cost form. 
@ltem 327-E 

1. United States. Army 2. United States. Army 3. United 
States. Army I. Title. II. Series: DA pam ; 5-25. OCLC 
12153626 


85-20578 
D 101.22:190-12 
United States. Dept. of the Army. 
Military police : military working dogs. — Washington, DC : 
Headquarters, Dept. of the Army, 1984- 


Government Publications — October 1985 


1 v. (loose-leaf) : ill., forms ; 28 cm.— (Department of the 
Army pamphlet ; 190-12) Caption title. “15 December 1984.” 
Bibliography: p. A-1 - A-2. Includes index. @lItem 327-E 

1. United States. Army 2. Police dogs — Handbooks, manu- 
als, etc. 3. Working dogs— Handbooks, manuals, etc. I. 
Title. II. Title: Military working dogs. III. Series: DA pam ; 
190-12. OCLC 12159297 


85-20579 
D 101.22:350-37 
United States. Dept. of the Army. 

Handbook for administration of the individual training evalua- 
tion program. — Washington, DC : Headquarters, Dept. of the 
Army, 1984- 

1 v. (loose-leaf) : forms ; 28 cm. — (Department of the Army 
pamphlet ; 350-37) Caption title. At head of title: Training. 
“Supersedes DA Pam 350-37, 1 July 1977”—P. i. “15 Decem- 
ber 1984.” Includes index. @Item 327-E 

1. United States. Army 2. United States. Army I. Title. 
II. Series: DA pam ; 350-37. OCLC 12159320 


85-20580 
D 101.22:600-50 
Leadership makes the difference. — Washington, DC : Headquar- 
ters, Dept. of the Army, 1985. 
8 p. ; 23 cm.— (DA pamphlet ; 600-50) Cover title. 
“White paper 1985.” “1 April 1985.” @Item 327-E 
1. United States. Army 2. Leadership — Handbooks, manu- 
als, etc. I. United States. Dept. of the Army. II. Series: DA 
pam ; 600-50. OCLC 12119278 


85-20581 
D 101.22:601-5-14 
REQUEST manager’s handbook. — [Washington, DC] : Head- 
quarters, Dept. of the Army, 1984- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
pamphlet ; 601-5-14) Cover title. “1 December 1984.” 
@ltem 327-E 

1. United States. Army 2. Management information sys- 
tems — Handbooks, manuals, etc. I. United States. Dept. of the 
Army. II. Series: DA pam ; 601-5-14. OCLC 12159313 


85-20582 
D 101.22:611-16 
United States. Dept. of the Army. 

Handbook of Army personnel tests. —[Washington, DC] : 
Headquarters, Dept. of the Army, [1985- 

1 v. (loose-leaf) ; 28 cm.— (Department of the Army pam- 
phlet ; 611-16) Cover title. A head of title: Personnel selec- 
tion and classification. “Supersedes DA pamphlet 310-8, dated 
15 January 1982”—P. 1. “1 April 1985.” Bibliography: A-1. 
@ltem 327-E 

1. United States. Army 2. United States. Army 3. United 
States. Army I. Title. U1. Title: Army personnel tests. III. 
Title: Personnel selection and classification. IV. Series: DA 
pam ; 611-16. OCLC 12127383 


85-20583 
D 101.25:9-1300-385 
Munitions restricted or suspended. — [Washington, DC] : Head- 
quarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) ; 28 cm. — (Depa: iment of the Army techni- 
cal bulletin ; TB 9-1300-385) Caption title. “This bulletin is 
current through 31 December 1984.” “This bulletin supersedes 
previous publications of the TB 9-1300-385 series, includes Am- 
munition supplemental notices 83-256 through 85-71 as applica- 
ble”—P. i. “January 1985.” Bibliography: p. iv. @Item 329 

1. United States. Army I. United States. Dept. of the Army. 
II. Series: Army TB ; 9-1300-385. OCLC 12095792 
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85-20584 
D 101.25:9-4931-405-50 
Calibration procedure for instrument shunt, Guildline model 9711, 
and multirange instrument shunt, Rubicon model 2759. — 
Washington, D.C. : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm.— (Department of the 
Army technical bulletin ; TB 9-4931-405-50) Caption title. 
“This bulletin supersedes TB 9-4931-405-50, 18 April 1973, in- 
cluding all changes”—P. 1. “9 April 1976.” @Item 329 

1. United States. Army 2. Calibration. I. United States. 
Dept. of the Army. II. Series: Army TB ; 9-4931-405-50. 
OCLC 12153432 


85-20585 
D 101.25:9-4935-473-50-1 
Calibration procedure for test set, guided missile system 11499000, 
TOW airborne system. — Washington, D.C. : Headquarters, 
Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-4935-473-50-1) Caption title. “This 
bulletin supersedes TB 9-4935-473-50-1, dated 19 March 1982”— 
P.i. “18 January 1985.” @Item 329 

1. United States. Army 2. Guided missiles — Maintenance 
and repair. 3. Calibration. I. United States. Dept. of the 
Army. II. Series: Army TB ; 9-4935-473-50-1. OCLC 
12069747 


85-20586 


D 101.25:9-6625-1158-35 

Calibration procedure for RF millivoltmeter, AN/URM-155 (ME- 

288) and Hewlett-Packard, models 411A, 411AR, and HO03- 

411A. — Washington, DC : Headquarters, Dept. of the Army, 
1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 

technical bulletin ; TB 9-6625-1158-35) Caption title. 


“Super- 
sedes TB 9-6625-1158-35, 26 April 1984”"—P. 1. “9 January 
1985.” @Item 329 

1. United States. Army 2. Millivoltmeter — Calibration — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Series: Army TB ; 9-6625-1158-35. OCLC 12168567 


85-20587 
D 101.25:9-6625-1176-35 
Calibration procedure for pulse generator, Hewlett-Packard, 
models 214A, 214B, and 214B W/Option 001. — Washington, 
DC : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-6625-1176-35) Caption title. “This 
bulletin supersedes TB 9-6625-1176-35, 22 December 1980”—P. 
1. “21 December 1984.” @lItem 329 

1. United States. Army 2. Pulse generators — Calibration — 
Handbooks, manuals, etc. I. United States. Dept. of the Army. 
II. Series: Army TB ; 9-6625-1176-35. OCLC 12069750 


85-20588 
D 101.25:9-6625-1218-35 
Calibration procedure for carrier deviation meter, Marconi, type 
TF 791D. — Washington, DC : Headquarters, Dept. of the 
Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-6625-1218-35) Caption title. “Super- 
sedes TB 9-6625-1218-50, 21 November 1969”—P. 1. “15 Janu- 
ary 1985.” @ltem 329 

1. United States. Army 2. Standard deviations — Measure- 
ment — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Series: Army TB ; 9-6625-1218-35. OCLC 
12168558 
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85-20589 
D 101.25:9-6625-2059-35 
Calibration procedure for radio test set AN/GRM-114 and AN/ 
GRM-114A (IFR, models 1000S and 1100S). — Washington, 
DC : Headquarters, Dept. of the Army, [1984- ] 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-6625-2059-35) Caption title. “Super- 
sedes TB 9-6625-2059-35, 10 October 1983”—P. 1. “28 Decem- 
ber 1984.” @Item 329 

1. Radio — United States — Testing. 2. Testing machines — 
Calibration. I. United States. Dept. of the Army. II. Series: 
Army TB ; 9-6625-2059-35. OCLC 12086476 


85-20590 
D 101.25:9-6625-2077-35 
Calibration procedure for signal generator SG-1144/U. — Wash- 
ington, DC : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-6625-2077-35) Caption title. “Super- 
sedes TB 9-6625-2077-35, 17 January 1984, including all 
changes”—P. 1. “15 January 1985.” @lItem 329 

1. United States. Army 2. Signal generators — Calibration. 
I. United States. Dept. of the Army. II. Series: Army TB ; 9- 
6625-2077-35. OCLC 12168576 


85-20591 
D 101.25:9-6625-2087-35 
Calibration procedure for digital card tester AN/USM-465A 
(Genrad, model 2225A). — Washington, DC : Headquarters, 
Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 9-6625-2087-35) Caption title. “This 
bulletin supersedes TB 9-6625-2087-35, 12 November 1982”—P. 
1. “3 January 1985.” @lItem 329 

1. United States. Army 2. Calibration. I. United States. 
Dept. of the Army. II. Series: Army TB ; 9-6625-2087-35. 
OCLC 12069721 


85-20592 
D 101.25:11-6625-2402-35/1 

Calibration procedure for sweep generators, AN/USM-308(V), 
AN/USM-308(V)1, AN/USM-308(V)2, and AN/USM-308(V)3, 
including generator subassemblies MX-8333(P)/USM-308(V), 
MX-8364(P)/USM-308(V), and MX-8364A(P)/USM-308(V) 
with electronic test equipment plug-in units ... — Washington, 
D.C. : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Technical bulletin ; TB 11- 
6625-2402-35/1) “PL-1239/USM-308(V), PL-1239A/USM- 
308(V),  PL-1240/USM-308(V),PL-1241/USM-308(V), PL- 
1241A/USM-308(V), PL-1242/USM-308(V), PL-1243/USM- 
308(V), and PL-1304/USM-308(V) and Hewlett Packard sweep 
oscillators, models 8690A and 8690B, including H-P RF plug-in 
units, models 8691A, 8691A OPT 200, 8692A, 8693A, 8693A 
OPT 200, 8693B, 8694A, HO01-8694(option 100), H02- 
8694A(option 200), 8694B, H02-8694B, 8695A, 8696A, 8697A, 
8698A, 8698B, 8699B, and 8707A, and calibrators, K04-8690A 
and 11531A.” “8 May 1973.” @lItem 329 

1. United States. Army 2. Calibration. I. United States. 
Dept. of the Army. II. Title: Sweep generators, AN/USM- 
308(V), AN/USM-308(V)1, AN/USM-308(V)2, and AN/USM- 
308(V)3, including generator subassemblies MX-8333(P)/USM- 
308(V), MX-8364(P)/USM-308(V), and MX-8364A(P)/USM- 
308(V) with electronic test equipment plug-in units ..._ III. 
Series: Army TB ; 11-6625-2402-35/1. OCLC 12069706 





85-20593 
D 101.25:43-0001-26-3 
Equipment improvement report and maintenance digest : TOW 
heavy antitank/assault weapon system (third quarter, CY 1984). 
— Washington, D.C. : Headquarters, Dept. of the Army, 1985- 


1 v. (loose-leaf) ; 28 cm. — (Department of the Army techni- 
cal bulletin ; TB 43-0001-26-3) Cover title. “This bulletin 
automatically expires two years from date of issue.” “October 
1984.” @item 329 

1. United States. Army 2. Antitank weapons — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: TOW heavy antitank/assault weapon 
system. III. Series: Army TB ; 43-0001-26-3. OCLC 12069743 


85-20594 
D 101.25:43-0001-30-3 
Equipment improvement report and maintenance digest : 
DRAGON Medium Antitank/Assault Weapon System (third 
quarter, CY 1984). — [Washington, D.C.] : Headquarters, Dept. 
of the Army, 1985- 

1 v. (loose-leaf) ; 28 cm. — (Department of the Army techni- 
cal bulletin ; TB 43-0001-30-3) Cover title. “This bulletin 
automatically expires two years from date of issue.” “October 
1984.” @Item 329 

1. United States. Army 2. Antitank missiles — Maintenance 
and repair — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Title: DRAGON Medium Antitank/Assault 
Weapon System. III. Series: Army TB ; 43-0001-30-3. OCLC 
12099786 


85-20595 


D 101.25:43-0001-40-2 
Equipment improvement report and maintenance digest (US Army 
Tank-Automotive Command) : commercial automotive equip- 
ment (July thru Dec - 2nd half CY 84). — [Washington, D.C.] : 


Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 43-0001-40-2) Cover title. “This bulle- 
tin and all changes thereto automatically expire two years from 
date of issue of this bulletin.” “1 January 1985.” @Item 329 

1. United States. Army 2. Automobiles — United States — 
Equipment and supplies — Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Title: Commercial automotive 
equipment (July thru Dec - 2nd half CY 84). III. Series: Army 
TB ; 43-0001-40-2. OCLC 12120036 

85-20596 
D 101.25:43-0001-41-3 
Equipment improvement report and maintenance digest (US Army 
Tank-Automotive Command) : construction equipment (July 
thru Sep-3rd qtr CY 84). — [Washington, D.C.] : Headquarters, 
Dept. of the Army, 1985- 

1 v. (loose-leaf) ; 25 cm. — (Department of the Army techni- 
cal bulletin ; TB 43-0001-41-3) Cover title. “This bulletin and 
all changes thereto automatically expire two years from date of 
issue.” “1 October 84.” @lItem 329 

1. United States. po Frage 2. Construction equipment — Main- 
tenance and — Handbooks, manuals, etc. I. United 
States. Dept. of the the Army. II. Title: Construction equipment 
(July thru Sep-3rd qtr CY 84) III. Series: Army TB ; 43-0001- 
41-3. OCLC 12173387 

85-20597 
D 101.25:43-0001-41-4/2 
Equipment improvement report and maintenance digest (US Army 
Tank-Automotive Command) : construction equipment (Oct 
thru Dec - 4th qtr CY 84). — [Washington, D.C.} : Headquar- 
ters, Dept. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 25 cm.— (Department of the Army 

technical bulletin ; TB 43-0001-41-4) Cover title. “This bulle- 


Government Publications — October 1985 


tin and all changes thereto automatically expire two years from 
date of issue of this bulletin.” “1 January 1985.” @lItem 329 

1. United States. Army 2. Construction equipment — United 
States — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Dept. of the Army. II. Title: Construction 
equipment (Oct thru Dec - 4th gtr CY 84). III. Series: Army 
TB ; 43-0001-41-4. OCLC 12120051 


85-20598 
D 101.25:43-0121/2 
Inspection and certification program for radiacmeters (dosimeters) 
IM-90/PD, IM-930/UD, IM-1470/PD, and IM-1850/UD. — 
Washington, DC : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) ; 28 cm. — (Department of the Army techni- 
cal bulletin ; TB 43-0121) Caption title. “This bulletin super- 
sedes TB 43-0121, 1 September 1983”—P. 1. “22 January 
1985.” @lItem 329 

1. United States. Army 2. Dosimeters. I. United States. 
Dept. of the Army. II. Series: Army TB ; 43-0121. OCLC 
12153426 


85-20599 
D 101.25:55-46-1 
Standard characteristics (dimensions, weight, and cube) for trans- 
portability of military vehicles and other outsize/overweight 
equipment (in TOE LIN item number sequence). — [Washing- 
ton, DC] : Headquarters, Dept. of the Army, 1985- 

1 v. (loose-leaf) ; 28 cm. — (Technical bulletin ; TB 55-46-1) 
Cover title. “This bulletin supersedes TB 55-46-1, 1 January 
1984”—P. i. “1 January 1985.” Bibliography: p. C-1 - C-22. 
Chiefly tables. @lItem 329 

1. United States. Army 2. Vehicles, Military — United 
States — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Series: Army TB ; 55-46-1. OCLC 12173573 


85-20600 
D 101.25:750-111 
Calibration procedures for tool kit, guided missile 4935-791-0079, 
torque kit, wrench (spark-proof) 4935-791-0051, and screwdriver 
bit, socket set, torque handle 5120-021-2040. — Washington, 
D.C. : Headquarters, Det. of the Army, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Department of the Army 
technical bulletin ; TB 750-111) Caption title. “This bulletin 
supersedes TB 750-111, March 30 1966”—P. 1. “23 April 
1969.” @Item 329 

1. United States. Army 2. Calibration. I. United States. 
Dept. of the Army. II. Series: Army TB ; 750-111. OCLC 
12069757 


85-20601 
D 101.43/2:664 
Basic facts about Army ROTC. — [Washington, D.C.? : Dept. of 


the Army, 1985] 

[25] p. : col. ill. ; 22 x 10 cm. Cover title. “(March 
1985)”"—P. [4] of cover. “RPI 681A”—P. [4] of cover. 
@ltem 323-A 

1. United States. Army. Reserve Officers’ Training Corps I. 


United States. Dept. of the Army. OCLC 12111630 


85-20602 
D 101.43/2:925 
United States. Army. 

Guide for new soldiers. — [Washington, D.C.? : U.S. Army], 
1985. 

31, [1] p. : ill. (some col.), 1 col. map, 1 form ; 29cm. Cover 
title. “January 1985”—P. [32] “RPI 925”—P. [32] @lItem 
323-A 

1. United States. Army. I. Title. OCLC 12118034 
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85-20603 
D 101.101:102-26 Y 10—V-AA-D(1) 

Satellite communications terminal AN/FSC-78 (V). — Fort 
Gordon, Ga. : U.S. Army Signal Center and Fort Gordon, 
[1984- ] 

v. : ill. ; 28 cm. At head of title: Diagram booklet. “This 
document supports task numbers 113-590-0007, 0012, 0019, 
0022,0030, 0048, 3004, 4011, 4017, 4025, 4027, 4035, 4041, 4062, 
5011, and 5012.” “4 Dec 84.” Contents: v. 1.-2. [Without 
special title]. “102-26Y10/V-AA-D(1)”—Vol. 1. “102-F42/V- 
AA-D(1)”—Vol. 1. @Item 325-B 

1. Artificial satellites in telecommunication. I. US Army 
Signal Center and Fort Gordon. OCLC 11945246 


85-20604 
D 101.108:Ai 7/973-82 
Romijue, John L., 1936- 

From active defense to AirLand Battle : the development of 
Army doctrine, 1973-1982 / by John L. Romjue. — Fort 
Monroe, Va. : Historical Office, U.S. Army Training and Doc- 
trine Command, [1984] 

x, 129 p. : ill., ports. ; 25 cm.— (TRADOC historical mono- 
graph series) “June 1984.” Bibliography: p. 123-125. In- 
cludes index. @lItem 325-B-6 

1. United States. Army 2. Military art and science — United 
States — History — 20th century. 3. Europe— Defenses. I. 
United States. Army Training and Doctrine Command. Histori- 
cal Office. II. Title. III. Series. UA25.R69 1984 85-000960 
355/.00973 €2 19 OCLC 11717199 
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Orders or requests for publications listed below which are not sold 
by the Supt. of Docs. should be sent to the preparing and issuing 
office indicated. Address requests to the U.S. Army Corps of 
Engineers and add the City and State shown. Publications shown 
as initiated and issued by the Chief of Engineers should be ordered 
from Office of the Chief of Engineers, Publications Depot, 890 
Pickett St., Alexandria, Va. 22304. 


85-20605 
D 103.1/2:981/pt.1 

Waterborne commerce of the United States. Part 1, Waterways 
and harbors, Atlantic Coast / compiled under the supervision of 
the Water Resources Support Center, U.S. Army Corps of 
Engineers. [Washington, D.C.?] : Dept. of the Army, Corps of 
Engineers ; Waltham, Mass. : For sale by Division of Engineer, 
U.S. Engineer Division, New England ; New Orleans, La. : For 
sale by District Engineer, U.S. Army Engineer District, New 
Orleans, Division of Engineer, U.S. Engineer Division, New 
England, 424 Trapelo Rd., Waltham, Mass. 02154 District Engi- 
neer, U.S. Army Engineer District, New Orleans, P.O. Box 
60267, New Orleans, La. 70160 


Began with calendar year 1953. “WRSC-WCUS-81-1"— 
Cover. Calendar year 1981. Description based on: Calendar 
year 1979. Vol. for (1980) distributed to depository libraries in 
microfiche. Formerly pt. 2 of: Annual report of the Chief of 
Engineers, U.S. Army, ISSN 0271-3837. @lItem 334 

1. Shipping — Atlantic Coast (U.S.) — Statistics — Periodicals. 
I. United States. Army. Corps of Engineers. II. Water Re- 
sources Support Center (U.S.) Atlantic Coast, waterways and 
harbors. Waterways and harbors. OCLC 09506266 
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85-20606 
D 103.1/2:981/pt.5 
Waterborne commerce of the United States. Part 5, National sum- 

maries / compiled under the supervision of the Water Resources 
Support Center, U.S. Army Corps of Engineers. [Washington, 
D.C.?] : Dept. of the Army, Corps of Engineers ; Waltham, 
Mass. : For sale by U.S. Army Engineer Division, New Eng- 
land ; New Orleans, La. : For sale by U.S. Army Engineer 
District, New Orleans ; San Francisco, Calif. : For sale by U.S. 
Army Engineer District, San Francisco, U.S. Army Engineer 
Division, New England, 424 Trapelo Rd., Waltham, Mass. 
02154 U.S. Army Engineer District, New Orleans, P.O. Box 
60267, New Orleans, La. 70160 U.S. Army Engineer District, 
San Francisco, 211 Main St., San Francisco, Calif. 94105 

v. : map ; 28 cm. 

Annual 

Began with calendar year 1953. “WRSC-WCUS-81-5”— 
Cover. Calendar year 1981. Description based on: Calendar 
year 1979. Vol. for (1980) distributed to depository libraries in 
microfiche. Formerly pt. 2 of: Annual report of the Chief of 
Engineers, U.S. Army, ISSN 0271-3837. @lItem 334 

1. Shipping — United States — Statistics — Periodicals. I. 
United States. Army. Corps of Engineers. II. Water Resources 
Support Center (U.S.) OCLC 09907866 


85-20607 
D 103.2:D 29/870-922 


Johnson, Leland R. 
The Davis Island Lock and Dam, 1870-1922 / Leland R. 
Johnson. — Pittsburgh, Pa. : U.S. Army Engineer District, 1985. 


ix, 170 p. : ill., maps, ports. ; 22 cm. Bibliography: p. 163- 
170. @Item 337 

1. Dams — Pennsylvania — Pittsburgh — History. 2. 
Dams — Ohio River — History. I. United States. Army. Corps 
of Engineers. Pittsburgh District. II. Title. OCLC 12071027 


85-20608 
D 103.6/5:F 51 
Fire support handbook. — Fort Belvoir, Va. : US Army Engineer 
Center and School of Fort Belvoir, 1985. 
1, 108 p. : ill. ; 28 cm. Cover title. 
@ltem 337-B 
1. United States. Army 2. Artillery, Field and mountain — 
United States — Handbooks, manuals, etc. I. US Army Engi- 
neer Center and School of Fort Belvoir. OCLC 12140730 


85-20609 


“February 1985.” 


D 103.6/5:L 46 bk.2 
United States. Army. Corps of Engineers. 

Leadership handbook. — Fort Belvoir, Va. : 
Corps of Engineers, 1985?]- 

v. (loose-leaf) : forms ; 28 cm. Cover title. “Engineer Offi- 
cer Basic Course.” Description based on bk. two. Bibliogra- 
phy: p. A-2-A-3. @Item 337-B 

1. United States. Army 2. Command of troops — Hand- 
books, manuals, etc. 3. Leadership — Handbooks, manuals, etc. 
I. Title. OCLC 12055142 


85-20610 


[U.S. Army 


D 103.6/5:P 56 
A Public affairs guide for Corps photography. — [New York, 

ana : US Army Corps of Engineers, North Atlantic Division, 
1985 

49 p. : ill. (some col.) ; 22 cm. Cover title. 
P. [4] of cover. Includes index. 
cover. @ltem 337-B 

1. Photography, Military. I. United States. Army. Corps of 
Engineers. North Atlantic Division. OCLC 12099752 


“March 1985”— 
“NADP360-1-1”—P. [4] of 





85-20611 
‘D 103.6/5:P 94 
Student pamphlet : project definition and work classification / 
prepared by Facilities Engineering Division, Office of the As- 
sistant Chief of Engineers. — Washington, D.C. : Facilities En- 
gineering Division, Office of the Assistant Chief of Engineers, 
[1985- ] 

1 v. (loose-leaf) ; 28 cm.— (DA pam ; 420-8, Ch. 9) At 
head of title: Facilities Engineering Management Course. “Feb 
1985.” @Item 337-B 

1. United States. Army 2. United States. Army I. United 
States. Army. Office of the Assistant Chief of Engineers. Facili- 
ties Engineering Division. II. Title: Project definition and 
work classification. III. Series. IV. Series: DA pam ; 420-8, 
Ch. 9. OCLC 12173378 


85-20612 
D 103.8:8/4 
The Ports of Philadelphia, PA, Camden, NJ, Wilmington, DE, 
and ports on Delaware River / prepared by the Water Re- 
sources Support Center, U.S. Army Corps of Engineers. — Rev. 
1984. — [Fort Belvoir, Va?] : The Corps : For sale by the 
Center, 1984. 
vi, 138 p. : ill., maps (some col.) ; 26 cm. — (Port series ; no. 
8) Seven maps on folded leaves in pocket. @lItem 340 
1. Harbors — Pennsylvania. 2. Harbors—New Jersey. 3. 
Harbors -— Delaware. 4. Philadelphia (Pa.)— Harbor. 5. 
Camden (N.J.)— Harbor. 6. Wilmington (Del.)— Harbor. I. 
Water Resources Support Center (U.S.) II. United States. 
Army. Corps of Engineers. III. Series: Port series (United 
States. Army. Corps of Engineers) ; no. 8. OCLC 12116533 


85-20613 
D 103.20/6:0371 
Brown, Jane M. 

Analysis of edge detection algorithms on DIAL / Jane M. 
Brown. — Fort Belvoir, Va. : US Army Corps of Engineers, 
Engineer Topographic Laboratories, 1985. 

vi, 31 p. : ill. ; 28 cm. Research note. Cover title. “Janu- 
ary 1985.” Includes bibliographical references. Project No.: 
4A762707A855, B, 0026. @Item 334-A-28 STRN: ETL-0371 

1. Military topography — United States. 2. Topological alge- 
bras. 3. Algorithms. I. U.S. Army Engineer Topographic 
Laboratories. II. Title. OCLC 12069727 


85-20614 
D 103.24/2:CERC-84-3 
Bottin, Robert R. 

Barcelona Harbor, New York design for harbor improve- 
ments : hydraulic model investigation / by Robert R. Bottin, 
Jr. — Buffalo, N.Y. : U.S. Army Engineer District, Buffalo ; 
(Springfield, Va. : National Technical Information Service, dis- 
tributor], 1984. 

1 v. (various pagings) : ill., maps ; 28 cm.— (Technical 
report ; CERC-84-3) Final report. Cover title. Distributed 
to depository libraries in microfiche. “August 1984.” Bibliog- 
raphy: p. 35. @lItem 334-A-16 (microfiche) 

1. Harbors— New York (State) — Westfield. — Models. 2. 
Hydraulic models. I. United States. Army. Corps of Engineers. 
Buffalo District. II. Title. III. Series: Technical report 
(Coastal Engineering Research Center) ; no. CERC-84-3. 
OCLC 11505254 


85-20615 
D 103.33/12:84-27 
Arcone, Steven A. 

Radar investigations above the trans-Alaska pipeline near 
Fairbanks / Steven A. Arcone and Allan J. Delaney. — [Hano- 
ver, N.H.] : US Army Corps of Engineers, Cold Regions Re- 
search & Engineering Laboratory, [1984] 
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iii, 15 p. : ill. ; 28 cm.— (CRREL report ; 84-27) Distribut- 
ed to depository libraries in microfiche. “October 1984.” Bib- 
liography: p. 10-11. Office of the Chief of Engineers. Project 
No.: DA Project 4A762730AT42, Task D, Work Unit 011. 
@ltem 335-B (microfiche) 

1. Pipe lines — Alaska. 2. Radar. I. Delaney, Allan J. II. 
U.S. Army Cold Regions Research and Engineering Laborato- 
ry. III. Title. IV. Series. OCLC 11731787 


85-20616 


D 103.33/12:84-28 


Itagaki, Kazuhiko. 


Polyethylene glycol as an ice control coating / Kazuhiko 
Itagaki. — [Hanover, N.H.] : US Army Corps of Engineers, 
Cold Regions Research & Engineering Laboratory, [1984] 

ii, 11 p. : ill. ; 28 cm.— (CRREL report ; 84-28) Distributed 
to depository libraries in microfiche. “December 1984.” Bib- 
liography: p. 9. Contract No.: MPIR FY76 168200394. Project 
No.: DA project 4A161102AT24, Task C, Scientific effort 01, 
002. @Item 335-B (microfiche) 

1. Polyethylene. 2. Ice prevention. 3. Glycols. 4. Cold Te- 
gions. I. U.S. Army Cold Regions Research and 
Laboratory. II. Title. III. Series. OCLC 11895978 


85-20617 


D 103.33/12:84-32 


Reid, John R. (John Reynolds), 1933- 


Shoreline erosion processes, Orwell Lake, Minnesota / John 
R. Reid. — [Hanover, N.H.] : US Army Corps of Engineers, 
Cold Regions Research & Engineering Laboratory, 1985. 

ix, 101 p. : ill. ; 28 cm. — (CRREL report ; 84-32) “Univer- 
sity of North Dakota”—Rept. doc. p. Distributed to deposito- 
ry libraries in microfiche. “December 1984.” Bibliography: p. 
54-56. Prepared for Office of the Chief of Engineers. Project 
No.: CWIS 31568. @Item 335-B (microfiche) 

1. Beach erosion — Minnesota — Orwell Lake. 2. Cold re- 
gions. 3. Shore-lines — Minnesota — Orwell Lake. 4. Orwell 
Lake (Minn.) I. U.S. Army Cold Regions Research and Engi- 
neering Laboratory. II. University of North Dakota. III. 
Title. IV. Series. OCLC 11853955 


85-20618 
Sodhi, D. S. 


D 103.33/12:84-33 


Ice forces on rigid, vertical, cylindrical structures / Devinder 
S. Sodhi and Carl E. Morris. —[Hanover, N.H.] : US Army 
Corps of Engineers, Cold Regions Research & Engineering 
Laboratory, [1984] 

vi, 36 p. : ill. ; 28 cm.— (CRREL report ; 84-33) Distribut- 
ed to depository libraries in microfiche. “December 1984.” 
Bibliography: p. 29-30. Prepared for Office of the Chief of 
Engineers. Project No.: CWIS 31723. @ltem 335-B (micro- 
fiche) 

1. Ice. 2. Cold regions. 3. Piling (Civil engineering) — Cold 
weather conditions. I. Morris, Carl E. II. U.S. Army Cold 
Regions Research and Engineering Laboratory. Ill. Title. 
IV. Series. OCLC 11854107 


85-20619 


D 103.53:M-85/02 


Improved ceramic anodes for corrosion protection / by J.H. Boy 


.. {et al.]. — Champaign, Ill. : US Army Corps of Engineers, 
Construction Engineering Research Laboratory ; [Springfield, 
VA : National Technical Information Service, distributor, 1984] 


18 p. : ill, 1 form ; 28 cm.— (Technical report ; M-85/02) 
Final. Cover title. “Corrosion mitigation in civil works 
projects.” Distributed to depository libraries in microfiche. 
“November 1984.” Bibliography: p. 18. Project No.: CWIS 
31204. @ltem 335-A (microfiche) 
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1. Corrosion and anti-corrosives. 2. Cathodic protection. I. 
Boy, J. H. II. Construction Engineering Research Laboratory. 
Ill. Series: Technical report (Construction Engineering Re- 
search Laboratory) ; M-85/02. OCLC 11663342 


85-20620 
D 103.53:M-85/04 
Solverson, S. C. 

Development of a railroad track maintenance management 
system for Army installations : initial decision report / by S.C. 
Solverson, M.Y. Shahin, D.R. Burns. — Champaign, Ill. : US 
Army Corps of Engineers, Construction Engineering Research 
Laboratory ; [Springfield, VA : National Technical Information 
Service, distributor, 1984] 

23 p. : ill, 1 form ; 28 cm.— (Technical report ; M-85/04) 
Final. Cover title. “Railroad maintenance management 
system.” Distributed to depository libraries in microfiche. 
“November 1984.” Bibliography: p. 20. Project No.: 
4A762731AT41-C-042. @ltem 335-A (microfiche) 

1. Railroads— United States —Track— Maintenance and 
repair. I. Shahin, Mohamed Y. II. Burns, D. R. III. Con- 
struction Engineering Research Laboratory. IV. Title. V. 
Series: Technical report (Construction Engineering Research 
Laboratory) ; M-85/04. OCLC 11663221 


85-20621 
D 103.53:M-347 
Segan, E. G. (Ellen G.) 

Investigation of tri-service heat distribution systems / by 
Ellen G. Segan, Ching-Ping Chen.— Champaign, Ill. : US 
Army Corps of Engineers, Construction Engineering Research 
Laboratory ; [Springfield, VA : National Technical Information 
Service, distributor, 1984] 

xi, 164 p. : ill. ; 28 cm.— (Technical report ; M-347) Final. 
Cover title. Distributed to depository libraries in microfiche. 
“June 1984.” Includes bibliographical references. Project 
No.: 4A162781AT45-B-011. @lItem 335-A (microfiche) 

1. Heating-pipes — Evaluation. 2. Steam-pipes — Evaluation. 
3. Heat — Transmission. I. Chen, Ching-Ping. II. Construc- 
tion Engineering Research Laboratory. III. Title. IV. Series: 
Technical report (Construction Engineering Research Laborato- 
ry) ; M-347. OCLC 11180701 


85-20622 
D 103.53:P-146/2 
O’Connor, M. J. (Michael J.), 1945- 

Microcomputer selection guide for construction field offices / 
by Michael J. O’Connor, Timothy A. Kruppenbacher, Glenn E. 
Colwell. — Updated ed. — Champaign, Ill. : US Army Corps of 
Engineers, Construction Engineering Research Laboratory ; 
[Springfield, Va. : National Technical Information Service, dis- 
tributor, 1984] 

131 p. : ill., forms ; 28 cm. — (Technical report ; P-146 (rev.)) 
Final. Cover title. “Area Engineer Decision Support 
System.” Distributed to depository libraries in microfiche. 
“September 1984.” Includes bibliographical references and 
index. Project No.: 4A162731AT41-B-037. @lItem 335-A 
(microfiche) 

1. United States. Army 2. Microcomputers. I. Kruppen- 
bacher, Timothy A. II. Colwell, G. E. (Glenn E.) III. Con- 
struction Engineering Research Laboratory. IV. Title. V. 
Series: Technical report (Construction Engineering Research 
Laboratory) ; P-146 (rev.) OCLC 11272211 
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85-20623 


D 103.53:P-165 


AFCS climatic zone labor adjustment factors / by Roger L. 


Brauer ... [et al.].— Champaign, Ill. : US Army Corps of Engi- 
neers, Construction Engineering Research Laboratory ; [Spring- 
field, VA : Available from National Technical Information 
Service, 1984] 

38 p. : ill. ; 28 cm.— (Technical report ; P-165) Final. 
Cover title. Distributed to depository libraries in microfiche. 
“August 1984.” Bibliography: p. 23-24. Contract No.: IAO 
E87830111. @ltem 335-A (microfiche) 

1. Construction industry — Labor productivity. 2. Climatic 
zones. I. Brauer, Roger L. II. Construction Engineering Re- 
search Laboratory. III. Series: Technical report (Construction 
Engineering Research Laboratory) ; P-165. OCLC 11225056 


85-20624 


D 103.53:P-167 


Office automation : Office of the Assistant Chief of Engineers / by 


Roger L. Lapp. — Champaign, Ill. : US Army Corps of Engi- 
neers, Construction Engineering Research Laboratory ; [Spring- 
field, VA : Available from National Technical Information 
Service, 1984] 

85 p. : ill. ; 28 cm.— (Technical report ; P-167) Final. 
Cover title. Distributed to depository libraries in microfiche. 
“September 1984.” “Military Construction Program Manage- 
ment/Decision Support System.” Project No.: 
4A162731AT41-A-063. @Item 335-A (microfiche) 

1. United States. Army. Corps of Engineers. 2. Office prac- 
tice — Automation. I. Lapp, Roger L. II. Construction Engi- 
neering Research Laboratory. III. Series: Technical report 
(Construction Engineering Research Laboratory) ; P-167. 
OCLC 11231475 


85-20625 


Hittle, D. (Douglas) 


D 103.53/7:E-197 


Summary of USA-CERL research on control of heating, ven- 
tilating, and air-conditioning systems / by Douglas C. Hittle, 
David L. Johnson. — Champaign, Ill. : US Army Corps of En- 
gineers, Construction Engineering Research Laboratory ; 
[Springfield, VA : National Technical Information Service, dis- 
tributor, 1984] 

17 p. : ill. ; 28 cm. — (Special report ; E-197) Final. Cover 
title. “Retrofit control systems for energy conservation.” Dis- 
tributed to depository libraries in microfiche. “July 1984.” 
Includes bibliographical references. Contract No.: IAO DE- 
AI02-83CE30802, Project No.: 4A762781AT45-B-002. @Item 
335-A (microfiche) 

1. Heating — Control — United States. 2. Ventilation — Con- 
trol — United States. 3. Air conditioning — Control — United 
States. I. Johnson, D. L. (David Leroy), 1947- II. Construc- 
tion Engineering Research Laboratory. III. Title. IV. Series: 
Special report (Construction Engineering Research Laboratory) 
; E-197. OCLC 11195919 


85-20626 


D 103.53/7:M-360 


Lampo, R. (Richard) 


Review of siding materials for turnkey procurement of Army 
family housing / by Richard Lampo. — Champaign, Ill. : US 
Army Corps of Engineers, Construction Engineering Research 
Laboratory ; [Springfield, Va. : National Technical Information 
Service, distributor, 1984] 

48 p. : ill. ; 28 cm.— (Special report ; M-360) Final. 
Cover title. Distributed to depository libraries in microfiche. 
“September 1984.” Contract No.: (FAD) 2-270. @lItem 335- 
A (microfiche) 





1. Siding (Building materials) 1. Construction Engineering 
Research Laboratory. II. Title. III. Series: Special report 
(Construction Engireering Research Laboratory ; M-360. 
OCLC 11455873 


85-20627 


D 103.62:H 21/2/final 

Dredging & dredged material disposal, Harbor Beach Harbor, 
Huron County, Michigan / prepared by U.S. Army Engineer 
District. — Detroit, Mich. : The District, [1981] 

1 v. (various pagings) : maps ; 28 cm. Cover title: Harbor 
Beach Harbor, dredging & dredged material disposal, Huron 
County, Michigan. “The Detroit Edison Company permit ap- 
plication (process no. 792253C) and Corps of Engineers’ Mainte- 
nance Operations.” Distributed to depository libraries in 
microfiche. “December 1981.” Bibliography: p. 86-88. In- 
cludes index. @lItem 334-A-13 (microfiche) 

1. Dredging — Michigan— Harbor Beach. 2. Dredging 
spoil — Michigan — Harbor Beach. I. United States. Army. 
Corps of Engineers. Detroit District. II. Title: Dredging and 
dredged material disposal, Harbor Beach Harbor, Huron 
County, Michigan. III. Title: Harbor Beach Harbor, dredging 
& dredged material disposal, Huron County, Michigan. OCLC 
12095449 


85-20628 


D 103.62:Sa 1/3/draft 

Upper Saginaw River diked disposal area at Crow Island, Bay 
County, Michigan : letter report / prepared by U.S. Army 
Engineer District.— Rev. Oct. 1984.— Detroit, Mich. : The 
District, 1984- 

1 v. (loose-leaf) : ill, maps ; 28 cm. Cover title: Upper 
Saginaw River diked disposal facility at Crow Island State 
Game Area, Saginaw and Bay Counties, Michigan. “Letter 
report and draft environmental impact statement”—Cover. 
Distributed to depository libraries in microfiche. “July 1984.” 
“November 1984”—Cover. Bibliography: p. 1 (first grouping). 
@ltem 334-A-13 (microfiche) 

1. Dredging — Michigan—Bay County. 2. Dredging 
spoil — Michigan — Bay County. 3. Dikes (Engineering) — 
Michigan — Bay County. I. United States. Army. Corps of 
Engineers. Detroit District. II. Title: Upper Saginaw River 
diked disposal facility at Crow Island State Game Area, Sagi- 
naw and Bay Counties, Michigan. OCLC 12140710 


ARMY MEDICAL DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


85-20629 


D 104.6/2:AL 5/985/v.1-2 
Allergy-clinical immunology specialist course : training manual. 
— [4th ed., Apr. 1985].—[Washington, D.C. : Dept. of the 
Army, Walter Reed Army Medical Center], 1985- 

2 v. (loose-leaf) : ill., forms ; 28cm. Cover title. “February 
1985”—Vol. 1. @Item 351-C 

1. United States. Army 2. Allergy — Handbooks, manuals, 
etc. 3. Immunology — Handbooks, manuals, etc. I. Walter 
Reed Army Medical Center. OCLC 12057563 


85-20630 


D 104.31/2:BE 1-200-006 
Burdick EK-5A / Department of the Army, Academy of Health 
Sciences, United States Army. — Aurora, Colo. : U.S. Army 
Medical Equipment and Optical School, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm.— (Text pamphlet ; BE1-200- 
006) @ltem 352-J 

1. Medical instruments and apparatus — Handbooks, manuals, 
etc. I. Academy of Health Sciences. II. United States Army 
Medical Equipment and Optical School. III. Series: Text pam- 
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phlet (United States Army Medical Equipment and Optical 
School) ; BE 1-200-006. OCLC 12095344 


ARMY COMMAND AND GENERAL STAFF 
COLLEGE 
Defense Dept. 
Fort Leavenworth, KS 66627 


85-20631 
D 110.11:2 
House, Jonathan M. (Jonathan Mallory), 1950- 

Toward combined arms warfare : a survey of 20th-century 
tactics, doctrine, and organization / by Jonathan M. House. — 
Fort Leavenworth, KS : U.S. Army Command ‘and General 
Staff College ; Washington, D.C. : For sale by the Supt. of 
Docs., U.S. G.P.O., 1985. 

v, 231 p. : ill. ; 28 cm. — (Research survey / Combat Studies 
Institute ; no. 2) “Combat Studies Institute.” “August 1984.” 
Bibliography: p. 207-231. @lItem 359-C S/N 008-020-01016-2 
@ GPO $7.50 

1. Tactics — History — 20th century. 2. Armies — Organiza- 
tion — History — 20th century. 3. Military art and science — 
History — 20th century. 4. Military history, Modern — 20th 
century. I. United States Army Command and General Staff 
College. Combat Studies Institute. II. Title. III. Series: Re- 
search survey (U.S. Army Command and General Staff College. 
Combat Studies Institute) ; no. 2. 85-000072 OCLC 11650157 


85-20632 
D 110.11:4 
Glantz, David M. 

The Soviet airborne experience / by David M. Glantz. — 
Fort Leavenworth, KS : Combat Studies Institute, U.S. Army 
Command and General Staff College, 1985. 

xii, 235 p. : maps (some col.) ; 28 cm. — (Research survey ; 
no. 4) “November 1984.” Bibliography: p. 197-211. @lItem 
359-C 

1. Soviet Union. Raboche-Krestianskaia Krasnaia Armiia 2. 
Soviet Union. Raboche-Krestianskaia Krasnaia Armiia 3. 
World War, 1939-1945 — Aerial operations, Russian. I. United 
States Army Command and General Staff College. Combat 
Studies Institute. II. Title. III. Series: Research survey (U.S. 
Army Command and General Staff College. Combat Studies 
Institute) ; no. 4. UD485.S65G53 1985 84-028536 356/.166/ 
0947 ¢2 19 OCLC 11532537 


NAVY DEPARTMENT 
Defense Dept. 
Washington, DC 20350 


85-20633 
D 201.2:Ac 7 
High-resolution spatial processing in underwater acoustics / edited 
by Ronald A. Wagstaff, Arthur B. Baggeroer.— NSTL, Miss. : 
Naval Ocean Research and Development Activity, 1985. 
xi, 431 p. : ill. ; 28 cm. Includes bibliographies. @Item 370 
1. Underwater acoustics— United States — Congresses. 2. 
Sonar — Congresses. 3. Signal processing — Congresses. I. 
Wagstaff, Ronald A. II. Baggeroer, Arthur B. III. United 
States. Naval Ocean Research and Development Activity. 
OCLC 11981255 


85-20634 
D 201.2:P 96 
Job program I for lesson topic 2.7 : publication maintenance. — 
[Washington, D.C.? : Navy Dept.], 1985. 
1 v. (various pagings) : forms ; 28 cm. @lItem 370 
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Navy Department — Defense Dept. 


1. United States. Navy 2. Technical publishing — United 
States — Handbooks, manuals, etc. I. United States. Navy 
Dept. II. Title: Publication maintenance. OCLC 12095700 


85-20635 
D 201.31:E-108 
Basic electricity and electronics student handout no. 201 : summa- 
ries progress checks for modules 20, lessons 1-5. — [Washing- 
ton, D.C.? : Navy Dept.], 1984- 
:ill.; 28cm. “June 1984.” “CNTT-E-108.” 


. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12086453 


85-20636 
D 201.31:E-109 
Basic electricity and electronics student handout no. 202 : summa- 
ries progress checks for modules 20 lessons 6&7, 20T lesson 1, 
21 lesson 1. — [Washington, D.C.? : Navy Dept.}, 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-109.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12086368 
85-20637 
D 201.31:E-110 
Basic electricity and electronics student handout no. 203 : summa- 
ries progress checks for modules 21, lessons 2, 3, & 4. — 
[Washington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-110.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12119424 
85-20638 
D 201.31:E-111 
Basic electricity and electronics student handout no. 204 : summa- 
ries progress checks for modules 21, lessons 5, 5-1, 5-2. — 


[Washington, D.C.? : Navy Dept.], 1984- 


1 v. (loose-leaf) : ill. ; 28 cm. 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12086460 
85-20639 


“June 1984.” “CNTT-E-111.” 


D 201.31:E-112 
Basic electricity and electronics student handout no. 205 : summa- 
ries progress checks for modules 21T, lessons 1&2. — [Wash- 
ington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-112.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in mili 


itary engineering. I. 
United States. Navy Dept. OCLC 12119291 
85-20640 


D 201.31:E-113 
Basic electricity and electronics student handout no. 206 : summa- 
ries progress checks for modules 22, lessons 1, 2&3. — [Wash- 
ington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-113.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12086455 
85-20641 
D 201.31:E-114 
Basic electricity and electronics student handout no. 207 : summa- 
ries progress checks for modules 22, lesson 4. — [Washington, 
D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28 cm. 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12136971 
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“June 1984.” “CNTT-E-114.” 


85-20642 
D 201.31:E-115 
Basic electricity and electronics student handout no. 208 : summa- 
ries progress checks for modules 23, lessons 1&2. — [Washing- 
ton, D.C.? : Navy Dept.], 1984- 
1 v. Goose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-115.” 


Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12086452 


85-20643 
D 201.31:E-116 
Basic electricity and electronics student handout no. 209 : summa- 
ries progress checks for modules 23, lesson 3. — [Washington, 
D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-116.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12136964 


85-20644 
D 201.31:E-117 
Basic electricity and electronics student handout no. 210 : summa- 
ries progress checks for modules 24, lesson 1. — [Washington, 
D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-117.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military 
United States. Navy Dept. OCLC 12136959 


85-20645 


engineering. I. 


D 201.31:E-119 
Basic electricity and electronics student handout no. 212 : summa- 

ries progress checks for modules 25, lessons 1&2. — [Washing- 
ton, D.C.? : Navy Dept.], 1984- 

1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-119.” 
@ltem 370-A-1 

1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12086449 


85-20646 
D 201.31:E-138 
Basic electricity and electronics student handout no. 301 : summa- 
ry progress check and job program for module 30-1. — [Wash- 
ington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28 cm. “June 1984.” “CNTT-E-138.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12099796 


85-20647 
D 201.31:E-139 
Basic electricity and electronics student handout no. 302 : summa- 
ry progress check and job program for module 30-2. — [Wash- 
ington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-139.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12119341 


85-20648 
D 201.31:E-140 
Basic electricity and electronics student handout no. 303 : summa- 
ries progress checks and job programs for modules 30-2A & 30- 
3. — [Washington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-140.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12119520 





85-20649 
D 201.31:E-141 
Basic electricity and electronics student handout no. 304 : summa- 
ries progress checks for modules 30-4 to 31-1. — [Washington, 
D.C.? : Navy Dept.], 1984- 
1 v. (oose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-141.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12119594 


85-20650 
D 201.31:E-142 
Basic electricity and electronics student handout no. 305 : summa- 
ry progress check and job program for module 31-2. — [Wash- 
ington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-142.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12119583 


85-20651 
D 201.31:E-143 
Basic electricity and electronics student handout no. 306 : summa- 
ry progress checks and job program for module 31-3. — [Wash- 
ington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-143.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12119431 


85-20652 
D 201.31:E-144 
Basic electricity and electronics student handout no. 307 : summa- 
ry progress check and job program for module 31-4. — [Wash- 
ington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-144.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12136942 


85-20653 
D 201.31:E-145 
Basic electricity and electronics student handout no. 308 : summa- 
ry progress check and job program for module 32-1. — [Wash- 
ington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-145.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12119307 


85-20654 
D 201.31:E-146 
Basic electricity and electronics student handout no. 309 : summa- 
ry, progress check and job program for module 32-2. — [Wash- 
ington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-146.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12168588 
85-20655 
D 201.31:E-147 
Basic electricity and electronics student handout no. 310 : summa- 
ries progress checks and job programs for modules 32-3 & 32-4. 
— [Washington, D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-147.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12136952 
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85-20656 
D 201.31:E-149 
Basic electricity and electronics student handout no. 312 : summa- 
ries progress checks for modules 33-4 & 34-1. — [Washington, 
D.C.? : Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-149.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12136946 


85-20657 
D 201.31:E-150 
Basic electricity and electronics student handout no. 313 : summa- 
ry, progress check for modules 34-2. —[Washington, D.C.? : 
Navy Dept.], 1984- 
1 v. (loose-leaf) : ill. ; 28cm. “June 1984.” “CNTT-E-150.” 
@ltem 370-A-1 
1. Electricity. 2. Electronics in military engineering. I. 
United States. Navy Dept. OCLC 12140736 


85-20658 
D 201.31:M 640 PAT 
Microwave amplifiers, AB-4-1-16A : programmed instruction. — 
[Millington, Tenn.?] : Naval Technical Training Command, 
1984. 
i, 24 p.: ill. ; 28cm. “For training purposes only.” Bibliog- 
raphy: p. 20. “CNTT-M640 PAT.” @Item 370-A-1 
1. Microwave amplifiers— Programmed instruction. I. 
United States. Naval Technical Training Command. OCLC 
12095722 


85-20659 
D 201.31:M 691 PAT 
Resonant cavities : programmed instruction. — [Millin 
Tenn.?] : Naval Technical Training Command, 1985. 
i, 31 p. : ill, forms ; 28 cm. “For training purposes only.” 
Bibliography: p. 27. “CNTT-M691 PAT.” @ltem 370-A-1 
1. Cavity resonators — Programmed instruction. I. United 
States. Naval Technical Training Command. OCLC 12096085 


85-20660 
D 201.31:M 1109/unit 5/v.2/mod.4-6/rev.7-81 
Avionics technician course, class Al, C-100-2013. Unit 5, Progress 
check booklet. Volume II, Modules 4, 5, & 6 / prepared by 
Naval Air Technical Training Center, Naval Air Station Mem- 
phis. — Rev (7-81) — Millington, Tenn. : The Center, 1975 (1985 
printing) 
1 v. (loose-leaf) : ill. ; 28cm. “CNTT-M1109.” @Item 370- 
A-1 
1. United States. Navy 2. United States. Navy I. Naval Air 
Technical Training Center (Naval Air Station Memphis, Tenn.) 
OCLC 12172131 


85-20661 
D 201.31:M 1634/unit 1 
Student’s guide for aviation structural mechanic E (safety equip- 
ment) course, class Al, C-602-2015. Unit 1, Indoctrination and 
introduction / prepared by Naval Air Technical Training 
Center ; prepared for Chief of Naval Technical Training. — 
[Millington, Tenn.?] : The Chief, 1985- 
1 v. (loose-leaf) : forms ; 28 cm. “August 1983.” Bibliogra- 
phy: p. 25. “CNTT-M1634.” @lItem 370-A-1 
1. United States. Navy 2. Aviation mechanics (Persons) — 
United States. I. Naval Air Technical Training Center (Naval 
Air Station Memphis, Tenn.) II. United States. Naval Educa- 
tion and Training Support Command. Chief of Naval Technical 
Training. III. Title: Aviation structural mechanic E (safety 
equipment) course, class Al, C-602-2015. OCLC 12095692 
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85-20662 
D 201.31:M 1702/uznit 2 
Assignment book for advanced first-term avionics course class Al 
C-100-2010 : unit II / prepared by Naval Air Technical Train- 
ing Center ; prepared for Chief of Naval Technical Training. — 
illi Tenn. : The Chief, 1985- 
1 v. (loose-leaf) : ill. ; 28 cm. “November 1984.” “CNTT- 
M1702.” @lItem 370-A-1 
1. United States. Navy 2. Electronics in aeronautics — 
Handbooks, manuals, etc. I. Naval Air Technical Training 
Center (Naval Air Station Memphis, Tenn.) II. United States. 
Naval Education and Training Support Command. Chief of 
Naval Technical Training. III. Title: Advanced first-term avi- 
onics course. OCLC 12095316 


85-20663 
D 201.31/2:M 160 PAT 
Accelerometers, Q-6A : programmed instruction. — [Millington, 
Tenn.?] : Naval Technical Training Command, 1985. 
i, 32 p. : ill, forms ; 28cm. “CNATT-M160 PAT.” @lItem 
370-A-1 
1. Accelerometers — Programmed instruction. I. United 
States. Naval Technical Training Command. OCLC 12095719 


85-20664 
D 201.31/2:M 199 (rev. 9-71) PAT 
Infrared radiation : programmed instruction. — Rev. 9-71.— 
[Millington, Tenn.?] : Naval Air Technical Training Command, 
1971 (1985 printing) 
iii, 44 p. : ill., forms ; 28 cm. “AB-1-2-14.” “CNATT-M199 
(Rev. 9-71) PAT.” @lItem 370-A-1 
1. Infrared rays. 2. Infrared radiation. I. United States. 
Naval Air Technical Training Command. OCLC 12172133 


MEDICINE AND SURGERY BUREAU (NAVY) 
Defense Dept. 
Washington, DC 20350 


85-20665 
D 206.10:958 
Rogers, William H. 

Comparison of abbreviation methods : measures of preference 
and decoding performance / by William H. Rogers and George 
Moeller. — Groton, Conn. : Naval Submarine Medical Research 
Laboratory, [1984] 

ii, p. [49]-59 : ill. ; 28 cm.— (Report ; no. 958) Interim 
report. Reprinted from Human Factors, 1984 26(1). Distribut- 
ed to depository libraries in microfiche. “April 1984.” Bibli- 
ography: p. 59. Naval Medical Research and Development 
Command. Project No.: M0100.PN 001-1009. @lItem 385-C 
(microfiche) 

1. Human information processing. I. Moeller, George. II. 
Naval Submarine Medical Research Laboratory. III. Title. 
IV. Series: Report (Naval Submarine Medical Research Labora- 
tory) ; no. 958. OCLC 12095828 


85-20666 
D 206.10:1007 
Laxar, Kevin. 

Flicker-photometric spectral sensitivity in the presence of 
chromatic surrounds / by Kevin Laxar and Daniel Kass and 
B.R. Wooten. — Groton, Conn. : Naval Submarine Medical Re- 
search Laboratory, [1984] 

ii, p. [888]-892 : ill. ; 28 cm.— (Report ; no. 1007) Interim 
report. Reprinted from Journal of the Optical Society of 
America, vol. 1. Distributed to depository libraries in micro- 
fiche. “August 1984.” Bibliography: p. 891-892. Naval Med- 
ical Rsch & Dev. Command. Project No.: M0100.001-1015. 
@ltem 385-C (microfiche) 

1. Color vision — United States. 2. Flicker fusion. I. Kass, 
Daniel. II. Wooten, B. R. (Billy Rex) III. Naval Submarine 
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Medical Research Laboratory. IV. Title. V. Series: Report 
(Naval Submarine Medical Research Laboratory) ; no. 1007. 
OCLC 12095762 


85-20667 


D 206.10:1015 


Rogers, William H. 


Manual performance in the cold with gloves and bare hands / 
by William H. Rogers and Ernest M. Noddin. — Groton, Conn. 
: Naval Submarine Medical Research Laboratory, [1984] 

13 p. : ill. ; 28 cm.— (NSMRL report ; no. 1015) Interim 
report. Reprinted from Perceptual and motor skills, 1984. 
Distributed to depository libraries in microfiche. “July 1984.” 
Bibliography: p. 13. Naval Medical Research and Develop- 
ment Command, Naval Medical Command, National Capital 
Region. Project No.: MR041.01.06A-0003. @Item 385-C 
(microfiche) 

1. Cold — Physiological effect. I. Noddin, E. M. II. Naval 
Submarine Medical Research Laboratory. III. Title. IV. 
Series: Report (Naval Submarine Medical Research Laboratory) 
;no. 1015. OCLC 12095340 


85-20668 


D 206.10:1029 


Luria, S. M. (Saul Martin), 1929- 


Leakage into the Navy oxygen breathing apparatus when 
worn over spectacles / by S.M. Luria, J.H. Dougherty. — 
Groton, Conn. : Naval Submarine Medical Research Laborato- 
ry, [1984] 

iii, 7 p. : ill. ; 28 cm.— (Report ; no. 1029) Interim report. 
Distributed to depository libraries in microfiche. ‘“7 September 
1984”—Cover. Bibliography: p. 7. Naval Medical Rsch & 
Dev. Command. Project No.: M0100.001-1020. @Item 385-C 
(microfiche) 

1. Gas masks. I. Dougherty, J. H. (James H.) II. Naval 
Submarine Medical Research Laboratory. III. Title. IV. 
Series: Report (Naval Submarine Medical Research Laboratory) 
; no. 1029. OCLC 12095774 


85-20669 


D 206.10:1031 


Luria, S. M. (Saul Martin), 1929- 


Individual differences in chromatic brightness matching / by 
S.M. Luria, David F. Neri. — Groton, Conn. : Naval Submarine 
Medical Research Laboratory, [1984] 

iii, 12 p. : ill. ; 28 cm.— (Report ; no. 1031) Interim report. 
Distributed to depository libraries in microfiche. “3 October 
1984”—Cover. Bibliography: p. 11-12. Naval Medical Re- 
search and Development Command. Project No.: 65856N, 
Project No.: M0100.001-1019. @lItem 385-C (microfiche) 

1. Color vision — United States. 2. Colorimetric analysis. I. 
Neri, David F. II. Naval Submarine Medical Research Labora- 
tory. III. Title. IV. Series: Report (Naval Submarine Medical 
Research Laboratory) ; no. 1031. OCLC 12095819 


NAVAL EDUCATION AND TRAINING 
COMMAND 
Defense Dept. 
Pensacola, FL 32508 


85-20670 


D 207.208:P 45/985/inst. 


Instructor’s guide : Petty Officer indoctrination course. — [1981, 


rev. 1985]. — [Pensacola, Fla. : Naval Education and Training, 
Program Development Center], 1985- 

1 v. (loose-leaf) : forms ; 21 x 28 cm. Cover title. “NA- 
VEDTRA 10821-B.” @lItem 404-A-2 





1. United States. Navy 2. United States. Navy I. United 
States. Chief of Naval Education and Training. OCLC 
12055126 


85-20671 
D 207.208/3:43115-8 A 
United States. Chief of Naval Education and Training. 

Personnel qualification standard for FF-1040 class engineer- 
ing, qualification section 8 electrical. —[Washington, D.C.?] : 
Chief of Naval Education and Training, 1985- 

1 v. (loose-leaf) : forms ; 28 cm. Cover title. 
1984.” “NAVEDTRA 
@ltem 404 

1. United States. Navy 2. Marine engineering — Handbooks, 
manuals, etc. I. Title. OCLC 12055134 


85-20672 


“November 
43115-8A.” “0501-LP-221-1573.” 


D 207.208/3:43355-5 A 
Personnel qualification standard for radio communications qualifi- 
cation section 5 (common). — [Washington, D.C.?] : Chief of 
Naval Education and Training, 1985- 

1 v. (loose-leaf) : forms ; 28 cm. Cover title. 
1985.” “NAVEDTRA 43355-5A.” 
@ltem 404 

1. United States. Navy 2. Communications, Military. I. 
United States. Chief of Naval Education and Training. II. 
Title. III. Title: Radio communications qualification section 5 
(common) OCLC 12076112 


“January 
“0501-LP-223-0525.” 


NAVAL MILITARY PERSONNEL COMMAND 
Defense Dept. 
Washington, DC 20370 


85-20673 
D 208.23: P 13 
Martin, H. Lawrence. 

Sea padres : some chaplains of “the old Navy” / H. Law- 
rence Martin, Timothy J. Demy. —[Washington, D.C.? : U.S. 
Naval Military Personnel Command], 1984. 

vi, 36 p. : ill, ports. ; 23 cm.— (Monograph series) 
“NavPers 15509.” Bibliography: p. 35. @lItem 403-A-3 

1. United States. Navy. Chaplain Corps 2. Chaplains, Mili- 
tary — United States— Biography. 3. United States — Armed 
Forces — Chaplains. I. Demy, Timothy J. II. United States. 
Naval Military Personnel Command. III. Title. IV. Series: 
Monograph series (United States. Navy. Office of the Chief of 
Chaplains. History Branch) OCLC 11418928 


NAVAL ACADEMY 
Defense Dept. 
Annapolis, MD 21402 


D 208.102:Sa 2 
Sailing / United States Naval Academy. — [Annapolis, MD] : The 
Academy, [19827] 
[4] p. : ill. ; 28cm. @ltem 391 
1. Sailing. 2. Seamanship. I. United States Naval Academy. 
OCLC 12099061 


NAVAL RESEARCH OFFICE 
Defense Dept. 
Arlington, VA 22217 


85-20674 


85-20675 
D 210.2:F 98 
The Naval Research : where your future begins. — 
[Washington, D.C.] : The Laboratory, [19857] 
[3] p. : ill; 28cm. Cover title. @Item 407 
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1. United States. Navy 2. Naval Research Laboratory (U.S.) 
I. Naval Research Laboratory (U.S.) OCLC 12165483 


85-20676 
D 210.17/3:982 
Naval Research Laboratory (U.S.) 

Fact book / Naval Research Laboratory. Washington, D.C. : 
The Laboratory, Naval Research Laboratory, Washington, 
D.C. 20375 

v. : ill., maps, ports. ; 28 cm. 

1982. Spine title: NRL fact book 1982- Description based 
on: 1982. @lItem 407-C-2 ISSN 0739-3229 

1. Naval Research Laboratory (U.S.) 2. Naval research — 
United States — Periodicals. Key Title: Fact book - Naval Re- 
search Laboratory (U.S.) I. Title. U394.W3N38a 83-644603 
359/.07/073 ¢2 19 OCLC 09697689 


MARINE CORPS (NAVY) 
Defense Dept. 
Washington, DC 20380 


85-20677 
D 214.25:7510 B 
Tactical fundamentals : Amphibious Warfare School, nonresident 
program. — Washington, D.C. : Marine Corps Institute, 1984. 
ix, 160 p. : ill. (some col.), forms ; 28 cm. “MCI 7510B.” 
@ltem 384-G 
1. Tactics. 2. Military maneuvers. 3. Military art and sci- 
ence — United States. I. Marine Corps Institute (U.S.) OCLC 
12099759 


AIR FORCE DEPARTMENT 
Defense Dept. 
Washington, DC 20330 


85-20678 
D 301.2:Ai 7/29/984/961-73 
The United States Air Force in Southeast Asia, 1961-1973 : an 
illustrated account / edited by Carl Berger ; the authors Jack S. 
Ballard ... [et al.].— Rev. ed. — Washington, D.C. : Office of 
Air Force History, U.S. Air Force : For sale by the Supt. of 
Docs., U.S. G.P.O., 1984. 
xiv, 383 p. : ill. (some col.), col. maps ; 28 cm. Includes 
index. @lItem 424 S/N 008-070-00364-3 @ GPO $20.00 
1. United States. Air Force 2. Vietnam Conflict, 1961- 
1975 — United States. I. Berger, Carl, 1925 Jan. 28- II. Bal- 
lard, Jack S. III. United States. Air Force. Office of Air Force 
History. OCLC 12076100 


85-20679 
D 301.2:M 69/2/935-85 
Air Force Aerospace Medical Research Laboratory / [Patricia M. 
Lewandowski, editor].— Wright-Patterson Air Force Base, 
Ohio : Aerospace Medical Division, Air Force Systems Com- 
mand ; [Springfield, Va.] : National Technical Information Serv- 
ice [distributor], 1985. 
38 p. : ill., ports. ; 22 cm. Cover title: 1935-1985, AFAMRL 
enhancing man and mission. @Item 424 
1. Air Force Aerospace Medical Research Laboratory (U.S.) 
2. Space medicine. I. Lewandowski, Patricia M. II. United 
States. Aerospace Medical Division. III. Title: 1935-1985, 
AFAMRL enhancing man and mission. IV. Title: AFAMRL 
enhancing man and mission. OCLC 12099794 
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85-20680 
D 301.6/5:C 73/3 
Electronic computer and switching systems specialist : program- 
ming. —Keesler Air Force Base, Miss. : USAF Technical 
Training School, 3390th Technical Training Group, 1985- 

1 v. (loose-leaf) : ill. ; 28 cm. At head of title: Technical 
training. “June 1983. ” “Study guide KDA 3117.” 
“E3ABR30534E 000.” @lItem 424-F 

1. Electronic digital computers — Pro 2. Tele- 
communication — Switching systems. I. USAF Technical 
Training School. 3390th Technical Training Group. OCLC 
12060820 


85-20681 
D 301.26/17-2:11650 03 8403 
Sorenson, Vernon C. 

Airborne communications systems operator (AFSC 11650) / 
[prepared by Vernon C. Sorenson].— Gunter Air Force Sta- 
— : Extension Course Institute, Air University, 1984- 

4 = forms, maps ; 28 cm. Description based on vol. 2. 
sation bibliographies. “11650 03 3403" —Vol. 3. 6c 
11650.” Contents: v. 3. Airborne equipment/systems, inspec- 
tions, and maintenance / [edited by Mary H. Mrotek] @lItem 
421-E-4 

1. United States. Army 2. Radio operators — United States. 
3. Aeronautics — Communication systems — Handbooks, manu- 
als, etc. I. Mrotek, Mary H. II. Air University (U.S.). Exten- 
sion Course Institute. III. Title. OCLC 11766033 


85-20682 
D 301.26/17-2:32855 04 8208 
McCarthy, Thomas F. 

Airborne command post communications equipment specialist 
(AFSC 32855) / sete by Thomas F. McCarthy ; edited by 
Mary H. Mrotek]. — Gunter Air Force Station, Ala. : Extension 
Course Institute, Air University, 1985- 

v. (loose-leaf) : ill. ; 28 cm. Description based on vol. 4. 
Contents: v. 4. ABNCP communications systems. “32855 04 
8208.” “CDC 32855.” @lItem 421-E-4 

1. United States. Air Force 2. Communications, Military — 
Handbooks, manuals, etc. I. Mrotek, Mary H. II. United 
States. Air Force. Air Training Command. Extension Course 
Institute. III. Title. OCLC 12076124 


85-20683 
D 301.26/17-2:42652 03 8505 
Paddock, Ray M. 
Jet engine mechanic (AFSC 42652). — Gunter Air Force 
Station, Ala. : Extension Course Institute, Air University, 1985- 


v. : ill, forms ; 28 cm. Description based on vol. 3. Con- 
tents: v. 3. Operating practices and procedures. “42652 03 
8505”—Vol. 3. “CDC 42652.” @ltem 421-E-4 

1. United States. Air Force 2. Airplanes — Jet propulsion — 
Handbooks, manuals, etc. I. Air University (U.S.). Extension 
Course Institute. II. Title. OCLC 12140749 

85-20684 
D 301.26/17-2:42654 05 8502 
DeLong, Carl F. 

F-100 jet engine mechanic (AFSC 42654). — Gunter Air 
Force Station, Ala. : Extension Course Institute, Air University, 
1985- 

v. : ill., forms ; 28 cm. Contents: v. 5. Operation and adjust- 
ment of F-100 engines / [prepared by Donald C. Ball ; edited 
by Joyce Wagner Anderson]. “42654 05 8502”— Vol. 5. 
“CDC 42654.” @Item 421-E-4 

1. United States. Air Force 2. Jet planes, Military — United 
States — Maintenance and repair — Handbooks, manual, etc. 3. 
Aviation mechanics (Persons) — United States. I. Ball, Donald 
C. Il. Anderson, Joyce Wagner. III. Air University (U.S.). 
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Extension Course Institute. IV. Title. V. Title: F-one hun- 
dred jet engine mechanic. OCLC 11738304 


85-20685 


D 301.26/17-2:57150 05 8504 


Carley, John A. 


Fire protection specialist (AFSC 57150) / [prepared by John 
A. Carley ; edited by Mavis V. Whigham]. — Gunter Air Force 
Station, Ala. : Extension Course Institute, Air University, 1985- 


v. : ill. ; 28cm. Description based on vol. 2. Contents: v. 5. 
Rescue and special firefighting. Includes bibliographies. 
“57150 05 8504”—Vol. 5. “CDC 57150.” @lItem 421-E-4 

1. United States. Air Force 2. Fire fighters — United States. 
I. Whigham, Mavis V. II. Air University (U.S.). Extension 
Course Institute. III. Title. OCLC 11891492 


85-20686 


D 301.26/17-2:98250 01 8504 
D 301.26/17-2:98250 03 8505 


D 301.26/17-2:98250 04 8505 


Stemple, Charles D. 


Dental laboratory specialist (AFSC 98250). — Gunter Air 
Force Station, Ala. : Extension Course Institute, Air University, 
1985- 

v. : ill., forms ; 28 cm. Includes bibliographies. Contents: v. 
1. Introduction to dental laboratory technology — v. 3. Com- 
plete dentures and specialized appliances — v. 4. Removable 
partial dentures and administration. “CDC 98250.” “98250 01 
8504”—Vol. 1. “98250 03 8505”—Vol. 3. “98250 04 8505”— 
Vol. 4. @lItem 421-E-4 

1. United States. Air Force 2. Dentistry, Military — Hand- 
books, manuals, etc. I. Air University (U.S.). Extension Course 
Institute. II. Title. OCLC 12140896 


85-20687 


D 301.26/17-4:10005 530 005 8112 DIGB 


Tipton, William E. 


Digital techniques. — Gunter Air Force Station, Ala. : Ex- 
tension Course Institute, Air University, 1984- 

v. : ill. ; 28cm. Description based on unit 2. Contents: unit 
5. Combination logic and converters / [prepared by Daniel E. 
Van Sleet ; edited by Barbara D. Lang]. Includes bibliogra- 
phies. “36251 05 S38 8112”—Unit 5. “10005 530 005 8112 
DIGB”—Unit 5. @lItem 421-E-4 

1. United States. Air Force 2. Signal processing — Digital 
techniques — Handbooks, manuals, etc. 3. Digital electron- 
ics — Handbooks, manuals, etc. 4. Sequential machine 
theory — Handbooks, manuals, etc. I. Van Sleet, Daniel E. 
Il. Air University (U.S.). Extension Course Institute. III. Title. 
OCLC 11765758 


85-20688 


D 301.45/4:83-0285 


Tattelman, Paul. 


Southern hemisphere atlas of 1-minute rainfall rates / Paul 
Tattelman, Donald D. Grantham. — Scale indeterminable. Polar 
proj. (W 180°—E 180°)/ S 0°—S 90°) — Hanscom AFB, Mass. : 
Meteorology Division, Air Force Geophysics Laboratory, 
[1983] 

81 p. : maps ; 28 cm.— (AFGL-TR ; 83-0285) (Air Force 
surveys in geophysics ; no. 443) Interim report. Cover title. 
Distributed to depository libraries in microfiche. “21 October 
1983.” Bibliography: p. 81. Project No.: 62101F, Project No.: 
66700911. @lItem 421-E-6 (microfiche) 

1. Rain and rainfall — Southern Hemisphere. 2. Precipitation 
(Meteorology) — Southern Hemisphere — Measurement. I. 
Grantham, D. D. II. U.S. Air Force Geophysics Laboratory. 





Meteorology Division. III. Title. IV. Series. V. Series. 
OCLC 11202347 


85-20689 
D 301.45/27:83-42 
Skinner, Mary J. 

Job aptitude requirement waivers for retrained airmen / by 
Mary J. Skinner, William E. Alley. — Brooks Air Force Base, 
Tex. : Air Force Human Resources Laboratory, Air Force 
Systems Command, 1984. 

ii, 25 p. : ill. ; 28 cm.— (AFHRL-TR ; 83-42) Interim. 
April 1979-April 1983. Cover title. “Manpower and Person- 
nel Division.” Distributed to depository libraries in microfiche. 
“March 1984.” Bibliography: p. 14. Project No.: 62703F, 
Project No.: 77340804. @lItem 421-E-3 (microfiche) 

1. Occupational retraining— United States. 2. Career 
changes— United States. I. Alley, William E. (William 
Edward), 1944- II. Air Force Human Resources Laboratory. 
Manpower and Personnel Division. III. Title. IV. Series. 
OCLC 12095456 


85-20690 
D 301.45/27:84-27 
Wide-field-of-view, helmet-mounted infinity display system devel- 
opment. — Brooks Air Force Base, Tex. : Air Force Human 
Resources Laboratory, Air Force Systems Command, 1984. 
viii, 103 p. : ill. ; 28 cm.— (AFHRL-TR ; 84-27) Interim. 
Jun 81 to Oct 83. Cover title. “CAE Electronics Ltd.” 
“Operations Training Division.” Distributed to depository li- 
braries in microfiche. “December 1984.” Includes _biblio- 
graphical references. Project No.: 63227F, Project No.: 2743, 
Project No.: 00, Project No.: 01. @lItem 421-E-3 (microfiche) 
1. Airplanes — Field of view. 2. Visual fields. I. Air Force 
Human Resources Laboratory. Operations Training Division. 
II. CAE Electronics Ltd. III. Series. OCLC 12095452 


85-20691 
D 301.45/27:84-38 
Interactive graphics simulator : design, development, and effec- 
tiveness/cost evaluation / by William J. Pieper ... [et al.].— 
Brooks Air Force Base, Tex. : Air Force Human Resources 
Laboratory, Air Force Systems Command, 1984. 

vii, 128 p. : ill, forms ; 28 cm.— (AFHRL-TR ; 84-38) 
Final. Apr 81 to Sep 84. Cover title. Distributed to deposito- 
ry libraries in microfiche. “December 1984.” Project No.: 
63751F, Project No.: 2361, Project No.: 01, Project No.: 08. 
@ltem 421-E-3 (microfiche) 

1. Computer graphics — Mathematical models. I. Pieper, 
William J. II. Air Force Human Resources Laboratory. III. 
Series. OCLC 12069932 


85-20692 
D 301.45/27:84-39 
Thomas, Gary S. 

Close air support mission : development of a unitary measure 
of pilot performance / by Gary S. Thomas. — Brooks Air Force 
Base, Tex. : Air Force Human Resources Laboratory, Air 
Force Systems Command, 1984. 

19 p. ; 28 cm.— (AFHRL-TR ; 84-39) Interim. Feb 84 to 
Jul 84. Cover title. “Operations Training Division.” Distrib- 
uted to depository libraries in microfiche. “November 1984.” 
Bibliography: p. 16. Project No.: 62205F, Project No.: 1123, 
Project No.: 11, Project No.: 27. @Item 421-E-3 (microfiche) 

1. Air pilots, Military — Training of — United States. I. Air 
Force Human Resources Laboratory. Operations Training Divi- 
sion. II. Title. III. Series. OCLC 12095484 
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AIR FORCE ACADEMY 
Defense Dept. 
U.S. Air Force Academy, CO 80840 


85-20693 
D 305.2:Z 7 
Zoonoses in the Colorado outdoors : diseases transmitted from 
animals to humans and present in rural wilderness areas of 
Colorado. — [Denver?], Colo. : Environmental Health Services, 
USAF Academy Hospital, USAF Academy, 1985. 
17 p. : ill. ; 22 cm. Bibliography: p. 17. @lItem 425-A-1 
1. Zoonoses — Colorado. 2. Communicable diseases in ani- 
mals — Colorado. 3. Wildlife diseases — Colorado. I. USAF 
Academy Hospital. Environmental Health Services. OCLC 
12157055 


85-20694 
D 305.6/2:C 71 
When you fly in Colorado Springs— look out for the unexpected!!! 
— [Colorado Springs, CO : USAF Academy, 19857] 
[12] p.: maps ; 22cm. @ltem 425-A-1 
1. Aeronautical charts—Colorado. I. United States Air 
Force Academy. OCLC 12054922 


EDUCATION DEPARTMENT 
Washington, DC 20202 


85-20695 
ED 1.2:B 43 
Bailey, Pamela W. 

Benefits of early intervention for special children / Pamela 
W. Bailey, Pascal L. Trohanis. — [Chapel Hill, N.C. : Technical 
Assistance Development System, 1984] 

111 p. ; 28 cm.— (State series paper ; no. 1) “Distributed 
pursuant to contract number 300-82-0369 from the U.S. Depart- 
ment of Education”—Ist prelim. p. Distributed to depository 
libraries in microfiche. “July 1984”—l\st prelim. p. Includes 
bibliographical references. @Item 455-B-2 (microfiche) S/N 
10600 @ NCTE 

1. Handicapped children — Education (Preschool) — United 
States — Bibliography. I. Trohanis, Pascal Louis. II. Frank 
Porter Graham Child Development Center. Technical Assist- 
ance Development System. III. United States. Dept. of Educa- 
tion. IV. Title. V. Series. OCLC 11069664 


85-20696 
ED 1.8:C 83/985-86 


ED 1.8:C 89/985-86/pt.2 
Counselor’s handbook : a federal student aid reference. — [Wash- 
ington, D.C.?] : U.S. Dept. of Education, Office of Student 
Financial Assistance, 1985- 
v. : forms ; 28cm. Cover title. “1985-86.” @lItem 461-B-1 
1. Student loan funds — United States. 2. Federal aid to edu- 
cation — United States. I. United States. Dept. of Education. 
Office of Student Financial Assistance. OCLC 11996158 


85-20697 
ED 1.8:F 48/v.19 
Lesson guide for captioned films, XIX : a training and utilization 
guide. — 1983 ed.— Silver Spring, Md. : Special Materials 
Project of the Associations for Education of the Deaf, 1983. 

2 v. (loose-leaf) : ill., forms ; 28 cm. “Under contract with 
the Captioning and Adaptation Branch of the Office of Special 
Education, U.S. Department of Education.” Includes indexes. 
@ltem 461-B-1 

1. Deaf — Education — Audio-visual aids. 2. Moving-pic- 
tures in education. I. Associations for Education of the Deaf. 
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Education Department 
Special Materials Project. II. United States. Office of Special 


Education. Captioning and Adaptation Branch. OCLC 
12087676 


85-20698 
ED 1.8:F 49/3/985/chap.2 
Federal student financial aid handbook. —Rev. through Jan. 
1985. — [Washington, D.C.? : U.S. Dept. of Education], 1985- 
v. (loose-leaf) ; 28 cm. Description based on chapter two. 
Contents: ch. 2. Eligibility and program participation require- 
ments. @lItem 461-B-1 
1. Student loan funds — United States — Handbooks, manuals, 
etc. 2. Student aid— United States — Handbooks, manuals, 
etc. I. United States. Dept. of Education. OCLC 12149344 


85-20699 
ED 1.8:L 78 
Deferment and cancellation guide, National Defense/Direct Stu- 
dent Loan Program. —[Washington, D.C.?] : U.S. Dept. of 
Education, Office of Student Financial Assistance, [1985] 

1 v. (loose-leaf) : 1 form ; 28 cm. Cover title: National 
Defense/Direct Student Loan Program. “February 1985.” 
@ltem 461-B-1 

1. Federal aid to education — United States. 2. Student loan 
funds — United States. I. United States. Dept. of Education. 
Office of Student Financial Assistance. II. Title: National De- 
fense/Direct Student Loan Program. OCLC 12142407 


85-20700 
ED 1.32/4:982-83 
children’s early education program : HCEEP. 

[Chapel Hill, N.C.] : Technical Assistance Development System 
(TADS) for Special Education U.S. Dept. of Educa- 
tion ; Washington, D.C. : For sale by the Supt. of Docs., U.S. 
GP.O., Supt. of Docs., U.S. Govt. Print. Off., Washington, 
DC 20402 

v. ; 28 cm. 

$6.00 1982-83. Description based on: 1982-83. @lItem 461- 
B_ S/N 065-000-00190-0 ISSN 0748-5832 

1. Handicapped children — Education (Preschool) — United 
States — Periodicals. 2. Federal aid to education — United 
States — Periodicals. I. Frank Porter Graham Child Develop- 
ment Center. Technical Assistance Development System. II. 
Special Education Programs (U.S.) LC4031.H36 84-645748 
371.9/0973 ¢2 19 OCLC 10952594 


85-20701 
ED 1.32/4:983-84 

i children’s early education program : HCEEP. 
[Chapel Hill, N.C.] : Technical Assistance Development System 
(TADS) for Special Education Programs, U.S. Dept. of Educa- 
tion, TADS, 500 NCNB Plaza, Chapel Hill, N.C. 27514 

v. ; 28 cm. 1983-84. Description based on: 1982-83. 
@ltem 461-B ISSN 0748-5832 

1. Handicapped children — Education (Preschool) — United 
States — Periodicals. 2. Federal aid to education — United 
States — Periodicals. I. Frank Porter Graham Child Develop- 
ment Center. Technical Assistance Development System. II. 
Special Education Programs (U.S.) LC4031.H36 84-645748 
371.9/0973 ¢2 19 OCLC 10952594 


85-20702 
ED 1.33:Ag 3 
The Unfinished agenda : the role of vocational education in the 
high school / the National Commission on Secondary Vocation- 
al Education. — Columbus, Ohio : National Center for Research 
in Vocational Education, Ohio State University, 1985. 

viii, 33 p. ; 28 cm. “Funded by U.S. Department of Educa- 
tion, Office of Vocational and Adult Education.” Distributed 
to depository libraries in microfiche. Bibliography: p. 28-29. 
“Contract number: 300830016”—P. ii. @Item 461-D-6 (micro- 
fiche) pbk. : $4.75 
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1. Vocational education — United States. I. United States. 
National Commission on Secondary Vocational Education. II. 
National Center for Research in Vocational Education (U.S.) 
III. United States. Office of Vocational and Adult Education. 
OCLC 11711226 


85-20703 


ED 1.33:B 96/2 


Beyond a dream : an instructor’s guide for small business explora- 


tion / Judy Balogh ... [et al.]. — Columbus, Ohio : The National 
Center for Research in Vocational Education, The Ohio State 
University, 1985. 

iv, 228 leaves : ill, forms ; 28 cm. “Source of contract: 
Office of Vocational and Adult Education, U.S. Department of 
Education”—P. ii. Distributed to depository libraries in micro- 
fiche. Bibliography: leaf 228. “Contract number: 
300830016”—P. ii. @ltem 461-D-6 (microfiche) 

1. Small business— United States. 2. Entrepreneur. I. 
Balogh, Judy. II. National Center for Research in Vocational 
Education (U.S.) III. United States. Office of Vocational and 
Adult Education. OCLC 12142210 


85-20704 


ED 1.33:C 86 


Critical evaluation for vocational education / Floyd L. McKinney 


.. [et al.].— Columbus, Ohio : The National Center for Re- 
search in Vocational Education, The Ohio State University, 
1985. 

vii, 16 p. : ill ; 28 cm. “Source of contract: Office of Voca- 
tional and Adult Education, U.S. Department of Education”— 
P. ii. Distributed to depository libraries in microfiche. ‘“Con- 
tract number: 300830016”—P. ii. @lItem 461-D-6 (microfiche) 

1. Vocational education— United States — Evaluation. I. 
McKinney, Floyd L. II. National Center for Research in Vo- 
cational Education (U.S.) III. United States. Office of Voca- 
tional and Adult Education. OCLC 12127719 


85-20705 


ED 1,33:Ec 7 


Campbell, Paul B. 


Economic and noneconomic effects of alternative transitions 
through school to work / Paul B. Campbell, Karen S. Ba- 
singer. — Columbus, Ohio : National Center for Research in 
Vocational Education, Ohio State University, 1985. 

xiv, 91 p. : ill. ; 28 cm. “Office of Vocational and Adult 
Education, U.S. Department of Education”—P ii. Distributed 
to depository libraries in microfiche. Bibliography: p. 89-91. 
“Contract number: 300830016”—P. ii. @lItem 461-D-6 (micro- 
fiche) 

1. High school graduates — Employment — United States. 2. 
Job hunting — United States. I. Basinger, Karen S. II. Na- 
tional Center for Research in Vocational Education (U.S.) III. 
United States. Office of Vocational and Adult Education. IV. 
Title. OCLC 12137208 


85-20706 


ED 1.33:El 2 


Skills for the changing workplace : an electronics instructor’s 
guide / by Robert D. Bhaerman and Larry A. Oliver. — Colum- 
bus, Ohio : National Center for Research in Vocational Educa- 
tion, Ohio State University, 1984. 

viii, 81 p.; 28 cm. “Source of contract: Office of Vocational 
and Adult Education, U.S. Department of Education”—P. ii. 
Distributed to depository libraries in microfiche. Bibliography: 
p. 53-78. “Contract number 300830016”—P. ii. @lItem 461-D- 
6 (microfiche) 

1. Electronics. 2. Vocational education — United States. I. 
Oliver, Larry A. II. National Center for Research in Voca- 


Bhaerman, Robert D. 





tional Education (U.S.) III. United States. Office of Vocational 
and Adult Education. IV. Title. OCLC 12142193 


85-20707 
ED 1.33:V 85/3 
Franchak, Stephen J. 

Assessing cooperative vocational education students’ time use 
at their training stations / Stephen J. Franchak, Lee Norton, 
Jeanne Desy. — Columbus, Ohio : National Center for Research 
in Vocational Education, Ohio State University, 1985. 

xv, 184 p. : ill., forms ; 28 cm. “Office of Vocational and 
Adult Education, U.S. Department of Education”—P. ii. Dis- 
tributed to depository libraries in microfiche. Includes bibliog- 
raphies. “Contract number: 300830016”—P. ii. @lItem 461-D- 
6 (microfiche) 

1. Vocational education— United States — Evaluation. I. 
Norton, Lee. II. Desy, Jeanne. III. National Center for Re- 
search in Vocational Education (U.S.) IV. United States. 
Office of Vocational and Adult Education. V. Title. OCLC 
12137232 


85-20708 
ED 1.41:980-83 
Progress of education in the United States of America : report for 
the ... International Conference of [i.e. on] Education. Washing- 
ton, D.C. : U.S. Dept. of Education, U.S. Dept. of Education, 
Washington, D.C. 20202 
v. : ill. ; 27 cm. (1970/72-1976/78: DHEW Publication) (1978- 
79 and 1979-80-: Publication / U.S. Department of Education) 
Biennial 
Began with issue for 1970/72. Previously classed: HE 
19.133: 1980-81 through 1982-83. Description based on: 1978- 
79 and 1979-80. @lItem 455-J ISSN 0191-8540 Continues: 
Progress of public education in the United States of America 
1. Education — United States — Periodicals. 2. Education — 
United States — 1945-— Periodicals. I. International Confer- 
ence on Education. II. United States. Office of Education. 
III. United States. Dept. of Education. IV. Series: DHEW 
publication ; no. (OE) V. Series: Publication (United States. 
Dept. of Education) LA209.2.A3 79-641050 //r82 370/.973 
¢2 19 OCLC 02705317 


85-20709 
ED 1.44:981 
Women’s Educational Equity Act program. Washington, D.C. : 
US. Dept. of Education, U.S. Department of Education, 
Washington, D.C. 20202 

v. ; 28 cm. 

Annual 1981 fiscal year. Description based on: 1980 fiscal 
year. @lItem 455-A-10 Continues: United States. Office of 
Education. Women’s educational equity act 

1. Women — Education— United States — Periodicals. 2. 
Discrimination in education — United States — Periodicals. 3. 
Educational equalization— United States — Periodicals. I. 
United States. Dept. of Education. LC1663.U48a 81-643848 
//t85 376/.973 ¢2 19 OCLC 07766259 


NATIONAL CENTER FOR EDUCATION 
STATISTICS 
Education Dept. 
Hyattsville, MD 20782 


85-20710 
ED 1.102:H 53/7 
West, Jerry. 

An analysis of course-taking patterns in secondary schools as 
related to student characteristics / by Jerry West, Wendy 
Miller, Louis Diodato. — [Washington, D.C.?] : National Center 
for Education Statistics, [1985] 

xix, 96, 17 p. ; 28. cm. Cover title: High school and beyond: 
a national longitudinal study for the 1980’s. “Prepared for the 
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National Center for Education Statistics under contract 300-83- 
0114 (Study D) with the U.S. Department of Education.” 
“March 1985.” Includes bibliographical references. “NCES 
85-206.” @Item 461-A-1 

1. High school students— United States — Attitudes. I. 
Miller, Wendy, 1953- II. Diodato, Louis. III. National Center 
for Education Statistics. IV. United States. Dept. of Educa- 
tion. V. Title. VI. Title: High school and beyond. OCLC 
12142378 


85-20711 
ED 1.112/2:981-82 
Public elementary and secondary education in the United States. 
Washington, D.C. : National Center for Education Statistics, 
1981- Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 
v.: ill ; 22 x 28 cm. 
Annual 
$4.00 
1978-79- Spine title: Public elementary and secondary educa- 
tion (1979-80-) 1981-82. ERIC version for 1979-80 distribut- 
ed to depository libraries in microfiche. @lItem 460-B-1 S/N 
065-000-00210-8 ISSN 0735-6617 
1. Public schools— United States — States — Statistics — 
Periodicals. 2. Education, Elementary— United States — 
States — Statistics — Periodicals. 3. Education, Secondary — 
United States — States — Statistics — Periodicals. I. National 
Center for Education Statistics. LA217.P83 82-646584 371/ 
.01/09783 ¢2 19 OCLC 08739428 


85-20712 
ED 1.121/3:983-84 
College costs. Basic student charges, 2-year and 4-year institutions. 
[Washington, D.C.] : National Center for Education Statistics : 
[Supt. of Docs., U.S. G.P.O., distributor, 1984- Supt. of Docs., 
U.S. Govt. Print. Off., Washington, D.C. 20402 
v. ; 22 cm. 
Annual 
$1.75 
1983/84- “NCES 84-307"—P. [4] of cover. 1983-84. 
Formed by the union of: College costs. Basic student charges, 4- 
year institutions; and: College costs. Basic student charges, 2- 
year institutions. @lItem 461-A-15 S/N 065-000-00199-3 
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ty of Allied Health Professions : American Association of Col- 
leges for Teacher Education, c1983. 

55 p. ; 28 cm. Cover title. “A forum sponsored by the 
American Society of Allied Health Professions in cooperation 
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ix, 71 leaves : ill., forms ; 28 cm.— (Research and develop- 
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Mitchell. — [Ithaca, N.Y.] : NYSSILR, Cornell University, 
[1983] 

16 leaves ; 28 cm. In: Consensus and power in school orga- 
nizations. “Supported by the National Institute of Education 
under grant number NIE G 78 0080.” Distributed to deposito- 

libraries in microfiche. Stamped on t.p.: ED243178. 
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States. I. Prunty, John J. II. Dwyer, David C. III. Kleine, 
Paul F. IV. Washington University (Saint Louis, Mo.). Gradu- 
ate Institute of Education. V. National Institute of Education 
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Reisner, Elizabeth R. 


Projections of future shortages of mathematics and science 
teachers / Elizabeth R. Reisner. — [Washington, DC] : Policy 
Studies Associates, Inc., [1984] 

12, 3, [2] leaves ; 28 cm. Caption title. “Supported, in part, 
by the U.S. Department of Education, contract 300-82-0248”— 
P. [1]. Distributed to depository libraries in microfiche. “Apr 
84”—Doc. resume. Stamped on t.p.: ED243703. @Item 466- 
A-3 (microfiche) S/N ED 243703 @ Educational Resources 
Information Center 

1. Mathematics teachers — United States. 2. Science teach- 
ers — United States. I. Policy Studies Associates. II. United 
States. Dept. of Education. III. Title. OCLC 12146300 
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ED 1.310/2:243870 
Walberg, Herbert J., 1937- 

Staff, school, and workshop influences on knowledge use in 
educational improvement efforts / Herbert J. Walberg, William 
J. Genova. — Newton, Mass. : TDR Associates, Inc., [1983] 

44 leaves : ill. ; 28 cm. “Spons Agency: National Inst. of 
Education”—Doc. resume. Distributed to depository libraries 
in microfiche. Bibliography: leaves 22-25. “Grant: NIE-G-81- 
0025"—Doc. resume. Stamped on t.p.: ED243870. @ltem 
466-A-3 (microfiche) S/N ED 243870 @ Educational Re- 
sources Information Center 

1. Teachers—In-service training— United States. I. 
Genova, William J. II. TDR Associates. III. National Insti- 
tute of Education (U.S.) IV. Title. OCLC 12146274 
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Assesement in the service of instruction / edited by Judah L. 
Schwartz and Michael S. Garet. — [Cambridge, Mass.] : Massa- 
chusetts Institute of Technology, [1981] 

1 v. (various pagings) : ill. ; 28 cm. “Report of a study panel 
to The Ford Foundation and The National Institute of Educa- 
tion.” Distributed to depository libraries in microfiche. “Jan- 
uary 1981.” Bibliography: p. 17-18. “Grant G-79-0045”— 
Doc. resume. Stamped on cover: ED243891. @lItem 466-A-3 
(microfiche) S/N ED 243891 @ Educational Resources and 
Information Center 

1. Educational tests and measurements. I. Schwartz, Judah 
L., 1934- II. Garet, Michael S. III. Massachusetts Institute of 
Technology. IV. Ford Foundation. V. National Institute of 
Education (U.S.) OCLC 12146336 
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Krause, Scot. 

Proceedings of the national study tours on military prepared- 
ness / Scot Krause, Gerald M. Parker. — Columbus, Ohio : The 
National Center for Research in Vocational Education, The 
Ohio State University, [1984] 

ix, 49 leaves ; 28 cm. “Spons agency, Office of Vocational 
and Adult Education (ED)”—Doc. resume. Distributed to de- 
pository libraries in microfiche. “Contract 300-83-0159”—Doc. 
resume. Stamped on t.p.: ED244068. @lItem 466-A-3 (micro- 
fiche) S/N ED 244068 @ Educational Resources Information 
Center 

1. United States — Armed Forces — Mobilization. I. Parker, 
Gerald M. II. National Center for Research in Vocational 
Education (U.S.) III. United States. Office of Vocational and 
Adult Education. IV. Title. OCLC 12149355 
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ED 1.310/2:244069 
Crain, Robert L. 

The quality of American high school graduates : what person- 
nel officers say and do about it / Robert L. Crain. — Baltimore, 
MD : Center for Social Organization of Schools, Johns Hopkins 
University, [1984] 

40 p. : ill. ; 28 cm.— (Report ; no. 354) “Funds from the 
National Institute of Education, U.S. Department of Educa- 
tion.” Distributed to depository libraries in microfiche. “May 
1984.” Bibliography: p. 31. “Grant no. NIE-G-83-0002.” 
Stamped on cover: ED244069. @Item 466-A-3 (microfiche) 
S/N ED 244069 @ Educational Resources Information Center 

1. High school graduates — Employment — United States. 2. 
Vocational education — United States. I. Johns Hopkins Uni- 
versity. Center for Social Organization of Schools. II. National 
Institute of Education (U.S.) III. Title. IV. Series: Report 
@Qohns Hopkins University. Center for Social Organization of 
Schools) ; no. 354. OCLC 11382795 
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Human resource development and new technology in the automo- 


bile industry : a case study of Ford Motor Company’s Dearborn 
Engine Plant : the development and utilization of human re- 
sources in the context of technological change and industrial 
restructuring / Kan Chen ... [et al.] ; assisted by Darlene Nich- 
ols ... [et al.].— Paris [France] : Center for Educational Re- 
search and Innovation, Organization for Economic Cooperation 
and Development, [1984] 

1 v. (various foliations) : ill. ; 28 cm. Distributed to deposito- 
ry libraries in microfiche. “University of Michigan.” ‘Na- 
tional Inst. of Education”—Doc. resume. Bibliography: leaves 
106-108. “Department of Labor contract no. J9K3004.” 
Stamped on t.p.: ED244082. “UM-UTEP-84-7.” @Item 466- 
A-3 (microfiche) S/N ED 244082 @ Educational Resources 
Information Center 

1. Automobile industry and trade — United States. 2. Man- 
power policy — United States. 3. Ford automobile — Techno- 
logical innovations. 4. Dearborn (Mich.)— Industries. I. 
Chen, Kan, 1928- II. Centre for Educational Research and 
Innovation. III. University of Michigan. IV. National Insti- 
tute of Education (U.S.) V. United States. Dept. of Labor. 
OCLC 12075146 
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Miller, Gloria E. 


Investigating children’s story productions / Gloria E. Miller 
and Steven R. Yussen. — Madison, Wis. : Wisconsin Center for 
Education Research, University of Wisconsin-Madison, School 
of Education, [1982] 

10, [3] leaves : ill. ; 28 cm. “Paper presented at the 27th 
Annual Convention of the International Reading Association 
1982, Chicago, Illinois.” “Supported in part by a grant from 
the National Institute of Education (grant no. NIE-G-81-0009).” 
Distributed to depository libraries in microfiche. ‘Pub date, 
Apr 82”—Doc. resume. Bibliography: leaf [13]. Stamped on 
t.p.: ED244244. @lItem 466-A-3 (microfiche) S/N ED 244244 
@ Educational Resources Information Center 

1. Story-telling— United States. 2. Language and lan- 
guages — Composition and exercises. I. Yussen, Steven R. II. 
Wisconsin Center for Education Research. III. National Insti- 
tute of Education (U.S.) IV. Title. OCLC 12145849 
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Bruce, Bertram C. 


Robot plans and human plans : implications for models of 
communication / Bertram Bruce. — Champaign, Ill. : University 
of Illinois at Urbana-Champaign ; Cambridge, Mass. : Bolt Ber- 
anek and Newman Inc., [1984] 

29 leaves : ill. ; 28 cm.— (Technical report ; no. 314) At 
head of title: Center for the Study of Reading. “Supported in 
part by the National Institute of Education under contract no. 
NIE-400-81-0030.” Distributed to depository libraries in micro- 
fiche. “June 1984.” Bibliography: leaves 27-28. Stamped on 
t.p.: ED244253. @lItem 466-A-3 (microfiche) S/N ED 244253 
@ Educational Resources Information Center 

1. Language and education — United States. 2. Communica- 
tion — United States. I. University of Illinois at Urbana-Cham- 
paign. Center for the Study of Reading. II. Bolt, Beranek, and 
Newman, inc. III. National Institute of Education (U.S.) IV. 
Title. V. Series: Technical report (University of Illinois at 
Urbana-Champaign. Center for the Study of Reading) ; no. 314. 
OCLC 11851530 
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85-20748 1. Education, Higher — United States. I. National Institute 
of Education (U.S.). Study Group on the Conditions of Excel- 


lence in American Higher Education. OCLC 12146239 
85-20752 


ED 1.310/2:244406 
Turnbull, H. Rutherford. 

Judicial interpretation of the Education for All Handicapped 
Children Act / H. Rutherford Turnbull, III, Craig R. Fie- 
dler. — Reston, Va. : ERIC Clearinghouse on Handicapped and 
Gifed Children, 1984. 

viii, 28 p. ; 28 cm. — (Special education in America, its legal ci : 
and governmental foundations series) “Council for Exceptional mentary school students / William L. Leap with Charles 
Children.” “Spons agency: National Inst. of Education”—Doc. McNett ... [et al.]. — Washington, D.C. : American University, 
resume. Distributed to depository libraries in microfiche. Bib- 1982. : 
liography: p. 28. “Contract 400-81-0031”—T.p. verso. 345 p. : ill, forms ; 23 cm. “National Institute of Education 
Stamped on cover: ED244406. @Item 466-A-3 (microfiche) grant number NIE-G-79-0086.” “Final report.” Distributed to 
S/N ED 244406 @ Educational Resources Information Center depository libraries in microfiche. Bibliography: p. 342-345. 

1. Handicapped children — Education —Law and legisla- Stamped on t.p.: ED244748. @lItem 466-A-3 (microfiche) S/ 
tion — United States. 2. Law — United States — Interpretation N ED 244748 @ Educational Resources Information Center 
and construction. 3. Due process of law — United States. I. 1. Indians of North America — Children — Education. 2. 
Fiedler, Craig R. II. ERIC Clearinghouse on Handicapped and Mathematics — United States. I. McNett, Charles W. IL. 
Gifted Children. III. National Institute of Education (U.S.) American University (Washington, D.C.) III. National Insti- 
IV. Council for Exceptional Children. V. Title. VI. Series. tute of Education (U.S.) IV. Title. OCLC 12095355 
OCLC 10867817 85-20753 
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Leap, William. 
Dimensions of math avoidance among American Indian ele- 


ED 1.310/2:244884 
Senior strategies : the STEP Program, teaching and learning 
across the generations. — [Washington, D.C.] : The Home and 


ED 1.310/2:244447 
National Conference on the Use of Microcomputers in Special 


Education (1983 : Hartford, Conn.) 

Proceedings of the National Conference on the Use of Micro- 
computers in Special Education, Hartford, CT, March 10-12, 
1983 / Michael M. Behrmann, editor ; Liz Lahm, assistant 
editor. — Reston, Va. : Council for Exceptional Children, 1984. 


vi, 217 p. : ill. ; 26cm. “A product of the ERIC Clearing- 
house on Handicapped and Gifted Children.” “Prepared pur- 
suant to contract no. 400-81-0031 with the National Institute of 
Education.” Distributed to depository libraries in microfiche. 
Includes bibliographies. Stamped on sticker on t.p.: ED244447. 


@ltem 466-A-3 (microfiche) S/N ED 244447 @ Educational 
Resources Information Center ISBN 0-8658-6149- 
1. Exceptional children — Education — United States — Data 


processing — Congresses. 2. | Microcomputers — Congresses. 
I. Behrmann, Michael M. II. Lahm, Liz. III. Council for 
Exceptional Children. IV. National Institute of Education 
(U.S.) V. Title. OCLC 10893832 


85-20750 


ED 1,310/2:244492 
Stowitschek, Joseph J. 

Empirical identification of social protocols relating to the 
employability of handicapped youth / project director, Joseph 
J. Stowitschek ; project co-director, Charles E. Salzberg. — 
Logan, Utah : Utah State University, [19827] 

91 leaves : ill, forms ; 28 cm. “Final report.” “Spons 
agency, Office of Special Education and Rehabilitative Services 
(ED)”—Doc. resume. Distributed to depository libraries in 
microfiche. “Grant no. G008101488.” Stamped on tp.: 
ED244492. @lItem 466-A-3 (microfiche) S/N ED 244492 @ 
Educational Resources Information Center 

1. Handicapped youth — Employment — United States. I. 
Salzbert, Charles E. II. Utah State University. III. United 
States. Office of Special Education and Rehabilitative Services. 
IV. Title. OCLC 12149305 


School Institute, c1983. 

vi, 68 p. : ill., forms ; 28 cm. “Spons agency, Department of 
Education”—Doc. resume. Distributed to depository libraries 
in microfiche. “Grant, G008200397’—Doc. resume. Stamped 
on t.p.: ED244884. @Item 466-A-3 (microfiche) S/N ED 
244884 @ Educational Resources Information Center ISBN 0- 
9603-2809- 

1. Volunteer workers in education. 2. Children and the 
aged — United States. 3. Parent and child — United States. 4. 
Home and school. I. Home and School Institute (Washington, 
D.C.) II. United States. Dept. of Education. OCLC 11645272 


85-20754 


ED 1.310/2:244934 


Hering, William M. 


Collaboration in applying research to teacher education / 
William M. Hering and Elsie W. Gee. — San Francisco, Calif. : 
Far West Laboratory for Educational Research and Develop- 
ment, [1984] 

8 leaves ; 28 cm. “Supported with federal funds from the 
National Institute of Education, Department of Education, 
under contract no. 400-83-0003.” “Prepared for a Symposium 
on Applying Research to Teacher Education as part of the 1984 
Annual Meeting of the American Educational Research Asso- 
ciation.” Distributed to depository libraries in microfiche. 
“Apr 84”—Doc. resume. Stamped on t.p.: ED244934. @Item 
466-A-3 (microfiche) S/N ED 244934 @ Educational Re- 
sources Information Center 

1. Elementary school teachers — In-service training — United 
States. 2. High school teachers — In-service training — United 
States. 3. Mathematics teachers — United States. I. Gee, Elsie 
W. II. Far West Laboratory for Educational Research and 
Development. III. National Institute of Education (U.S.) IV. 
Title. OCLC 12164228 
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ED 1.310/2:244577 Newmann, Fred M. 


The Progress of an agenda : a first report from the Study Group 
on the Conditions of Excellence in American Higher Education. 
— [Washington, DC : National Inst. of Education, 1984] 

28 leaves ; 28 cm. Distributed to depository libraries in 
microfiche. “May 1984.” Stamped on t.p.: ED244577. 
@ltem 466-A-3 (microfiche) S/N ED 244577 @ Educational 
Resources Information Center 


Adolescents’ participation in developmental activity : a 
method of assessment / by Fred M. Newmann. — Madison, Wis. 
: Wisconsin Center for Education Research, University of Wis- 
consin-Madison, School of Education, [1983] 

17, [6] p. ; 28 cm. “Supported in part by a grant from the 
National Institute of Education (Grant no. NIE-G-81-0009).” 
“Prepared for annual meeting, American Educational Research 
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Association, Montreal, April 14, 1983.” Distributed to deposi- 
tory libraries in microfiche. Bibliography: p. 12. Stamped on 
t.p.: ED244962. @ltem 466-A-3 (microfiche) S/N ED 244962 
@ Educational Resources Information Center 

1. High school students — United States — Attitudes. I. Wis- 
consin Center for Education Research. II. National Institute of 
Education (U.S.) III. Title. OCLC 12164183 


85-20756 
ED 1.310/2:244968 
Brown, George Haskell, 1922- 

The effect of anxiety and boredom on cognitive test perform- 
ance. —[Washington, DC] : National Center for Education 
Statistics, [1984] 

13 leaves : ill. ; 28cm. “Session 16.05, Problems in assessing 
cognitive growth in high school: evidence from high school and 
beyond.” “Paper presented at the 1984 Annual Meeting of the 
American Educational Research Association.” Distributed to 
depository libraries in microfiche. “April 24, 1984.” Bibliog- 
raphy: leaf 13. Stamped on t.p.: ED244968. @Item 466-A-3 
(microfiche) S/N ED 244968 @ Educational Resources Infor- 
mation Center 

1. Cognition — Testing. 2. Education, Secondary — United 
States. I. Carroll, C. Dennis. II. National Center for Educa- 
tion Statistics. III. Title. IV. Title: Problems in assessing cog- 
nitive growth in high school. OCLC 12164197 


85-20757 
ED 1.310/2:245023 
Cook, Valerie. 

Effective strategies for avoiding within school resegregation / 
Valerie Cook, Janet Eyler, Leslie Ward. — [Nashville, Tenn.] : 
Education Policy Development Center for Desegregation, 
Center for Education and Human Development Policy, Institute 
for Public Policy Studies, Vanderbilt University, [1981] 

xix, 220 p. : ill. ; 28 cm. “Draft.” “Spons agency, Depart- 
ment of Education”—-Doc. resume. Distributed to depository 
libraries in microfiche. “December 1981.” Bibliography: p. 
192-211. “Contract 300-79-0403”—Doc. resume. Stamped on 
t.p.: ED245023. @ltem 466-A-3 (microfiche) S/N ED 245023 
@ Educational Resources Information Center 

1. Segregation in education — United States. I. Eyler, Janet. 
II. Ward, Leslie (Leslie Ellen), 1948- III. Vanderbilt Institute 
for Public Policy Studies. Education Folicy Development 
Center for Desegregation. IV. United States. Dept. of Educa- 
tion. V. Title. OCLC 12164240 


85-20758 
ED 1.310/2:245036 
Sjostrom, Barbara R. 

Theodore Roosevelt High School : project C.H.A.S.P., 1982- 
1983 / prepared by Barbara R. Sjostrom, Robert Schulman. — 
Brooklyn, N.Y. : New York City Public Schools, Office of 
Educational Evaluation, [1984] 

vi, 61 leaves : ill. ; 28 cm.— (O.E.E. evaluation report) 
“Spons agency, Department of Education”’—Doc. resume. 
Distributed to depository libraries in microfiche. “January, 
1984.” “Grant number: G008202417.” Stamped on sticker on 
cover: ED245036. @Item 466-A-3 (microfiche) S/N ED 
245036 @ Educational Resources Information Center 

1. Theodore Roosevelt High School 2. Education, Bilin- 
gual— New York (N.Y.) 3. English language — Study and 
—- (Secondary) — New York (N.Y.)— Spanish students. 

4. English language — Study and teaching (Secondary) — New 
York (N.Y.)—Kymer students. I. Schulman, Robert, 1948- 
II. New York City Public Schools. Bilingual Education Evalua- 
tion Unit. III. United States. Dept. of Education. IV. Title. 
V. Series: OEE evaluation report. OCLC 12164143 


Page 68 


85-20759 
Nicolaidis, Mary. 


ED 1.310/2:245037 


Fort Hamilton High School project SPEED : special educa- 
tion to eliminate dropouts, 1982-1983 / prepared by Mary Nico- 
laidis, Michael Sica ; with the assistance of Barbara Shore, 
Margaret H. Scorza. — Brooklyn, N.Y. : Office of Educational 
Evaluation, New York City Public Schools, [1984] 

viii, 63 leaves ; 28 cm. — (O.E.E. evaluation report) “Spons. 
agency Department of Education”-—-Doc. resume. Distributed 
to depository libraries in microfiche. “February, 1984.” 
“Grant number: G00-820-2691.” Stamped on sticker on cover: 
ED245037. @lItem 466-A-3 (microfiche) S/N ED 245037 @ 
Educational Resources Information Center 

1. Education, Bilingual —- New York (N.Y.) 2. English lan- 
guage— Study and teaching (Secondary)—-New York 
(N.Y.) — Spanish students. 3. English language — Study and 
teaching (Secondary)— New York (N.Y.)— Arabic students. 
4. English language — Study and teaching (Secondary) — New 
York (N.Y.) — Chinese students. I. Sica, Michael. II. Shore, 
Barbara. III. Scorza, Margaret H. IV. New York City Public 
Schools. Office of Educational Evaluation. V. United States. 
Dept. of Education. VI. Title. VII. Series: OEE evaluation 
report. OCLC 12168504 


85-20760 


ED 1.310/2:245038 


Inman, Deborah L. 


Flushing High School, a basic trilingual program, 1982-1983 / 
prepared by Deborah L. Inman, Robert Schulman. — Brooklyn, 
N.Y. : Office of Educational Evaluation, New York City Public 
Schools, [1984] 

vii, 52 leaves ; 28 cm. — (O.E.E. evaluation report) “Spons. 
agency Department of Education”—Doc. resume. Distributed 
to depository libraries in microfiche. “February, 1984.” 
“Grant number: G00-800-7073.” Stamped on sticker on cover: 
ED245038. @lItem 466-A-3 (microfiche) S/N ED 245038 @ 
Educational Resources Information Center 

1. Education, Bilingual —-New York (N.Y.) 2. English lan- 
guage — Study and teaching — New York (N.Y.) — Spanish stu- 
dents. 3. English language — Study and teaching — New York 
(N.Y.)— Korean students. I. Schulman, Robert, 1948- II. 
New York City Public Schools. Office of Educational Evalua- 
tion. III. United States. Dept. of Education. IV. Title. V. 
Series: OEE evaluation report. OCLC 12168644 
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Friedman, Grace Ibanez. 


John Jay High School project “RESCATE”, 1982-1983 / 
prepared by Grace Ibanez Friedman, Robert Schulman ; with 
the assistance of Margaret H. Scorza. — Brooklyn, N.Y. : Office 
of Educational Evaluation, New York City Public Schools, 
[1984] 

viii, 62 leaves ; 28 cm. — (O.E.E. evaluation report) ‘“Spons. 
agency Department of Education”—Doc. resume. Distributed 
to depository libraries in microfiche. “March, 1984.” “Grant 
number: G008006387.” Stamped on sticker on cover: 
ED245047. @ltem 466-A-3 (microfiche) S/N ED 245047 @ 
Educational Resources Information Center 

1. Education, Bilingual — New York (N.Y.) 2. English lan- 
guage — Study and teaching — New York (N.Y.) — French stu- 
dents. 3. English language — Study and teaching — New York 
(N.Y.) — Spanish students. I. Schulman, Robert, 1948- IIL. 
Scorza, Margaret H. III. New York City Public Schools. 
Office of Educational Evaluation. IV. United States. Dept. of 
Education. V. Title. VI. Series: OEE evaluation report. 
OCLC 12168596 
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ED 1.310/2:245049 
Keyes, Jose Luis. 

William H. Taft High School project ADELANTE, 1982- 
1983 / prepared by Jose Luis Keyes, Robert Schulman ; with 
the assistance of Sally Renfro, Margaret Scorza. — Brooklyn, 
N.Y. : Office of Educational Evaluation, New York City Public 
Schools, [1984] 

vi, 60 leaves ; 28 cm.— (O.E.E. evaluation report) “Spons. 
agency Department of Education”—Doc. resume. Distributed 
to depository libraries in microfiche. “February, 1984.” 
“Grant number: G00-800-6585.” Stamped on sticker on cover: 
ED245049. @lItem 466-A-3 (microfiche) S/N ED 245049 @ 
Educational Resources Information Center 

1. Education, Bilingual— New York (N.Y.) 2. English lan- 
guage — Study and teaching — New York (N.Y.) — Spanish stu- 
dents. 3. English language — Study and teaching — New York 
(N.Y.)— Arabic students. 4. English language — Study and 
teaching — New York (N.Y.)— Greek students. I. Schulman, 
Robert, 1948- II. Renfro, Sally. III. Scorza, Margaret H. 
IV. New York City Public Schools. Office of Educational Eval- 
uation. V. United States. Dept. of Education. VI. Title. 
VII. Series: OEE evaluation report. OCLC 12168661 
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ED 1.310/2:245050 
Collazo-Levy, Dora. 

Bushwick High School : “a warm welcome,” 1982-1983 / 
prepared by Dora Collazo-Levy, Michael Sica. — Brooklyn, 
N.Y. : New York City Public Schools, Office of Educational 
Evaluation, [1984] 

vi, 51 leaves ; 28 cm. — (O.E.E. evaluation report) “O.E.E. 
Bilingual Education Evaluation Unit.” “Department of Educa- 
tion”’—Doc. resume. Distributed to depository libraries in 
microfiche. “February, 1984.” “Grant number: G00-800- 
6170.” Stamped on cover: ED245050. @lItem 466-A-3 
(microfiche) S/N ED 245050 @ Educational Resources Infor- 
mation Center 

1. Education, Bilingual — New York (N.Y.) I. Sica, Michael. 
II. New York City Public Schools. Bilingual Education Evalua- 
tion Unit. III. United States. Dept. of Education. IV. Title. 
V. Series: OEE evaluation report. OCLC 12145810 
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ED 1,310/2:245061 
Lewis, Morgan V. 

Anticipating future influences on vocational education / 
Morgan V. Lewis, Jeannette L. Fraser, Paul V. Unger. — Co- 
lumbus, Ohio : National Center for Research in Vocational 
Education, Ohio State University, 1984. 

xiv, 92 p. : ill. ; 28 cm. “Office of Vocational and Adult 
Education, U.S. Department of Education”—T.p. verso. Dis- 
tributed to depository libraries in microfiche. Bibliography: p. 
85-92. “Contract number 300830016”—T.p. verso. Stamped 
on t.p.: ED245061. @Item 466-A-3 (microfiche), 461-D-6 
(microfiche) S/N ED 245061 @ Educational Resources Infor- 
mation Center 

1. Vocational education — United States. 2. Vocational reha- 
bilitation — United States. I. Fraser, Jeannette L. II. Unger, 
Paul V. III. National Center for Research in Vocational Edu- 
cation (U.S.) IV. United States. Office of Vocational and 
Adult Education. V. Title. OCLC 11946966 
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ED 1.310/2:245081 


Displaced workers : implications for educational and training insti- 


tutions / Kevin Hollenbeck, Frank C. Pratzner, Howard Rosen, 
editors. —- Columbus, Ohio : National Center for Research in 
Vocational Education, Ohio State University, 1984. 

xi, 330 p. ; 23 cm. “Final report on a project conducted 
under grant no. NIE-G-83-0005”—T.p. verso. Includes bibliog- 
raphies. @lItem 455-B-2, 466-A-3 (microfiche) 

1. Occupational retraining — United States. 2. Vocational 
education — United States. 3. Unemployed— United States. 
I. Hollenbeck, Kevin. II. Pratzner, Frank C. Ill. Rosen, 
Howard. IV. National Institute of Education (U.S.) V. Na- 
tional Center for Research in Vocational Education (U.S.) 
OCLC 10836747 
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Owens, Thomas R. (Thomas Raymond), 1937- 


Job loss and its effects on dislocated workers and their fami- 
lies / by Thomas R. Owens and Marilyn Clark. — Portland, Or. 
: Education and Work Program, Northwest Regional Educa- 
tional Laboratory, [1984] 

37 p. : ill. ; 28 cm. “Paper presented at the annual meeting 
of the American Educational Research Association, New Orle- 
ans.” “Supported by the National Institute of Education under 
contract NE-C-00-4-0010.” Distributed to depository libraries 
in microfiche. “April 1984.” Bibliography: p. 37. Stamped 
on t.p.: ED245101. @lItem 466-A-3 (microfiche) S/N ED 
245101 @ Educational Resources Information Center 

1. Unemployed — United States. I. Clark, Marilyn. II. 
Northwest Regional Educational Laboratory. Education and 
Work Program. III. National Institute of Education (U.S.) 
IV. Title. OCLC 12140832 
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Hollenbeck, Kevin. 


Selecting young workers : the influence of applicants’ educa- 
tion and skills on employability assessments by employers : final 
technical report / Kevin Hollenbeck, Bruce Smith ; prepared 
for the National Institute of Education. — Columbus, Ohio : 
The National Center for Research in Vocational Education, The 
Ohio State University, [1984] 

xvi, 110 p. ; 28 cm. Distributed to depository libraries in 
microfiche. “January 1984.” Bibliography: p. 109-110. 
“Grant NIE-G-83-0005”—Doc. resume. Stamped on cover: 
ED245116. @lItem 466-A-3 (microfiche) S/N ED 245116 @ 
Educational Resources Information Center 

1. Youth — Employment — United States. I. Smith, Bruce 
H. (Bruce Henry), 1958- II. National Institute of Education 
(U.S.) III. National Center for Research in Vocational Educa- 
tion (U.S.) IV. Title. OCLC 12140856 
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B. Snow. — Charleston, W. Va. : Appalachia Educational Labo- 
ratory, Inc., 1983- 

v.; 28 cm. “Final report”—Cover. “NIE contract 400-83- 
0001.” Distributed to depository libraries in microfiche. Bibli- 
ography: leaf 37. Contents: pt. A. Special needs families: re- 
search synopses. Stamped on t.p.: ED245175. @ltem 466-A-3 
(microfiche) S/N ED 245175 @ Educational Resources Infor- 
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garten through grade 12 / Donald L. Rubin, Nancy A. Mead ; 
in collaboration with John Daly ... [et al.].— Urbana, Iil. 
ERIC Clearinghouse on Reading and Communication Skills ; 
Annandale, Va. : Speech Communication Association, 1984. 

xii, 124 p.; 26cm. “Prepared with funding from the Nation- 
al Institute of Education under contract no. 400-82-0025”—T.p. 
verso. Distributed to depository libraries in microfiche. 
Stamped on t.p.: ED245293. @Item 466-A-3 (microfiche) S/ 
N ED 245293 @ Educational Resources Information Center 

1. Oral communication — United States. I. Mead, Nancy A. 
II. Daly, John. III. ERIC Clearinghouse on Reading and 
Communication Skills. IV. h Communication Associa- 
tion. V. National Institute of Education (U.S.) VI. Title. 
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follow through staff development effort to increase student 
learning time and achievement / Jane A. Stallings. — Nashville, 
Tenn. : Vanderbilt University, [19847] 

36, [1] p. : ill. ; 28cm. “Presented at the Annual Meeting of 
the American Educational Research Association, New Orleans, 
April 1984.” “Funded by NIE grant #R-81-0024.” Distribut- 
ed to depository libraries in microfiche. Bibliography: p. [37]. 
Stamped on t.p.: ED245303. @lItem 466-A-3 (microfiche) S/ 
N ED 245303 @ Educational Resources Information Center 

1. Educational innovations — California— Napa County — 
Evaluation. I. Vanderbilt University. II. National Institute of 
Education (U.S.) III. Title. OCLC 12142389 
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Purkey, Stewart C. 

School reform : the policy implications of the effective 
schools literature / Stewart C. Purkey, Marshall S. Smith. — 
Madison, Wis. : Wisconsin Center for Education Research, Uni- 
versity of Wisconsin-Madison, School of Education, [1983- 

v. ; 28 cm. “Prepared for the National Institute of Educa- 
tion.” “Dingle Associates, Inc.” Distributed to depository li- 
braries in microfiche. “June 1983.” Bibliography: leaves 1-12. 
Contents: v. 1. District policies. “Contract number 400-79- 
0035.” Stamped on t.p.: ED245350. @Item 466-A-3 (micro- 
fiche) S/N ED 245350 @ Educational Resources Information 
Center 

1. School t and organization — United States. I. 
Smith, Marshall S. II. Wisconsin Center for Education Re- 
search. III. National Institute of Education (U.S.) IV. Dingle 
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tions / Thomas L. Good, Bruce J. Biddle, Jere E. Brophy. — 
[Washington, D.C.] : Dingle Associates, Inc., [1983] 

39 leaves ; 28 cm. “Prepared for the National Institute of 
Education on State and Local Policy Implications of Effective 
School Research, contract number 400-79-0035.” Distributed 
to depository libraries in microfiche. “Jun 83”—Doc. resume. 
Bibliography: leaves 36-39. Stamped on t.p.: ED245351. 
@ltem 466-A-3 (microfiche) S/N ED 245351 @ Educational 
Resources Information Center 
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ates. II. National Institute of Education (U.S.) III. Title. 
OCLC 12149364 
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Finn, Chester E., 1944- 


Toward ic independence : policy considerations for 
enhancing school effectiveness / Chester E. Finn, Jr. — [Wash- 
ington, D.C.] : Dingle Associates, Inc., [1983] 

38 leaves ; 28 cm. “Prepared for the National Institute of 
Education Conference on State and Local Policy Implications 
of Effective School Research, contract number 400-79-0035, de- 
livery order number NIE-D-82-0003CB).” Distributed to de- 

itory libraries in microfiche. “June 1983.” Stamped on 
t.p.: ED245352. @Item 466-A-3 (microfiche) S/N ED 245352 
@ Educational Resources Information Center 

1. School management and organization — United States. I. 
Dingle Associates. II. National Institute of Education (U.S.) 
Ill. Title. OCLC 12173544 
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Wise, Arthur E. 


Beyond standardization : state standards and school improve- 
ment / Arthur E. Wise and Linda Darling-Hammond. — [Wash- 
ington, D.C.] : Dingle Associates, Inc., [1983] 

44 leaves ; 28 cm. “Prepared for the National Institute of 
Education.” Distributed to depository libraries in microfiche. 
“June 1983.” Includes bibliographical references. “Contract 
number 400-79-0035.” Stamped on t.p.: ED245353. @lItem 
466-A-3 (microfiche) S/N ED 245353 @ Educational Re- 
sources Information Center 

1. Education — United States — States — Standards. I. Dar- 
ling-Hammond, Linda, 1951- II. Dingle Associates. III. Na- 
tional Institute of Education (U.S.) IV. Title. OCLC 
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Implementing school improvement strategies / Lorraine M. 
McDonnell. — [Washington, D.C.] : Dingle Associates, Inc., 
[1983] 

vi, 32 leaves ; 28 cm. “Paper prepared for the National 
Institute of Education Conference on State and Local Policy 
Implications of Effective School Research, contract number 
400-79-0035, delivery order number NIE-D-82-0003CB).” Dis- 
tributed to depository libraries in microfiche. “June 1983.” 
Bibliography: leaves 31-32. Stamped on t.p.: ED245354. 
@item 466-A-3 (microfiche) S/N ED 245354 @ Educational 
Resources Information Center 

1. School management and organization — United States. I. 
Dingle Associates. II. National Institute of Education (U.S.) 
Ill. Title. OCLC 12173518 
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Improving conditions for principal effectiveness : policy im- 
plications of research on effective principals / A. Lorri Man- 
asse. — [Washington, DC] : National Institute of Education, 
[1983] 


41, [7] leaves ; 28 cm. “Paper prepared for the National 
Institute of Education Conference on State and Local Policy 
Implications of Effective School Research.” “Dingle Associ- 
ates, Inc.” “Spons agency: National Inst. of Education”—Doc. 
resume. Distributed to depository libraries in microfiche. 
“June 1983.” Bibliography: leaves [42-48]. “Contract number 
400-79-0035.” Stamped on t.p.: ED245355. @lItem 466-A-3 
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agement. 3. Leadership. I. National Institute of Education 
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If teachers were thought of as executives—implication for 
teacher preparation and certification / David C. Berliner. — 
[Washington, D.C.] : Dingle Associates, Inc, [1983] 

51 leaves ; 28 cm. “Dingle Associates, Inc.” “University of 
Arizona. “Spons. agency: National Inst. of Education (ED)”— 
Doc. resume. Distributed to depository libraries in microfiche. 
“June 1983.” “Contract number 400-79-0035.” Bibliography: 
leaves 46-51. Stamped on t.p.: ED245357. @lItem 466-A-3 
(microfiche) S/N ED 245357 @ Educational Resources Infor- 
mation Center 
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ondary) — United States. 3. Leadership— Study and teach- 
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United States. I. Dingle Associates. II. University of Arizo- 
na. III. National Institute of Education (U.S.) IV. Title. 
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85-20778 


ED 1.310/2:245358 
Fullan, Michael. 

Change processes and strategies at the local level / Michael 
Fullan. — [Washington, D.C. : National Institute of Education, 
1983] 

iv, 63 leaves : ill. ; 28 cm. “Dingle Associates, Inc.”—Doc. 
resume. “Ontario Institute for Studies in Education.” “Na- 
tional Institute of Education Conference on State and Local 
Policy Implications of Effective School Research.” Distributed 
to depository libraries in microfiche. “June 1983.” Bibliogra- 
phy: leaves i-iv. “Contract number 400-79-0035.” Stamped on 
t.p.: ED245358. @lItem 466-A-3 (microfiche) S/N ED 245358 
@ Educational Resources Information Center 

1. Teacher-administrator relationships. 2. Educational inno- 
vations — United States. 3. Education, Elementary — United 
States— Aims and objectives. 4. Education, Secondary — 
United States — Aims and objectives. I. National Institute of 
Education (U.S.) II. Dingle Associates. III. Ontario Institute 
for Studies in Education. IV. National Institute of Education 
Conference on State and Local Policy Implications of Effective 
School Research (1983 : National Institute of Education) V. 
Title. OCLC 12064922 
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Cuban, Larry. 

Transforming the frog into the prince : effective schools re- 
search, policy, and practice at the district level / Larry 
Cuban. — [Washington, D.C.] : Dingle Associates, Inc., [1983] 

47 leaves ; 28 cm. “Prepared for the National Institute of 
Education.” Distributed to depository libraries in microfiche. 
“June, 1983.” Includes bibliographical references. “Contract 
number 400-79-0035.” Stamped on t.p.: ED245359. @lItem 
466-A-3 (microfiche) S/N ED 245359 @ Educational Re- 
sources Information Center 

1. School management and organization — United States. I. 
National Institute of Education (U.S.) II. Dingle Associates. 
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Stallworth, John T. 


Executive summary of the final report : a survey of school 
administrators and policy makers / prepared by John T. Stall- 
worth and David L. Williams. — Austin, Tex. : Division of 
Family, School and Community Studies, Southwest Educational 
Development Laboratory, [1983] 

18 leaves ; 28 cm. “Parent Involvement in Education 
Project.” “Supported by the National Institute of Education 
(NIE) under contract no. 400-83-0007”—Ist prelim. p. Distrib- 
uted to depository libraries in microfiche. “December 1983.” 
Stamped on t.p.: ED245369. @lItem 466-A-3 (microfiche) S/ 
N ED 245369 @ Educational Resources Information Center 

1. School management and organization — United States. 2. 
School administrators — United States. I. Williams, David L. 
(David Lorenzo), 1935- II. Parent Involvement in Education 
Project (Southwest Educational Development Laboratory) III. 
National Institute of Education (U.S.) IV. Title. V. Title: A 
survey of school administrators and policy makers. OCLC 
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Smith, Nick L. 


Evaluation units in state departments of education : a five- 
year update / Nick L. Smith. — Portland, Or. : Northwest Re- 
gional Educational Laboratory, [1984] 

12 p. : ill. 28 cm.— (Paper and report series (Research on 
Evaluation Program (Northwest Regional Educational Labora- 
tory)) ; no. 96.) “National Institute of Education”—T.p. verso. 
Distributed to depository libraries in microfiche. “May 1984.” 
Bibliography: p. 11. “Contract no.400-80-0105”—T.p. verso. 
Stamped on cover: ED245370. @Item 466-A-3 (microfiche) 


S/N ED 245370 @ Educational Resources Information Center 
1. Education, Elementary — United States. 2. Education, 


— United States. 3. Organizational change — 
United States. 4. Organizational effectiveness — United States. 
I. Research on Evaluation Program (Northwest Regional Edu- 
cational Laboratory) II. National Institute of Education (U.S.) 
Ill. Title. IV. Series. OCLC 12119191 
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Snope, Trudy L. 


Speech-language pathology and audiology : an educational 
perspective for the future / submitted by Trudy L. Snope. — 
[Rockville, MD.] : American Speech-Language-Hearing Asso- 
ciation, [1983] 

1 v. (loose-leaf) : ill. ; 28 cm. At head of title: Final report. 
“Grant #G008001676, Special Education Programs, Division of 
Innovation and Development.” Distributed to depository li- 
braries in microfiche. “June 30, 1983.” Includes bibliogra- 
phies. Stamped on t.p.: ED245516. @lItem 466-A-3 (micro- 
fiche) S/N ED 245516 @ Educational Resources Information 
Center 

1. Audiology — United States. 2. Speech therapy — United 
States. I. American Speech-Language-Hearing Association. 
II. United States. Office of Special Education and Rehabilitative 
Services. Division of Innovation and Development. III. Title. 
OCLC 12142241 
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Polish, individualized instruction 101.51 : learning packets units 1- 


5. —([Columbus, Ohio?] : The Ohio State University, [1982] 

1 v. (various pagings) : ill., forms ; 28 cm. “Made possible 
by a grant from the U.S. Department of Education”—Ist 
prelim. p. Distributed to depository libraries in microfiche. 
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1. Polish language. I. Krzy[SUPDOT]zanowski, Jerzy Rys- 
zard. II. Ohio State University. III. United States. Dept. of 
Education. OCLC 12142164 
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ED 1.310/2:245547 
Krzyzanowski, Jerzy Ryszard. 
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units 6-10. — Columbus, Ohio : Chio State University, 1982. 
[202] p. : ill., forms ; 28 cm. “Made possible by a grant from 
the U.S. Department of Education”—T-.p. verso. Distributed 
to depository libraries in microfiche. Includes bibliographical 
references. “Grant G00-82-1043”—Doc. resume. Stamped on 
cover: ED245547. @lItem 466-A-3 (microfiche) S/N ED 
245547 @ Educational Resources Information Center 
1. Polish language. I. Ohio State University. II. United 
States. Dept. of Education. III. Title. OCLC 12095731 


Development Laboratory. Division of Language and Literacy. 
III. National Institute of Education (U.S.) OCLC 12169565 
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Cummins, Jim. 


Policy report : language & literacy learning in bilingual in- 
struction / Jim Cummins. — [Austin, TX] : Southwest Educa- 
tional Development Laboratory, [1983] 

6 leaves ; 28 cm. At head of title: Summary. “Study sub- 
mitted to the National Institute of Education, September 1983.” 
Distributed to depository libraries in microfiche. ‘Contract 
number: 400-80-0043.” Stamped on t.p.: ED245576. @Item 
466-A-3 (microfiche) S/N ED 245576 @ Educational Re- 
sources Information Center 

1. Education, Bilingual — United States. I. Southwest Edu- 
cational Development Laboratory. II. National Institute of 
Education (U.S.) III. Title. IV. Title: Language and literacy 
learning in bilingual instruction. OCLC 12145908 
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units 11-15. — [Columbus, Ohio?] : Ohio State University, 1982. 


1 v. (various pagings) : ill., forms, 1 map ; 28cm. “Office of 
International Education”—-Doc. resume. “Grant G00-82- 
1043”—Doc. resume. Distributed to depository libraries in 
microfiche. Stamped on cover: ED245548. @Item 466-A-3 
(microfiche) S/N ED 245548 @ Educational Resources Infor- 
mation Center 

1. Polish language. I. Ohio State University. II. United 
States. Dept. of Education. Office of International Education. 
Ill. Title. OCLC 12059409 
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1 v. (various pagings) . : ill., forms ; 28 cm. “Spons agency: 
Office of International Education (ED)’—Doc. resume. 
“Grant G00-82-1043”—Doc. resume. Distributed to depository 
libraries in microfiche. Stamped on cover: ED245549. @Item 
466-A-3 (microfiche) S/N ED 245549 @ Educational Re- 
sources Information Center 

1. Polish language. I. Ohio State University. II. United 
States. Dept. of Education. Office of International Education. 
III. Title. OCLC 12059401 
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Language and literacy learning in bilingual instruction : descrip- 
tive studies-Asian, Spanish, Navajo, (NIE-R-80-0026 [i.e (NIE- 
X-80-0043)]/ prepared by Betty J. Mace-Matluck ... [et al.] — 
Austin, Tex. : Divison of Language and Literacy, Southwest 
Educational Development Laboratory [1982] 

191, [251] leaves : ill, forms ; 28 cm. At head of title: 
Preliminary report. “Spons. agency: National Inst. of Educa- 
tion (ED)”—Doc. resume. Distributed to depository libraries 
in microfiche. Includes bibliographical references. Stamped 
on cover: ED245571. @lItem 466-A-3 (microfiche) S/N ED 
245571 @ Educational Resources Information Center 
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small school teachers / by Leo M. Schell, Paul R. Burden. — 
Las Cruces, N.M. : ERIC Clearinghouse on Rural Education 
and Small Schools (ERIC/CRESS), New Mexico State Univer- 
sity, [1984] 

vii, 43 p. ; 28 cm. “Kansas State University.” “Spons 
agency: National Inst. of Education”—Doc. resume. “Contract 
NIE-400-83-0023”—Doc. resume. Distributed to depository li- 
braries in microfiche. “March 1984.” Includes bibliographies. 
Stamped on cover: ED245850. @Item 466-A-3 (microfiche) 
S/N ED 245850 @ Educational Resources Information Center 
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States. I. Burden, Paul R. II. ERIC Clearinghouse on Rural 
Education and Small Schools. III. Kansas State University. 
IV. National Institute of Education (U.S.) V. Title. OCLC 
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VanLehn, Kurt. 


Empirical studies of procedural flaws, impasses, and repairs in 
procedural skills / Kurt VanLehn. — [Pittsburgh, Pa.] : Univer- 
sity of Pittsburgh, Learning Research and Development Center, 
[1982] 

iii, 59, 11 p. : ill. ; 28 cm.— (Technical report ; no. ONR-8) 
Cover title. “Supported in part by funds from the National 
Institute of Education (NIE), United States Department of Edu- 
cation.” Distributed to depository libraries in microfiche. 
“March 1982.” Bibliography: p. 34-35. Stamped on t.p.: 
ED245880. Personnel & Training Research Programs, Office 
of Naval Research. Contract No.: N0014-79-C-0215. Project 
No.: 61153N, Project No.: RR042-06-0A, Project No.: 667-430. 
@ltem 466-A-3 (microfiche) S/N ED 245880 @ Educational 
Resources Information Center 

1. Educational tests and measurements — United States. 2. 
Mathematics — United States. 3. Subtraction. I. University of 
Pittsburgh. Learning Research and Development Center. II. 
National Institute of Education (U.S.) III. Title. IV. Series: 
Technical report (United States. Office of Naval Research) ; no. 
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OCLC 12127772 
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Schmitz, Betty. 
The Northern Rockies Program on Women in the Curriculum 
: final report / Betty Schmitz, project director. — Bozeman, 
Mont. : Montana State University, [1983] 
1 v. (various foliations) ; 28 cm. Cover title. “Funded by 


ED 1.310/2:246239 
Gottfredson, Linda S. 


The validity of an occupational classification based on job 


the Fund for the Improvement of Postsecondary Education, 
U.S. Department of Education.” Distributed to depository li- 
braries in microfiche. ‘1 Nov 83”—Doc. resume. Bibliogra- 
phy: leaf [30] (2nd grouping). “Grant number G008102311.” 
Stamped on t.p.: ED245955. @lItem 466-A-3 (microfiche) S/ 
N ED 245955 @ Educational Resources Information Center 

1. Women’s studies — United States. 2. Education — United 
States — Curricula. 3. Curriculum planning — United States. 
I. Montana State University (Bozeman) II. United States. 
Dept. of Education. III. Title. OCLC 12145939 
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Education on the role of schools in preparing youth for employ- 
ment. —[Boston, Mass. : Massachusetts State Dept. of Educa- 
tion, 1983] 

25 p. ; 28 cm. Distributed to depository libraries in micro- 
fiche. “December 1983.” Stamped on cover: ED246168. 
@ltem 466-A-3 (microfiche) S/N ED 246168 @ Educational 
Resources Information Center 
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Education (U.S.) II. Title. OCLC 12149349 
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Collazo-Levy, Dora. 
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Brooklyn, N.Y. : New York City Public Schools, Office of 
Educational Evaluation, [1984] 

iv, 45 leaves ; 28 cm. — (O.E.E. evaluation report) “O.E.E. 
Bilingual Education Evaluation Unit.” “Department of Educa- 
tion’—Doc. resume. Distributed to depository libraries in 
microfiche. “May, 1984.” Bibliography: leaves 17-19. 
“Grant number: G00-800-7040.” Stamped on _ cover: 
ED246174. @ltem 466-A-3 (microfiche) S/N ED 246174 @ 
Educational Resources Information Center 

1. Parent and child— New York (N.Y.) 2. Parent-teacher 
relationships. 3. Education, Bilingual— New York (N.Y.) I. 
Villegas, Jose. II. New York City Public Schools. Bilingual 
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tion. IV. Title. V. Series: OEE evaluation report. OCLC 
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Schools, Johns Hopkins University, [1981] 

1 v. (various pagings) ; 28 cm. Distributed to depository 
libraries in microfiche. “November 1981.” Bibliography: p. 
114-116. Stamped on covor: ED246238. “Grant NIE-G-80- 
0013.” @lItem 466-A-3 (microfiche) S/N ED 246238 @ Edu- 
cational Resources Information Center 
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competencies for assessing employability / Linda S. Gottfred- 
son. —[Washington, D.C. : National Institute of Education, 
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1 v. (various pagings) : ill. ; 28 cm. “Center for Social 
Organization of Schools, Johns Hopkins Unversity. Distributed 
to depository libraries in microfiche. “January 1983.” Bibli- 
ography: p. 77-84. “Grant NIE-G-80-0013”—Doc. resume. 
Stamped on t.p.: ED246239. S/N ED 246239 @ Educational 
Resources Information Center 
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sis. 4. Career education United States. I. National Institute of 
Education (U.S.) II. Johns Hopkins University. Center for 
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Merriam, Sharan B. 


Adult development : implications for adult education / 


Sharan B. Merriam. — Columbus, OH : ERIC Clearinghouse on 
Adult, Career, and Vocational Education : National Center for 
Research in Vocational Education, Ohio State University, 1984. 


vii, 46 leaves ; 28 cm. “Spons agency: National Inst. of 
Education (ED)”—Doc. resume. “Northern Illinois Universi- 
ty.” Distributed to depository libraries in microfiche. Bibliog- 
raphy: leaves 41-46. “Contract 400-81-0035”—Doc. resume. 
Stamped on t.p.: ED246309. @lItem 466-A-3 (microfiche) S/ 
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ance — United States. 3. Maturation (Psychology) I. ERIC 
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Learning words from context / William E. Nagy ... [et al.].— 


Champaign, Ill. : University of Illinois at Urbana-Champaign, 
Center for the Study of Reading ; Cambridge, Mass. : Bolt 
Beranek and Newman, Inc., [1984] 

50, [10] leaves : ill. ; 28 cm.— (Technical report ; no. 319) 
Research supported in part by the National Institute of Educa- 
tion under contract no. 400-81-0030. Distributed to depository 
libraries in microfiche. “July 1984.” Bibliography: p. 45-50. 
@ltem 466-A-3 (microfiche) S/N ED 246392 @ Educational 
Resources Information Center 

1. Word recognition. 2. Vocabulary. 3. Children — Lan- 
guage. I. Nagy, William E. II. National Institute of Educa- 
tion (U.S.) III. Bolt, Beranek, and Newman, inc. IV. Univer- 
sity of Illinois at Urbana-Champaign. Center for the Study of 
Reading. VV. Series: Technical report (University of Illinois at 
Urbana-Champaign. Center for the Study of Reading) ; no. 319. 
OCLC 11900623 


85-20798 


ED 1,310/2:246408 


Mason, Jana. 


Acquisition of knowledge about reading in the preschool 
period : an update and extension / Jana M. Mason. — Cham- 
paign, Ill. : University of Illinois at Urbana-Champaign ; Cam- 
bridge, Mass. : Bolt Beranek and Newman, Inc., [1984] 
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49 leaves ; 28 cm. — (Technical report ; no. 318) At head of 
title: Center for the Study of Reading. “Supported in part by 
the National Institute of Education under contract no. NIE 400- 
81-0030.” Distributed to depository libraries in microfiche. 
“July 1984.” Bibliography: leaves 41-48. Stamped on t.p.: 
ED246408. @ltem 466-A-3 (microfiche) S/N ED 246408 @ 
Educational Resources Information Center 

1. Reading (Preschool) I. University of Illinois at Urbana- 
Champaign. Center for the Study of Reading. II. Bolt, Ber- 
anek, and Newman, inc. III. National Institute of Education 
(U.S.) IV. Title. V. Series: Technical report (University of 
Illinois at Urbana-Champaign. Center for the Study of Reading) 
; no. 318. OCLC 12114283 


85-20799 
ED 1.310/2:246571 
Eldridge, Marie D. 

The NCES commitment to excellence / by Marie D. El- 
dridge. — Washington, DC : National Center for Education Sta- 
tistics, [1984] 

13 leaves ; 28 cm. Distributed to depository libraries in 
microfiche. Stamped on t.p.: ED246571. @Item 466-A-3 
(microfiche) S/N ED 246571 @ Educational Resources Infor- 
mation Center 

1. National Center for Education Statistics 2. Education — 
United States — Addresses, essays, lectures. I. National Center 
for Education Statistics. II. Title. OCLC 12141042 


85-20800 
ED 1.310/2:246694 
Wyatt, David H. 
Computers and ESL / by David H. Wyatt. — [Washington, 
D.C.] : Center for Applied Linguistics, [1984] 
v, 133 leaves : ill. ; 28 cm. — (Language in education: theory 


and practice ; no. 56) “ERIC Clearinghouse on Languages and 


” 


“Spons. agency: National Inst. of Education 
(ED)”—Doc. resume. Distributed to depository libraries in 
microfiche. Bibliography: leaves 127-132. Stamped on t.p.: 
ED246694. @ltem 466-A-3 (microfiche) S/N ED 246694 @ 
Educational Resources Information Center 

1. Computer-assisted instruction — United States. 2. English 
language — Study and teaching — Foreign speakers. I. Center 
for Applied Linguistics. II. ERIC Clearinghouse on Languages 
and Linguistics. III. National Institute of Education (U.S.) 
IV. Title. V. Series: Language in education ; no. 56. OCLC 
12136535 


85-20801 
ED 1.310/2:246696 
Weber, Wilheim K. 

Training translators and conference interpreters / Wilheim K. 
Weber. — [Washington, D.C.] : Center for Applied Linguistics ; 
[Orlando, FL : Harcourt Brace Jovanovich International, dis- 
tributor], 1984. 

viii, 70 leaves ; 28 cm. — (Language in education: theory and 
practice : no. 58) “ERIC Clearinghouse on Languages and 
Linguistics.” “Spon agency: National Inst. of Education”— 
Doc. resume. Distributed to depository libraries in microfiche. 
Bibliography: leaves 67-69. Stamped on t.p.: ED246696. 
“Contract 400-82-0009”—Doc. resume. @Item 466-A-3 
(microfiche) S/N ED 246696 @ Educational Resources Infor- 
mation Center 

1. Translators — Training of — United States. I. Center for 
Applied Linguistics. II. ERIC Clearinghouse on Languages 
and Linguistics. III. National Institute of Education (U.S.) 


IV. Title. V. Series: Language in education : no. 58 OCLC 
12130152 
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85-20802 


ED 1.310/2:246821 


McCoy, Marilyn. 


Higher education financing in the fifty states : interstate com- 
parisons fiscal year 1979 / Marilyn McCoy, D. Kent Hal- 
stead. — 2nd ed. — Boulder, Colo. : National Center for Higher 
Education Management Systems, Inc. ; [Washington, D.C.] : 
National Institute of Education, [1982] 

xiii, 515 p. : ill. ; 21 x 28 cm. Distributed to depository 
libraries in microfiche. “December 1982.” Includes biblio- 
graphical references. On sticker: ED246821. @lItem 466-A-3 
(microfiche) S/N ED 246821 @ Educational Resources Infor- 
mation Center 

1. Education, Higher — United States— Finance. I. Hal- 
stead, D. Kent, 1930- II. National Institute of Education (U.S.) 
lil. National Center for Higher Education Management Sys- 
tems. IV. Title. OCLC 09887203 


85-20803 


ED 1.310/2:246822 


McCoy, Marilyn. 


Higher education financing in the fifty states : interstate com- 
parisons fiscal year 1981 / Marilyn McCoy and D. Kent Hal- 
stead. — 3rd ed. — Boulder, Colo. : National Center for Higher 
Education Management Systems ; [Washington, D.C.] : National 
Institute of Education, [984] 

xvi, 546 p. : ill. ; 22 x 28 cm. “March 1984.” Includes 
bibliographical references. On sticker: ED246822. @lItem 
466-A-3 (microfiche) S/N ED 246822 @ Educational Re- 
sources Information Center 

1. Education, Higher — United States— Finance. I. Hal- 
stead, D. Kent, 1930- II. National Institute of Education (U.S.) 
III. National Center for Higher Education Management Sys- 
tems. IV. Title. OCLC 11544529 


85-20804 


ED 1.310/2:246884 


R&D speaks : microcomputers & education. — Austin, Tex. : 


Regional Exchange, Southwest Educational Development Labo- 
ratory, [1981] 

138 p. in various pagings : ill., forms ; 28 cm. “Contract 
source: Department of Education, National Institute of Educa- 
tion”—T.p. verso. Distributed to depository libraries in micro- 
fiche. “November 1981.” Includes bibliographies. “Con- 
tract: 400-80-0107”—Doc. resume. Stamped on t.p.: ED246884. 
@ltem 466-A-3 (microfiche) S/N ED 246884 @ Educational 
Resources Information Center 

1. Microcomputers — United States. 2. Education technolo- 
gy— United States. 3. Educational — United States — Data 
processing. I. Southwest Educational Development Laborato- 
ry. II. National Institute of Education (U.S.) OCLC 
12171098 


85-20805 


1.310/2:247027 


Shinman, Sheila M. 


Trends in early childhood education in the United Kingdom / 
Sheila M. Shinman. — [Washington, D.C. : National Institute of 
Education, 1984] 

61 leaves : ill. ; 28cm. “ERIC Clearinghouse on Elementary 
and Early Childhood Education.” “College of Education, Uni- 
versity of Illinois, Urbana.” Distributed to depository libraries 
in microfiche. Bibliography: leaves 49-61. “Contract 400-83- 
0021”—Doc. resume. Stamped on t.p.: ED247027. @Item 
466-A-3 (microfiche) S/N ED 247027 @ Educational Re- 
sources Information Center 

1. Education, Preschool — Great Britain — 1965- I. National 
Institute of Education (U.S,) II. ERIC Clearinghouse on Ele- 
mentary and Early Childhood Education. III. University of 





Illinois at Urbana-Champaign. College of Education. IV. Title. 
OCLC 12130404 


85-20806 


ED 1.310/2:247052 


Fletcher, J. D. 


What problems do American Indians have with mathematics? 
/ J.D. Fletcher. —[Orem, Utah] : WICAT Education Institute, 
[1983] 

14 leaves ; 28 cm. “Spons agency: Department of Educa- 
tion’—Doc. resume. Distributed to depository libraries in 
microfiche. Bibliography: leaves 13-14. Stamped on t.p.: 
ED247052. “Grant G-0082-0-1452”—Doc. resume. @Item 
466-A-3 (microfiche) S/N ED 247052 @ Educational Re- 
sources Information Center 

1. Indians of North America — Mathematics. 2. Computer- 
assisted instruction — United States. 3. Learning ability. 4. 
Mathematical ability. I. WICAT Education Institute. II. 
United States. Dept. of Education. III. Title. OCLC 
12130098 


85-20807 


ED 1.310/2:247440 

Hiring and training workers : executive summary / edited by John 
Bishop. —- Columbus, Ohio : National Center for Research in 
Vocational Education, Ohio State University, [1984] 

vii, 33 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “June 1984.” Bibliography: p. 33. Stamped on 
cover: ED247440. “Grant NIE-G-83-0005-P-2”—Doc. resume. 
@ltem 466-A-3 (microfiche) S/N ED 247440 @ Educational 
Resources Information Center 

1. Recruiting of employees — United States. 2. Employees, 
Training of — United States. I. Bishop, John H. II. National 
Center for Research in Vocational Education (U.S.) III. Title. 
OCLC 12179567 


85-20808 


ED 1.310/2:247441 

Hiring and training workers / edited by John Bishop. — Colum- 
bus, Ohio : National Center for Research in Vocational Educa- 
tion, Ohio State University, [1984] 

xxviii, 126 p. : ill., 1 form ; 27 cm. Distributed to depository 
libraries in microfiche. “June 1984.” Bibliography: p. 123-126. 
Stamped on cover: ED247441. “Grant NIE-G-83-0005-P-2”— 
Doc. resume. @lItem 466-A-3 (microfiche) S/N ED 247441 
@ Educational Resources Information Center 

1. Recruiting of employees — United States. 2. Employees, 
Training of — United States. I. Bishop, John H. II. National 
Center for Research in Vocational Education (U.S.) III. Title. 
OCLC 12179562 


85-20809 


ED 1.310/2:247443 
Miguel, Richard J. 

Youth’s perceptions of employer standards : effects of [i.e. on] 
employment outcomes and employer evaluations / Richard J. 
Miguel and Robert C. Foulk.— Columbus, Ohio : National 
Center for Research in Vocational Education, Ohio State Uni- 
versity, [1984] 

xxxiii, 236 p. : ill., forms ; 28 cm. “Spons. agency: National 
Inst. of Education.”—Doc. resume. “Grant NIE-G-83-0005-P- 
1”—Doc. resume. Distributed to depository libraries in micro- 
fiche. Bibliography: p. 227-236. Stamped on _ cover: 
ED247443. @ltem 466-A-3 (microfiche) S/N ED 247443 @ 
Educational Resources Information Center 

1. Career education— United States. 2. Youth — Employ- 
ment — United States. 3. Performance standards. I. Foulk, 
Robert C. II. National Center for Research in Vocational Edu- 
cation (U.S.) III. National Institute of Education (U.S.) 
OCLC 12153281 
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85-20810 


ED 1.310/2:247520 


Meyer, Linda A. 


Teachers’ comprehension questions : what functions might 
they serve? / Linda A. Meyer. — Urbana-Champaign, Ill : 
Center for the Study of Reading, University of Illinois at 
Urbana-Champaign, 1984. 

19 leaves ; 28 cm. Distributed to depository libraries in 
microfiche. Stamped on t.p.: ED247520. “National Institute 
of Education under contract no. NIE-400-81-0030.” Bibliogra- 
phy: leaves 18-19. @Item 466-A-3 (microfiche) S/N ED 
247520 @ Educational Resources Information Center 

1. Education, Primary — United States. 2. Questioning. 3. 
Feedback (Psychology) 4. Comprehension. I. University of 
Illinois at Urbana-Champaign. Center for the Study of Reading. 
II. National Institute of Education (U.S.) III. Title. OCLC 
12127696 


85-20811 


ED 1.310/2:247550 


Newman, Denis. 


Intepretation and manipulation in human plans / Denis 
Newman, Bertram C. Bruce. — Champaign, Ill. : University of 
Illinois at Urbana-Champaign, Center for the Study of Reading, 
[1984] 

50 leaves ; 28 cm.— (Technical report ; no. 317) “Bolt, 
Beranek, and Newman, Inc.” “Spons. agency: National Inst. of 
Education (ED)”—Doc. resume. Distributed to depository li- 
braries in microfiche. “July 1984.” Bibliography: leaves 47- 
49. Stamped on t.p. ED247550. @lItem 466-A-3 (microfiche) 
S/N ED 247550 @ Educational Resources Information Center 

1. Deception. 2. Social interaction— United States. 3. 
Social perception. I. Bruce, Bertram C. II. University of Illi- 
nois at Urbana-Champaign. Center for the Study of Reading. 
III. Bolt, Beranek, and Newman, inc. IV. National Institute of 
Education (U.S.) V. Title. VI. Series: Technical report (Uni- 
versity of Illinois at Urbana-Champaign. Center for the Study of 
Reading) ; no. 317. OCLC 12168913 


85-20812 


ED 1.310/2:248032 


Southwest Educational Development Laboratory. Division of 


Family, School, and Community Studies. 

Working parents project (WPP), Division of Family, School 
and Community Studies (DFSCS) : annual report. — Austin, 
Tex. : Southwest Educational Development Laboratory 
(SEDL), c1983. 

iii, 125, [38] p. : forms ; 28 cm. “Funded by: National Insti- 
tute of Education (NIE).” Distributed to depository libraries in 
microfiche. “December 30, 1983”—Cover. “Project period: 
December 1, 1982 through November 30, 1983.” Bibliography: 
p. 121-125. “In compliance with contract no.: 400-80-0107, 
project no. P-3.” Stamped on cover: ED248032. @lItem 466- 
A-3 (microfiche) S/N ED 248032 @ Educational Resources 
Information Center 

1. Children of working parents — United States. 2. Children 
of working mothers — United States. I. National Institute of 
Education (U.S.) II. Title. OCLC 12170172 


85-20813 


ED 1,310/2:248150 


Wiley, David, 1935- 


U.S. media coverage of Africa : a media source guide : issues 
for the ’80s / David S. Wiley. — New York, N.Y. : Council on 
International and Public Affairs, 1983. 

1 v. (various pagings) ; 28 cm. “Spons. agency: Office of 
International Education”—Doc. resume. Distributed to deposi- 
tory libraries in microfiche. Includes bibliographies. “Grant 
G008001865”—Doc. resume. Stamped on t.p.: ED248150. 
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@ltem 466-A-3 (microfiche) S/N ED 248150 @ Educational 


Resources Information Center 
1. Africa in mass media. 2. Ethnic folklore— Africa. 3. 
Mass media — Africa. I. Council on International and Public 


Affairs (U.S.) II. United States. Dept. of Education. Office of 


International Education. III. Title. IV. Title: US media cov- 
erage of Africa. OCLC 12145907 


85-20814 
ED 1.310/2:248238 

Careers in commercial and private recreation / by Laurie 
Priest and Liane Summerfield. — Washington, DC : ERIC 
Clearinghouse on Teacher Education, [1983] 

[2] p. ; 28 cm.— (Fact sheet) Caption title. “ 
pursuant to contract no. 400-78-0017 with the National Institute 
of Education (ED)”—P. [2]. Distributed to depository libraries 
in microfiche. “February 1983.” Bibliography: p. [2]. 
Stamped on t.p.: ED248238. @lItem 466-A-3 (microfiche) S/ 
N ED 248238 @ Educational Resources Information Center 

1. Recreation — Vocational guidance— United States. I. 
Summerfield, Liane. II. ERIC Clearinghouse on Teacher Edu- 
cation. III. National Institute of Education (U.S.) IV. Title. 
V. Series: Fact sheet (ERIC Clearinghouse on Teacher Educa- 
tion) OCLC 12166665 


85-20815 
ED 1.310/2:248239 
Martin, Elaine. 

The teacher as decision maker / by Elaine Russo Martin. — 
Washington, DC : ERIC Clearinghouse on Teacher Education, 
[1983] 

[2] p. ; 28 cm.— (Fact sheet) Caption title. “Prepared 
pursuant to contract no. 400-83-0022 with the National Institute 
of Education (ED)”—P. [2]. Distributed to depository libraries 
in microfiche. “June 1983.” Bibliography: p. [2]. Stamped 
on t.p.: ED248239. @lItem 466-A-3 (microfiche) S/N ED 
248239 @ Educational Resources Information Center 

1. Teaching. 2. Classroom management. 3. School manage- 
ment and organization — United States — Decision making. I. 
ERIC Clearinghouse on Teacher Education. II. National Insti- 
tute of Education (U.S.) Ill. Title. IV. Series: Fact sheet 
(ERIC Clearinghouse on Teacher Education) OCLC 12164127 


85-20816 
ED 1.310/2:248240 
Priest, Laurie. 
The case for physical education / by Laurie Priest. — Wash- 
ington, DC : ERIC Clearinghouse on Teacher Education, [1983] 


[2] p. ; 28 cm.— (Fact sheet) Caption title. “Prepared 
pursuant to contract no. 400-83-0022 with the National Institute 
of Education (ED)”—P. [2]. Distributed to depository libraries 
in microfiche. “October 1983.” Bibliography: p. [2]. 
Stamped on t.p.: ED248240. @lItem 466-A-3 (microfiche) S/ 
N ED 248240 @ Educational Resources Information Center 

1. Physical education for children — United States. I. ERIC 


Clearinghouse on Teacher Education. II. National Institute of 


Education (U.S.) III. Title. IV. Series: Fact sheet (ERIC 
Clearinghouse on Teacher Education) OCLC 12164231 


85-20817 
ED 1.310/2:248241 
Pine, Patricia. 

Merit pay / by Patricia Pine.— Washington, DC : ERIC 
Clearinghouse on Teacher Education, [1983] 

[2] p. ; 28 cm.— (Fact sheet) Caption title. “Prepared 
pursuant to contract no. 400-83-0022 with the National Institute 
of Education (ED)”—P. [2]. Distributed to depository libraries 
in microfiche. “October 1983.” Bibliography: p. [2]. 
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Stamped on t.p.: ED248241. @lItem 466-A-3 (microfiche) S/ 
N ED 248241 @ Educational Resources Information Center 

1. Teachers — Salaries, pensions, etc.— United States. I. 
ERIC Clearinghouse on Teacher Education. II. National Insti- 
tute of Education (U.S.) III. Title. IV. Series: Fact sheet 
(ERIC Clearinghouse on Teacher Education) OCLC 12168453 


85-20818 


ED 1,310/2:248242 


Gilman, Francie. 


The effects of corporate involvement in education / by Fran- 
cie Gilman. — Washington, DC : ERIC Clearinghouse on 
Teacher Education, [1984] 

[2] p. ; 28 cm.— (ERIC digest) Caption title. “Prepared 
pursuant to contract no. 400-83-0022 with the National Institute 
of Education (ED)”—P. [2]. Distributed to depository libraries 
in microfiche. “January 1984.” Bibliography: pp. [2]. 
Stamped on t.p.: ED248242. @Item 466-A-3 (microfiche) S/ 
N ED 248242 @ Educational Resources Information Center 

1. Industry and education — United States. I. ERIC Clear- 
inghouse on Teacher Education. II. National Institute of Edu- 
cation (U.S.) III. Title. IV. Series. OCLC 12164057 


85-20819 


ED 1,310/2:248243 


Griffith, Devon. 


What first-year teachers need to know / by Devon Grif- 
fith. — Washington, DC : ERIC Clearinghouse on Teacher 
Education, [1984] 

[2] p. ; 28 cm.— (ERIC digest) Caption title. “Prepared 
pursuant to contract no. 400-83-0022 with the National Institute 
of Education (ED)”—P. [2]. Distributed to depository libraries 
in microfiche. “January 1984.” Bibliography: op. [2]. 
Stamped on t.p.: ED248243. @Item 466-A-3 (microfiche) S/ 
N ED 248243 @ Educational Resources Information Center 

1. Teachers — United States. 2. First year teachers — United 
States. I. ERIC Clearinghouse on Teacher Education. II. Na- 
tional Institute of Education (U.S.) III. Title. IV. Series. 
OCLC 12164113 


85-20820 


ED 1.310/2:248244 


Ashburn, Elizabeth Alexander. 


Emergency teacher certification. — Washington, DC : ERIC 
Clearinghouse on Teacher Education, [1983] 

[2] p. ; 28 cm.— (ERIC digest) Caption title. “Prepared 
pursuant to contract no. 400-83-0022 with the National Institute 
of Education (ED)”—P. [2]. Distributed to depository libraries 
in microfiche. “February 1984.” Bibliography: p. [2]. 
Stamped on t.p.: ED248244. @lItem 466-A-3 (microfiche) S/ 
N ED 248244 @ Educational Resources Information Center 

1. Teachers — Certification — United States. I. ERIC Clear- 
inghouse on Teacher Education. II. National Institute of Edu- 
cation (U.S.) III. Title. IV. Series. OCLC 12164149 


85-20821 


ED 1.310/2:248302 


Lines, Patricia M. 


Student achievement in an integrated setting / by Patricia M. 
Lines. — Denver, Colo. : Education Commission of the States, 
[1983] 

23 leaves ; 28 cm.— (ECS working papers ; LEC-83-11) 
Distributed to depository libraries in microfiche. “September 
1983.” “This paper was based upon work supported by the 
National Institute of Education under grant no. 400-81-0012 and 
general grants from the Carnegie Corporation and the Ford 
Foundation.” Bibliography: leaves 17-23. Stamped on cover: 
ED248302. @lItem 466-A-3 (microfiche) S/N ED 248302 @ 
Educational Resources Information Center 





1. Academic achievement. 2. School integration — United 
States. I. Education Commission of the States. II. National 
Institute of Education (U.S.) III. Carnegie Corporation of 
New York. IV. Ford Foundation. V. Title. VI. Series. 
OCLC 12173662 


85-20822 


ED 1.310/2:248306 
Lipkin, John P. (John Phillip), 1934- 

Equity and microcomputer use in American public education 
/ by John Lipkin. — Denver, Colo. : Education Commission of 
the States, [1983] 

21 leaves ; 28 cm.— (ECS working papers ; LEC-83-15) 
Distributed to depository libraries in microfiche. “September 
1983.” “This paper was based upon work supported by the 
National Institute of Education under grant no. 400-81-0012. 
Bibliography: leaves 18-21. Stamped on cover: ED248306. 
@ltem 466-A-3 (microfiche) S/N ED 248306 @ Educational 
Resources Information Center 

1. Educational equalization — United States. 2. Computer- 
assisted instruction— United States. 3. Microcomputers — 
United States. I. Education Commission of the States. II. 
National Institute of Education (U.S.) III. Carnegie Corpora- 
tion of New York. IV. Ford Foundation. V. Title. VI. 
Series. OCLC 12173546 


85-20823 


ED 1.310/2:248307 


Belsches-Simmons, Grace. 


State civil rights laws / by Grace Belsches-Simmons. — 
Denver, Colo. : Education Commission of the States, [1983] 

131 leaves ; 28 cm.— (ECS working papers ; LEC-83-16) 
Distributed to depository libraries in microfiche. “September 
1983.” “This paper was based upon work supported by the 
National Institute of Education under grant no. 400-81-0012 and 
general grants from the Carnegie Corporation and the Ford 
Foundation.” Bibliography: leaves 17-19. Stamped on cover: 
ED248307. @lItem 466-A-3 (microfiche) S/N ED 248307 @ 
Educational Resources Information Center 

1. Civil rights — United States — States. I. Education Com- 
mission of the States. II. National Institute of Education (U.S.) 
III. Carnegie Corporation of New York. IV. Ford Foundation. 
V. Title. VI. Series. OCLC 12173466 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


85-20824 


EP 1.1/5:984-2 
United States. Environmental Protection Agency. Office of the 
Inspector General. 

Semiannual report / Office of the Inspector General, EPA. 
Washington, D.C. : The Office, United States Environmental 
Protection Agency, Office of the Inspector General, 401 M St. 
SW, Washington, D.C. 20460 

v. ; 28 cm. 

Semiannual Oct. 1, 1984-Mar. 31, 1985. Description based 
on: Oct. 1, 1981-Mar. 31, 1982; title from cover. @lItem 431-K- 
13 


1. United States. Environmental Protection Agency. Office of 
the Inspector General I. Title. TD171.U56e 82-645329 // 
184 353.0082/321 ¢2 19 OCLC 08758967 


85-20825 


EP 1.2:B 13 
Bacterial colonization of point-of-use water treatment devices / 
Edwin E. Geldreich ... [et al.] —[Washington, D.C.? : U.S. 
Environmental Protection Agency], 1985. 

p. 72-80 : ill. ; 28cm. Caption title. Reprinted from Journal 
AWWA, Research and Technology, February 1985. Bibliogra- 
phy: p. 80. @ltem 431-I-1 
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1. Water — Purification — Filtration. 2. | Contamination 
(Technology) I. Geldreich, Edwin E. II. United States. Envi- 
ronmental Protection Agency. III. Title. OCLC 12120378 


85-20826 
EP 1.2:D 62/3 
Directory of environmental databases for region 5 / prepared by 
U.S. Environmental Protection Agency, Region 5 with assist- 
ance from WAPORA, INC. — Chicago, Ill. : The Region, 1984- 


1 v. (loose-leaf) : 1 map ; 28 cm. Distributed to depository 
libraries in microfiche. “September 1934”—Cover. @Item 
431-I-1 (microfiche) 

1. Environmental monitoring — United States — Data proc- 
essing — Directories. I. United States. Environmental Protec- 
tion Agency. Region V. II. Wapora, inc. OCLC 12069863 


85-20827 
EP 1.2:L 14/17/final 
Rathke, David E. 

Lake Erie intensive survey, 1978-1979 / by David E. 
Rathke. — Chicago, Ill. : Great Lakes National Program Office, 
U.S. Environmental Protection Agency, Region V ; [Spring- 
field, Va. : National Technical Information Service, distributor], 
1985. 

1 v. (various pagings) : ill. ; 28 cm. Final. 1978-1979. “Jan- 
uary 1984.” Bibliography: p. 171-183. @lItem 431-I-1 STRN: 
EPA-905/4-84-001 

1. Water quality bioassay — Erie, Lake. 2. Erie, Lake. L 
United States. Environmental Protection Agency. Great Lakes 
National Program Office. II. Title. OCLC 12099298 


85-20828 
EP 1,2:M 44 
Logan, Terry J. 

The Maumee River basin pilot watershed study / by Terry J. 
Logan, principal investigator. — Chicago, Ill. : Great Lakes Na- 
tional Program Office, U.S. Environmental Protection Agency, 
Region V ; [Springfield, VA : Available through the National 
Technical Information Service, 1981- ] 

v. : ill, maps ; 28 cm. Monitoring. 1978-1980. “Ohio Agri- 
cultural Research and Development Center.” Distributed to 
depository libraries in microfiche. Description based on v. III. 
“May 1981.” Contents: v. III. Continued watershed monitor- 
ing (1978-80). Grant No.: R00535301. @Item 431-I-1 (micro- 
fiche) STRN: EPA-905/9-79-005-C 

1. Water quality management— Ohio. 2. Water — Pollu- 
tion— Ohio. I. United States. Environmental Protection 
Agency. Great Lakes National Program Office. II. Ohio Agri- 
cultural Research and Development Center. III. Title. OCLC 
12150778 


85-20829 
EP 1.2:Se 8/10 
Environmental Review Conference (7th : 1983 : Atlanta, Ga.) 
Seventh Annual Environmental Review Conference, October 
20-21, 1983, Presidential Hotel, Atlanta, Georgia. — Atlanta, 
GA : U.S. Environmental Protection Agency, Region 4, 1984. 
ii, 77 p. ; 28 cm. Cover title. Distributed to depository 
libraries in microfiche. “April 1984.” “EPA 904/9-83-118.” 
@ltem 431-I-1 (microfiche) 
1. Environmental engineering — Congresses. I. United 
States. Environmental Protection Agency. Region IV. II. 
Title. OCLC 12150763 
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AQUIRE : Aquatic Information Retrieval Toxicity Data Base 
: project description, guidelines, and procedures / by Rosemarie 
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C. Russo and Anne Pilli.— Duluth, MN : Environmental Re- 


search Laboratory, Office of Research and Development, U.S. 
Environmental Protection Agency, 1985. 

1 v. (various pagings) ; 28 cm. “June 1984.” Includes bib- 
liographies. “EPA-600/8-84-021.” “CR807240.” @Item 431- 
K 


1. Toxicity testing— Data processing. 2. Aquatic orga- 
nisms — Data processing. 3. Information storage and retrieval 
systems — Marine biology. I. Pilli, Anne. II. Environmental 
Research Laboratory (Duluth, Minn.) III. Title. OCLC 
11525720 
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EP 1.8:P 41/4/draft/phase 1 
Permit writers’ guidance manual for the location of hazardous 
waste land storage and disposal facilities. — Washington, D.C. : 
Office of Solid Waste, Waste Management and Economics Divi- 
sion, U.S. Environmental Protection Agency, 1985- 

v. : ill, maps ; 28 cm. “Final draft for public comment.” 
“February 1985.” Includes bibliographies. Contents: Phase I. 
Criteria for location acceptability and existing regulations for 
evaluating locations. @Item 431-K 

1. Hazardous waste treatment facilities United States — 
Handbooks, manuals, etc. I. United States. Office of Solid 
Waste. Waste Management and Economics Division. OCLC 
12069854 


85-20832 
EP 1.8/3:C 66/983/final 
Development document for effluent limitations guidelines and 
standards for the canmaking subcategory of the coil coating, 
point source category. — Washington, D.C. : U.S. Environmen- 
tal Protection Agency, Effluent Guidelines Division, Office of 
Water Regulations and Standards, 1985. 

xi, 392 p. : ill. ; 28 cm. Title on cover: Development docu- 
ment for effluent limitations guidelines and standards for the coil 
coating, point source category (canmaking subcategory). 
“Final”—Cover. “Water and waste management”—Cover. 
Distributed to depository libraries in microfiche. “April 1984.” 
Bibliography: p. 367-375. “WH-552”—Cover. @lItem 431-K-1 
(microfiche) 

1. Container industry — United States. 2. Coatings. 3. Ef- 
fluent quality— United States. 4. Water use — Standards — 
United States. I. United States. Environmental Protection 
Agency. Effluent Guidelines Division. II. Title: Canmaking 
subcategory of the coil coating, point source category. III. 
Title: Development document for effluent limitations guidelines 
and standards for coil coating, point source category (canmak- 
ing subcategory). OCLC 12077223 
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EP 1.8/3:C 79/5/final 
Development document for effluent limitations guidelines and 
standards for the copper forming point source category. — 
Washington, D.C. : U.S. Environmental Protection Agency, 
Office of Water, Office of Water Regulations and Standards, 
Effluent Guidelines Division, 1985. 

xvii, 545 p. : ill. ; 28 cm. “Final”—Cover. Distributed to 
depository libraries in microfiche. “March 1984.” Bibliogra- 
phy: p. 533-545. “EPA 440/1-84/074"—Cover. @lItem 431- 
K-1 (microfiche) 

1. Copper industry and trade— Environmental aspects — 
United States. 2. Water use— United States. 3. Effluent 
quality — United States. I. United States. Environmental Pro- 
tection Agency. Office of Water. II. United States. Environ- 
mental Protection Agency. Effluent Guidelines Division. III. 
Title: Copper forming point source category. OCLC 12076007 
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United States. Environmental Protection Agency. Office of Water 


Regulations and Standards. Industrial Technology Division. 

Development document for effluent limitations guidelines and 
standards for the plastics molding and forming point source 
category. — Washington, D.C. : U.S. Environmental Protection 
Agency, Office of Water, Office of Water Regulations and 
Standards, Industrial Technology Division, 1985. 

1 v. (various pagings) : ill. ; 28 cm. “United States Environ- 
mental Protection Agency, Effluent Guidelines Division”— 
Cover. “Final”—Cover. Distributed to depository libraries in 
microfiche. “December 1984.” Bibliography: p. 333-350 
“EPA 440/1-84/069”"—Cover. “WH-552”—Cover. @Item 
431-K-1 

1. Plastics — United States— Molding. 2. Water — Pollu- 
tion — Standards — United States. I. United States. Environ- 
mental Protection Agency. Effluent Guidelines Division. 
OCLC 12114457 


85-20835 


EP 1.8/7:340/1-83-022 


Wet scrubber inspection and evaluation manual / by Engineering- 


Science. — Washington, D.C. : U.S. Environmental Protection 
Agency, Office of Air Quality ‘Planning and Standards, Station- 
ary Source Compliance Division, 1984. 

1 v. (various pagings) : ill., forms ; 28 cm. Distributed to 
depository libraries in microfiche. “September 1983.” Bibli- 
ography: p. 6-1 - 6-5. U.S. Environmental Protection Agency, 
Office of Air Quality Planning and Standards. Contract No.: 68- 
01-6312. Project No.: Work assignment no. 33. @lItem 431-I-41 
(microfiche) STRN: EPA-340/1-83-022 

1. Pollution control equipment — United States — Mainte- 
nance and repair. 2. Scrubber (Chemical technology) — Eval- 
uation. 3. Particles— Measurement. I. Engineering-Science, 
inc. II. United States. Environmental Protection Agency. Sta- 
tionary Source Compliance Division. III. Title. OCLC 
12077117 


85-20836 


EP 1.17:924 


Solid waste leaching procedure manual : draft technical resource 


document for public comment. — Cincinnati, Ohio : Municipal 
Environmental Research Laboratory, Office of Research and 
Development, U.S. Environmental Protection Agency ; Wash- 
ington, D.C. : Office of Solid Waste and Emergency Response, 
U.S. Environmental Protection Agency, 1984. 

viii, 52 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “March 1984.” Bibliography: p. 32-33. “SW- 
924.” @Item 431-I-7 (microfiche) 

1. Leaching. 2. Factory and trade waste — United States. I. 
Municipal Environmental Research Laboratory. II. United 
States. Environmental Protection Agency. Office of Solid Waste 
and Emergency Response. OCLC 12150799 


85-20837 


EP 1.23/5:600/4-84-076 


Ford, Patrick J. (Patrick John), 1952- 


Characterization of hazardous waste sites : a methods manual 
/ by Patrick J. Ford, Paul J. Turina, Douglas E. Seely ; oo 
pared for Lockheed Engineering and Management Services 
Company, Inc. under EPA contract no. 68-03-3050. — 2nd 
ed.— Las Vegas, Nev. : Environmental Monitoring Systems 
Laboratory, Office of Research and Development, U.S. Envi- 
ronmental Protection Agency, 1985- 

v. : ill, forms ; 28 cm. Distributed to depository libraries in 
microfiche. “December 1984.” Description based on vol. 2. 
Includes bibliographies. Contents: v. 2. Available sampling 
methods. “EPA-600/4-84-076.” @Item 431-I-24 (microfiche) 





1. Hazardous waste treatment facilities — United States. I. 
Turina, Paul J. II. Seely, Douglas E. III. Lockheed Engi- 
neering and Management Services Co: IV. Environmental 
Monitoring Systems Laboratory (Las Vegas, Nev.) V. Title. 
OCLC 12095478 


85-20838 
EP 1,23/8:600/2-84-106 
Design information on rotating biological contactors / by Richard 
C. Brenner ... [et al.]. — Cincinnati, Ohio : Municipal Environ- 
mental Research Laboratory, Office of Research and Develop- 
ment, U.S. Environmental Protection Agency, 1984. 

1 v. (various pagings) : ill. ; 28 cm. Distributed to depository 
libraries in microfiche. “June 1984.” Includes bibliographies. 
“EPA-600/2-84-106.” @Item 431-I-62 (microfiche) 

1. Sewage disposal plants — United States — Equipment and 
supplies. I. Brenner, Richard C. II. Municipal Environmental 
Research Laboratory. OCLC 12096127 


85-20839 
EP 1.23/8:600/7-84-027 
Dotson, R. L. 

Economic evaluation of advanced limestone, Davy S-H, and 
Dowa gypsum-producing FGD processes / by R.L. Dotson, 
J.D. Maxwell, and T.A. Burnett. — Research Triangle Park, NC 
: U.S. Environmental Protection Agency, Industrial Environ- 
mental Research Laboratory ; Muscle Shoals, AL : Tennessee 
Valley Authority, Office of Power, Energy Demonstrations and 
Technology, [1984] 

xii, 12, 124, 51 p. : ill, forms ; 28 cm. Final. 6/79-12/82. 
“Interagency energy/environment R&D program report”— 
Cover. Distributed to depository libraries in microfiche. 
“February 1984.” Bibliography: p. 115-124. “TVA/OP/ 
EDT-82/20.” Contract No.: EPA IAG-79-D-X0511. @lItem 
431-I-62 (microfiche) STRN: EPA-600/7-84-027 


1. Flue gases — Desulphurization — By-products. 2. Gypsum 
industry — Economic aspects — United States. I. Maxwell, J. 
D. (James Douglas), 1950- IJ. Burnett, T. A. III. Industrial 
Environmental Research Laboratory (Research Triangle Park, 
N.C.) IV. Tennessee Valley Authority. Division of Energy 
Demonstrations and Technology. V. Title. OCLC 11875389 


85-20840 
EP 1.23/9:600/8-82-003 F 
Health assessment document for 1, 1, 1-Trichloroethane (methyl 
chloroform) : final report. — Research Triangle Park, NC : 
U.S. Environmental Protection Agency, Office of Research and 
Development, Office of Health and Environmental Assessment, 
Environmental Criteria and Assessment Office, 1985. 

1 v. (various pagings) : ill. ; 28 cm. “February 1984.” In- 
cludes bibliographies. “EPA-600/8-82-003F.” @Item 431-K- 
12 

1. Trichloroethane — Toxicology. 2. Air — Pollution — 
United States — Physiological effect. I. United States. Envi- 
ronmental Protection Agency. Environmental Criteria and As- 
sessment Office. OCLC 12130624 


85-20841 
EP 1.23/9:600/8-83-016 BF 
The acidic deposition phenomenon and its effects : critical assess- 
ment review papers / Aubrey P. Altshuller, Rick A. Linhurst, 
editors. — Washington, DC : U.S. Environmental Protection 
Agency, Office of Research and Development, 1984- 

v. : ill, maps ; 28 cm. “Prepared through ... a cooperative 
agreement between the United States Environmental Protection 
Agency ... and North Carolina State University.” Distributed 
to depository libraries in microfiche. “July 1984”—Cover. In- 
cludes bibliographies. Contents: v. 1. Atmospheric sciences — 
v. 2. Effects sciences. @Item 431-K-12 (microfiche) STRN: 
600/8-83-016 AF STRN: 600/8-83-016 BF 
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1. Acid rain — United States. I. Altshuller, A. P. II. Linth- 
urst, Rick A. III. United States. Environmental Protection 
Agency. Office of Research and Development. IV. North 
Carolina State University. OCLC 11863719 


85-20842 


EP 1.23/9:600/8-84-032 


Fugitive dust control demonstration studies : user’s guide. — 


Cincinnati, OH : Center for Environmental Research Informa- 
tion, Office of Research and Development, U.S. Environmental 
Protection Agency, 1985. 

v, 30 p. ; 28 cm. “Office of Air Quality Planning & Stand- 
ards.” Distributed to depository libraries in microfiche. “Jan- 
uary 1984.” Bibliography: p. 29-30. “EPA-600/8-84-032.” 
@ltem 431-K-12 (microfiche) 

1. Dust control. I. Center for Environmental Research In- 
formation (U.S.) II. United States. Environmental Protection 
Agency. Office of Air Quality Planning and Standards. OCLC 
11952182 


85-20843 


EP 1.79:983 


United States. Environmental Protection Agency. 


Toxic Substances Control Act (TSCA) : report to Congress 
for fiscal year ... / prepared by U.S. Environmental Protection 
Agency. Washington, D.C. : The Agency, U.S. Environmental 
Protection Agency, Washington, DC 20460 

v. : ill. ; 23 cm. 

Annual 

Began with 1981. Description based on: 1983. Report 
covers fiscal year 1983. @Item 0431-L-02 ISSN 0883-0576 
Continues: United States. Environmental Protection Agency. 
Administration of the Toxic Substances Control Act 

1. Hazardous substances—Law and legislation — United 
States — Periodicals. 2. Chemicals—Law and legislation — 
United States — Periodicals. 3. Poisons—Law and legisla- 
tion — United States — Periodicals. I. Title. PAR 85-647474 
OCLC 10872766 


85-20844 


EP 1.89/2:600/S 1-84-014 


Evaluation of health risks associated with wastewater treatment 


and sludge composting / C.S. Clark ... [et al.]. — Research Tri- 
angle Park, NC : U.S. Environmental Protection Agency, 
Health Effects Research Laboratory, 1984. 

4p.;28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Nov. 
1984.” “EPA-600/S1-84-014.” @Item 431-L-12 (microfiche) 

1. Sewage disposal plants — Environmental aspects — United 
States. 2. Sewage sludge — Physiological effect. 3. Gastroin- 
testinal system — Diseases. I. Clark, C. Scott II. Health Ef- 
fects Research Laboratory (Research Triangle Park, N.C.) 
OCLC 12077245 


85-20845 


Adams, Henry. 


EP 1,89/2:600/S 1-85-002 


Occurrence of Giardia in Connecticut water supplies and 
watershed animals / Henry Adams and Arthur Bruce. — Re- 
search Triangle Park, NC : U.S. Environmental Protection 
Agency, Health Effects Research Laboratory, 1985. 

3 p.; 28cm. Caption title. At head of title: Project summa- 

. Distributed to depository libraries in microfiche. “Feb. 
1985.” “EPA-600/S1-85-002.” @ltem 431-L-12 (microfiche) 

1. Giardiasis — Connecticut. I. Bruce, Arthur. II. Health 
Effects Research Laboratory (Research Triangle Park, N.C.) 
III. Title. OCLC 12059743 
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85-20846 


Leong, Carole J. 

Asbestos sampling plan for the San Francisco Bay Area, 
California / Carole J. Leong and Michael E. Tarter. — Re- 
search Triangle Park, NC : U.S. Environmental Protection 
Agency, Health Effects Research Laboratory, 1985. 

[2] p. ; 28 cm. Caption title. At head of title: Project sum- 
mary. Distributed to depository libraries in microfiche. “Feb. 
1985.” “EPA-600/S1-85-003.” @ltem 431-L-12 (microfiche) 

1. Asbestos — California— San Francisco Bay Region. I. 
Tarter, Michael E. II. Health Effects Research 
(Research Triangle Park, N.C.) Ill. Title. OCLC 12150782 


85-20847 


EP 1.89/2:600/S 1-85-003 


EP 1.89/2:600/S 2-84-153 
Green, D. A. 

Auto-oxidation potential of raw and retored oil shale / D.A. 
Green. — Cincinnati, OH : U.S. Environmental Protection 
Agency, Hazardous Waste Engineering Research Laboratory, 
1985. 

4p.;28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Mar. 
1985.” “EPA-600/S2-84-153.” @lItem 431-L-12 (microfiche) 

1. Combustion, Spontaneous. 2. Oil-shale industry — United 
States — By-products. 3. Shale oils. I. Hazardous Waste En- 
gineering Research Laboratory. II. Title. OCLC 12090073 


85-20848 
EP 1.89/2:600/S 2-84-158 
City of Tampa : management analysis and report system (MARS) 
/ David L. Tippin ... [et al.]. — Cincinnati, OH : U.S. Environ- 
mental Protection Agency, Municipal Environmental Research 
Laboratory, 1984. 

7 p.: ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Nov. 1984.” “EPA-600/S2-84-158.” @lItem 431-L-12 
(microfiche) 

1. Tampa (Fla.)— Water supply — Management. 2. Water- 
supply — Florida — Tampa — Accounting. I. Tippin, David L. 
II. Municipal Environmental Research Laboratory. OCLC 
12168494 


85-20849 
EP 1.89/2:600/S 2-84-161 
Overland flow treatment of domestic wastewater in northern 
climes / J. Borrelli ... [et al.].— Ada, OK : U.S. Environmental 
Protection Agency, Robert S. Kerr Environmental Research 
Laboratory, [1984] 

3 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Dec. 1984.” “EPA-600/S2-84-161.” @Item 431-L-12 (micro- 
fiche) 

1. Land treatment of wastewater— Wyoming. I. Borrelli, 
John. II. Robert S. Kerr Environmental Research Laboratory. 
Ill. Title. OCLC 12153467 


85-20850 
EP 1.89/2:600/S 2-84-163 
Overman, Allen R., 1937- 

Overland flow treatment of municipal wastewater in Florida / 
Allen Overman and Thomas Schanze. — Ada, OK : U.S. Envi- 
ronmental Protection Agency, Robert S. Kerr Environmental 
Research Laboratory, [1984] 

3 p.; 28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Dec 
1984.” “EPA-600/S2-84-163.” @ltem 431-L-12 (microfiche) 

1. Land treatment of wastewater — Florida. 2. Water — Pu- 
rification. I. Schanze, Thomas. II. Robert S. Kerr Environ- 
mental Research Laboratory. OCLC 12128787 
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85-20851 
EP 1.89/2:600/S 2-84-165 
Granular activated carbon for removing nontrihalomethane organ- 
ics from drinking water / Benjamin W. Lykins, Jr. ... [et al.]. — 
Cincinnati, OH : U.S. Environmental Protection Agency, 
Water Engineering Research Laboratory, 1985. 

3 p.; 28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Dec. 
1984.” “EPA-600/S2-84-165.” @Item 431-L-12 (microfiche) 

1. Carbon, Activated. 2. Trace elements in water — United 
States. I. Lykins, Ben W. II. Water Engineering Research 
Laboratory. OCLC 12113450 


85-20852 
EP 1.89/2:600/S 2-84-167 
Abron-Robinson, Lilia A. 
Technical-economic study of sewage sludge disposal on dedi- 
cated land / Lilia A. Abron-Robinson and Leon W. Weinberg- 
er. — Cincinnati, OH : U.S. Environmental Protection Agency, 
Water Engineering Research Laboratory, 1985. 
4p.; 28cm. Caption title. At head of title: Project summa- 
ry. “Jan. 1985.” Distributed to depository libraries in micro- 
fiche. “EPA-600/S2-84-167.” @Item 431-L-12 (microfiche) 
1. Sewage sludge. 2. Sewage disposal in the ground — 
United States. I. Weinberger, Leon W. II. Water Engineer- 
ing Research Laboratory. III. Title. OCLC 12172158 


85-20853 
EP 1.89/2:600/S 2-84-173 
Ghassemi, Masood. 
Assessment of hazardous waste surface impoundment technol- 
Ogy : case studies and perspectives of experts / Masood Ghas- 
semi, Michael Haro, and Linda Fargo. — Cincinnati, OH : U.S. 
Environmental Protection Agency, Hazardous Waste Engineer- 
ing Research Laboratory, 1985. 
7 p.; 28cm. Caption title. At head of title: Project summa- 
. Distributed to depository libraries in microfiche. “Jan. 
1985.” “EPA-600/S2-84-173.” @Item 431-L-12 (microfiche) 
1. Refuse and refuse disposal — United States. 2. Pollution 
control industry — Environmental aspects — United States. I. 
Haro, M. (Michael), 1956- II. Fargo, Linda. III. Hazardous 
Waste Engineering Research Laboratory. IV. Title. OCLC 
12119536 


85-20854 
EP 1.89/2:600/S 2-84-175 
McCormick R. 

Capital and O&M cost relationships for hazardous waste in- 
cineration / Robert McCormick. — Cincinnati, OH : U.S. Envi- 
ronmental Protection Agency, Hazardous Waste Engineering 
Research Laboratory, 1984. 

3, [1] p. : 1 ill. ; 28 cm. Caption title. At head of title: 
Project summary. Distributed to depository libraries in micro- 
fiche. “Dec. 1984.” “EPA-600/S2-84/175.” @lItem 431-L- 
12 (microfiche) 

1. Hazardous wastes — United States — Incineration — Costs. 
2. Hazardous waste treatment facilities United States. I. 
Hazardous Waste Engineering Research Laboratory. II. Title. 
OCLC 12153522 


85-20855 
EP 1.89/2:600/S 2-84-179 

Environmental and energy benefits of microprocessor control of 
oven airflows from a coil coating operation : a case study. — 
Cincinnati, OH : U.S. Environmental Protection Agency, Haz- 
ardous Waste Engineering Research Laboratory, [1984] 

2 p.; 28cm. Caption title. At head of title: Project summa- 

ry. Distributed to depository libraries in microfiche. ‘Dec. 
1984.” “EPA-600/S2-84-179.” @ltem 431-L-12 (microfiche) 





1. Incinerators — Technological innovations. I. Hazardous 
Waste Engineering Research Laboratory. OCLC 12113373 


85-20856 
EP 1.89/2:600/S 2-84-189 
Heard, David B. 

Fail-safe devices for the prevention of hazardous materials 
spills / David B. Heard. — Cincinnati, OH : U.S. Environmental 
Protection Agency, Hazardous Waste Engineering Research 
Laboratory, 1985. 

3 p.; 28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Jan. 
1985.” “EPA-600/S2-84-189.”  @lItem 431-L-12 (microfiche) 

1. Hazardous substances — United States — Safety measures. 
2. Water — Pollution — United States— Prevention. I. Haz- 
ardous Waste Engineering Research Laboratory. II. Title. 
OCLC 12119481 


85-20857 
EP 1.89/2:600/S 2-85-004 
McCormick R. 

Capital and O&M cost relationships for hazardous waste in- 
cineration : addendum no. 1—ionizing wet scrubber costs / R. 
McCormick and H. Lips. — Cincinnati, OH : U.S. Environmen- 
tal Protection Agency, Hazardous Waste Engineering Research 
Laboratory, 1985. 

3 p.; 28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. ‘Feb. 
1985.” “EPA-600/S2-85/004.” @Item 431-L-12 (microfiche) 

1. Hazardous waste treatment facilities United States — 
Costs. 2. Scrubber (Chemical technology) 3. Incineration — 
United States — Costs. I. Lips, H. II. Hazardous Waste En- 
gineering Research Laboratory. III. Title. OCLC 12093685 


85-20858 
EP 1.89/2:600/S 3-84-104 
Warner-Selph, Mary Ann. 

Characterization of heavy-duty motor vehicle emissions under 
transient driving conditions / Mary Ann Warner-Selph and 
Harry E. Dietzmann. — Research Triangle Park NC : U.S. En- 
vironmental Protection Agency, Atmospheric Sciences Re- 
search Laboratory, 1985. 

6 p.; 28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Dec. 
1984.” “EPA-600/S3-84/104.” @lItem 431-L-12 (microfiche) 

1. Motor vehicles — Environmental 2. Air — Pollu- 
tion — Measurement. 3. Motor vehicles — Motors (Diesel) — 
Environmental aspects. I. Dietzmann, Harry E. II. Atmos- 
pheric Sciences Research Laboratory. III. Title. OCLC 
12153287 


85-20859 
EP 1,89/2:600/S 3-84-111 
An Evaluation of wind measurements by four doppler sodars / 
J.C. Kaimal ... [et al.].— Research Triangle Park, NC : U.S. 
Environmental Protection Agency, Atmospheric Sciences Re- 
search Laboratory, 1985. 

5 p.; 28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Jan. 
1985.” “EPA-600/S3-84-111.” @Item 431-L-12 (microfiche) 

1. Atmospheric turbulence — Measurement. 2. Winds — 
United States— Measurement. I. Kaimal, J. C. II. Atmos- 
pheric Sciences Research Laboratory. III. Title. OCLC 
12113974 


85-20860 


Sehmel, G. A. 

Hazardous air pollutants : dry-deposition phenomena / G.A. 
Sehmel, R.N. Lee, and T.W. Horst. — Research Triangle Park, 
NC : U.S. Environmental Protection Agency, Atmospheric Sci- 
ences Research Laboratory, 1985. 


EP 1,89/2:600/S 3-84-114 
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3 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to libraries in microfiche. 
“Jan. 1985.” “EPA-600/S3-84-114.” @Item 431-L-12 (micro- 
fiche) 

1. Air — Pollution — United States. 2. Gases, Asphyxiating 
and poisonous. I. Lee, R. N. II. Horst T. W. IIL Atmos- 
pheric Sciences Research Laboratory. IV. Title. OCLC 
12123571 


85-20861 


EP 1,89/2:600/S 3-85-001 


Bicknell, B. R. 


Testing and evaluation of TOX-SCREEN model / B.R. Bick- 
nell, S.H. Boutwell, and D.B. Watson. — Athens, GA : U.S. 
Environmental Protection Agency, Environmental Research 
Laboratory, 1985. 

3 p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. Distributed to depository libraries in microfiche. 
“Mar. 1985.” “EPA-600/S3-85/001.” @Item  431-L-12 
(microfiche) 

1. Poisons— Analysis. 2. Chemical industry — United 
States — Manufactures — Safety measures. I. Boutwell, S. H. 
II. Watson, D. B. III. Environmental Research Laboratory 
(Athens, Ga.) IV. Title. OCLC 12113113 


85-20862 


EP 1.89/2:600/S 4-84-069 


Francis, C. W. 


Mobility of toxic compounds from hazardous wastes / C.W. 
Francis, M.P. Maskarinec, and J.C. Goyert. — Las Vegas, NV : 
U.S. Environmental Protection Agency, Environmental Moni- 
toring System Laboratory, 1985. 

6 p.; 28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Jan. 
1985.” Bibliography: p. 4. “EPA-600/S4-84-069.” @ltem 
431-L-12 (microfiche) 

1. Poisons. 2. Extraction (Chemistry) 3. Sanitary land- 
fills — Leaching. I. Maskarinec, M. P. II. Goyert, J.C. IL 
Environmental Monitoring System Laboratory (Las Vegas, 
Nev.). IV. Title. OCLC 12123588 


85-20863 


EP 1,89/2:600/S 4-84-079 


Jayanty, R. K. M. 


Stability of organic audit materials and results of source test 
analysis audits—status report #6 / R.K.M. Jayanty, W.F. Gutk- 
necht, and C.E. Decker. — Research Triangle Park, NC : U.S. 
Environmental Protection Agency, Environmental Monitoring 
Systems Laboratory, [1984] 

3 p.; 28cm. Caption title. At head of title: Project summa- 
ry. “Dec. 1984.” Bibliography: p. 3. “EPA-600/S4-84-079.” 
@ltem 431-L-12 (microfiche) 

1. Stability. 2. Organic compounds. 3. Gases — Analysis. 
I. Gutknecht, William F. II. Decker, C. E. III. Environmen- 
tal Monitoring Systems Laboratory (Research Triangle Park, 
N.C.) IV. Title. OCLC 12172148 


85-20864 


EP 1,89/2:600/S 4-84-088 
Inhalable particulate network report : operation 

(mass concentrations only) / David O. Hinton [et al.].— Re- 
search Triangle Park, NC : U.S. Environmental Protection 
Agency, Environmental Monitoring Systems Laboratory, 1985. 


and data summary 


3 p.; 28cm. Caption title. At head of title: Project summa- 

. Distributed to depository libraries in microfiche. “March 
1985.” “EPA-600/S4-84-088.” @lItem 431-L-12 (microfiche) 

1. Particles. 2. Particle size determination. 3. Air — Pollu- 
tion — United States — Measurement. I. Hinton, David O. II. 
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Water Programs Operations Office — Environmental Protection Agency 


Environmental Monitoring Systems Laboratory (Research Tri- 
angle Park, N.C.) OCLC 12113421 

85-20865 

EP 1.89/2:600/S 4-85-003 

Standard operating procedures for conducting sampling and 
sample bank audits. — Las Vegas, NV. : U.S. Environmental 
Protection Agency, Environmental Monitoring Systems Labora- 
tory, 1985. 

2 p.; 28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Jan. 
1985.” “EPA-600/S4-85-003.” @Item 431-L-12 (microfiche) 

1. Waste disposal in the ground — United States. 2. Hazard- 
ous substances — United States — Safety measures. I. Environ- 
mental Monitoring Systems Laboratory (Las Vegas, Nev.) 
OCLC 12114059 

85-20866 
EP 1.89/2:600/S 4-85-005 
Winberry, William T. 

Technical assistance document for monitoring sulfuric acid 
vapor from stationary sources / William T. Winberry, Jr. — 
Research Triangle Park, NC : U.S. Environmental Protection 
Agency, Environmental Monitoring Systems Laboratory, 1985. 


3 p.; 28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Jan. 
1985.” “EPA-600/S4-85-005.” @ltem 431-L-12 (microfiche) 

1. Sulphuric acid. 2. Vapors— Measurment. I. Environ- 
mental Monitoring Systems Laboratory (Research Triangle 
Park, N.C.) II. Title. OCLC 12118154 


85-20867 
EP 1.89/2:600/S 7-84-099 
Santhanam, Chakra J., 1938- 

An evaluation of the disposal of flue gas desulfurization 
wastes in coal mines and the ocean : mine disposal demonstra- 
tion tests / Chakra J. Santhanam, James R. Valentine, and 
Armand A. Balasco. — Research Triangle Park, NC : U.S. En- 
vironmental Protection Agency, Air and Energy Engineering 
Research Laboratory, 1985. 

6 p. : ill. ; 28 cm. Caption title. At head of title: Project 

. Distributed to depository libraries in microfiche. 
“Jan. 1985.” “EPA-600/S7-84-099.” @lItem 431-L-12 (micro- 
fiche) 

1. Flue gases— Desulphurization. I. Valentine, James R. 
II. Balasco, Armand A. III. Air and Energy Engineering Re- 
search Laboratory. IV. Title. OCLC 12172127 

85-20868 
EP 1.89/2:600/S 7-84-100 
Feasibility of producing commodities and electricity for space 
shuttle operations at Vandenberg Air Force Base / P.J. Murin 
... [et al.].— Research Triangle Park, NC : U.S. Environmental 
Protection Agency, Air and Energy Engineering Research Lab- 
oratory, 1985. 

4p.;28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Jan. 
1985.” “EPA-600/S7-84-100.” @ltem 431-L-12 (microfiche) 

1. Space shuttles. I. Murin, P. J. II. Air and Energy Engi- 
neering Research Laboratory. OCLC 12172143 

85-20869 
EP 1.89/2:600/S 9-84-016 
Workshop proceedings : approaches for improving the assessment 
of human genetic risk—human biomonitoring. — Washington, 
DC : U.S. Environmental Protection Agency, Office of Health 
and Environmental Assessment, 1985. 

4p.;28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Jan. 
1985.” “EPA-600/S9-84-016.” @Item 431-L-12 (microfiche) 
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1. Diseases — Causes and theories of causation. 2. Genet- 
ics — Research. 3. Human genetics. I. United States. Envi- 
ronmental Protection Agency. Office of Health and Environ- 
mental Assessment. OCLC 12172137 


85-20870 


EP 1.89/2:600/2-84-193 


Land treatment of petroleum refinery sludges / Leale E. Streebin 


.. fet alJ—ADA, OK : U.S. Environmental Protection 
Agency, Robert S. Kerr Environmental Research Laboratory, 
1985. 

5 p.; 28cm. Caption title. At head of title: Project summa- 
ry. Distributed to depository libraries in microfiche. “Feb. 
1985.” “EPA-600/2-84-193.” @ltem 431-L-12 (microfiche) 

1. Petroleum refineries — United States — Waste dispoal. 2. 
Petroleum — United States — Biodegradiation. 3. Land treat- 
ment of wastewater. I. Streebin, Leale E. II. Robert S. Kerr 
Environmental Research Laboratory. III. Title. OCLC 
12089099 


WATER PROGRAMS OPERATIONS OFFICE 
Environmental Protection Agency 
Washington, DC 20460 


85-20871 


EP 2.2:C 76/4 


DeVault, David S. 


Contaminant analysis of 1982 fall run coho salmon (Oncor- 
hynchus Kisutch) / by David S. DeVault and Joseph A. Wei- 
shaar ; for U.S. Environmental Protection Agency, Great Lakes 
National Program Office. — Chicago, Ill. : The Office ; [Spring- 
field, Va. : National Technical Information Service, distributor], 
1985. 

vi, 16 p. ; 28 cm. Research. 1982. “April, 1984.” Bibliog- 
raphy: p. 16. @lItem 473-A-1 STRN: EPA 905/3-84-004 

1. Coho salmon. I. Weishaar, Joseph A. II. United States. 
Environmental Protection Agency. Great Lakes National Pro- 
gram Office. III. Title. OCLC 11957604 


85-20872 


EP 2.2:G 91 


Ground-Water Monitoring Strategy Workshop (1985 : Alexandria, 


Va.) 

Planning Workshop to develop recommendations for a 
Ground-water Monitoring Strategy / [compiled by U.S. Envi- 
ronmental Protection Agency, Office of Ground-Water Protec- 
tion ; with assistance from Office of Ground-Water Protection, 
Ground-Water Monitoring Work Group ; and Temple, Barker, 
& Sloane, Inc. under contract no. 68-01-7002]. — Washington, 
DC : U.S. Environmental Protection Agency, Office of 
Ground-Water Protection, [1985] 

1 v. (various pagings) ; 28 cm. Cover title. “March 1985.” 
@ltem 473-A-1 

1. Water, Underground — United States — Pollution — Con- 
gresses. 2. Water quality management — United States — Con- 
gresses. I. United States. Environmental Protection Agency. 
Office of Ground-Water Protection. II. United States. Envi- 
ronmental Protection Agency. Ground-Water Monitoring Work 
Group. III. Temple, Barker, & Sloane, inc. IV. Title. 
OCLC 12070445 


85-20873 


EP 2.2:L 14/2/978-79/final 


Rathke, David E. 


Lake Erie intensive study 1978-1979 : final report / by David 
E. Rathke.— Chicago, Ill. : Great Lakes National Program 
Office, U.S. Environmental Protection Agency, Region V ; 
[Springfield, VA : Available through the National Technical 
Information Service], 1985. 





Government Publications — October 1985 


1 v. (various pagings) : ill. ; 28 cm. Final. 1978-1979. Dis-  85-20877 


tributed to depository libraries in microfiche. “January 1984.” 
Bibliography: p. 171-183. @lItem 473-A-1 (microfiche) STRN: 
EPA-905/4-84-001 

1. Water quality — Erie, Lake. 2. Erie, Lake. I. United 
States. Environmental Protection Agency. Great Lakes National 
Program Office. II. Title. OCLC 12150851 


85-20874 
EP 2.8:G 89 
Ground-Water Monitoring Strategy Workshop (1985 : Alexandria, 
Va.) 

Resource document for the Ground-Water Monitoring Strate- 
gy Workshop. — Washington, DC : U.S. Environmental Pro- 
tection Agency, Office of Ground-Water Protection (WH- 
550G), 1985. 

1 v. (various pagings) : ill. maps ; 28 cm. Cover title. 
“Temple, Barker & Sloane, Inc. under contract no. 68-01- 
7002”—1st prelim. p. “March 1985.” Bibliography: p. [XI-1] - 
XI-3. @Item 607-C 

1. Water, Underground — Pollution— United States. I. 
United States. Environmental Protection Agency. Office of 
Ground-Water Protection. II. Temple, Barker & Sloane, inc. 
III. Title. OCLC 12086446 


AIR QUALITY PLANNING AND STANDARDS 
OFFICE 
Environmental Protection Agency 
Research Triangle Park, NC 27711 


85-20875 
EP 4.2:Ag 8 
Kopp, Raymond J. 

Agricultural benefits sector analysis for ozone : methods eval- 
uation and demonstration / by Raymond J. Kopp, William J. 
Vaughan and Michael Hazilla. — Research Triangle Park, NC : 
U.S. Environmental Protection Agency, Office of Air Quality 
Planning and Standards, 1984. 

[xii], 243 p. : ill, maps ; 28 cm. Final report June 15, 1984. 
U.S. Environmental Protection Agency, Office of Air Quality 
Planning and Standards. Contract No.: 68-02-3583. Distributed 
to depository libraries in microfiche. Includes bibliographical 
references. “Resources for the Future.” @lItem 483-E-1 
(microfiche) STRN: EPA-450/5-84-003 

1. Agriculture— Economic aspects— United States. 2. 
Air — Pollution. 3. Ozone. I. Vaughan, William J. II. Ha- 
zilla, Michael. III. Resources for the Future. IV. United 
States. Environmental Protection Agency. Office of Air Quality 
Planning and Standards. V. Title. OCLC 12123687 


85-20876 
EP 4.2:Am 6 
Review of new source performance standards for ammonium sul- 
fate manufacture / Emissions Standards and Engineering Divi- 
sion. — Research Triangle Park, NC : U.S. Environmental Pro- 
tection Agency, Office of Air and Radiation, Office of Air 
Quality Planning and Standards, [1985] 

1 v. (various pagings) : ill. ; 28 cm. Distributed to deposi- 
torty libraries in microfiche. “February 1985.” Includes bib- 
liographies. @lItem 483-E-1 (microfiche) STRN: EPA-450/3- 
85-004 

1. Air — Pollution — Standards — United States. 2. Ammo- 
nium compounds — Environmental aspects — United States. I. 
United States. Environmental Protection Agency. Emission 
Standards and Engineering Division. OCLC 12038928 


EP 4.2:C 46 


Locating and estimating air emissions from sources of chromium. 


— Research Triangle Park, N.C. : U.S. Environmental Protec- 
tion Agency, Office of Air and Radiation, Office of Air Quality 
Planning and Standards, 1984. 

x, 224 p.: ill. ; 28 cm. “July 1984.” Includes bibliograph- 
ical references. “EPA-450/4-84-007g.” @lItem  483-E-1 
(microfiche) STRN: EPA-450/4-84-007 g 

1. Chromium. 2. Air— Pollution— United States. IL 
United States. Environmental Protection Agency. Office of Air 
Quality Planning and Standards. OCLC 12113209 


85-20878 


EP 4.2:M 46/2 


Review of national emission standards for mercury. — Research 


Triangle Park, NC : U.S. Environmental Protection Agency, 
Office of Air and Radiation, Office of Air Quality Planning and 
Standards ; Springfield, Va. : National Technical Information 
Service [distributor, 1984] 

1 v. (various pagings) : ill. ; 28 cm. “Emission Standards and 
Engineering Division.” Distributed to depository libraries in 
microfiche. “December 1984.” Includes  bibli i 
Contract No.: 68-02-3817. @lItem 483-E-1 (microfiche) STRN: 
EPA-450/3-84-014 

1. Mercury — Environmental aspects— United States. 2. 
Air — Pollution — United States— Measurement. I. United 
States. Environmental Protection Agency. Emission Standards 
and Engineering Division. OCLC 12069870 


85-20879 


EP 4.2:N 81/2 


Northeast Corridor Regional Modeling Project : ozone and pre- 


cursor transport in New York City and Boston during the 1980 
field program / by Norman C. Possiel ... [et al.]. — Research 
Triangle Park, N.C. : U.S. Environmental Protection Agency, 
Office of Air and Radiation, Office of Air Quality Planning and 
Standards, [1984] 

xv, 64 p.: ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “August 1984”—Cover. Bibliography: p. 64. 
Project No.: A24A2F. @lItem 483-E-1 (microfiche) STRN: 
EPA-450/4-84-001 

1. Air — Pollution — New York (N.Y.) 2. Air — Pollution — 
Massachusetts — Boston. I. Possiel, Norman C. II. United 
States. Environmental Protection Agency. Office of Air Quality 
Planning and Standards. OCLC 12137068 


85-20880 


EP 4.2:P 25/3 


Rogers, C. Fred. 


Potential causes of elevated PMON and PMOS concentra- 
tions in the inhalable particulate network / by C. Fred Rogers 
and John G. Watson. — Research Triangle Park, N.C. : U.S. 
Environmental Protection Agency, Office of Air and Radiation, 
Office of Air Quality Planning and Standards, [1984] 

vii, 104 p. : ill. ; 28 cm. “Desert Research Institute.” Dis- 
tributed to depository libraries in microfiche. “June 1984.” 
Bibliography: p. 52-53. Contract No.: 3E2117NAEX. @ltem 
483-E-1 (microfiche) STRN: EPA-450/4-84-016 

1. Air — Pollution — United States. 2. Environmental moni- 
toring — United States. I. Watson, John G. (John George), 
1949- II. United States. Environmental Protection Agency. 
Office of Air Quality Planning and Standards. III. University 
of Nevada. Desert Research Institute. IV. Title. OCLC 
12095611 
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Pesticides and Toxic Substances Office — Environmental Protection Agency 


85-20881 
EP 4.2:V 79/2 
Vinyl chloride : relief valve standard. — Research Triangle Park, 
NC : U.S. Environmental Protection Agency, Office of Air and 
Radiation, Office of Air Quality Planning and Standards, [1985] 


1 v. (various pagings) ; 28 cm. Final. “Emission Standards 
and Engineering Division.” Distributed to depository libraries 
in microfiche. “January 1985.” Office of Air and Radiation, 
U.S. Environmental Protection Agency. Contract No.: 68-02- 
3056. @lItem 483-E-1 (microfiche) STRN: EPA-450/3-85-002 

1. Chlorides. 2. Air quality management — United States. I. 
United States. Environmental Protection Agency. Emission 
Standards and Engineering Division. OCLC 12076081 


PESTICIDES AND TOXIC SUBSTANCES 
OFFICE 
Environmental Protection Agency 
Washington, DC 20460 


85-20882 
EP 5.8:P 37 
Guidance for the reregistration of pesticide products containing 
pendimethalin (108501) / Environmental Protection Agency, 
Office of Pesticide Programs. — Washington, D.C. : U.S. Envi- 
ronmental Protection Agency, Office of Pesticides and Toxic 
Substances, 1985. 

1 v. (various pagings) : forms ; 28 cm. “March 1985.” Bib- 
liography: p. 76-92. “EPA case number: 187.” “CAS: 40487- 
42-1.” @Item 473-B-2 

1. Pesticides— United States. 2. Pesticides industry — 
United States. 3. Pesticides — United States — Toxicology. I. 
United States. Environmental Protection Agency. Office of Pes- 
ticide Programs. II. United States. Environmental Protection 
Agency. Office of Pesticides and Toxic Substances. III. Title. 
OCLC 12118345 


85-20883 
EP 5.18:84-001 a-b 
Chemical activities status report / compiled under the direction of 
Eleanor T. Merrick with the assistance of Patricia Grim. — 4th 
ed. — Washington, D.C. U.S. Environmental Protection 
Agency, Office of Pesticides and Toxic Substances, 1984. 
2 v. ; 28 cm.— (Toxics integration information series) 
Cover title: Status report chemical activities. “February 1984.” 
EPA/TIIS-84-001 a-b (Vols. I-III). @lItem 473-B-14 
1. Hazardous substances — United States. 2. Chemicals — 
United States. I. Merrick, Eleanor T. II. Grim, Patricia. 
III. United States. Environmental Protection Agency. Office of 
Pesticides and Toxic Substances. IV. Title: Status report 
chemical activities. V. Series. OCLC 11011309 


TECHNOLOGY TRANSFER 
Environmental Protection Agency 
Washington, DC 20460 

85-20884 
EP 7.8:P 96 
Handbook : improving POTW performance using the composite 
correction program approach / U.S. Environmental Protection 
Agency, Center for Environmental Research Information. — 
Cincinnati, Ohio : The Center, 1985. 
ix, 258 p. : ill., forms ; 28 cm. “October 1984.” 
bibliographies. “EPA-625/6-84-008.” @ltem 473-C-3 
1. Sewage disposal plants — United States. 2. Sewage dispos- 
al. I. Center for Environmental Research Information (U.S.) 
II. Title: Improving POTW performance using the composite 
correction program approach. OCLC 11761990 
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Includes 


FEDERAL EMERGENCY MANAGEMENT 
AGENCY 
Washington, DC 20472 


85-20885 
FEM 1.2:C 42 
The Chemistry of hazardous materials. — [Emmitsburg, Md.?] : 
National Fire Academy, National Emergency Training Center, 
[1983] 
1 v. (loose-leaf) ; 28 cm. Stamped on t.p.: Jan 1983. @Item 
216-A-5 
1. Hazardous substances— Study and teaching — 
States. I. National Fire Academy. OCLC 12119791 


85-20886 


United 


FEM 1.2:F 51/10 
Fire service leadership. — [Emmitsburg, Md.? : Federal Emergen- 
cy Management Agency, 1982] 

1 v. (loose-leaf) : ill., forms ; 28 cm. At head of title: Student 
workbook. Bibliography: p. [i- 16]. Stamped on t.p.: Jun 1982. 
@ltem 216-A-5 

1. Fi its — Administration — Study and _teach- 

— United States. I. United States. Federal Emergency 
Management Agency. OCLC 11811159 


85-20887 
FEM 1.2:N 21/4 
National Emergency Training Center. — Emmitsburg, Md. : Fed- 
eral Emergency Management Agency, [1984] 

[2] p. : ill. ; 28 cm. Caption title. “Supersedes FEMA-42 
dated July 1983.” “FEMA-42/February 1984.” @lItem 216- 
A-5 

1. National Emergency Training Center (U.S.) I. National 
Emergency Training Center (U.S.) OCLC 12119819 


85-20888 
FEM 1.2:Sp 3 
Fire service leadership/communications : speech communications. 
—[Emmitsburg, Md.?] : National Fire Academy, Federal 
Emergency Management Agency, [1983] 
1 v. (loose-leaf) : forms ; 28 cm. Bibliography: p. 1-[22]. 
Stamped on t.p.: Jun 1983. @ltem 216-A-5 
1. Public speaking. 2. Oral communication— Study and 
teaching — United States. I. National Fire Academy. OCLC 
11811063 


85-20889 
FEM 1.2:St 7 
When you return to a storm damaged home. — [Washington, 
D.C.?] : Federal Emergency Management Agency, 1984. 

[9] p. : ill. ; 28 cm. — (DR&R ; 16) “Supercedes HUD-148- 
FDAA(6) dated May 1977 which may not be used.” “May 
1981.” @lItem 216-A-5 

1. Disaster relief — United States. 2. Dwellings — United 
States — Maintenance and repair. I. United States. Federal 
Emergency Management Agency. II. Series: Disaster response 
and recovery ; DR&R 16. OCLC 10905335 


85-20890 
FEM 1.2:W 93 
Pfeffer, Arthur. 

Fire service communications : writing / developed and writ- 
ten by Arthur S. Pfeffer, Shirley R. Schnitzer, William E. Cole- 
man. — [Emmitsburg, Md.? : Federal Emergency Management 
Agency, 1982] 

1 v. (loose-leaf) : forms ; 28 cm. “Department of English, 
John Jay College of Criminal Justice, City University of New 
York.” Bibliography: p. [1] - [14]. “Prepared under FEMA 
contract EMW-C-0428.” @Item 216-A-5 





1. Written communication— Study and teaching — United 
States. 2. Report writing— Study and teaching — United 
States. I. Schnitzer, Shirley R. II. Coleman, William Emmet, 
1942- III. United States. Federal Emergency Management 
Agency. IV. John Jay College of Criminal Justice. Dept. of 
English. V. Title. OCLC 11811134 


85-20891 
FEM 1.8:F 51/6 
Public fire education planning / National Fire Academy. — 
[Washington, D.C.?] : National Emergency Training Center, 
National Fire Academy, [1983]- 

1 v. (loose-leaf) : forms ; 28 cm. “Student manual”—Cover. 
“May 10, 1983”—Cover. “NFA-SM-PFEP/TtT”’—Cover. 
@ltem 216-A-7 

1. Fire prevention — United States — Study and teaching — 
Handbooks, manuals, etc. I. National Fire Academy. OCLC 
12095464 


85-20892 
FEM 1.8:F 51/7 
Conducting basic fire prevention inspections (formerly fire preven- 
tion 1). —[Emmitsburg, Md.] : National Fire Academy, [1983- ] 


1 v. (loose-leaf) : forms ; 28 cm. “Student manual”—Cover. 
“May 1, 1983”—Cover. “NFA-SM-CBPI/TtT”—Cover. 
@ltem 216-A-7 

1. Fire prevention — United States ——- Handbooks, manuals, 
etc. I. National Fire Academy. OCLC 12069951 


85-20893 
FEM 1.8:H 33 
Hazardous materials tactical considerations : student manual / 
National Fire Academy. — [Washington, D.C.?] : The Acade- 
my, [1983]- 
1 v. (loose-leaf) : ill, forms ; 28 cm. Stamped on t.p.: May 
1983. Includes bibliographies @lItem 216-A-7 
1. Hazardous substances— United States — Handbooks, 
manuals, etc. I. National Fire Academy. OCLC 11854083 


FEDERAL INSURANCE ADMINISTRATION 
Washington, DC 20410 


85-20894 
FEM 1.209:020021 
Flood insurance study : Matanuska-Susitna Borough, Alaska, Ma- 
tanuska-Susitna Division. —[Washington, D.C.?] : Federal 
Emergency Management Agency, [1984] 

ii, 34 p., 41 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “November 1, 1984.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 020021.” @lItem 594-C-2 (microfiche) 

1. Insurance, Flood — Alaska — Matanuska-Susitna Borough. 
I. United States. Federal Emergency Management Agency. II. 
Title: Matanuska-Susitna Borough, Alaska, Matanuska-Susitna 
Division. OCLC 12075326 


85-20895 
FEM 1.209:040086 
Flood insurance study : town of Mammoth, Arizona, Pinal 
County. — Rev. July 3, 1985. — [Washington, D.C.?] : Federal 
Emergency Management Agency, [1985] 

ii, 13 p., 2 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Community number — 
040086.” @lItem 594-C-3 (microfiche) 

1. Insurance, Flood -— Arizona— Pinal County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Town of Mammoth, Arizona, Pinal County. OCLC 12075375 
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85-20896 
FEM 1.209:050181/2 
Flood insurance study : city of Little Rock, Arkansas, Puiaski 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

iii, 34 p., 39 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “August 5, 1985.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 050181/2.” @lItem 594-C-4 (micro- 
fiche) 

1. Insurance, Flood — Arkansas — Little Rock. IL United 
States. Federal Emergency Management Agency. II. Title: 
City of Little Rock, Arkansas, Pulaski County. OCLC 
12163887 


85-20897 
FEM 1.209:060186/2 
Flood insurance study : city of Ukiah, California, Mendocino 
County. — Rev. August 5, 1985. — [Washington, D.C.?] : Fed- 
eral Emergency Management Agency, [1985] 

ii, 22 p., 30 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. “Community number— 
060186/2.” @lItem 594-C-5 (microfiche) 

1. Insurance, Flood — California— Mendocino County. L 
United States. Federal Emergency Management Agency. II. 
Title: City of Ukiah, California, Mendocino County. OCLC 
12174159 


85-20898 
FEM 1.209:060360 
Flood insurance study : city of Redding, California, Shasta 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 
ii, 30 p., 27 folded leaves of plates : ill, 1 map ; 28 cm. 


Cover title. “January 3, 1985.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 060360.” @lItem 594-C-5 (microfiche) 

1. Insurance, Flood — California — Shasta County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Redding, California, Shasta County. OCLC 12075480 


85-20899 
FEM 1.209:080061 
Flood insurance study : city of Fountain, Colorado, El Paso 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 19 p., 11 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“December 5, 1984.” Includes bibliographical references. 
“Community number - 080061.” @lItem 594-C-6 (microfiche) 

1. Insurance, Flood—Colorado—El Paso County. L. 
United States. Federal Emergency Management Agency. II. 
Title: City of Fountain, Colorado, El Paso County. OCLC 
12084554 


85-20900 
FEM 1.209:080136 
Flood insurance study : Ouray County, Colorado, unincorporated 
areas. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 18 p., 16 folded leaves of plates : 1 map ; 28 cm. Cover 
title. “July 3, 1985.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. “Community 
number — 080136.” @lItem 594-C-6 (microfiche) 

1. Insurance, Flood — Colorado — Ouray County. 
States. Federal Emergency Management Agency. 
Ouray County, Colorado, 
12055361 


I. United 
II. Title: 
unincorporated areas. OCLC 
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85-20901 
FEM 1.209:080137 
Flood insurance study : city of Ouray, Colorado, Ouray County. 
—[Washington, D.C.?] : Federal Emergency Management 
Agency, [1985] 

ii, 15 p., 3 folded leaves of plates : 1 map ; 28 cm. Cover 
title. “July 3, 1985.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. “Community 
number — 080137.” @lItem 594-C-6 (microfiche) 

1. Insurance, Flood — Colorado — Ouray County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Ouray, Colorado, Ouray County. OCLC 12055394 


85-20902 
FEM 1.209:120087 
Flood insurance study : city of Flagler Beach, Florida, Flagler 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 19 p. : ill, maps ; 28 cm. Cover title. “May 15, 1985.” 
Distributed to depository libraries in microfiche. Includes bib- 
liographical references. “Community number — 120087.” 
@ltem 594-C-9 (microfiche) 

1. Insurance, Flood — Florida — Flagler County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Flagler Beach, Florida, Flagler County. OCLC 
12164132 


85-20903 
FEM 1.209:120174 
Flood insurance study : city of Fort Walton Beach, Florida, Oka- 
loosa County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1985] 
ii, 14 p. : ill., 2 maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “May 1, 1985.” Includes 
bibliographical references. “Community number — 120174.” 


@ltem 594-C-9 (microfiche) 

1. Insurance, Flood — Floria — Okaloosa County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Fort Walton Beach, Florida, Okaloosa County. OCLC 
12057744 


85-20904 
FEM 1.209:120176 
Flood insurance study : city of Valparaiso, Florida, Okaloosa 
County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 14 p. : ill., 2 maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “May 1, 1985.” Includes 
bibliographical references. “Community number — 120176.” 
@ltem 594-C-9 (microfiche) 

1. Insurance, Flood — Floria — Okaloosa County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Valparaiso, Florida, Okaloosa County. OCLC 
12057787 


85-20905 
FEM 1.209:120274 
Flood insurance study : Santa Rosa County, Florida, unincorpo- 
rated areas. —[Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1985] 

ii, 34 p., 8 folded leaves of plates : ill., 2 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. “May 
1, 1985.” Includes bibliographical references. “Community 
number — 120274.” @lItem 594-C-9 (microfiche) 

1. Insurance, Flood— Florida—Santa Rosa County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Santa Rosa County, Florida, unincorporated areas. 
OCLC 12058019 
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85-20906 


FEM 1.209:120337 


Flood insurance study : city of Mary Esther, Florida, Okaloosa 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 14 p. : ill., 2 maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “May 1, 1985.” Includes 
bibliographical references. “Community number — 120337.” 
@ltem 594-C-9 (microfiche) 

1. Insurance, Flood — Floria — Okaloosa County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Mary Esther, Florida, Okaloosa County. OCLC 
12057647 


85-20907 


FEM 1.209:120579 


Flood insurance study : town of Shalimar, Florida, Okaloosa 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 14 p. : ill, 2 maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “May 1, 1985.” Includes 
bibliographical references. “Community number — 120579.” 
@ltem 594-C-9 (microfiche) 

1. Insurance, Flood — Floria — Okaloosa County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Town of Shalimar, Florida, Okaloosa County. OCLC 
12057692 


85-20908 


FEM 1.209:120596 


Flood insurance study : town of Cinco Bayou, Florida, Okaloosa 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 11 p. : ill, 1 map ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “May 1, 1985.” Includes 
bibliographical references. “Community number — 120596.” 
@ltem 594-C-9 (microfiche) 

1. Insurance, Flood — Floria — Okaloosa County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Town of Cinco Bayou, Florida, Okaloosa County. OCLC 
12057586 


85-20909 


FEM 1.209:130092 


Flood insurance study : Glynn County, Georgia, unincorporated 


areas. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, 1985. 

ii, 23 p. : 1 ill, 3 maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “January 3, 1985.” In- 
cludes bibliographical references. “Community number - 
130092.” @lItem 594-C-10 (microfiche) 

1. Insurance, Flood — Georgia — Glynn County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Glynn County, Georgia, unincorporated areas. OCLC 
12084746 


85-20910 


FEM 1.209:160031 


Flood insurance study : city of Bonners Ferry, Idaho, Boundary 


County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 14 p., 4 folded leaf of plates : ill, 1 map ; 28 cm. Cover 
title. “August 19, 1985.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. “Community 
number — 160031.” @lItem 594-C-12 (microfiche) 

1. Insurance, Flood — Idaho — Boundary County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Bonners Ferry, Idaho, Boundary County. OCLC 
12174254 
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85-20911 85-20916 
FEM 1.209:160227 
Flood insurance study : Gooding County, Idaho, unincorporated 


FEM 1.209:170816 
Flood insurance study : Cass County, Illinois, unincorporated 


areas. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 45 p., 11 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “June 19, 1985.” Distributed to depository librar- 
ies in microfiche. Includes bibliographical references. ‘“Com- 
munity number — 160227.” @lItem 594-C-12 (microfiche) 

1. Insurance, Flood — Idaho — Gooding County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Gooding County, Idaho, unincorporated areas. OCLC 
12174032 


areas. —([Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 12 p., 1 folded leaf of plates : 1 map ; 28 cm. Cover title. 
“May 15, 1985.” Distributed to depository libraries in micro- 
fiche. Includes bibliographical references. “Community 
number — 170810.” @lItem 594-C-13 (microfiche) 

1. Insurance, Flood — Illinois— Cass County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Cass County, Illinois, unincorporated areas. OCLC 12184433 


85-20917 
FEM 1.209:171015 
Flood insurance study : village of Sun River Terrace, Illinois, 


85-20912 
FEM 1.209:170156 


Flood insurance study : village of Rosemont, Illinois, Cook 
County. — Rev. July 3, 1985. — [Washington, D.C.?] : Federal 
Emergency Management Agency, 1985. 

ii, 18 p., 5 folded leaves of plates : ill, 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Community number - 
170156.” @Item 594-C-13 (microfiche) 

1. Insurance, Flood — Illinois— Cook County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Village of Rosemont, Illinois, Cook County. OCLC 12085216 


85-20913 
FEM 1.209:170173 
Flood insurance study : village of Wheeling, Illinois, Cook 


County. —Rev. October 18, 1983.—[Washington, D.C.?] : 
Federal Emergency Management Agency, [1978] 
iii, 19 p., 6 folded leaves of plates : ill., 1 map ; 28 cm. 


Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. “Community number — 
170173.” @lItem 594-C-13 (microfiche) 

1. Insurance, Flood — Illinois— Cook County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Village of Wheeling, Illinois, Cook County. OCLC 12075513 


Kankakee County. — [Washington, D.C.?] : Federal Emergen- 
cy Management Agency, [1985] 

ii, 11 p. 1 folded leaf of plates : ill, 1 map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “April 
15, 1985.” Includes bibliographical references. “Community 
number - 171015.” @Item 594-C-13 (microfiche) 

1. Insurance, Flood — Illinois— Kankakee County. L 
United States. Federal Emergency Management Agency. II. 
Title: Village of Sun River Terrace, Illinois, Kankakee County. 
OCLC 12085248 


85-20918 


FEM 1.209:190025 


Flood insurance study : city of Waterloo, Iowa, Black Hawk 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

iii, 35 p., 36 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “January 3, 1985.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number - 190025.” [Item 594-C-15 (microfiche); 
pag/jta/jta] @ltem 594-C-15 (microfiche) 

1. Insurance, Flood —lowa— Black Hawk County. IL 
United States. Federal Emergency Management Agency. II. 
Title: City of Waterloo, Iowa, Black Hawk County. OCLC 


85-20014 12074821 


FEM 1.209:170194 
Flood insurance study : Douglas County, Illinois, unincorporated 
areas. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 


85-20919 
FEM 1.209:190171 
Flood insurance study : city of Iowa City, lowa, Johnson County. 


ii, 18 p., 13 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“September 4, 1984.” Includes bibliographical references. 
“Community number - 170194.” @ltem 594-C-13 (microfiche) 

1. Insurance, Flood — Illinois — Douglas County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Douglas County, [Illinois, unincorporated areas. OCLC 
12085287 


85-20915 
FEM 1.209:170406 
Flood insurance study : city of Peru, Illinois, La Salle County. — 
[Washington, D.C.?] Federal Emergency Management 
Agency, [1985] 

ii, 14 p., 2 folded leaves of plates : ill, 1 map ; 28cm. Cover 
title. “February 19, 1985.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. “Commu- 
nity number — 170406.” @Item 594-C-13 (microfiche) 

1. Insurance, Flood — Illinois — La Salle County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Peru, Illinois, La Salle County. OCLC 12166953 


— Rev. June 5, 1985. -—[Washington, D.C.?] : Federal Emer- 
gency Management Agency, [1985] 

iii, 27 p., 17 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. “Community number — 
190171.” @lItem 594-C-15 (microfiche) 

1. Insurance, Flood —Iowa— Johnson County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Iowa City, Iowa, Johnson County. OCLC 12174064 


85-20920 


FEM 1.209:190227/2 


Flood insurance study : city of Des Moines, Iowa, Polk County. 


— Rev. June 19, 1985. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, [1985] 

ii, 21 p., 11 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. “Community number — 
190227/2.” @ltem 594-C-15 (microfiche) 

1. Insurance, Flood—Iowa— Polk County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Des Moines, Iowa, Polk County. OCLC 12174100 
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85-20921 
FEM 1.209:190503/2 
Flood insurance study : city of Lake View, Iowa, Sac County. — 
[Washington, D.C.?] Federal Emergency Management 
Agency, [1979] 
ii, 11 p., : 1 map ; 28 cm. Cover title. “December 1979.” 
Distributed to depository libraries in microfiche. Includes bib- 
references. “Community number — 190503/2.” 
@ltem 594-C-15 (microfiche) 
1. Insurance, Flood — Iowa — Sac County. I. United States. 
Federal Emergency Management Agency. Il. Title: City of 
Lake View, Iowa, Sac County. OCLC 12099783 


85-20922 
FEM 1.209:215191 
Flood insurance study : Perry County, Kentucky, unincorporated 
areas. — “Rev. July 18, 1985.” — [Washington, D.C.?] : Federal 
y Management Agency, [1985] 

ii, 12 p., peer aomen. hd ill., 1 map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Community number — 
215191.” @Item 594-C-17 (microfiche) 

1. Insurance, Flood — Kentucky — Perry County. I. United 
States. Federal Emergency Management Agency. II. Title: 

County, Kentucky, unincorporated areas. OCLC 
12125957 


85-20923 
FEM 1.209:220101/2 
Flood insurance study : Lafayette Parish, Louisiana, unincorporat- 
ed areas. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 
iii, 25 p., 16 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “July 3, 1985.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. “Commu- 


nity number - 220101/2.” @lItem 594-C-18 (microfiche) 

1. Insurance, Flood — Louisiana— Lafayette Parish. I. 
United States. Federal Emergency Management Agency. II. 
Title: Lafayette Parish, Louisiana, unincorporated areas. 
OCLC 12075184 


85-20924 
FEM 1.209:220105/3 
Flood insurance study : city of Lafayette, Louisiana, Lafayette 
Parish. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

iii, 42 p., 15 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “July 3, 1985.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. “Commu- 
nity number — 220105/3.” @lItem 594-C-18 (microfiche) 

1. Insurance, Flood — Louisiana— Lafayette Parish. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Lafayette, Louisiana, Lafayette Parish, OCLC 
12075241 


85-20925 
FEM 1.209:220221 
Flood insurance study : Vermilion Parish, Louisiana, unincorpo- 
rated areas. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984] 

ii, I, 43 p., 16 folded leaves of plates : ill, 2 maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“November 15, 1984.” Includes bibliographical references. 
“Community number - 220221.” @Item 594-C-18 (microfiche) 

1. Insurance, Flood — Louisiana— Vermilion Parish. I. 
United States. Federal Emergency Management Agency. II. 
Title: Vermilion Parish, Louisiana, unincorporated areas. 
OCLC 12084674 
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85-20926 


FEM 1.209:230010 


Flood insurance study : town of Turner, Maine, Androscoggin 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 16 p., 10 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “December 19, 1984.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 230010.” @lItem 594-C-19 (micro- 
fiche) 

1. Insurance, Flood — Maine — Androscoggin County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Turner, Maine, Androscoggin County. OCLC 
12075116 


85-20927 


FEM 1.209:230043 


Flood insurance study : town of Cape Elizabeth, Maine, Cumber- 


land County. —[Washington, D.C.?] : 
Management Agency, [1985] 

iii, 22 p., 14 folded leaves of plates : ill, maps ; 28 cm. 
Cover title. “December 19, 1985.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 230043.” @lItem 594-C-19 (micro- 
fiche) 

1. Insurance, Flood—Maine— Cumberland County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Cape Elizabeth, Maine, Cumberland County. 
OCLC 12074982 


Federal Emergency 


85-20928 


FEM 1.209:230052 


Flood insurance study : town of Scarborough, Maine, Cumberland 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 19 p., 11 folded leaves of plates : ill., 2 maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“December 19, 1984.” Includes bibliographical references. 
“Community number - 230052.” @Item 594-C-19 (microfiche) 

1. Insurance, Flood—Maine— Cumberland County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Scarborough, Maine, Cumberland County. 
OCLC 12084831 


85-20929 


FEM 1.209:230086 

town of Waldoboro, Maine, Lincoln 
County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 16 p., 11 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“October 3, 1984.” Includes bibliographical references. 
“Community number - 230086.” @lItem 594-C-19 (microfiche) 

1. Insurance, Flood — Maine — Lincoln County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Town of Waldoboro, Maine, Lincoln County. OCLC 
12137698 


85-20930 


FEM 1.209:230169 


Flood insurance study : town of Harpswell, Maine, Cumberland 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 18 p., 26 folded leaves of plates : maps ; 28 cm. Cover 
title. “January 3, 1985.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. “Community 
number - 230169.” @Item 594-C-19 (microfiche) 
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1. Insurance, Flood —Maine— Cumberland County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Harpswell, Maine, Cumberland County. OCLC 
12075034 


85-20931 


Title: Town of Sandwich, Massachusetts, Barnstable County. 
OCLC 12127735 


85-20936 
FEM 1.209:250051/2 
Flood insurance study : town of Dartmouth, Massachusetts, Bris- 
tol County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1985] 
iii, 27 p., 11, 17 folded leaves of plates : ill., 2 maps ; 28 cm. 
iii, 47 p. 28 folded leaves of plates ; ill, maps ; 28 cm. Se «aaa ee ee» en 
f u sas aed : anuary 3, 1985.” Includes bibliographical references. 
Cover title. “July 18, 1985.” Distributed to depository librar- “Co f ber - 250051.” @I 594-C-21 (microfiche 
ies in microfiche. Includes bibliographical references. ‘“Com- mmmaty: number - : tem 594-C-21 (microfiche) 
munity number — 240008/2.” ‘6: Item 594-C-20 (microfiche) 1. Insurance, Flood — Massachusetts — Bristol County. I. 
1. Insurance, Flood — Maryland — Anne Arundel County. I. United States. Federal Emergency Management Agency. II. 
United States. Federal Emergency Management Agency. II. Title: Town of Dartmouth, Massachusetts, Bristol County. 
Title: Anne Arundel County, Maryland, unincorporated areas. OCLC 12085717 
OCLC 12167030 85-20937 


85-20932 


FEM 1.209:240008/2 
Flood insurance study : Anne Arundel County, Maryland, unin- 
corporated areas. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1985] 


FEM 1.209:250069/2 
Flood insurance study : town of Edgartown, Massachusetts, 
Dukes County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 


FEM 1.209:240066 
Flood insurance study : Talbot County, Maryland, unincorporated 
areas. —[Washington, D.C.?] : Federal Emergency Manage- 


ment Agency, [1984] 

iii, 26 p., 3 folded leaves of plates : ill, maps ; 28 cm. Cover 
title. “November 15, 1984.” Distributed to depository librar- 
ies in microfiche. Includes bibliographical references. “Com- 
munity number — 240066.” @lItem 594-C-20 (microfiche) 

1. Insurance, Flood — Maryland — Talbot County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Talbot County, Maryland, unincorporated areas. OCLC 
12125662 


85-20933 


FEM 1.209:250003 
Flood insurance study : town of Brewster, Massachusetts, Barnsta- 
ble County. — [Washington, D.C.?] : Federal Emergency Man- 


agement Agency, [1985] 

ii, 16 p., 8 folded leaves of plates : ill, 2 maps ; 28 cm Cover 
title. Distributed to depository libraries in microfiche. “De- 
cember 19, 1985.” Includes bibliographical references. ‘“Com- 
munity number - 250003.” @lItem 594-C-21 (microfiche) 

1. Insurance, Flood — Massachusetts — Barnstable County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Town of Brewster, Massachusetts, Barnstable County. 
OCLC 12085678 


85-20934 
FEM 1.209:250008/2 
Flood insurance study : town of Harwich, Massachusetts, Barnsta- 
ble County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, 1985. 

ii, 18 p. 6 folded leaves of plates : ill., 2 maps ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “No- 
vember 15, 1985.” Includes bibliographical references. ‘“Com- 
munity number - 250008.” @lItem 594-C-21 (microfiche) 

1. Insurance, Flood — Massachusetts — Barnstable County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Town of Harwich, Masssachusetts, Barnstable County. 
OCLC 12085554 


85-20935 
FEM 1.209:250012/2 
Flood insurance study : town of Sandwich, Massachusetts, Barn- 
stable County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1985] 

ii, 17 p., 5 folded leaves of plates : maps ; 28cm. Cover title. 
“January 3, 1985.” Distributed to depository libraries in micro- 
fiche. Includes __ bibli hical references. “Community 
number — 250012/2.” @lItem 594-C-21 (microfiche) 

1. Insurance, Flood — Massachusetts — Barnstable County. 
I. United States. Federal Emergency Management Agency. II. 


ii, 19 p., 14 folded leaves of plates : ill, 2 maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“September 18, 1984.” Includes bibliographical references. 
“Community number — 250069.” @lItem 594-C-21 (micro- 
fiche) 

1. Insurance, Flood — Massachusetts — Dukes County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Edgartown, Massachusetts, Dukes County. 
OCLC 12057903 


85-20938 


FEM 1.209:250072/2 


Flood insurance study : town of Oak Bluffs, Massachusetts, Dukes 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 20 p., 6 folded leaves of plates : maps ; 28 cm. Cover title. 
“September 18, 1984.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. “Community 
number — 250072/2.” @lItem 594-C-21 (microfiche) 

1. Insurance, Flood — Massachusetts — Dukes County. I. 
United States. Federal Emergency Management Agency. II. 
Title. III. Title: Town of Oak Bluffs, Massachusetts, Dukes 
County. OCLC 12075585 


85-20939 


FEM 1.209:255222 


Flood insurance study : town of Truro, Massachusetts, Barnstable 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 18 p., 8 folded leaves of plates : ill., 2 maps ; 28cm Cover 
title. Distributed to depository libraries in microfiche. “Janu- 
ary 3, 1985.” Includes bibliographical references. “Communi- 
ty number - 255222.” @Item 594-C-21 (microfiche) 

1. Insurance, Flood — Massachusetts — Barnstable County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Town of Truro, Massachusetts, Barnstable County. 
OCLC 12085651 


85-20940 


FEM 1.209:255224 


Flood insurance study : town of Westport, Massachusetts, Bristol 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 20 p., 10 folded leaves of plates : maps ; 28 cm. Cover 
title. “September 18, 1984.” Distributed to depository librar- 
ies in microfiche. Includes bibliographical references. “Com- 
munity number — 255224.” @Item 594-C-21 (microfiche) 
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1. Insurance, Flood — Massachusetts — Bristol County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Westport, Massachusetts, Bristol County. 
OCLC 12075547 


85-20941 
FEM 1.209:260213/2 
Flood insurance study : city of Ann Arbor, Michigan, Washtenaw 
County. — Rev. August 5, 1985. [Washington, D.C.?] : Fed- 
eral Emergency Management Agency, [1985] 

iii, 29 p., 16 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. “Community number — 
260213/2.” @lItem 594-C-22 (microfiche) 

1. Insurance, Flood — Michigan — Washtenaw County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Ann Arbor, Michigan, Washtenaw County. 
OCLC 12163789 


85-20942 
FEM 1.209:260244/2 
Flood insurance study : city of Trenton, Michigan, Wayne 
County. — Rev. June 19, 1985. —[Washington, D.C.?] : Feder- 
al Emergency Management Agency, [1985] 

iii, 17 p. : ill, 1 map, 5 folded leaves of plates ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Bibliography: p. 16-17. “Community number - 260244.” 
@ltem 594-C-22 (microfiche) 

1. Insurance, Flood — Michigan — Wayne County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Trenton, Michigan, Wayne County. OCLC 12119811 


85-20943 


FEM 1.209:260589 
Flood insurance study : Charter Township of Georgetown, Michi- 
gan, Ottawa County. —[Washington, D.C.?] : Federal Emer- 


gency Management Agency, [1985] 

ii, 22 p., 19 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “January 18, 1985.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 260589.” @Item 594-C-22 (micro- 
fiche) 

1. Insurance, Flood—Michigan—Ottawa County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Charter Township of Georgetown, Michigan, Ottawa 
County. OCLC 12125888 


85-20944 
FEM 1.209:270535 
Flood insurance study : city of Buffalo, Minnesota, Wright 
County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 13 p. : 1 map ; 28 cm. Cover title. “May 15, 1985.” 
Distributed to depository libraries in microfiche. Includes bib- 
liographical references. “Community number — 270535.” 
@ltem 594-C-23 (microfiche) 

1. Insurance, Flood —Minnesota— Wright County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Buffalo, Minnesota, Wright County. OCLC 
12127619 


85-20945 
FEM 1.209:290211 
Flood insurance study : city of Old Monroe, Missouri, Lincoln 
County. — Rev. June 5, 1985. — [Washington, D.C.?] : Federal 
Emergency Management Agency, [1985] 

ii, 12 p., 1 folded leaf of plates : ill, 1 map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. In- 
cludes bibliographical references. “Community number — 
290211.” @Item 594-C-25 (microfiche) 
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Flood insurance study : 


Flood insurance study : 


1. Insurance, Flood — Missouri — Lincoln County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Old Monroe, Missouri, Lincoln County. OCLC 
12057291 


85-20946 


FEM 1.209:290263 

city of Granby, Missouri, Newton 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 12 p., 3 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. “Janu- 
ary 3, 1985.” Includes bibliographical references. “Communi- 
ty number - 290263.” @Item 594-C-25 (microfiche) 

1. Insurance, Flood — Missouri — Newton County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Granby, Missouri, Newton County. OCLC 12125611 


85-20947 


FEM 1.209:290454 

city of Hartville, Missouri, Wright 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 10 p., 1 folded leaf of plates : 1 ill., 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. “Sep- 
tember 4, 1984.” Includes bibliographical references. ‘“Com- 
munity number - 290454.” @lItem 594-C-25 (microfiche) 

1. Insurance, Flood — Missouri — Wright County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Hartville, Missouri, Wright County. OCLC 12084706 


85-20948 


FEM 1.209:290484 


Flood insurance study : village of Redings Mill, Missouri, Newton 


County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 12 p., 1 folded leaf of plates : ill, 1 map ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. ‘“Sep- 
tember 4, 1984.” Includes bibliographical references. “Com- 
munity number - 290484.” @ltem 594-C-25 (microfiche) 

1. Insurance, Flood — Missouri — Newton County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Village of Redings Mill, Missouri, Newton County. OCLC 
12084683 


85-20949 


FEM 1.209:295269 


Flood insurance study : city of Pleasant Hill, Missouri, Cass 


County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 14 p., 2 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. “Janu- 
ary 3, 1985.” Includes bibliographical references. “Communi- 
ty number - 295269.” @lItem 594-C-25 (microfiche) 

1. Insurance, Flood — Missouri— Cass County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Pleasant Hill, Missouri, Cass County. OCLC 12125596 


85-20950 


FEM 1.209:340250 

township of Lawrence, New Jersey, 
Mercer County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1985] 

iii, 32 p., 25 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “July 3, 1985.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. ‘“Commu- 
nity number — 340250.” @lItem 594-C-30 (microfiche) 

1. Insurance, Flood—New Jersey— Mercer County. I. 
United States. Federal Emergency Management Agency. II. 
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Title: Township of Lawrence, New Jersey, Mercer County. 
OCLC 12074935 


85-20951 


85-20956 
FEM 1.209:361012 
Flood insurance study : town of Lloyd, New York, Ulster 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
Flood insurance study : township of Mount Olive, New Jersey, — Agency, [1985] , PA 
Morris County. —[Washington, D.C.?] : Federal Emergency i, 11 p. : ill, 1 map ; 28 cm. Cover title. “January 18, 
Management Agency, 1985. 1985.” Distributed to depository libraries in microfiche. In- 
ii, 28 p., 61 folded leaves of plates : ill, 1 map ; 28 cm. cludes bibliographical references. “Community number — 
Cover title. Distributed to depository libraries in microfiche. 361012.” @Item 594-C-32 (microfiche) 


FEM 1.209:340353 


“November 15, 1984.” Includes bibliographical references. 
“Community number - 340353.” @lItem 594-C-30 (microfiche) 

1. Insurance, Flood—New Jersey— Morris County. I. 
United States. Federal Emergency Management Agency. II. 


1. Insurance, Flood — New York (State) — Ulster County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Lloyd, New York, Ulster County. OCLC 
12125774 


Title: Township of Mount Olive, New Jersey, Morris County. 
OCLC 12125628 


85-20952 


85-20957 
FEM 1.209:370062 
Flood insurance study : town of Edenton, North Carolina, 
Chowan County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1985] 


FEM 1.209:360035 
Flood insurance study : town of Wellsville, New York, Allegany 


County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 20 p., 8 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. “Sep- 
tember 18, 1984.” Includes bibliographical references. “Com- 
munity number - 360035.” @Item 594-C-32 (microfiche) 

1. Insurance, Flood — New York (State) — Allegany County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Town of Wellsville, New York, Allegany County. 


ii, 28 p., 4 folded leaves of plates : ill, 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. “Janu- 
ary 3, 1985.” Includes bibliographical references. “Communi- 
ty number - 370062.” @lItem 594-C-33 (microfiche) 

1. Insurance, Flood — North Carolina — Chowan County. i. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Edenton, North Carolina, Chowan County. 
OCLC 12085174 


OCLC 12085462 
85-20953 


85-20958 
FEM 1,209:370185 
Flood insurance study : city of Elizabeth City, North Carolina, 
Pasquotank and Camden Counties. —[Washington, D.C. 7] : 


FEM 1.209:360578/2 
Flood insurance study : village of Fayetteville, New York, Onon- 


daga County. —([Washington, D.C.?] : Federal Emergency 
Management Agency, [1985] 
ii, 16 p., 12 folded leaves of plates : ill, 1 map ; 28 cm. 


Cover title. Distributed to depository libraries in microfiche. 
“April 17, 1985.” Includes bibliographical references. ‘“Com- 
munity number - 360578.” @lItem 594-C-32 (microfiche) 

1. Insurance, Flood—New York (State)— Onondaga 
County. I. United States. Federal Emergency Management 
Agency. II. Title: Village of Fayetteville, New York, Ononda- 
ga County. OCLC 12085489 


85-20954 


FEM 1.209:360813/2 

Flood insurance study : town of Southold, New York, Suffolk 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 19 p. : 1 ill, 2 maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “April 17, 1985.” Includes 
bibliographical references. “Community number - 360813.” 
@ltem 594-C-32 (microfiche) 

1. Insurance, Flood — New York (State) — Suffolk County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Town of Southold, New York, Suffolk County. OCLC 
12085527 


85-20955 

FEM 1.209:360851 

Flood insurance study : town of Ithaca, New York, Tompkins 
County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

iii, 18 p. : ill, 1 map, 5 folded leaves of plates ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“December 19, 1984.” Bibliography: p. 16-18. “Community 
number - 360851.” @lItem 594-C-32 (microfiche) 

1. Insurance, Flood — New York— Tompkins County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Ithaca, New York, Tompkins County. OCLC 
12119783 


483-575 0 - 85 - 5 : QL 3 


Federal Emergency Management Agency, [1985]. 

ii, 23 p., 2 folded leaves of plates : ill., 1 map ; 28 cm. Cover 
title. “February 5, 1985.” Distributed to depository libraries 
in microfiche. Includes bibliographical references “Communi- 
ty number — 370185.” [Item 594-C-33 (microfiche); pag/jta] 
@ltem 594-C-33 (microfiche) 

1. Insurance, Flood — North Carolina — Pasquotank County. 
2. Insurance, Flood — North Carolina— Camden County. I. 
United States. Federal Emergency Management Agency. II. 
Title. III. Title: City of Elizabeth City, North Carolina, Pas- 
quotank and Camden Counties. OCLC 12163750 


85-20959 


FEM 1.209:370188 


Flood insurance study : town of Hertford, North Carolina, Perqui- 


mans County. —([Washington, D.C.?] : Federal Emergency 
Management Agency, [1985] 

i, 15 p.: 1 map; 28cm. Cover title. Distributed to deposi- 
tory libraries in microfiche. “January 3, 1985.” Includes bib- 
liographical references. “Community number - 370188.” 
@ltem 594-C-33 (microfiche) 

1. Insurance, Flood — North Carolina — Perquimans County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Town of Hertford, North Carolina, Perquimans County. 
OCLC 12085100 


85-20960 


FEM 1.209:370233 


Flood insurance study : town of Columbia, North Carolina, Tyr- 


rell County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1985} 

i, 15 p.: 1 map ; 28 cm. Cover title. “February 5, 1985.” 
Distributed to depository libraries in microfiche. Includes bib- 
liographical references. “Community number — 370233.” 
@ltem 594-C-33 (microfiche) 

1. Insurance, Flood — North Carolina — Tyrrell County. I. 
United States. Federal Emergency Management Agency. II. 
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Title: Town of Columbia, North Carolina, Tyrrell County. 
OCLC 12165324 


85-20961 


85-20966 
FEM 1.209:370421 
Flood insurance study : town of Roper, North Carolina, Washing- 
ton County. —[Washington, D.C.?] : Federal Emergency Man- 
Flood insurance : agement Agency, [1985] 
corporated a scatemen itttn : Pelheet Seoraneney ii, 17 p., 1 folded leaf of plates : ill, 1 map ; 28 cm. Cover 
Management Agency, [1985] title. “February = 1985.” Distributed to depository libraries 
ii, 23 p.: 1 ill, 1 map ; 28 cm. Cover title. Distributed to in microfiche. Includes bibliographical references. ‘Commu- 
i libraries in microfiche. “January 3, 1985.” In- nity number — 370421.” @Item 594-C-33 (microfiche) 
cludes bibliographical references. “Community number - 1. Insurance, Flood — North Carolina — Washington County. 
370301.” @ltem 594-C-33 (microfiche) I. United States. Federal Emergency Management Agency. II. 
1. Insurance, Flood — North Carolina — Chowan County. I. Title: Town of Roper, North Carolina, Washington County. 
United States. Federal Emergency Management Agency. II. OCLC 12166200 
Title: Chowan County, North Carolina, (unincorporated areas) 
OCLC 12085141 


85-20962 


FEM 1.209:370301 


85-20967 
FEM 1.209:380208 


FEM 1.209:370315 Flood insurance study : city of Thompson, North Dakota, Grand 


Flood insurance study : Perquimans County, North Carolina, (un- 
incorporated areas). — [Washington, D.C.?] : Federal Emergen- 
cy Management Agency, [1985] 

ii, 26 p., 3 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. “Janu- 
ary 3, 1985.” Includes bibliographical references. “Communi- 
ty number - 370315.” @Item 594-C-33 (microfiche) 

1. Insurance, Flood — North Carolina — Perquimans County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Perquimans County, North Carolina, (unincorporated 
areas) OCLC 12085115 


85-20963 


FEM 1.209:370345 

Flood insurance study : town of Winfall, North Carolina, Perqui- 
mans County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1985] 

ii, 15 p.: 1 map; 28cm. Cover title. Distributed to deposi- 
tory libraries in microfiche. “January 3, 1985.” Includes bib- 
liographical references. “Community number - 370345.” 
@ltem 594-C-33 (microfiche) 

1. Insurance, Flood — North Carolina — Perquimans County. 
I. United States. Federal Emergency Management Agency. II. 
Title: Town of Winfall, North Carolina, Perquimans County. 
OCLC 12085070 


85-20964 


FEM 1.209:370404 

Flood insurance study : town of Alliance, North Carolina, Pam- 
lico County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1985] 

ii, 21 p., 1 folded leaf of plates : ill, 1 map ; 28 cm. Cover 
title. “February 5, 1985.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. “Commu- 
nity number — 370404.” @lItem 594-C-33 (microfiche) 

1. Insurance, Flood — North Carolina — Pamlico County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Alliance, North Carolina, Pamlico County. 
OCLC 12174206 


85-20965 


FEM 1.209:370418 
Flood insurance study : town of Minnesott Beach, North Carolina, 

Pamlico County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1985] 

i, 15 p.: 1 map ; 28 cm. Cover title. “February 5, 1985.” 
Distributed to depository libraries in microfiche. Includes bib- 
liographical references. “Community number — 370418.” 
@ltem 594-C-33 (microfiche) 

1. Insurance, Flood — North Carolina — Pamlico County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Minnesott Beach, North Carolina, Pamlico 
County. OCLC 12165973 
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Forks County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 

ii, 13 p. : ill., 1 map, 1 folded leaf of plates ; 28 cm. Cover 
title. Distributed to depository libraries in microfiche. “De- 
cember 19, 1984.” Bibliography: p. 12-13. “Community 
number - 380208.” @Item 594-C-34 

1. Insurance, Flood — North Dakota — Grand Forks County. 
I. United States. Federal Emergency Management Agency. II. 
Title: City of Thompson, North Dakota, Grand Forks County. 
OCLC 12119797 


85-20968 


FEM 1.209:390092 
Flood insurance study : city of Galion, Ohio, Crawford County 
—[Washington, D.C.?] : 
Agency, [1984] 

ii, 14 p., 4 folded leaves of plates : ill, 1 map ; 28cm. Cover 


Federal Emergency Management 


title. “December 19, 1984.” Distributed to depository librar- 
ies in microfiche. Includes bibliographical references. ‘“Com- 
munity number — 390092.” @lItem 594-C-35 (microfiche) 

1. Insurance, Flood — Ohio — Crawford County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Galion, Ohio, Crawford County. OCLC 12074695 


85-20969 


FEM 1.209:390180 


Flood insurance study : city of Whitehall, Ohio, Franklin County. 


—[Washington, D.C.?] 
Agency, [1985] 

ii, 14 p., 2 folded leaves of plates : ill., 1 map; 28cm. Cover 
title. “January 18, 1985.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. ‘“Commu- 
nity number — 390180.” @ltem 594-C-35 (microfiche) 

1. Insurance, Flood — Ohio — Franklin County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Whitehall, Ohio, Franklin County. OCLC 12127687 


: Federal Emergency Management 


85-20970 


FEM 1.209:390290 


Flood insurance study : Jackson County, Ohio, unincorporated 


areas. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 22 p., 16 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “February 19, 1985.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 390290.” @Item 594-C-35 (micro- 
fiche) 

1. Insurance, Flood — Ohio — Jackson County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Jackson County, Ohio, unincorporated areas. OCLC 12164551 
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85-20971 85-20976 
FEM 1.209:390772 
Flood insurance study : Logan County, Ohio, unincorporated 
areas. —([Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 
iii, 38 p., 57 folded leaves of plates : ill, 2 maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 


FEM 1.209:480379 
Flood insurance study : Jackson County, Texas, unincorporated 
areas. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 
ili, 38 p., 62 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“November 15, 1984.” Includes bibliographical references. “December 18, 1984.” Includes bibliographical references. 
“Community number — 390772.” @lItem 594-C-35 (micro- “Community number — 480379.” @lItem 594-C-43 (micro- 
fiche) fiche) 
1. Insurance, Flood —Ohio— Logan County. I. United 1. Insurance, Flood — Texas — Jackson County. I. United 
States. Federal Emergency Management Agency. II. Title: States. Federal Emergency Management Agency. II. Title: 
Logan County, Ohio, unincorporated areas. OCLC 12058069 Jackson County, Texas, unincorporated areas. OCLC 


12057972 
85-20972 
FEM 1.209:410289 85-20977 
Flood insurance study : city of Westfir, Oregon, Lane County. — 


[Washington, D.C.?] Federal Emergency Management 


FEM 1.209:480559 
Flood insurance study : city of Portland, Texas, San Patricio and 


Agency, [1985] 

ii, 15 p., 3 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. “August 19, 1985.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. ‘Community 
number — 410289.” @lItem 594-C-37 (microfiche) 

1. Insurance, Flood — Oregon — Westfir County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Westfir, Oregon, Lane County. OCLC 12166496 


85-20973 


FEM 1.209:420961 

Flood insurance study : township of Allegheny, Pennsylvania, 
Blair County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1983] 

ii, 24 p., 31 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“October 3, 1983.” Includes bibliographical references. 
“Community number - 4208961.” @lItem 594-C-38 (microfiche) 

1. Insurance, Flood — Pennsylvania — Blair County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Township of Allegheny, Pennsylvania, Blair County. 
OCLC 12084868 


85-20974 


FEM 1.209:470177/2 

Flood insurance study : city of Memphis, Tennessee, Shelby 
County. — Rev. August 19, 1985. — [Washington, D.C.?] : Fed- 
eral Emergency Management Agency, [1985] 

iii, 29 p., 33 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
Includes bibliographical references. “Community number - 
470177/2.” @ltem 594-C-42 (microfiche) 

1. Insurance, Flood—Tennessee—Shelby County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Memphis, Tennessee, Shelby County. OCLC 
12164318 


85-20975 


FEM 1.209:480140 

Flood insurance study : city of Plano, Texas, Collin and Denton 
Counties. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1985] 

iii, 46 p., 75 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “August 5, 1985.” Distributed to depository li- 
braries in microfiche. Includes bibliographical references. 
“Community number — 480140.” @Item 594-C-43 (micro- 
fiche) 

1. Insurance, Flood — Texas — Collin County. 2. Insurance, 
Flood — Texas —- Denton County. I. United States. Federal 
Emergency Management Agency. II. Title: City of Plano, 
Texas, Collin and Denton Counties. OCLC 12165123 


Nueces Counties. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1985] 

ii, 24 p. : ill, maps ; 28 cm. Cover title. “January 3, 1985.” 
Distributed to depository libraries in microfiche. Includes bib- 
liographical references. “Community number — 480559.” 
@ltem 594-C-43 (microfiche) 

1. Insurance, Flood — Texas — San Patricio County. 2. In- 
surance, Flood — Texas — Nueces County. I. United States. 
Federal Emergency Management Agency. II. Title: City of 
Portland, Texas, San Patricio and Nueces Counties. OCLC 
12074737 


85-20978 


FEM 1.209:480608 


Flood insurance study : city of Richland Hills, Texas, Tarrant 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 21 p., 17 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“January 3, 1985.” Includes bibliographical references. 
“Community number - 480608.” @litem 594-C-43 (microfiche) 

1. Insurance, Flood — Texas — Tarrant County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Richland Hills, Texas, Tarrant County. OCLC 
12085352 


85-20979 


FEM 1.209:480662 


Flood insurance study : city of Wichita Falls, Texas, Wichita 


County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

iii, 31 p., 15 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. ‘December 19, 1984.” Distributed to depository 
libraries in microfiche. Includes bibliographical references. 
“Community number — 480662.” @Item 594-C-43 (micro- 
fiche) 

1. Insurance, Flood — Texas — Wichita County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Wichita Falls, Texas, Wichita County. OCLC 
12057154 


85-20980 


FEM 1.209:485472/2 


Flood insurance study : city of Grand Prairie, Texas, Dallas, 


Tarrant and Ellis Counties. —[Washington, D.C.?] : Federal 
Emergency Management Agency, [1985] 

iii, 31 p., 53 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“February 1, 1985.” Includes bibliographical references. 
“Community number - 485472.” @lItem 594-C-43 (microfiche) 

1. Insurance, Flood — Texas — Dallas County. 2. Insurance, 
Flood — Texas— Tarrant County. 3. Insurance, Flood — 
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Texas — Ellis County. I. United States. Federal Emergency 
Management Agency. II. Title: City of Grand Prairie, Texas, 
Dallas, Tarrant and Ellis Counties. OCLC 12085429 


85-20981 
FEM 1.209:485484 
Flood insurance study : city of Lake Jackson, Texas, Brazoria 
County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 16 p., 6 folded leaves of plates : ill, 1 map ; 28cm. Cover 
title. “January 3, 1985.” Distributed to depository libraries in 
microfiche. Includes bibliographical references. “Community 
number — 485484.” @lItem 594-C-43 (microfiche) 

1. Insurance, Flood — Texas — Brazoria County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Lake Jackson, Texas, Brazoria County. OCLC 
12075410 


85-20982 
FEM 1.209:485494 
Flood insurance study : Nueces County, Texas, unincorporated 
areas. —[Washington, D.C.?} : Federal Emergency Manage- 
ment Agency, [1984] 

iii, 38 p., 19 folded leaves of plates : ill, 3 maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“September 18, 1984.” Includes bibliographical references. 
“Community number — 485494.” @Item 594-C-43 (micro- 
fiche) 

1. Insurance, Flood — Texas — Nueces County. I. United 
States. Federal Emergency Management Agency. II. Title: 
Nueces County, Texas, unincorporated areas. OCLC 12060687 


85-20983 
FEM 1.209:485498 
Flood insurance study : city of Port Aransas, Texas, Nueces and 
Aransas Counties. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1984] 

ii, 20 p. : 1 ill., 3 maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. “September 18, 1984.” In- 
cludes bibliographical references. “Community number - 
485498.” @lItem 594-C-43 (microfiche) 

1. Insurance, Flood — Texas— Aransas County. 2. Insur- 
ance, Flood — Texas — Nueces County. I. United States. Fed- 
eral Emergency Management Agency. II. Title: City of Port 
Aransas Texas, Nueces, and Aransas Counties. OCLC 
12085314 

85-20984 
FEM 1.209:485506 
Flood insurance study : San Patricio County, Texas, unincorporat- 
ed areas. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

iti, 31 p., 16 folded leaves of plates : ill, 3 maps ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“September 18, 1984.” Includes bibliographical references. 
“Community number — 485506.” @lItem 594-C-43 (micro- 
fiche) 

1. Insurance, Flood —Texas—San Patricio County. I. 
United States. Federal Emergency Management Agency. II. 
Title: San Patricio County, Texas, unincorporated areas. 
OCLC 12060750 

85-20985 
FEM 1.209:500015 
Flood insurance study : town of Manchester, Vermont, Benning- 
ton County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1985] 


iii, 24 p., 22 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“January 3, 1985. Includes bibliographical references. ‘“Com- 
munity number - 500015.” @ltem 594-C-45 (microfiche) 
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Flood insurance study 


1. Insurance, Flood — Vermont — Bennington County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Town of Manchester, Vermont, Bennington County. 
OCLC 12137563 


85-20986 


FEM 1.209:530204 


Flood insurance study : city of Sumas, Washington, Whatcom 


County. — [Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 18 p., 3 folded leaves of plates : ill, 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. ‘“‘No- 
vember 15, 1984.” Includes bibliographical references. “Com- 
munity number - 530204.” @lItem 594-C-47 (microfiche) 

1. Insurance, Flood— Washington (State)— Whatcom 
County. I. United States. Federal Emergency Management 
Agency. II. Title: City of Sumas, Washington, Whatcom 
County. OCLC 12084595 


85-20987 


FEM 1.209:540064 


Flood insurance study : city of Ripley, West Virginia, Jackson 


County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1985] 

ii, 16 p., 7 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. Distributed to depository libraries in microfiche. “June 
5, 1985.” Includes bibliographical references. ‘Community 
number — 540064.” @ltem 594-C-48 (microfiche) 

1. Insurance, Flood — West Virginia — Jackson County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of Ripley, West Virginia, Jackson County. OCLC 
12057362 


85-20988 


FEM 1.209:540213 


Flood insurance study : Wood County, West Virginia, (unincorpo- 


rated areas). — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1984] 

iii, 49 p., 47 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“September 4, 1984.” Includes bibliographical references. 
“Community number - 540213.” @lItem 594-C-48 (microfiche) 

1. Insurance, Flood— West Virginia— Wood County. I. 
United States. Federal Emergency Management Agency. II. 
Title: Wood County, West Virginia, (unincorporated areas) 
OCLC 12084569 


85-20989 


FEM 1.209:550402 

: city of Reedsburg, Wisconsin, Sauk 
County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 14 p., 2 folded leaves of plates : ill., 1 map ; 28cm. Cover 
title. “September 4, 1984.” Distributed to depository libraries 
in microfiche. Includes bibliographical references. “Commu- 
nity number — 550402.” @Item 594-C-49 (microfiche) 

1. Insurance, Flood — Wisconsin — Sauk County. I. United 
States. Federal Emergency Management Agency. II. Title: 
City of Reedsburg, Wisconsin, Sauk County. OCLC 12057234 


85-20990 


FEM 1.209:555562 


Flood insurance study : city of La Crosse, Wisconsin, La Crosse 


County. —[Washington, D.C.?] : Federal Emergency Manage- 
ment Agency, [1984] 

ii, 22 p., 19 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. Distributed to depository libraries in microfiche. 
“November 15, 1984.” Includes bibliographical references. 
“Community number - 555562.” @lItem 594-C-49 (microfiche) 





1. Insurance, Flood — Wisconsin—La Crosse County. I. 
United States. Federal Emergency Management Agency. II. 
Title: City of La Crosse, Wisconsin, La Crosse County. OCLC 
12085017 


FEDERAL HOME LOAN BANK BOARD 
Washington, DC 20552 


85-20991 


FHL 1.2:K 14 
[Financial viability monitoring system]. — Pasadena, Calif. : 
Kaplan, Smith & Associates, Inc., 1985. 

1 v. (loose-leaf) : forms ; 28 cm. “Federal Home Loan Bank 
Board.” “August 31, 1984.” @Item 596 

1. United States. Federal Home Loan Bank Board 2. Banks 
and banking — United States — Automation. I. Kaplan, Smith 
& Associates. II. United States. Federal Home Loan Bank 
Board. OCLC 12184365 


FEDERAL RESERVE SYSTEM BOARD OF 
GOVERNORS 
Washington, DC 20551 


85-20992 


FR 1.62:242 
Marquez, Jaime. 

Currency substitution, quality, and exchange rate indetermin- 
ancy : an empirical analysis of the Venezuelan experience / by 
Jaime Marquez. — Washington, D.C. : Board of Governors of 
the Federal Reserve System, [1984] 

26 p. : ill. ; 28 cm. — (International finance discussion papers 
; no. 242) Distributed to depository libraries in microfiche. 
“May 1984.” Bibliography : p. 25-26. @lItem 443-B (micro- 
fiche) 

1. Currency question — Venezuela — Mathematical models. 
2. Foreign exchange problem — Venezuela — Mathematical 
models. I. Board of Governors of the Federal Reserve System 
(U.S.) II. Title. III. Series. OCLC 11189214 


85-20993 


FR 1.62:248 


Canzoneri, Matthew B. 


The macroeconomic implications of labor contracting with 
asymmetric information / by Matthew B. Canzoneri, Anne C. 
Sibert. — Washington, D.C. : Board of Governors of the Feder- 
al Reserve System, [1984] 

28 p. : ill. ; 28 cm. — (International finance discussion papers 
; no. 248) Distributed to depository libraries in microfiche. 
“September 1984.” Bibliography: p. 26-28. @lItem 443-B 
(microfiche) 

1. Monetary policy — Mathematical policy. 2. Employ- 
ment — Mathematical policy. 3. Macroeconomics. I. Board 
of Governors of the Federal Reserve System (U.S.) II. Title. 
III. Series. OCLC 11981174 


85-20994 


FR 1.62:249 


Canzoneri, Matthew B. 


Monetary policy games and the role of private information / 
by Matthew B. Canzoneri.— Rev. Sept. 1984. — Washington, 
D.C. : Board of Governors of the Federal Reserve System, 
[1984] 

31, [6] p. : 1 ill. ; 28 cm.— (International finance discussion 
papers ; no. 249) Distributed to depository libraries in micro- 
fiche. “September 1983.” Bibliography: p. 1-2 (3rd group). 
@ltem 433-B (microfiche) 

1. Money supply. 2. Wage-price policy. I. Board of Gover- 
nors of the Federal Reserve System (U.S.) II. Title. III. 
Series. OCLC 11981206 


Government Publications — October 1985 


85-20995 
FR 1.62:250 
Mills, Rodney H., 1924- 

The determination of front-end fees on syndicated Eurocur- 
rency credits / Rodney H. Mills and Henry S. Terrell. — Wash- 
ington, D.C. : Board of Governors of the Federal Reserve 
System, [1984] 

12 p. ; 28 cm.— (International finance discussion papers 
250) Distributed to to depository libraries in microfiche. POcto. 
ber 1984.” @ltem 443-A (microfiche) 

1. Bank loans. 2. Banks and banking, International. 3. 
Euro-dollar market. I. Terrell, Henry S. II. Board of Gover- 
nors of the Federal Reserve System (U.S.) Ill. Title. IV. 
a eee no. 250. OCLC 

01676 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 
85-20996 
FT 1.2:T 17 
Tarr, David G. 

Aggregate costs to the United States of tariffs and quotas on 
imports : general tariff cuts and removal of quotas on automo- 
biles, steel, sugar, and textiles : an economic policy analysis / by 
David G. Tarr and Morris E. Morkre. — [Washington, D.C.7] : 
Bureau of Economics, Federal Trade Commission, [1984] 

xi, 148 p. : ill., charts ; 23 cm. — (Bureau of Economics staff 

report) “December 1984.” Includes bibliographies. @Item 
535 


1. Tariff. 2. Import quotas. 3. Foreign trade regulation. 4. 
Free trade and protection. I. Morkre, Morris E. II. United 
States. Federal Trade Commission. Bureau of Economics. III. 
Title. IV. Title: General tariff cuts and removal of quotas on 
automobiles, steel, sugar, and textiles. V. Series. OCLC 
11752041 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


Reports to Congress by Comptroller General of United States. 
Order multiple copies from GAO, Box 1020, Washington, DC 
20013; $1.00 each. Single copies free (write: GAO, 441 G St., 
N.W., Washington, DC 20548) 


85-20997 
GA 1.13:HRD-85-4/sum. 
United States. General Accounting Office. 

Job Training Partnership Act : initial implementation of pro- 
gram for disadvantaged youth and adults : summary : report to 
the Congress / by the Comptroller General of the United 
States. — Washington, D.C. : U.S. General Accounting Office, 

1985 

' e~ [3] p. ; 28 cm. Cover title. Distributed to depository 
libraries in microfiche. “March 4, 1985.” “GAO/HRD-85-4.” 
@ltem 546-D (microfiche) 

1. Occupational training — United States. I. Title. OCLC 
12128916 


85-20998 
GA 1.13:HRD-85-22/sum. 
United States. General Accounting Office. 
Eligibility verification and privacy in federal benefit programs 
: a delicate balance : summary : report to the Congress / by the 
Comptroller General of the United States. — Washington, D.C. 
: U.S. General Accounting Office, [1985] 
x, [3] p. ; 28 cm. Cover title. Distributed to depository 
libraries in microfiche. “March 1, 1985.” “GAO/HRD-85- 
22.” @lItem 546-D (microfiche) 
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General Accounting Office 


1. Public welfare administration — United States. 2. Public 
records — United States— Access control. I. Title. OCLC 
12153871 


85-20999 
GA 1.13:HRD-85-24/sum. 
United States. General Accounting Office. 

Legislation to authorize VA recoveries from private health 
insurance would result in substantial savings : summary : report 
to the Congress / by the Comptroller General of the United 
States. — Washington, D.C. : U.S. General Accounting Office, 
1985 
: = [4] p. ; 28 cm. Cover title. Distributed to depository 
libraries in microfiche. “February 26, 1985.” “GAO/HRD- 
85-24.” @Item 546-D (microfiche) 

1. Veterans — Medical care — United States — Costs. 2. In- 
surance, Health — United States. 3. United States. Veterans 
Administration. I. Title. OCLC 12136490 


85-21000 
GA 1.13:HRD-85-36/sum. 
United States. General Accounting Office. 

State rather than federal policies provided the framework for 
managing block grants : summary : report to the Congress / by 
the Comptroller General of the United States. — Washington, 
D.C. : U.S. General Accounting Office, [1985] 

vi, [3] p. ; 28 cm. Cover title. Distributed to depository 
libraries in microfiche. “March 15, 1985.” “GAO/HRD-85- 
36.” @ltem 546-D (microfiche) 

1. Block grants — United States— States. I. Title. OCLC 
12125761 


85-21001 
GA 1.13:NSIAD-85-42 
United States. General Accounting Office. 

Major defense issues being addressed by the General Ac- 
counting Office : report to the Congress / by the Comptroller 
General of the United States. — Washington, D.C. : U.S. Gener- 
al Accounting Office, 1985. 

2, [2], 46 p. : ill. ; 28cm. Cover title. Distributed to deposi- 
tory libraries in microfiche. “March 1, 1985.” “GAO/ 
NSIAD-85-42.” Includes bibliographical references. “B- 
217693”—Prelim. p. [i]. @lItem 546-D (microfiche) 

1. United States. Dept. of Defense 2. United States. Dept. of 
Defense 3. United States. General Accounting Office. I. 
Titie. OCLC 12113999 


85-21002 
GA 1,13:RCED-84-137 
United States. General Accounting Office. 

Department of Agriculture’s acquisition and distribution of 
commodities for its 1983 payment-in-kind program : report to 
the Chairman, Subcommittee on Government Information, Jus- 
tice, and Agriculture, House Committee on Government Oper- 
ations / by the Comptroller General of the United States. — 
Washington, D.C. : U.S. Genera! Accounting Office, [1984] 

[1], 10, 39 p.; 28cm. Cover title. Distributed to depository 
libraries in microfiche. “September 25, 1984.” “GAO/ 
RCED-84-137.” “B-213707”—P. [1]. @lItem 546-D (micro- 
fiche) 

1. United States. Dept. of Agriculture. 2. Commodity con- 
trol. I. Title. OCLC 11620489 


85-21003 
GA 1.13:RCED-85-21 
United States. General Accounting Office. 

Program to transfer land between the Bureau of Land Man- 
agement and the Forest Service has stalled : report to the 
Secretaries of Agriculture and the Interior / by the U.S. Gener- 
al Accounting Office. — Washington, D.C. : The Office, 1984. 
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[1] leaf, vii, [2] leaves, 51 p. : maps ; 28 cm. Cover title. 
Distributed to depository libraries in microfiche. “December 
27, 1984.” “GAO/RCED-85-21.” @Item 546-D (microfiche) 

1. Land titles — Registration and transfer — United States. 2. 
United States — Public lands. 3. United States. Forest Service. 
4. United States. Bureau of Land Management. I. Title. 
OCLC 12077883 


85-21004 
GA 1.13:RCED-85-22 
United States. General Accounting Office. 

Vehicle emissions inspection and maintenance program is 
behind schedule : report to the Chairman, Subcommittee on 
Oversight and Investigations, Committee on Energy and Com- 
merce, House of Representatives / by the Comptroller General 
of the United States. — Washington, D.C. : U.S. General Ac- 
counting Office, [1985] 

vi, [4], 54 p. ; 28 cm. Cover title. “January 16, 1985.” 
Includes bibliographical references. “GAO/RCED-85-22.” 
“B-216009”—lIst prelim. p. @ltem 546-D (microfiche) 

1. United States. Environmental Protection Agency. 2. 
Automobiles — United States — States — Pollution control de- 
vices — Inspection. 3. Air quality — United States. I. Title. 
OCLC 12015295 


85-21005 
GA 1.13:RCED-85-38/sum. 
United States. General Accounting Office. 

Debentures not serving purposes HUD intended—legislative 
changes could help increase effectiveness and minimize interest 
costs : summary : report to the Congress / by the Comptroller 
General of the United States. — Washington, D.C. : U.S. Gener- 
al Accounting Office, [1985] 

vi, [2]; 28 cm. Cover title. Distributed to depository librar- 
ies in microfiche. “March 13, 1985” “GAO/RCED-85-38” 
@ltem 546-D (microfiche) 

1. Insurance, Mortgage guaranty. 2. Apartment houses — 
Finance. 3. Bonds. 4. United States. Dept. of Housing and 
Urban Development. I. Title. OCLC 12153928 


85-21006 
GA 1.13:RCED-85-41 
United States. General Accounting Office. 

The Corps of Engineers should revise its policy for identify- 
ing uneeded land : report / by the U.S. General Accounting 
Office. — Washington, D.C. : The Office, [1985] 

v, 34 p. : ill, 1 col. map ; 28 cm. Cover title. “March 22, 
1985.” “GAO/RCED-85-41.” “B-209066”—1st prelim. p. 
@ltem 546-D (microfiche) 

1. Surplus government property — United States. 2. United 
States. Army. Corps of Engineers. I. Title. OCLC 12062801 


85-21007 
GA 1.13:RCED-85-69 
United States. General Accounting Office. 

Cleaning up hazardous wastes : an overview of superfund 
reauthorizaton issues : report to the Congress / by the Comp- 
troller General of the United States. — Washington, D.C. : U.S. 
General Accounting Office, [1985] 

[1], iv, [3], 78 p. : ill. (some col.) ; 28 cm. Cover title. 
“March 29, 1985.” Distributed to depository libraries in micro- 
fiche. “GAO/RCED-85-69.” Includes bibliographical refer- 
ences. “B-215824”—Ist prelim. p. @lItem 546-D (microfiche) 

1. Hazardous substances— United States. 2. Hazardous 
waste sites — United States. I. Title. OCLC 12015348 





GA 1.14:C 49/983/supp. 


GA 1.14:C 49/983/title 1-4/supp. 
United States. General Accounting Office. Office of the General 
Counsel. 

Civilian personnel law manual. Supplement. [Washington, 
D.C.] : Office of General Counsel, U.S. General Accounting 
Office : [For sale by the Supt. of Docs., U.S. G.P.O.], 1979- 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 27 cm. 

Annual 

$4.25 (5 v. set) 

1979- Title from cover. Separate supplements issued for 
each of the 4 titles, 1979; supplements for all 4 titles issued 
together, 1980- ; general introductory vol. issued in addition to 
supplements, {1983-) Title 1. Compensation — Title 2. Leave 
— Title 3. Travel —Title 4. Relocation. 1983, [introduction] 
and title 1-4 supplements. Issued as supplement to: United 
States. General Accounting Office. Office of the General Coun- 
sel. Civilian personnel law manual. @Item 545-A S/N 020- 
000-00223-9 (5 v. set) 

1. Civil service— United States — Periodicals. I. Title. 
OCLC 08742249 

85-21009 
GA 1,14:F 49/2 
Financial handbook for federal executives and managers. — [Rev. 
ed.] —[Washington, D.C. : Joint Financial Management Im- 
provement Program, 1984] 

i, 64 p.; 28cm. “November 1984.” Includes bibliographies. 
@ltem 545-A 

1. Finance, Public — United States — Accounting. I. United 
States. Joint Financial Management Improvement Program. 
OCLC 11473159 


85-21010 
GA 1.16/5:985 
United States. General Accounting Office. 

A bibliography of documents issued by the GAO on matters 
related to ADP, IRM & telecc ications. [Washington, 
D.C.] : U.S. General Accounting Office, 1984- U.S. General 
Accounting Office, Information Handling and Support Facility, 
P.O. Box 6015, Gaithersburg, MD 20877 

v. ; 28 cm. 

Annual 

Apr. 1984- “IMTEC-85-9.” Apr. 1985. @lItem 545 Con- 
tinues: United States. General Accounting Office. Bibliography 
of documents issued by the GAO on matters related to ADP 

1. Administrative agencies — United States — Data process- 
ing — Bibliography — Periodicals. 2. Computers — United 
States — Abstracts. 3. Telecommunication— United States — 
Bibliography — Periodicals. 4. Management information sys- 
tems — United States — Bibliography — Periodicals. I. United 
States. General Accounting Office. Information Management & 
Technology Division. II. Title. OCLC 10843740 


85-21011 





GA 1,16/6:981-84 

Food bibliography : references to reports and other documents 

issued by the U.S. General Accounting Office. Washington, 

D.C. : The Office, U.S. General Accounting Office, Washing- 
ton, D.C. 20548 

v. ; 28 cm. 

Annual “GAO/RCED-85-82.” Previously classed: GA 
1.16:F 73/ Jan. 1981-Dec. 1984. Description based on: Jan. 
1977-Dec. 1979. Vols. for -1977/80, 1981- are cumulative. 
@ltem 546-A ISSN 0738-6737 

1. Food — Bibliography — Periodicals. 2. 


Agriculture — 
Bibliography — Periodicals. 3. 


Nutrition — Bibliography — 


Government Publications — October 1985 


Periodicals. 4. Food law and legislation — United States — 
Bibliography — Periodicals. 5. Nutrition policy — United 
States — Bibliography — Periodicals. I. United States. General 
Accounting Office. Z5776.F7F592 83-644044 [TX353] 
016.641 ¢2 19 OCLC 06688720 


ASSISTANT PUBLIC PRINTER 
(Superintendent of Documents) 
Government Printing Office 
Washington, DC 20402 


Subject bibliography . . . available free upon request from the 
Supt. of Docs., U.S. Govt. Print. Off. Orders must included SB 
number. 


85-21012 
GP 3.22/2:005/11 
United States. Superintendent of Documents. 
Canning, freezing, and storage of foods. — Washington, D.C. 
: U.S. G.P.O., Supt. of Docs., [1985] 
2 p. ; 26 cm.— (Subject bibliography ; SB-005) Caption 
title. “April 17, 1985.” @Item 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Food — Storage — Bibliography — Catalogs. 3. Food — Pres- 
ervation — Bibliography — Catalogs. 4. Canning and preserv- 
ing — Bibliography — Catalogs. I. Title. II. Series: United 
States. Superintendent of Documents. Subject bibliography ; 
SB-005. OCLC 12171195 


85-21013 
GP 3.22/2:034/12 
United States. Superintendent of Documents. 
Insects. — Washington, D.C. : U.S. G.P.O., Supt. of Docs., 
[1985] 
5 p. ; 27 cm.— (Subject bibliography ; SB-034) Caption 
title. “April 11, 1985.” @lItem 552-A 
1. Insects— United States — Bibliography — Catalogs. 2. 
Government publications — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-034. OCLC 12061037 


85-21014 
GP 3.22/2:041/10 
United States. Superintendent of Documents. 
The home. -- Washington, D.C. : U.S. G.P.O., Supt. of 
Docs., [1985] 
5 p. ; 26 cm.— (Subject bibliography ; SB-041) Caption 
title. “April 17, 1985.” @lItem 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Architecture, Domestic— United States — Bibliography — 
Catalogs. 3. Dwellings— United States — Bibliography — 
Catalogs. I. Title. II. Series: United States. Superintendent of 
Documents. Subject bibliography ; SB-041. OCLC 12061087 


85-21015 
GP 3.22/2:043/11 
United States. Superintendent of Documents. 

Publications relating to the 1985-86 high school debate : 
United States water policy : what is the most effective water 
policy for the United States? — Washington, D.C. : US. 
G.P.O., Supt. of Docs., [1985] 

3 p. ; 27 cm.— (Subject bibliography ; SB-043) Caption 
title. “April 23, 1985.” @lItem 552-A 

1. Government publications — Bibliography — Catalogs. 2. 
Water-supply — United States — Government policy — Bibliog- 
raphy — Catalogs. 3. Water resources development — United 
States — Government policy — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Documents. 
Subject bibliography ; SB-043. OCLC 12120351 
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Assistant Public Printer — (Superintendent of Documents) Government Printing Office 


85-21016 


GP 3.22/2:083/9 
United States. Superintendent of Documents. 
este nei: 


Ed statistics. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1985] ‘ 

3 p : 27 cm.— (Subject bibliography ; SB-083) Caption 
title. “May 14, 1985.” @Item 552-A 

1. Government publications — Bibliography — Catalogs. 2. 
Education — United States — Statistics — Bibliography — Cata- 
logs. I. Title. II. Series: United States. Superintendent of 
Documents. Subject bibliography ; SB-083. OCLC 12171228 


85-21017 
GP 3.22/2:097/8 
United States. Superintendent of Documents. 
National and world economy. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., 1985. 
7 p. ; 26 cm.— (Subject bibliography ; SB-097) “May 14, 
1985.” @lItem 552-A 
1. Economic policy — Bibliography — Catalogs. 2. United 
States— Economic conditions — 1971- — Bibliography — Cata- 
logs. 3. Government publications — Bibliography — Catalogs. 
4. International economic relations — Bibliography — Catalogs. 
I. Title. Il. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-097. OCLC 12181038 


85-21018 
GP 3.22/2:121/9 
United States. Superintendent of Documents. 
Vital and health statistics. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1985] 
5 p. ; 27 cm.— (Subject bibliography ; SB-121) Caption 
title. “May 14, 1985.” @Item 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Public health— United States — Statistics — Bibliography — 
Catalogs. 3. United States — Vital statistics — Bibliography — 
Catalogs. I. Title. II. Series: United States. Superintendent of 
Documents. Subject bibliography ; SB-121. OCLC 12181089 


85-21019 
GP 3.22/2:130/9 
United States. Superintendent of Documents. 

Publications [sic] en espanol = (Spanish publications). — 
Washington, D.C. : U.S. G.P.O., Supt. of Docs., [1985] 

1 p. ; 27 cm.— (Subject bibliography (SB) ; SB-130) Cap- 
tion title. “April 17, 1985.” Spanish and English. @lItem 
552-A 

1. Government publications — Bibliography — Catalogs. I. 
Title. II. Title: Publicaciones en espanol. III. Series: United 
States. Superintendent of Documents. Subject bibliography ; 
SB-130. OCLC 12061398 


85-21020 
GP 3.22/2:146/8 
United States. Superintendent of Documents. 
Census of manufactures. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1985] 
22 p. ; 26 cm.— (Subject bibliography ; SB-146) Caption 
title. “April 4, 1985.” @Item 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Manufactures — Bibliography — Catalogs. 3. United States — 
Manufactures — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliogra- 
phy ; SB-146. OCLC 12119158 
85-21021 
GP 3.22/2:162/9 
United States. Superintendent of Documents. 
Agricultural research, statistics, and economic reports. — 
Washington, D.C. : U.S. G.P.O., Supt. of Docs., [1985] 
17 p. ; 26 cm.— (Subject bibliography ; SB-162) Caption 
title. “April 8, 1985.” @lItem 552-A 
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1. Government publications — Bibliography — Catalogs. 2. 
Agriculture — United States — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Documents. 
Subject bibliography ; SB-162. OCLC 12151494 


85-21022 
GP 3.22/2:166/10 
United States. Superintendent of Documents. 
Foreign area studies. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1985] 
5 p. ; 26 cm.— (Subject bibliography ; SB-166) Caption 
title. “May 14, 1985.” @Item 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Geography — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliogra- 
phy ; SB-166. OCLC 12181252 


85-21023 
GP 3.22/2:215/9 
United States. Superintendent of Documents. 
Architecture. — Washington, D.C. : U.S. G.P.O., Supt. of 
Docs., [1985] 
2 p. ; 26 cm.— (Subject bibliography ; SB-215) Caption 
title. “April 17, 1985.” @lItem 552-A 
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title. “April 18, 1985.” @lItem 552-A 
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362.4/042/0973 ¢2 19 OCLC 06886423 


85-21042 
HE 3.2:So 8/2/final 
Caplan, Nathan S. 

Southeast Asian refugee self-sufficiency study : final report / 
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xiii, 246 p. : ill., charts ; 28 cm. “Prepared under Contract 
No. HHS-100-81-0064 for the Office of Refugee Resettlement, 
Department of Health and Human Services.” “January 1985.” 
“The Institute for Social Research, the University of Michigan.” 
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1. Social security — United States. I. United States. Social 
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Dept. of Health and Human Services, Social Security Adminis- 
tration, Office of Family Assistance, Social Security Adminis- 
tration, Office of Family Assistance, Washington, D.C. 20201 

v. ; 30 cm. (-1981, Characteristics series) ({1974-1976,) 
DHEW publication ; no. (SRS)) ((1978,) DHEW publication ; 
no. (SSA)) (SSA pub. ; no. 80-21235) 

Annual Previously classed: HE 3.40:C 43/, HE 3.2:, and HE 
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@ltem 516-H ISSN 0741-6911 
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PRESIDENT’S COUNCIL ON PHYSICAL 
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Bethesda, MD 20014 


85-21050 
HE 20.3002:H 59 
Helpful hints on preparing a research grant application to the 
National Institutes of Health / [prepared by the Office of 
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(U.S.). Division of Research Grants. Grants Inquiries Office. 
OCLC 12157216 


85-21051 
HE 20.3013/2-2:984 
Research grants / [prepared by National Institutes of Health, 
Division of Research Grants, Statistics and Analysis Branch). 
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[Bethesda, Md.?] : U.S. Dept. of Health and Human Services, 
Public Health Service, National Institutes of Health, National 
Cancer Institute, [1985] 

14 p., 1 folded leaf of plates : ill. ; 22 cm. — (NIH publication 
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Includes bibliographical references. @Item 507-G-6 

1. Breast —Cancer. 2. Cancer—Study and teaching. I. 
National Cancer Institute (U.S.). Office of Cancer Communica- 





tions. II. Series: DHHS publication ; no. (NIH) 85-2740. 
OCLC 12086000 


85-21059 
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[7] p. ; 28 cm.— (NIH publication ; no. 85-2649) Cover 
title. “February 1985”—P. [4] of cover. @lItem 507-E-1 
1. Workshop on Cell-to-Cell Interactions in the Developing 
Lung (1984 : Bethesda, Md.) I. National Institutes of Health 
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ments Literature searches No. 83-1 January 1980 through April 
1983, No. 83-5 May through August 1983, No. 83-25 September 
through December 1983, No. 84-9 January through April 1984, 
and No. 84-18 May through July 1984, No. 84-32 August 
through December 1984.” @Item 508-H-1 

1. Acquired immune deficiency syndrome — Bibliography. I. 
National Library of Medicine (U.S.) II. Title. III. Series. 
OCLC 12158746 


85-21077 
HE 20.3619/2:984 


HE 20.3619/2:985 
Publications (National Library of Medicine (U.S.)) 

Publications / National Library of Medicine. Bethesda, Md. : 
Dept. of Health and Human Services, Public Health Service, 
National Institutes of Health, [1981- Office of Inquiries and 
Publications Management, National Library of Medicine, 8600 
Rockville Pike, Bethesda, Md., 20209 

v. ; 28 cm. 

Annual 

1981- Title from cover. 1984; 1985. Vol. for 1981, dated 
May 1981, also issued in a revised ed., dated Sept. 1981; vol. for 
1983, dated Jan. 1983, also issued in a revised ed., dated Mar. 
1983. @ltem 508-F-1 Supplement to: News (National Library 
of Medicine (U.S.)) ISSN 0027-965X Continues: National Li- 
brary of Medicine news. NLM publications 

1. National Library of Medicine (U.S.) — Bibliography — 
Catalogs. 2. Medicine— United States — Bibliography — 
Catalogs. I. National Library of Medicine (U.S.) II. National 
Institutes of Health (U.S.) OCLC 08270372 


FOOD AND DRUG ADMINISTRATION 
Health and Human Services Dept. 
Rockville, MD 20857 


85-21078 
HE 20.4002:D 84/10 
[Possible association between the use of aspirin and the onset of 
Reye Syndrome]. — Rockville, MD : Dept. of Health & 
Human Services, Public Health Service, Food and Drug Ad- 
ministration, [1985] 
4, [6] p.: 1 form ; 28 cm. Caption title. “March 8, 1985.” 
@ltem 475 
1. Reye’s syndrome. 2. Aspirin. I. United States. Food and 
Drug Administration. OCLC 12076097 


85-21079 
HE 20.4010/a:Ac 7 
What the experts know about A-I-D-S. — Rockville, Md. : Dept. 
of Health and Human Services, Public Health Service, Food 
and Drug Administration, Office of Public Affairs, 1983. 

[4] p. ; 28 cm.— (HHS publication ; no. (FDA) 83-1104) 
“Reprinted from September 1983 FDA Consumer.” @ltem 
475-H 

1. Acquired immune deficiency syndrome. I. United States. 
Food and Drug Administration. Office of Public Affairs. II. 
Title: What the experts know about aids. III. Series: DHHS 
publication ; no. (FDA) 83-1104. OCLC 12091276 
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85-21080 
HE 20.4010/a:D 43 
Hopkins, Harold, 1922- 

The dental plaque battle is endless but worth it / by Harold 
Hopkins. — Rockville, Md. : Dept. of Health and Human Serv- 
ices, Public Health Service, Food and Drug Administration, 
1985. 

[2] p. ; 28 cm.— (HHS publication ; no. (FDA) 85-3148) 
“Reprinted from September 1984 FDA Consumer.” @lItem 
475-H 

1. Dental plaque. I. United States. Food and Drug Adminis- 
tration. II. Title. III. Series: DHHS publication ; no. (FDA) 
85-3148. OCLC 12156890 


85-21081 
HE 20.4010/a:D 56 
Willis, Judith, 1941- 

Diet books sell well but ... / by Judith Willis. — Rockville, 
Md. : Dept. of Health and Human Services, Public Health 
Service, Food and Drug Administration, 1984. 

[4] p. : ill. ; 28 cm. — (HHS publication ; no. (FDA) 84-1093) 
“Reprinted from March 1982 FDA Consumer.” @lItem 475-H 

1. Reducing diets. I. United States. Food and Drug Admin- 
istration. II. Title. III. Series: DHHS publication ; no. (FDA) 
84-1093. OCLC 12157122 


85-21082 
HE 20.4010/a:Ea 8 
Willis, Judith, 1941- 
All about eating for two / by Judith Willis. — Rockville, Md. 
: Dept. of Health and Human Services, Public Health Service, 
Food and Drug Administration, Office of Public Affairs, 1984. 


[4] p. : ill. ; 28 cm. — (HHS publication ; no. (FDA) 84-2183) 
“Reprinted from March 1984 FDA Consumer.” @lItem 475-H 


1. Pregnancy — Nutritional aspects. I. United States. Food 
and Drug Administration. Office of Public Affairs. II. Title. 
III. Series: DHHS publication ; no. (FDA) 84-2183. OCLC 
12091215 


85-21083 
HE 20.4010/a:F 61 
Shimizu, Holly H. 

Do yourself a flavor / by Holly H. Shimizu. — Rockville, 
Md. : Dept. of Health and Human Services, Public Health 
Service, Food and Drug Administration, 1984. 

[4] p. : ill. ; 28 cm. — (HHS publication ; no. (FDA) 84-2192) 
“Reprinted from April 1984 FDA Consumer.” @lItem 475-H 

1. Herbs. 2. Cookery (Herbs) I. United States. Food and 
Drug Administration. II. Title. III. Series: DHHS publication 
; no. (FDA) 84-2192. OCLC 12091142 


85-21084 
HE 20.4010/a:F 739/6/981 
Lehmann, Phyllis. 

Food and drug interactions / by Phyllis Lehmann. — Rev. 
Oct. 1981. — Rockville, Md. : Dept. of Health and Human Serv- 
ices, Public Health Service, Food and Drug Administration, 
Office of Public Affairs, 1985. 

[4] p. : ill. ; 28 cm.— (HHS publication ; no. (FDA) 81-3070) 
“Reprinted from March 1978 FDA Consumer.” @lItem 475-H 

1. Drug interactions. 2. Drugs— Side effects. I. United 
States. Food and Drug Administration. Office of Public Affairs. 
II. Title. III. Series: DHHS publication ; no. (FDA) 81-3070. 
OCLC 12090994 
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National Center for Devices and Radiological Health — Health and Human Services Dept. 


85-21085 


Lecos, Chris. 

Irradiation proposed to treat food / by Chris Lecos. — Rock- 
ville, Md. : Dept. of Health and Human Services, Public Health 
Service, Food and Drug Administration, Office of Public Af- 
fairs, 1985. 

[4] p. : ill. ; 28 cm. — (HHS publication ; no. (FDA) 84-2195) 
Caption title. Reprinted from May 1984 FDA Consumer. 
@ltem 475-H 

1. Food. 2. Irradiation. I. United States. Food and Drug 
Administration. Office of Public Affairs. II. Title. III. Series: 
DHHS publication ; no. (FDA) 84-2195. OCLC 12086520 


85-21086 


HE 20.4010/a:Ir 7 


HE 20.4010/a:T 15/3 
Hopkins, Harold, 1922- 
Tan now, pay later? / by Harold Hopkins. — Rockville, Md. : 
Dept. of Health and Human Services, Public Health Service, 
Food and Drug Administration, Office of Public Affairs, 1984. 


[2] p. ; 28 cm.— (HHS publication ; no. (FDA) 82-1095) 
“Reprinted from April 1982 FDA Consumer.” @lItem 475-H 

1. Suntan. 2. Skin—Care and hygiene. I. United States. 
Food and Drug Administration. Office of Public Affairs. II. 
Title. III. Series: DHHS publication ; no. (FDA) 82-1095. 
OCLC 12086497 


NATIONAL CENTER FOR DEVICES AND 
RADIOLOGICAL HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


85-21087 
HE 20.4602:U1 8 

An Overview of ultrasound : theory, measurement, medical appli- 
cations, and biological effects / editors, Harold F. Stewart and 
Melvin E. Stratmeyer. — Rockville, Md. : U.S. Dept. of Health 
and Human Services, Public Health Service, Food and Drug 
Administration, Center for Devices and Radiological Health, 
1982 (1985 printing) 

viii, 134 p. : ill. ; 28 cm. — (HHS publication ; FDA 82-8190) 
Distributed to depository libraries in microfiche. “July 1982.” 
“Reprinted January 1985.” Includes bibliographies. @Item 
499-L-7 (microfiche) 

1. Ultrasonics in medicine. I. Stewart, Harold F. II. Strat- 
meyer, Melvin E. III. Center for Devices and Radiological 
Health (U.S.) IV. Series: DHHS publication ; no. (FDA) 82- 
8190. OCLC 12145953 


NATIONAL CENTER FOR HEALTH 
STATISTICS 
Health and Human Services Dept. 
Hyattsville, MD 20782 
85-21088 
HE 20.6202:V 83/984 
Where to write for vital records. Hyattsville, Md. : U.S. Dept. of 
Health and Human Services, Public Health Service, Office of 
Health Research, Statistics, and Technology, National Center 
for Health Statistics ; Washington, D.C. : For sale by the Supt. 
of Docs., U.S. G.P.O., 1982- Supt. of Docs., U.S. Govt. Print. 
Off., Washington, DC 20402 
v. ; 28 cm. (DHHS publication ; no. (PHS) 84-1142) 
$1.50 
May 1982- Aug. 1984. Formed by the union of: Where to 
write for birth and death records; Where to write for divorce 
records; Where to write for marriage records. @lItem 508 S/ 
N 017-022-00847-5 ISSN 0738-2340 
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1. United States — Statistics, Vital — Directories. 2. Regis- 
ters of births, etc.— United States— Directories. 3. Di- 
vorce — United States — Directories. 4. United States — Gene- 
alogy — Periodicals. I. National Center for Health Statistics 
(U.S.) II. Series. HA38.A493 83-643623 929/.1/02573 ¢2 
19 OCLC 08738425 


85-21089 


HE 20.6209:2/97 


Berkov, Beth. 


An evaluation of California’s inferred birth statistics for un- 
married women. — Hyattsville, Md. : U.S. Dept. of Health and 
Human Services, Public Health Service, National Center for 
Health Statistics ; [Washington, D.C. : Supt. of Docs., U.S. 
G.P.O., distributor], 1985. 

vi, 28 p. : ill. ; 28 cm. — (Vital and health statistics. Series 2, 
Data evaluation and methods research ; no. 97) (DHHS publica- 
tion ; no. (PHS) 85-1371) Author: Beth Berkov. “April 
1985.” Bibliography: p. 13. @Item 500-E S/N 017-022- 
00868-8 @ GPO ISBN 0-8406-0306-1 : $1.50 

1. Childbirth — California — Statistics. 2. Fertility, 
Human — California — Statistics. 3. Birth certificates — Cali- 
fornia. 4. Ilegitimacy — California — Statistics. I. National 
Center for Health Statistics (U.S.) II. Title. III. Series. IV. 
Series. [DNLM 1. Birth Certificates. 2. Birth Rate — statis- 
tics. 3. Data Collection— methods. 4. Illegitimacy — statis- 
tics. W2 A N148vb no.97] RA409.U45 no. 97 84-600349 
[HB935.C2] 312/.0723s [304.6/3 ¢2 19} OCLC 11442611 


85-21090 


HE 20.6209:10/147 


Ries, Peter W. 


Health characteristics according to family and personal 
income, United States. — Hyattsville, Md. : U.S. Dept. of 
Health and Human Services, Public Health Service, National 
Center for Health Statistics ; Washington, D.C. : For sale by the 
Supt. of Docs., U.S. G.P.O., 1985. 

iv, 84 p. : ill, forms ; 28 cm.— (Data from the National 
health survey. Series 10 ; no. 147) (DHHS publication ; no 
(PHS) 85-1575) Written by Peter Ries. “January 1985.” Bib- 
liography: p. 22. @lItem 500-E S/N 017-022-00863-7 @ GPO 
ISBN 0-8406-0300-2 : $3.00 

1. Public health — United States — Statistics. 2. Health sur- 
veys — United States. 3. United States — Statistics, Medical. 
4. Income — United States —- Statistics. I. National Center for 
Health Statistics (U.S.) II. Title. III. Series. IV. Series: 
Vital and health statistics. Series 10, Data from the national 
health survey ; no. 147. ae 1. Family Characteristics — 
United States — statistics. 2. Health Surveys — United States. 
3. Income — United States — statistics. W2 A N148vj no. 147] 
RA407.3.A346 no. 147 84-600224 312/.0973 s [614.4/273 ¢2 
19] OCLC 11043764 


85-21091 


HE 20.6209:10/149 


Collins, John Gary. 


Persons injured and disability days due to injuries, United 
States, 1980-81. — Hyattsville, Md. : U.S. Dept. of Health and 
Human Services, Public Health Service, National Center for 
Health Statistics ; Washington, D.C. : For sale by the Supt. of 
Docs., U.S. G.P.O., 1985. 

iv, 106 p. : ill., forms ; 28 cm.— (Data from the national 
health survey, series 10 ; no. 149) (DHHS publication ; no. 
(PHS) 85-1577) “March 1985.” Includes bibliographical refer- 
ences. @lItem 500-E S/N 017-022-00866-1 @ GPO ISBN 0- 
8406-0307-X : $4.50 

1. Wounds and injuries — United States — Statistics. 2. Acci- 
dents — United States — Statistics. 3. Medical care — United 
States — Utilization — Statistics. I. National Center for Health 





Statistics (U.S.) II. Title. III. Series. IV. Series: Vital and 
health statistics. Series 10, Data from the national health survey 
; no. 149. [DNLM 1. Accidents — United States — statistics, 
2. Wounds and Injuries — occurrences. W2 A Ni48vj no. 149] 
RA407.3.A346 no. 149 84-600351 312/.0973 s [312/.4/0973 
¢2 19} OCLC 11442612 


85-21092 
HE 20.6209:13/81 
Pokras, Robert. 

Adjustment of hospital utilization rates, United States, 1965- 
80. — Hyattsville, Md. : U.S. Dept. of Health and Human 
Services, Public Health Service, National Center for Health 
Statistics ; [Washington, D.C. : Supt. of Docs., U.S. G.P.O., 
distributor], 1984. 

iv, 44 p. : ill. ; 28 cm.— (Data from the national health 
survey. Series 13 ; no. 81) (DHHS publication ; no. (PHS) 85- 
1742) Written by Robert Pokras and Lola Jean Kozak. “De- 
cember 1984.” Bibliography: p. 41-44. @lItem 500-E S/N 
017-022-00862-9 @ GPO ISBN 0-8406-0303— (pbk.) : $2.25 

1. Hospital utilization — United States— Length of stay — 
Statistics. 2. Hospital patients — United States — Statistics. I. 
Kozak, Lola Jean. II. National Center for Health Statistics 
(U.S.) III. Title. IV. Series. V. Series: Vital and health sta- 
tistics. Series 13, Data from the national health survey ; no. 81. 
[DNLM 1. Hospitals — utilization — United States — statistics. 
2. Patient Discharge— United States —statistics. W2 A 
N148vm no. 18] RA981.A2P62 1984 84-600283 362.1/1/ 
0973 ¢2 19 OCLC 11213003 


85-21093 
HE 20.6209:13/82 
Detailed diagnoses and surgical procedures for patients discharged 

from short-stay hospitals, United States, 1983. — Hyattsville, 
Md. : U.S. Dept. of Health and Human Services, Public Health 
Service, National Center for Health Statistics ; Washington, 
D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 1985. 

iii, 278 p. : ill. ; 28 cm.— (DHHS publication ; no. (PHS) 85- 
1743) (Vital & health statistics, Data from the National Health 
Survey series 13 ; no. 82) Mostly tables. “March 1985.” 
Bibliography: p. 7. @lItem 500-E S/N 017-022-00865-3 @ 
GPO ISBN 0-8406-0307— (pbk.) $7.50 

1. Diagnosis, Surgical — Statistics. 2. Hospital utilization — 
United States — Statistics. 3. Surgery — United States — Sta- 
tistics. I. National Center for Health Statistics (U.S.) II. 
Series. III. Series: Vital and health statistics. Series 13, Data 
from the national health survey ; no. 82. [DNLM 1. Diagno- 
sis— United States—statistics. 2. Hospitalization — United 
States — statistics. 3. Patient Discharge — United States — sta- 
tistics. 4. Surgery, Operative — United States — statistics. W2 
A N148vm no. 82] RA981.A2K69 1985 84-029571 362.1/1/ 
0973 ¢2 19 OCLC 11621632 


85-21094 
HE 20.6209/3:104 
Mosher, William D. 

Fecundity and infertility : United States, 1965-82 / by William 
D. Mosher and William F. Pratt. — Hyattsville, Md. : National 
Center for Health Statistics, U.S. Dept. of Health and Human 
Services, Public Health Service, [1985] 

8 p. ; 28 cm.— (NCHS advancedata ; no. 104) (DHHS 
publication ; no. (PHS) 85-1250) Caption title. “February 11, 
1985.” “From Vital and health statistics of the National Center 
for Health Statistics.” Includes bibliographical references. 
@ltem 500-E 

1. Fertility, Human — United States — Statistics. 2. Infertil- 
ity — United States — Statistics. I. Pratt, William F. II. Na- 
tional Center for Health Statistics (U.S.) III. Title. IV. Series. 
V. Series. OCLC 12086578 
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85-21095 


HE 20,6209/3:108 


Pratt, William F. 


Wanted and unwanted childbearing : United States, 1973-82 / 
by William F. Pratt and Marjorie C. Horn. — [Hyattsville, Md.] 
: U.S. Dept. of Health and Human Services, Public Health 
Service, National Center for Health Statistics, [1985] 

8 p. ; 28 cm.— (NCHS advancedata ; no. 108) (DHHS 
publication ; no. (PHS) 85-1250) Caption title. “May 9, 
1985.” “From Vital and health statistics of the National Center 
for Health Statistics.” Includes bibliographical references. 
@ltem 500-E 

1. Fertility, Human — United States — Statistics. I. Horn, 
Marjorie C. II. National Center for Health Statistics (U.S.) 
III. Title. IV. Series. V. Series. OCLC 12086654 


85-21096 


HE 20.6210:980/v.2/pt.B 
Vital statistics of the United States. Washington, D.C. : United 
States Bureau of the Census : For sale by the Supt. of Docs., 
U.S. G.P.O., 1939- Supt. of Docs., U.S. Govt. Print. Off., 
Washington, DC 20402 

v. ; 30 cm. (DHHS publication ; no. (PHS) 85-1102) (-1975, 
DHEW publication) 

Annual 


$18.00 

1937- Separate sections classed in: HE 20.6210/a: 1980. 
Contents: v. 2. Mortality, pt. B. 1937-1949 issued in 2 pts.; 
1950- in 3 v. Supplement for 1955, published 1965, issued by 
the National Center for Health Statistics, Division of Vital Sta- 
tistics. @Item 510 S/N 017-022-00864-5 ISSN 0083-6710 
Continues in part: United States. Bureau of the Census. Birth, 
stillbirth, and infant mortality statistics for the continental 
United States, the territory of Hawaii, the Virgin Islands Con- 
tinues in part: United States. Bureau of the Census. Mortality 
statistics ... annual report Related records: Vital statistics of 
the United States. Volume 2, Section 5, Life tables ISSN 0276- 
6302 

1. United States — Statistics, Vital — Periodicals. I. United 
States. Bureau of the Census. Vital Statistics Division. II. 
United States. National Office of Vital Statistics. III. United 
States. National Vital Statistics Division. IV. National Center 
for Health Statistics (U.S.). Division of Vital Statistics. V. 
Series. VI. Series: DHEW publication. HA203.A22 40- 
026272 //r844 312/.0973 ¢2 19 OCLC 01168068 


NATIONAL CENTER FOR HEALTH SERVICES 


RESEARCH 
Health and Human Services Dept. 
Rockville, MD 20857 


85-21097 


HE 20,.6502:P 56/2 


Wilensky, Gail R. 


The relative importance of physician-induced demand in the 
demand for medical care / Gail R. Wilensky and Louis F. 
Rossiter. — Rockville, Md. : U.S. Dept. of Health and Human 
Services, Public Health Service, Office of the Assistant Secre- 
tary for Health, National Center for Health Services Research ; 
(Springfield, Va. : Available from National Technical Informa- 
tion Service], [19857] 

p. 252-277 ; 23 cm. “Reprinted from the Milbank Memorial 
Quarterly/Health and Society, vol. 61, no. 2, 1983.” Bibliogra- 
phy: p. 273-277. @lItem 507-I-1 STRN: NCHSR 84-17 

1. Physicians — United States—Supply and demand. 2. 
Medical care — United States — Utilization. I. Rossiter, Louis 
F. II. National Center for Health Services Research. III. 
Title. OCLC 12098831 
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Centers for Disease Control — Health and Human Services Dept. 


85-21098 
HE 20.6514:2 
Coffey, Rossanna M. 

Patients in public general hospitals : who pays, how sick? — 
Rockville, MD : U.S. Dept. of Health and Human Services, 
Public Health Service, Office of the Assistant Secretary for 
Health, National Center for Health Services Research, 1983. 

23 p. ; 28 cm.— (Hospital Cost and Utilization Project re- 
search note ; no. 2) (DHHS publication ; no. (PHS) 83-3344) 
“September 1983”—P. 2. Bibliography: p. 21. @Item 491-B- 
17 


1. Hospitals, Public— United States — Statistics. 2. Hospi- 
tals, Voluntary — United States — Statistics. I. Hospital Cost 
and Utilization Project (U.S.) [I1. Series. III. Series. [DNLM 
1. Hospitals, Public — United States — statistics 2. Economics, 
Hospital — United States 3. Costs and Cost Analysis 4. Hos- 
pitals, Voluntary — United States — statistics] OCLC 10439167 


CENTERS FOR DISEASE CONTROL 
Health and Human Services Dept. 
Atlanta, GA 30333 


85-21099 
HE 20.7002:P 27/6 
Identification of unusual pathogenic gram-negative aerobic and 
facultatively anaerobic bacteria / William A. Clark ... [et al.]. — 
Atlanta, Ga. : U.S. Dept. of Health and Human Services, 
Public Health Service, Centers for Disease Control ; Washing- 
ton, D.C. : For sale by the Supt. of Docs., [U.S. GPO, 1984] 


iii, 383 p. : ill. (some col.), 1 port. ; 28 cm. “October 1984.” 
Includes bibliographical references and index. @Item 504 S/ 
N 017-023-00149-3 @ GPO $20.00 

1. Gram negative bacteria — Identification. 2. Bacteria, An- 
aerobic — Identification. I. Clark, William A. II. Centers for 
Disease Control (U.S.) OCLC 12001973 


85-21100 
HE 20.7002:P 96/prelim. 
Lawton, Herbert L. 

Public health laboratory data base management system : 
microbiology/immunology/epidemiology documentation / Her- 
bert L. Lawton, Cherry L. DuBose, Rebecca L. Wylie. — At- 
lanta, Ga. : U.S. Dept. of Health and Human Services, Public 
Health Service, Centers for Disease Control, Laboratory Pro- 
gram Office, Division of Management Development and Con- 
sultation, Data Systems Development Staff, [19847] 

xi, 226, [484] p. : ill. ; 28 cm. “Preliminary copy.” Distrib- 
uted to depository libraries in microfiche. @lItem 504 (micro- 
fiche) 

1. Data base management. 2. Public health laboratories — 
United States. I. DuBose, Cherry L. II. Wylie, Rebecca L. 
III. Centers for Disease Control (U.S.). Division of Management 
Development and Consultation. Data Systems Development 
Staff. IV. Title. OCLC 12184386 


85-21101 
HE 20.7008:Ep 5/2 
Principles of analytic epidemiology. — Atlanta, Ga. : U.S. Dept. 
of Health and Human Services, Public Health Service, Centers 
for Disease Control, [1979] (1984 printing) 
18 p. : ill. ; 28 cm. Cover title. “March 1979”—P. [2] of 
cover. “00-3367.” @lItem 505-A 
1. Epidemiology. I. Centers for Disease Control (U.S.) 
[DNLM 1. Epidemiologic methods. 2. Data collection.] 
OCLC 07330496 
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85-21102 


HE 20.7008:St 8 


Miller, J. Michael (Jon Michael), 1945- 


Isolation and identification of streptococci : techniques 
manual / J. Michael Miller. — Atlanta, Ga. : U.S. Dept. of 
Health and Human Services, Public Health Service, Centers for 
Disease Control, 1984. 

i, 26 leaves : ill. ; 28 cm. “December 1984”-—Cover. 
@ltem 505-A 

1. Streptococcus. 2. Bacteriology — Laboratory manuals. I. 
Centers for Disease Control (U.S.) II. Title. OCLC 11809263 


85-21103 


HE 20.7030:00-4170 


Developing action plans : feedback for criterion test. — [Atlanta, 


Ga.?] : U.S. Dept. of Health and Human Services, Public Health 
Service, Centers for Disease Control, [1983] 

7 leaves : ill. ; 28 cm.— (Management skills for ICNs ; 
module 3.0) Distributed to depository libraries in microfiche. 
“June 1983.” “Reprinted September 1984.” “00-4170”— 
Cover. @ltem 504-C (microfiche) 

1. Communicable diseases— United States. 2. Diseases — 
Reporting — United States. I. Centers for Disease Control 
(U.S.) II. Series. OCLC 12076106 


NATIONAL INSTITUTE FOR OCCUPATIONAL 


SAFETY AND HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


85-21104 


HE 20.7101:981 


NIOSH report on occupational safety and health for fiscal year ... 


under Public Law 91-596. [Rockville, Md.?] : U.S. Dept. of 
Health and Human Services, Public Health Service, Centers for 
Disease Control, National Institute for Occupational Safety and 
Health, 

v. ; 28 cm. Cover title: Report on occupational safety and 
health for FY ... under Public Law 91-596 1981. Description 
based on: 1981. Vols. for (FY 1981-) distributed to depository 
libraries in microfiche. @lItem 499-F-13 (microfiche) ISSN 
0742-7603 

1. Industrial hygiene — United States — Periodicals. 2. In- 
dustrial safety — United States — Periodicals. 3. National Insti- 
tute for Occupational Safety and Health I. National Institute 
for Occupational Safety and Health. RC967.N55 84-641180 
616.9/803/072073 ¢2 19 OCLC 10407308 


85-21105 


HE 20.7102:Eq 5/984 
[Atlanta, Ga.?] : U.S 
Dept. of Health and Human Services, Public Health Service, 
Centers for Disease Control, National Institute for Occupational 
Safety and Health ; Washington, D.C. : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 

v. ; 28 cm. ({-1978): DHEW publication ; no. (NIOSH)) 
((1980-): DHHS (NIOSH) publication ; no. 85-101) 

Irre 


$14.00 Oct. 1, 1984. Description based on: Sept. 1, 1983. 
Kept up to date by supplements. Vols. for (1984-) distributed 
to depository libraries in microfiche. @lItem 499-F-2 (micro- 
fiche) S/N 017-033-00417-0 Continues: NIOSH certified 
equipment 

1. Industrial equipment — United States — Periodicals. 2. In- 
dustrial safety — United States — Periodicals. I. National Insti- 
tute for Occupational Safety and Health. II. National Institute 
for Occupational Safety and Health. Division of Technical Serv- 
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ices. III. Series: DHEW publication ; no. (NIOSH) IV. 
Series: DHHS publication ; no. (NIOSH) 85-101. OCLC 
10306765 


CENTER FOR PREVENTION SERVICES 
Health and Human Services Dept. 
Atlanta, GA 30333 
85-21106 85-21109 

HE 20.7111:Ai 7/3 
McKinnery, William N. 
Control of air contaminants in tire manufacturing / William 


HE 20.7308:P 96 
Public health screening at U.S. ports of entry : U.S. Public Health 


N. McKinnery, Jr., William A. Heitbrink. — Cincinnati, Ohio : 
U.S. Dept. of Health and Human Services, Public Health Serv- 
ice, Centers for Disease Control, National Institute for Occupa- 
tional Safety and Health, Division of Physical Sciences and 
Engineering, 1984. 

x, 125 p. : ill. ; 28 cm.— (NIOSH research report) (DHHS 
(NIOSH) publication ; no. 84-111) “May 1984.” Distributed 
to depository libraries in microfiche. Includes bibliographies 
and index. @lItem 499-F-4 (microfiche) 

1. Tire industry — Toxicology. 2. Tire industry workers — 
Diseases and hygiene. I. Heitbrink, William A. II. National 
Institute for Occupational Safety and Health. Division of Physi- 
cal Sciences and Engineering. III. Title. IV. Series. V. 
Series: DHHS publication ; no. (NIOSH) 84-111. OCLC 
11729331 


85-21107 


HE 20.7111/2:M 56 
Sheehy, John W. 

Control technology assessment: metal plating and cleaning 
operations / John W. Sheehy ... [et al.]. — Cincinnati, Ohio : 
U.S. Dept. of Health and Human Services, Public Health Serv- 
ice, Centers for Disease Control, National Institute for Occupa- 
tional Safety and Health, Division of Physical Sciences and 
Engineering ; Washington, D.C. : For sale by the Supt. of 
Docs., U.S. G.P.O., 1985. 

ix, 106 p. : ill. ; 28 cm.— (DHHS (NIOSH) publication ; no. 
85-102) (NIOSH technical report) Distributed to depository 
libraries in microfiche. “December 1984.” Bibliography: p. 
92-96. @lItem 499-F-6 (microfiche) S/N 017-033-00416-1 @ 
GPO $4.50 

1. Electroplating — Safety measures. I. National Institute for 
Occupational Safety and Health. Division of Physical Sciences 
and Engineering. II. Title. III. Series. IV. Series: DHHS 
publication ; no. (NIOSH) 85-102. OCLC 11806991 


85-21108 


HE 20.7111/2:St 8/2 
Hurrell, Joseph J. 

Stress among police officers / Joseph J. Hurrell, Jr., Anthony 
Pate, Robert Kliesmet ; with the technical assistance of Robert 
A. Bowers, Shiu Lee, JeAnne Burg. — Cincinnati, Ohio : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Centers for Di Control, National Institute for Occupational 
Safety and Health, Division of Biomedical and Behavioral Sci- 
ence, 1984. 

x, 92, 20 p. : ill, 1 form ; 28 cm.— (DHHS (NIOSH) 
publication ; no. 84-108) “NIOSH technical report”—Cover. 
Distributed to depository libraries in microfiche. “October 
1984.” Bibliography: p. 85-91. @lItem 499-F-6 (microfiche) 

1. Police — United States — Attitudes. 2. Police psychology. 
3. Stress (Psychology) I. Pate, Anthony. II. Kliesmet, 
Robert. III. Bowers, Robert A. IV. Lee, Shiu. V. Burg, 
JeAnne. VI. National Institute for Occupational Safety and 
Health. Division of Biomedical and Behavioral Science. VII. 
Title. VIII. Series: DHHS publication ; no. (NIOSH) 84-108. 
OCLC 12145962 





Service guide to U.S. Immigration & Naturalization Service and 
U.S. Customs Service inspectors. — [Atlanta, Ga.? : Centers for 
Disease Control, Center for Prevention Services, Division of 
Quarantine, 19847] 

5, 27 p. : forms ; 28 cm. “February 1984.” @ltem 494-K-4 

1. United States. Public Health Service. 2. United States. 
Immigration and Naturalization Service. 3. U.S. Customs Serv- 
ice. 4. Medical screening — United States. I. Center for Pre- 
vention Services (U.S.). Quarantine Division. OCLC 12123902 


NATIONAL INSTITUTE OF MENTAL HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


85-21110 


HE 20.8102:N 93/pre. 


Mental illness in nursing homes : agenda for research / edited by 


Mary S. Harper and Barry Lebowitz. — Rockville, Md. : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Alcohol, Drug Abuse, and Mental Health Administration, Na- 
tional Institute of Mental Health, 1985. 

xii, 545 p. ; 28 cm. “Prepublication copy’—Cover. “...par- 
tially written under contract number 278-83-0004 from the Na- 
tional Institute of Mental Health (NIMH)”—P. ii. Includes bib- 
liographies. @Item 507-B-5 

1. Aged— Mental health— United States. 2. Mental ill- 
ness — United States. 3. Nursing homes— United States. L 
Harper, Mary S. II. Lebowitz, Barry. III. National Institute 
of Mental Health (U.S.) OCLC 12142822 


85-21111 


HE 20.8113:D 63 


Ahearn, Frederick L. 


Disasters and mental health : an annotated bibliography / 
compiled and edited by Frederick L. Ahearn, Jr. and Raquel E. 
Cohen. — Rockville, Md. : U.S. Dept. of Health and Human 
Services, Public Health Service, Alcohol, Drug Abuse, and 
Mental Health Administration, National Institute of Mental 
Health ; Washington, D.C. : For sale by the Supt. of Docs., 
U.S. G.P.O., 1985. 

viii, 145 p. ; 23 cm.— (DHHS publication ; no. (ADM) 84- 
1311) “Developed under contract number 81M0548290 from 
the Center for Mental Health Studies of Emergencies, National 
Institute of Mental Health’—T.p. verso. Includes index. 
@ltem 507-B-9 S/N 017-024-01227-1 @ GPO $4.25 

1. Disasters — Psychological aspects — Bibliography. 2. Dis- 
aster relief — Bibliography. I. Cohen, Raquel E., 1922- IL. 
National Institute of Mental Health (U.S.) III. Center for 
Mental Health Studies of Emergencies (U.S.) IV. Title. V. 
Series. [DNLM 11. Disasters—bibliography 2. Mental 
Health — bibliography] OCLC 11855981 


85-21112 


HE 20.8125:P 92 


Price, Richard H. 


A guide to evaluating prevention programs in mental health / 
by Richard H. Price and Sallie S. Smith. — Rockville, Md. : 
U.S. Dept. of Health and Human Services, Public Health Serv- 
ice, Alcohol, Drug Abuse, and Mental Health Administration, 
National Institute of Mental Health ; Washington, D.C. : For 
sale by the Supt. of Docs., U.S. G.P.O., 1985. 
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National Institute on Drug Abuse — Health and Human Services Dept. 


vii, 135 p. : ill., forms ; 23 cm.— (DHHS publicaton ; no. 
(ADM) 85-1365) (Prevention publicaton series) “Document 
was compiled and edited under contract #81M049-234501D 
from the National Institute of Mental Health....—T.p. verso. 
Bibliography: p. 131-135. @lItem 507-B-10 S/N 017-024 
01238-6 @ GPO $4.25 

1. Mental illness — Prevention. 2. Community mental health 
services. I. Smith, Sallie S. II. National Institute of Mental 
Health (U.S.) III. Title. IV. Series. V. Series: Primary pre- 
vention publication series. [DNLM 1. Mental Disorders — pre- 
vention & control 2. Community Mental Health Services] 
OCLC 11947064 


85-21113 
HE 20.8125:St 8 
Goldman, Howard H. 

Preventing stress-related psychiatric disorders : proceedings 
of a research planning workshop held at the Langley Porter 
Psychiatric Institute, University of California, December 10-11, 
1981 / compiled and edited by Howard H. Goldman and Ste- 
phen E. Goldston. — Rockville, Md. : U.S. Dept of Health and 
Human Services, Public Health Service, Alcohol, Drug Abuse, 
and Mental Health Administration, National Institute of Mental 
Health ; Washington, D.C. : For sale by the Supt. of Docs., 
U.S. G.P.O., 1985. 

xv, 224 p. : ill. ; 23 cm.— (DHHS publication ; no. (ADM) 
85-1366) (Prevention publication series) Includes bibliogra- 
phies. “This document was partially compiled and edited 
under contract number 81M0 49264301D from the National 
Institute of Mental Health”—T.p. verso. @Item 507-B-5 S/N 
017-024-01240-8 @ GPO $6.00 

1. Stress (Psychology) — Congresses. I. Goldston, Stephen 
E. Il. National Institute of Mental Health (U.S.) III. Title: 
Preventing stress related psychiatric disorders. IV. Series. V. 
Series: Primary prevention publication series. [DNLM 1. 
Stress, Psychological — congresses 2. Mental Disorders — pre- 
vention & control — congresses] OCLC 12084336 


NATIONAL INSTITUTE ON DRUG ABUSE 
Health and Human Services Dept. 
Rockville, MD 20857 


85-21114 
HE 20.8202:H 43/2/964-84 
Epidemiology of heroin : 1964-1984. — Rockville, Md. : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Alcohol, Drug Abuse, and Mental Health Administration, Na- 
tional Institute on Drug Abuse, Division of Epidemiology and 
Statistical Analysis, 1985. 
iv, 63 p. : ill. ; 28 cm. Bibliography: p. 44-46. @ltem 467- 
A-1 
1. Heroin habit— United States. 2. Drug abuse — United 
States. 3. Epidemiology. I. National Institute on Drug Abuse. 
Division of Epidemiology and Statistical Analysis. OCLC 
12086685 


Guidance for 


HEALTH CARE DELIVERY AND ASSISTANCE 


BUREAU 
Health and Human Services Dept. 
Rockville, MD 20857 


85-21115 


HE 20.9102:Se 6 
The National Health Service Corps. — [Rockville, Md.?] : U.S. 
Dept. of Health and Human Services, Public Health Service, 


Health Resources and Services Administration, Bureau of 
Health Care Delivery and Assistance, National Health Service 
Corps, [1985] 

1 folded sheet (8 p.) ; 23 cm. “March 1985.” @ltem 532-E- 
10 


1. National Health Service Corps (U.S.) 2. Federal aid to 
community health services — United States. OCLC 12118921 


HMO’S AND RESOURCE DEVELOPMENT 
BUREAU 
Health and Human Services Dept. 
Rockville, MD 20857 


85-21116 


HE 20.9202:Un 1 


Uncompensated care in a competitive environment : whose prob- 


lem is it? : proceedings, September 13-14, 1984. — [Bethesda, 
Md.?] : Dept. of Health and Human Services, National Council 
on Health Planning and Development, [19847] 

xiv, 188 p. : ill. ; 28 cm. “HRP-0906304”—Cover. @Item 
486-A-6 

1. Poor— Medical care— United States — Congresses. 2. 
Poor — Hospital care — United States — Congresses. 3. Medi- 
cal economics— United States— Congresses. I. National 
Council on Health Planning and Development (U.S.) OCLC 
11948476 


85-21117 


HE 20.9208:H 79 
hospital capital expenditure plans. — [Bethesda, 
Md.?] : U.S. Dept. of Health & Human Services, Public Health 
Service, Health Resources and Services Administration, Bureau 
of Health Maintenance Organizations and Resources Develop- 
ment, Office of Health Planning, 1985. 

v, 101 p. : forms ; 28 cm.— (Institute for Health Planning 
monographs) “March 1985.” Bibliography: p. 63-66. “HRP- 
0906314.” @Item 486-A-7 

1. Hospitals — United States— Finance. 2. Hospitals — 
United States— Planning. 3. Health facilities — United 
States — Finance. 4. Capital investments — United States. I. 
United States. Bureau of Health Maintenance Organizations and 
Resources Development. Office of Health Planning. II. Series. 
OCLC 12109809 


HEALTH CARE FINANCING 
ADMINISTRATION 
Health and Human Services Dept. 
Washington, DC 20201 


85-21118 


HE 22.8:M 46/5 


Third party liability in the Medicaid program : a guide to success- 


ful state agency practices. — [Washington, D.C.?] : Health Care 
Financing Administration, 1985. 

1 v. (various foliations) : forms ; 28 cm. Cover title. ‘“No- 
vember 1984.” @ltem 512-A-3 

1. Medicaid. I. United States. Health Care Financing Ad- 
ministration. OCLC 11833185 





85-21119 
HE 22.16/2:985 
Status report (United States. Health Care Financing Administra- 
tion. Office of Research and Demonstrations) 
Status report. Baltimore, Md. : U.S. Dept. of Health and 


Human Services, Health Care Financing Administration, Office 
of Research and Demonstrations, 1983- U.S. Dept. of Health 
and Human Services, Health Care Financing Administration, 
Office of Research and Demonstrations, 6325 Security Blvd., 
Baltimore, Md. 21207 
v. ; 28 cm. (Health care financing) (HCFA pub. ; no. 03202) 
Semiannual 


$8.50 

Apr. 1983- Apr. 1985 ed. @lItem 512-A-28 S/N 017-060- 
00174-7 ISSN 0742-8871 Continues: Research and demonstra- 
tions in health care financing 

1. United States. Health Care Financing Administration 2. 
Medical care, Cost of — Research — United States — Periodi- 
cals. 3. Medical care, Cost of — United States — Evaluation — 
Periodicals. 4. Medical care, Cost of — Government policy — 
United States — Periodicals. I. United States. Health Care Fi- 
nancing Administration. Office of Research and Demonstrations. 
II. Series. III. Series: DHHS publication ; no. (HCFA) 03202. 
[DNLM 1. Health Insurance for Aged and Disabled, Title 18 — 
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1. Hemodialysis — Directories. 2. Kidneys — Transplasita- 
tion — Directories. 3. Peritoneal dialysis — Directories. I. 
United States. Health Care Financing Administration. Bureau of 
Support Services. II. Series: DHHS publication ; no. (HCFA) 
03199. [DNLM 1. Hemodialysis — United States — directories. 
2. Kidney — transplantation — United States — directories. 3. 
Peritoneal Dialysis — United States —directories.] PAR 85- 
640311 OCLC 08791853 


85-21122 


HE 22.26:3 


Dicker, Marvin. 


Health care coverage and insurance premiums of families : 
United States, 1980 / by Marvin Dicker. — Hyattsville, Md. : 
[Public Health Service, U.S. Dept. of Health and Human Serv- 
ices, Health Care Financing Administration, 1983] 

17, [1] p. ; 28 cm.— (DHHS publication ; no. 83-20000) 
(National medical care utilization and expenditure survey. Pre- 
liminary data report ; no. 3) Caption title. “May 1983”—P. 
[18]. Bibliography: p. 14. @lItem 512-A-29 

Insurance, Health— United States. I. United States. 
Health Care Financing Administration. II. Title. III. Series. 
IV. Series: DHHS publication ; no. (PHS) 83-20000. [DNLM 
1. Insurance, Health — United States] OCLC 09667458 


economics — periodicals. 2. Medical Assistance, Title 19 — ec- 
onomics — periodicals. 3. Research Support — periodicals. W 
20.5R4206] RA410.53.S873 84-641426 //184 338.4/33621/ 
0973 ¢2 19 OCLC 10452482 


85-21120 


85-21123 
HE 22.26/2:1 
Bonham, Gordon Scott. 

Procedures and questionnaires of the national medical care 
utilization and expenditure survey / [by Gordon Scott 
Bonham]. — [Hyattsville, Md.] : U.S. Dept. of Health and 
Human Services, Public Health Service, National Center for 


HE 22,19/4-2:M 46/7/974-79 
Medicare, participating health facilities. Baltimore, Md. : Health 


Care Financing Administration, Office of Research, Demonstra- 
tions, and Statistics, U.S. Dept. of Health and Human Services, 
Health Care Financing Administration, Baltimore, Md. 21207 

v. ; 29 cm. (Health care financing program statistics) (HCFA 
pub. ; no. 03148) 

Began in 1971. 1974-1979. Description based on: 1974-1979. 
Vols. for {1974-1979-) distributed to depository libraries in 
microfiche. @lItem 512-A-14 (microfiche) ISSN 0731-1354 
Continues: Health insurance for aged, participating health facili- 
ties 

1. Health facilities — United States — Statistics — Periodicals. 
2. Home care services— United States — Statistics — Periodi- 
cals. 3. Medicare — Statistics — Periodicals. I. United States. 
Health Care Financing Administration. Office of Research, 
Demonstrations, and Statistics. II. United States. Health Care 
Financing Administration. Office of Research and Demonstra- 
tions. III. Series. IV. Series: DHHS publication ; no. 
(HCFA) 03148. [DNLM 1. Health Facilities — utilization — 
United States — statistics. 2. Health Insurance for Aged and 
Disabled, Title 18 — statistics. W2 A H24MA] 
RA981.A2M44 84-640034 362.1/1/0973 ¢2 19 OCLC 
06978215 


85-21121 
HE 22.25:985 
National listing of providers furnishing kidney dialysis and trans- 
plant services / HCFA, Bureau of Support Services. [Baltimore, 
Md.] : Dept. of Health and Human Services, Health Care Fi- 
nancing Administration ; Washington, D.C. : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 
v. ; 22-28 cm. (HCFA pub. ; no. 03199) 
Annual 
$8.50 
Began with Jan. 1981. Jan. 1985. Description based on: 
Jan. 1982; title from cover. @lItem 512-A-27 S/N 017-060- 
00173-9 ISSN 0882-0015 Continues: Renal provider list ISSN 
0195-8771 


Health Statistics ; Washington, D.C. : For sale by the Supt. of 
Docs., U.S. G.P.O., 1983 (1985 printing) 

iv, 142 p. : forms ; 28 cm.— (National medical care utiliza- 
tion and expenditure survey. Series A, Methodological report ; 
no. 1) (DHHS publication ; no. 83-20001) “March 1983.” 
“Health Care Financing Administration, Office of Research and 
Demonstrations’—Cover. Bibliography: p. 24-25. @ltem 
512-A-29 S/N 017-022-00812-2 @ GPO ISBN 0-8406-0256— 
(pbk.) : $6.00 

1. Medical care— United States — Utilization. 2. Medical 
care, Cost of — United States. 3. Insurance, Health — United 
States. 4. Health surveys — United States. I. National Center 
for Health Statistics (U.S.) II. United States. Health Care Fi- 
nancing Administration. Office of Research and Demonstrations. 
III. Title. IV. Series. V. Series. [DNLM 1. Health sur- 
veys— United States. 2. Data collection— Methods. WA 
950 B714c] RA410.7.B66 1983 82-600193 362.1/0973 ¢2 19 
OCLC 08532321 


AGING ADMINISTRATION 
Health and Human Services Dept. 
Washington, DC 20201 


85-21124 


HE 23.3002:Am 3 


National Indian Council on Aging. 


American Indian elderly : a national profile / by the National 
Indian Council on Aging. — Albuquerque, N.M. : The Council, 
c1981. 

v, 185 p. : ill. ; 23 cm. Distributed to depository libraries in 
microfiche. “Supported by grant No. 90-A-1369 from the Ad- 
ministration on Aging, Office of Human Development, Depart- 
ment of Health and Human Services”—P. i. @lItem 447-A-1 
(microfiche) 

1. Indians of North America — Aged. . I. United States. Ad- 
ministration on Aging. II. Title. E98.A27N38 1981 81- 
184325 305.2/6/08997 ¢2 19 OCLC 08052042 
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Child Support Enforcement Office — Health and Human Services Dept. 


85-21125 


HE 23.3002:H 34/5/pol.paper no.2 
Nestle, Marion. 

Nutrition policy and the elderly / Marion Nestle, Philip R. 
Lee, Jane Fullarton. — [San Francisco, Calif.] : University of 
California, San Francisco, 1983. 

iii, 24 leaves ; 28 cm.— (Policy paper ; no. 2) “Funded in 
part by the U.S. Administration on Aging grant no. 90- 
AP0003.” Distributed to depository libraries in microfiche. 
Bibliography: p. 22-24. @lItem 447-A-1 (microfiche) 

1. Aged — United States — Nutrition. I. Lee, Philip R. II. 
Fullarton, Jane E. III. University of California, San Francisco. 
Aging Health Policy Center. IV. United States. Administration 
on Aging. V. Title. VI. Series: Policy paper (University of 
California, San Francisco. Aging Health Policy Center) ; no. 2. 
OCLC 10293367 


85-21126 


HE 23.3002:H 34/5/pol.paper no.3 
Lee, Philip R. 

Drugs and the elderly : a background paper / prepared for 
the Administration on Aging by Philip R. Lee, Helene L. 
Lipton. — San Francisco, Calif. : Aging Health Policy Center, 
University of California, [1983] 

1 v. (various foliations) ; 28 cm.— (Policy paper ; no. 3) 
Distributed to depository libraries in microfiche. “July 1983.” 
Bibliography: leaves 1-19 (last group). @lItem 447-A-1 (micro- 
fiche) 

1. Geriatric pharmacology — United States. 2. Aged — Gov- 
ernment policy — United States. 3. Aged — United States. I. 
Lipton, Helene L. II. United States. Administration on Aging. 
III. University of California, San Francisco. Aging Health 
Policy Center. IV. Title. V. Series: Policy paper (University 
of California, San Francisco. Aging Health Policy Center) ; no. 
3. OCLC 10284888 


85-21127 


HE 23.3002:H 34/5/pol.paper no.4 
Franks, Pat. 

Lifetime fitness and exercise for older people : a background 
paper / prepared for the Administration on Aging, U.S. Depart- 
ment of Health and Human Services by Pat Franks, Philip R. 
Lee and Jane E. Fullarton.— [San Francisco, Calif.] : Aging 
Health Policy Center, University of California, San Francisco, 
1983. 

vii, 73 leaves ; 28 cm.— (Policy paper ; no. 4) Distributed 
to depository libraries in microfiche. “April 1983.” Bibliogra- 
phy: p. 53-61. “Grant no. 90-AP0003”—P. i. @lItem 447-A-1 
(microfiche) 

1. Exercise for the aged— United States. 2. Aged — Care 
and hygiene — United States. I. Lee, Philip R. II. Fullarton, 
Jane E. III. United States. Administration on Aging. IV. Uni- 
versity of California, San Francisco. Aging Health Policy 
Center. V. Title. VI. Series: Policy paper (University of Cali- 
fornia, San Francisco. Aging Health Policy Center) ; no. 4. 
OCLC 10293563 


85-21128 


HE 23.3002:H 81/2 


i. Aged— United States — Dwellings. 2. Aged — United 
States — Economic conditions. I. Timmons, Robert C. II. 
University of Michigan. National Policy Center on Housing and 
Living Arrangements for Older Americans. III. United States. 
Administration on Aging. IV. Title. OCLC 12163859 


85-21129 


HE 23.3002:In 2/2 


A Policy framework on income maintenance. — [Waltham, 


Mass.?] : National Aging Policy Center on Income Maintenance, 
Brandeis University, [19837] 

134 leaves ; 28 cm. “Partial support for the preparation of 
this framework was derived from the Administration on Aging 
grant #90AP0005/03.” Distributed to depository libraries in 
microfiche. Includes bibliographies. @Item 447-A-1 (micro- 
fiche) 

1. Aged— United States — Economic conditions. I. Bran- 
deis University. National Aging Policy Center on Income Main- 
tenance. II. United States. Administration on Aging. OCLC 
12150845 


85-21130 


HE 23.3002:In 2/3 


Indian elderly and entitlement programs : an accessing demonstra- 


tion project / by the National Indian Council on Aging. — 
[Albuquerque, N.M.] : The Council, c1981. 

iv, 96 p. : ill, maps ; 26 cm. Distributed to depository 
libraries in microfiche. “Supported by Administration for 
Native Americans funds channelled through Grant No. 90-AM- 
2192 of the Administration on Aging, Office of Human Devel- 
opment Services, Department of Health and Human Services 
P. ii. @ltem 447-A-1 (microfiche) 

1. Indians of North America— Aged. 2. Indians of North 
America — Public welfare. I. National Indian Council on 
Aging. II. United States. Administration for Native Americans. 
E98.A27152 81-186993 362.6/3 ¢2 19 OCLC 08109565 


85-21131 


HE 23.3002:W 84 


The Direction of federal legislation affecting women over forty / 


Marilyn R. Block, editor.— College Park, Md. : National 
Policy Center on Women and Aging, University of Maryland, 
1982. 

xix, 162 leaves : ill. ; 28 cm. “Produced under cooperative 
agreement no. 90-AP0006/01 from the Administration on 
Aging, U.S. Department of Health and Human Servces”—. P. 
[i]. Distributed to depository libraries in microfiche. Includes 
bibliographies. @lItem 447-A-1 (microfiche) 

1. Women — Legal status, laws, etc.— United States. 2. 
Aged women — Legal status, laws, etc. — United States. I. 
Block, Marilyn R. II. University of Maryland, College Park. 
National Policy Center on Women and Aging. III. United 
States. Administration on Aging. OCLC 09115865 


CHILD SUPPORT ENFORCEMENT OFFICE 
Health and Human Services Dept. 
Rockville, MD 20852 


Edelstein, Jack. 

The use of productive resources : pension funds, building 
industry, existing housing / by Jack Edelstein, Robert Tim- 
mons. — [Ann Arbor, Mich.] : National Policy Center on Hous- 
ing and Living Arrangements for Older Americans, College of 
Architecture and Urban Planning, Institute of Gerontology, The 
University of Michigan, [19827] 

vi, 71 p. : ill. ; 28cm. “Supported by the Administration on 
Aging, Department of Health and Human Services.” Distribut- 
ed to depository libraries in microfiche. Includes bibliogra- 
phies. @lItem 447-A-1 (microfiche) 
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85-21132 
HE 24.8:K 54 
Handbook on child support enforcement. — Rockville, Md. : U.S. 
Dept. of Health and Human Services, Office of Child Support 
Enforcement, [19847] 
67 p. ; 22 cm. “Advance copy”—Cover. “Kids. They’re 
worth every penny”—Cover. @lItem 524-A 
1. Child support — United States — Handbooks, manuals, etc. 
I. United States. Office of Child Support Enforcement. II. 
Title: Kids, they’re worth every penny. OCLC 12109483 





HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 
Washington, DC 20410 


Government Publications — October 1985 


1. United States. Dept. of the Interior. Office of Inspector 
General — Periodicals. 2. United States. Dept. of the Interior. 
Office of Inspector General — Auditing and inspection — Peri- 
odicals. I. Title. PAR 83-640937 //r84 OCLC 09188454 


85-21133 
HH 1.2:P 94/8/984-85 
United States. Dept. of Housing and Urban Development. 
[Programs of HUD (1982)] Programs of HUD / U.S. De- 


85-21137 
I 1,42/4:84-4072 
Ellis, Sherman R. 


partment of Housing and Urban Development. [Washington, 
D.C.] : The Department, Communications Services, Office of 
Public Affairs, Room 9245, HUD, 451 Seventh St., S.W., Wash- 
ington, DC 20410 

v. ; 23 cm. “HUD-214-10-PA”—P. [4] of cover. 1984/ 
1985. Description based on: [Oct. 1982]; title from cover. 
@ltem 582 Continues: United States. Dept. of Housing and 
Urban Development. Departmental programs ISSN 8756-937X 

1. United States. Dept. of Housing and Urban Develop- 
ment — Periodicals. 2. Housing policy — United States — Peri- 
odicals. 3. Community development — United States — Peri- 
odicals. I. Title. OCLC 09416743 


$5-21134 


HH 1.6/3:Af 2/2 
Affordable housing : a selected resource guide / U.S. Department 
of Housing and Urban Development, Office of Policy Develop- 
ment and Research. — Washington, D.C. : The Office, 1985. 

32 p. : ill, forms ; 22 x 29 cm. “The Joint Venture for 
Affordable Housing.” “February 1985.” “HUD-950-PDR”— 
P. [4] of cover. @Item 582-E 

1. Dwellings — Prices — United States. 2. Housing — United 
States— Finance. 3. Real estate development — Government 
policy — United States. I. United States. Dept. of Housing and 
Urban Development. Office of Policy Development and Re- 
search. II. Joint Venture for Affordable Housing. OCLC 
11976132 


85-21135 


HH 1.6/3:N 69/4 
United States. Dept. of Housing and Urban Development. Envi- 
ronmental Planning Division. 

The noise guidebook : a reference document for implementing 
the Department of Housing and Urban Development’s noise 
policy / prepared by the Environmental Planning Division, 
Office of Environment and Energy. — Washington, D.C. : The 
Division : For sale by the Supt. of Docs., U.S. G.P.O., [1985] 

v, 102 p. : ill, forms. ; 28 cm. “March 1985”—P. [4] of 
cover. Includes bibliographical _ references. “HUD-953- 
CPD”—P. [4] of cover. @Item 582-E S/N 023-000-00707-0 
@GPO $3.75 

1. Noise control — United States. 2. Noise — Measurement. 
OCLC 12055167 


INTERIOR DEPARTMENT 
Washington, DC 20240 


A summary of urban runoff studies in the Denver metropoli- 
tan area, Colorado / by Sherman R. Ellis and Martha H. Mus- 
tard ; prepared in cooperation with the Denver Regional Coun- 
cil of Governments. — Lakewood, Colo. : U.S. Dept. of the 
Interior, Geological Survey ; Denver, CO : For sale by Open- 
File Services Section, Western Distribution Branch, U.S. Geo- 
logical Survey, 1985. 

iv, 31 p. : maps ; 28 cm.— (Water-resources investigations 
report ; 84-4072) Bibliography: p. 29-31. @lItem 624-B 

1. Urban runoff — Colorado — Denver Metropolitan Area. 
I. Mustard, Martha H. II. Denver Regional Council of Gov- 
ernments. III. Geological Survey (U.S.) IV. Title. V. 
Series: U.S. Geological Survey water-resources investigations 
report ; 84-4072. OCLC 11871468 


85-21138 


1 1,98:Ac 7/2/draft 


Preliminary wilderness recommendations for the Arcata resource 


area : Chemise Mountain WSA and King Range WSA / pre- 
pared by Bureau of Land Management, Ukiah District Office, 
California. -— Ukiah, Calif. : The Office, 1985. 

1 v. (various pagings) : ill, maps ; 28 cm. Bibliography: p. 
R-1-R-2. “CA-ES-85-003-8500.” @Item 603-G 

1. United States. Bureau of Land Management. Arcata Re- 
source Area. 2. Wilderness areas — California — Humboldt 
County. 3. Wilderness areas — California — Mendocino 


County. I. United States. Bureau of Land Management. Ukiah 
District Office. OCLC 11921378 


85-21139 


1 1.98:B 69/draft 


Box Elder resource management plan and environmental impact 


statement. — Salt Lake City, Utah : Salt Lake District, Bureau 
of Land Management, U.S. Dept. of the Interior, 1985. 

v, 180 p. : ill, maps ; 28 cm. Cover title. Spine title: Draft 
RMP/EIS Box Elder planning area, Utah. At head of title: 
Draft. “April, 1984.” Bibliography: p. 174-175. @ltem 603- 
G 

1. Land use— Utah. 2. Conservation of natural resources — 
Utah. I. United States. Bureau of Land Management. Salt 
Lake District Office. II. Title: Draft RMP/EIS Box Elder 
planning area, Utah. OCLC 12183857 


85-21140 
sana I 1,98:C 63/3/draft/supp. 
Draft environmental impact statement supplement for the Federal 


Coal Management Program / prepared by Bureau of Land 


1 1.1/7:983-1 
United States. Dept. of the Interior. Office of Inspector General. 


Semiannual report / Office of Inspector General, United 
States Department of the Interior. [Washington, D.C.] : The 
Office, 1980- U.S. Dept. of the Interior, Office of Inspector 
General, Washington, D.C., 20240 

v. ; 28 cm. 

Semiannual 

Oct. 1, 1979-Mar. 31, 1980- Title from cover. Apr. 1, 1983- 
Sept. 30, 1983. Vols. for {1983-) distributed to depository li- 
braries in microfiche. @lItem 600-C (microfiche) ISSN 0736- 
7864 Continues: United States. Dept. of the Interior. Office of 
Inspector General. Semiannual report on operation of the Office 
of Inspector General 


Management. — [Washington, D.C.?] : The Bureau, 1985. 

xv, 451 p. : ill, 1 map ; 28 cm. Cover title: Federal Coal 
Management Program: draft environmental impact statement 
supplement. “February 1985.” Bibliography: p. 439-451. 
“BLM-YA-ES-85-003-4121”—P. [2] of cover. @lItem 603-G 

1. Coal mines and mining — Environmental aspects — United 
States. 2. Coal mines and mining — Law and legislation — 
United States. 3. Coal mines and mining — Economic as- 
pects— United States. 4. Coal leases— United States. I. 
United States. Bureau of Land Management. II. Title: Federal 
Coal Management Program. OCLC 11833615 
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85-21141 
1 1.98:L 14 m/3/draft/v.1-2 
Lake Mead National Recreation Area, Arizona-Nevada : draft 
environmental impact statement. —([Denver, Colo] : U.S 
Dept. of the Interior, National Park Service, 1985. 
2 v.: ill, maps ; 28cm. “Denver Service Center”—Vols. 1- 
2. “April 1985.” Contents: v. 1. Draft general management 
plan and alternatives — v. 2. Affected environment and envi- 
ronmental consequences. “NPS D-84”—Vols. 1-2. @Item 
603-G 
1. Lake Mead National Recreation Area (Ariz. and Nev.) I. 
United States. National Park Service. Denver Service Center. 
OCLC 12099497 


85-21142 
1 1.98:N 42 m/2/v.1-3 
New Mexico statewide wilderness study / U.S. Department of the 
Interior, Bureau of Land Management, New Mexico State 
Office. — Santa Fe, N.M. : The Office, 1985. 

3 v. : ill, maps (1 col.) ; 28 cm. Cover title. “May, 1985.” 
One map in pocket in Vol. 1. Bibliography: v. 1, p. 1-16 (10th 
group). Contents: v. 1. Draft environmental impact statement 
— v. 2. Appendices wilderness analysis reports — v. 3. Appen- 
dices wilderness analysis reports. “BLM-NM-ES-85-002- 
4332”—P. [2] of cover. @Item 603-G 

1. Wilderness areas — New Mexico. I. United States. Bureau 
of Land Management. New Mexico State Office. OCLC 
12093334 


85-21143 
1 1.98:N 81/2/final 
Final North Fork Well environmental impact statement, Shoshone 
National Forest, Park County, Wyoming / prepared by U.S. 
Department of the Interior, Bureau of Land Management, Wor- 
land District.—Worland, Wyo. : The Bureau : U.S. Forest 
Service, Shoshone National Forest, 1985. 


ii, 159 p. : maps ; 28 cm. Bibliography: p. 85-88. “BLM- 
WY-ES-85-003-4111”—P. [3] of cover. @Item 603-G 

1. Oil and gas leases —- Wyoming — Park County. 2. Oil 
well drilling — Environmental aspects — Wyoming — Park 
County. 3. Petroleum — Geology — Wyoming — Park County. 
4. Shoshone National Forest (Wyo.) I. United States. Bureau 
of Land Management. Worland District. OCLC 11994745 


85-21144 
I 1.98:0i 5/2/985/final 
Proposed 1985 outer continental shelf oil and gas lease sale off- 
shore the mid-Atlantic states, OCS sale no. 111 / United States 
Depariment of the Interior, Minerals Management Service, At- 
lantic OCS Region. —[Vienna, Va.] : The Region, [1985] 

1 v. (various pagings) : ill., maps ; 28 cm. Cover title. At 
head of title: Final environmental impact statement. Bibliogra- 
phy: p. [413-450] (4th group). @lItem 603-G 

1. Oil and gas leases— United States. 2. Oil well drilling, 
Submarine — Middle Atlantic States. I. United States. Minerals 
Management Service. Atlantic OCS Region. OCLC 12130154 


85-21145 
1 1.98:P 58/final/v.3 
Piceance basin resource management plan and environmental 
impact statement / prepared by Bureau of Land Management, 
U.S. Department of the Interior. — Meeker, Colo. : U.S. Dept. 
of the Interior, Bureau of Land Management, White River Re- 
source Area, [1985] 

3 v. : ill, maps (some col.) ; 28 cm. “Final, volume 3”— 
Cover, v. 3. Spine title: Piceance basin RMP/EIS, White 
River Resource Area, Colorado. “March 1985”—Vol. 3. 
Errata, vol. 3. “FES (85-2)”—Vol. 3. Contents: v. 3. Pro- 
posed resource management plan and final environmental 
impact for the Piceance basin, FES (85-2). @lItem 603-G 
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1. United States. Bureau of Land Management. White River 
Resource Area. 2. Land use— Colorado. 3. Conservation of 
natural resources — Colorado. 4. Colorado — Public lands. I. 
United States. Bureau of Land Management. II. United States. 
Bureau of Land Management. White River Resource Area. 
OCLC 10803063 


85-21146 


1 1.98:Sa 2 g/2/draft 


United States. Minerals Management Service. 


Proposed St. George Basin (sale 89) : draft environmental 
impact statement, April 1985 / prepared by Minerals Manage- 
ment Service. — [Anchorage, Alaska?] : U.S. Dept. of the Interi- 
or, Minerals Management Service, Alaska Outer Continental 
Shelf Region, [1984] 

547 p. in various pagings : ill., maps (some col.) ; 28 cm. 
Cover title: St. George Basin sale 89. Includes bibliographies. 
“MMS 84-0017.” @Item 603-G 

1. Oil and gas leases — United States. 2. Petroleum in sub- 
merged lands— Alaska. 3. Offshore oil industry — Environ- 
mental aspects — Alaska. I. United States. Minerals Manage- 
ment Service. Alaska OCS Region. II. Title. III. Title: St. 
George Basin, sale 89. OCLC 10905501 


85-21147 


1 1,98:St 2 g/2/vol.1/final 


Proposed St. George Basin sale 89 / prepared by Minerals Man- 


it Service. — Anchorage, AK : U.S. Dept. of Interior, 
1985- 

v. : ill., maps ; 28 cm. At head of title: Final environmental 
impact statement. Cover title: Volume i, St George Basin Sale 
89, final environmental impact statement. 5 maps on folded 
leaves in pocket. “April 1985.” Bibliography: p. 1-35 (8th 
group). Includes index. @lItem 603-G 

1. Oil and gas leases — Alaska. 2. Petroleum in submerged 
lands — Alaska. 3. Offshore oil industry — Environmental as- 
pects — Alaska. I. United States. Dept. of the Interior. II. 
Title: St George Basin Sale 89. III. Title: Volume 1, St 
George Basin Sale 89. OCLC 12119418 


85-21148 


1 1,98:T 25/final 


Comprehensive impacts of permit decisions under Tennessee fed- 


eral program : final environmental impact statement / prepared 
by the U.S. Office of Surface Mining Reclamation and Enforce- 
ment. — [Washington, D.C. me The Office, [1985] 

1 v. (various pagings) : ; 28 cm. Spine title: Permit 
decisions under Tennessee salad program—final environmental 

impact statement. “March 1985.” Bibliography: p. 8-1 - 8-5. 
“OSM-EIS-18.” @Item 603-G 

1. Coal mines and mining — Environmental aspects — Tennes- 
see. 2. Strip mining — Environmental aspects — Tennessee. I. 
United States. Office of Surface Mining, Reciamation, and En- 
forcement. II. Title: Permit decisions under Tennessee federal 

program—final environmental impact statement. OCLC 

11967982 


85-21149 


I 1,105/3:982 


Youth Conservation Corps (U.S.) 


YCC program report. [Washington, D.C.] : U.S. Dept. of the 
Interior, [1982- 

v. : ill. ; 22 cm. 

Annual 

1981-1982. 1982. @lItem 631-A ISSN 0740-9842 Contin- 
ues: Youth Conservation Corps (U.S.). Youth Conservation 
Corps ... anniversary report Continued by: Youth Conserva- 
tion Corps (U.S.). Youth Conservation Corps, annual report to 
the President and the Congress 





1. Youth Conservation Corps (U.S.) 2. Youth — Employ- 
ment — United States — Periodicals. 3. Nature conservation — 
United States — Periodicals. 4. United States — Public 
lands — Periodicals. I. United States. Dept. of the Interior. 
II. United States. Forest Service. III. U.S. Fish and Wildlife 
Service. IV. United States. National Park Service. V. Title. 
S$930.Y68a 83-646523 353.0082/32 ¢2 19 OCLC 09886047 


85-21150 
I 1.105/3:983 
Youth Conservation Corps (U.S.) 

Youth Conservation Corps, annual report to the President and 
the Congress. [Washington, D.C.] : U.S. Dept. of the Interior, 
National Park Service, 1985- 

v. : ill. ; 22 cm. 

Annual 

1983- Report covers fiscal year 1983. @Item 631-A Con- 
tinues: Youth Conservation Corps (U.S.). YCC program report 

1. Youth Conservation Corps (U.S.) 2. Youth — Employ- 
ment — United States — Periodicals. 3. Nature conservation — 
United States— Periodicals. 4. United States — Public 
lands — Periodicals. I. United States. Dept. of the Interior. 
II. U.S. Fish and Wildlife Service. III. United States. National 
Park Service. IV. Title. OCLC 12151262 


GEOLOGICAL SURVEY 
Interior Dept. 
Reston, Va. 22092 


Maps of areas East of the Mississippi River, including Minnesota, 
Puerto Rico, and Virgin Islands, the Moon and Mars, may be 
purchased from: Eastern Distribution Branch, U.S. Geological 
Survey, 1200 South Eads Street, Arlington, VA 22202. Maps of 
areas West of the Mississippi River, including Hawaii, Louisiana, 
Alaska, Guam, Samoa, and other Pacific American Islands may be 
purchased from: Western Distribution Branch, U.S. Geological 


Survey, Box 25286, Federal Center, Bldg. 41, Denver, CO 80255. 
To order topographic maps give name and scale, e.g. Fairfax, VA, 
1:24,000. To order earth science maps give series identification and 
number, e.g. GQ-851. A 50% discount is allowed for orders over 
$500, and a $1 postage and handling charge is applicable to orders 
less than $10. 


85-21151 
I 19,3:1553 
Cressman, Earle Rupert, 1923- 

The Prichard Formation of the lower part of the Belt Super- 
group (middle Proterozoic), near Plains, Sanders County, Mon- 
tana / by Earle R. Cressman. — [Reston, Va.?] : U.S. Dept. of 
the Interior, Geological Survey ; Alexandria, VA : For sale by 
the Branch of Distribution, U.S. Geological Survey, 1985. 

iv, 64 p. : ill, maps ; 24 cm.— (U.S. Geological Survey 
bulletin ; 1553) Bibliography: p. 60-64. @lItem 620 

1. Geology, Stratigraphic — Pre-Cambrian. 2. Geology — 
Montana — Sanders County. I. Geological Survey (U.S.) II. 
Title. III. Series. QE75.B9 no. 1553 84-600053 [QE653] 
557.3 s [551.7/15/09786833 ¢2 19] OCLC 10712209 


85-21152 
I 19.3:1607 
Meromictic lakes and varved lake sediments in North America / 
by Roger Y. Anderson ... [et al.].— [Reston, Va.?] : Dept. of 
the Interior, U.S. Geological Survey ; Alexandria, Va. : For sale 
by the Branch of Distribution, USGS, 1985. 
iii, 19 p. : ill, maps ; 29 cm.— (U.S. Geological Survey 
bulletin ; 1607) Bibliography: p. 14-18. @Item 620 
1. Lake sediments— North America. 2. Geology — Perio- 
dicity. 3. Geology— North America. I. Anderson, Roger 
Yates, 1927- II. Geological Survey (U.S.) III. Series. 
QE75.B9 no. 1607 84-600220 [QE471.2] 557.3 s [551.48/2 
¢2 19] OCLC 11029606 
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85-21153 
I 19.3:1629 
Snyder, John Parr, 1926- 

Computer-assisted map projection research / by J.P. 
Snyder. — [Reston, Va.?] : Dept. of the Interior, U.S. Geologi- 
cal Survey ; Alexandria, VA : For sale by the Distribution 
Branch, U.S. Geological Survey, 1985. 

x, 157 p. : ill, maps ; 28 cm. 4 microfiches ; 11 x 15 cm. — 
(U.S. Geological Survey bulletin ; 1629) Bibliography: p. 153- 
154. Includes index. @lItem 620 

1. Map-projection — Data processing. I. Geological Survey 
(U.S.) II. Title. II. Series. QE75.B9 no. 1629 84-600405 
[GA110] 557.3s [526.8 ¢2 19] OCLC 11599447 


85-21154 
I 19.3:1641-A 
Cobban, William Aubrey, 1916- 

The Lower Cretaceous ammonite Schloenbachia leonensis 
Conrad var. equidistans Cragin / by William A. Cobban. — 
[Reston, Va.?] : Dept. of the Interior, U.S. Geological Survey, 
1985. 

iii, 4 p. : ill. ; 28 cm.— (U.S. Geological Survey bulletin ; 
1641-A) (Contributions to paleontology) Bibliography: p. 3-4. 
@ltem 620 

1. Schloenbachia leonensis. 2. Paleontology — Cretaceous. 
3. Paleontology — Texas. I. Geological Survey (U.S.) IL 
Title. III. Series. IV. Series. QE75.B9 no. 1641 84-600321 
[QE807.A5] 557.38 [564/.53 ¢2 19] OCLC 11371012 


85-21155 
I 19.4/2:904-B 
Geologic and hydrologic characterization and evaluation of the 
Basin and Range Province relative to the disposal of high-level 
radioactive waste. — [Reston, Va.?] : U.S. Dept. of the Interior, 
Geological Survey ; Alexandria, VA : Branch of Distributions, 
Eastern Region, USGS, 1984- 

v. : ill, maps ; 28 cm.— (U.S. Geological Survey circular ; 
904-B) Earlier version issued in Open-file series. Includes bib- 
liographies. Contents: pt. 2. Geologic and hydrologic charac- 
terization / by K.A. Sargent and M.S. Bedinger. @lItem 620-A 

1. Hydrology — Great Basin. 2. Radioactive waste disposal 
in the ground — Great Basin. I. Sargent, Kenneth A. II. Be- 
dinger, M. S. III. Geological Survey (U.S.) IV. Series. 
OCLC 12101360 


85-21156 
I 19,4/2:940 
Annual report on Alaska’s mineral resources. [Reston, Va.?] : U.S. 
Dept. of the Interior, Geological Survey, [1982- Distribution 
Branch, Text Products Section, U.S. Geological Survey, 604 S. 
Pickett St., Alexandria, VA 22304 
v. : maps ; 26 cm. (Geological Survey circular ; 940) 
Annual 
1982- “As mandated by section 1011 of the Alaska National 
Interest Lands Conservation Act, Public Law 96-487, of Dec. 2, 
1980.” 1984. @lItem 620-A ISSN 8755-0709 
1. Mines and mineral resources — Alaska — Periodicals. I. 
Geological Survey (U.S.) II. Series: U.S. Geological Survey 
circular ; 940. PAR 85-642168 338 ¢2 11 OCLC 08896026 


85-21157 
I 19,13:2251 
Brown, Richmond F. (Richmond Fiint), 1925- 

Effects of artificial recharge on the Ogallala Aquifer, Texas / 
by R.F. Brown and W.S. Keys. — [Reston, Va.?] : U.S. Geolog- 
ical Survey ; Alexandria, Va. : For sale by the Branch of 
Distribution, USGS, 1984. 

vi, 56 p. : ill. ; 28 cm.— (U.S. Geological Survey water- 
supply paper ; 2251.) Bibliography: p. 55-56. @lItem 625 
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1. Water, Underground — Texas — Artificial recharge. 2. 
Ogallala Aquifer. I. Keys, W.S. II. Geological Survey (U.S.) 
Ill. Title. IV. Series. TD404.B74 1984 83-600360 627/.56 
¢€2 19 OCLC 10229363 


85-21158 
I 19.13:2256-A 
Stamer, J. K. 

Distribution and transport of trace substances in the Schuyl- 
kill River Basin from Berne to Philadelphia, Pennsylvania / by 
J.K. Stamer, T.H. Yorke, and G.L. Pederson. — [Washington, 
D.C.?] : Dept. of the Interior, U.S. Geological Survey, 1985. 

vii, 45 p. : ill, maps ; 28 cm.— (U.S. Geological Survey 
water-supply paper ; 2256-A) Bibliography: p. 43 - 44. 
@ltem 625 

1. Sediment transport — Pennsylvania — Schuylkill River Wa- 
tershed. 2. Trace elements — Analysis. I. Yorke, Thomas H. 
II. Pederson, G. L. III. Geological Survey (U.S.) IV. Title. 
V. Series. OCLC 12054839 


85-21159 
I 19.14:984 
Publications of the Geological Survey / United States Department 
of the Interior. [Reston, Va.?] : U.S. Dept. of the Interior, 
Geological Survey, Eastern Distribution Branch, Text Prod- 
ucts Section, U.S. Geological Survey, 604 S. Pickett Street, 
Alexandria, VA 22304 
v. ; 22-25 cm. 
Annual 
Began with 1934. 1984. Description based on: 1980. Sup- 
plements accompany some issues. @Item 623 Has supple- 
ment: New publications of the Geological Survey ISSN 0364- 
2461 Continues: List of publications of the United States Geo- 
logical Survey 1920-32 
1. Geology— United States — Bibliography — Periodicals. 
2. Geological Survey (U.S.) — Bibliography — P 


eriodicals. I. 
Geological Survey U.S.) Z6034.U49US [Z1223.G55] 
OCLC 01260816 


85-21160 


I 19.16:1258-F 
Photogrammetric determination of surface altitude, terminus posi- 

tion, and ice velocity of Columbia Glacier, Alaska / by M.F. 
Meier ... [et al.].— [Reston, Va.?] : Dept. of the Interior, U.S. 
Geological Survey ; Alexandria, VA : For sale by the Distribu- 
tion Branch, U.S. Geological Survey, 1985. 

v, 41 p. : ill, col. maps ; 29 cm. — (Studies of Columbia 
Glacier, Alaska) (US. Geological Survey professional paper 
1258-F) Seven folded maps in pocket. Bibliography: p. wie 
@ltem 624 

1. Glaciers— Alaska. 2. Columbia Glacier (Alaska) I. 
Meier, Mark Frederick, 1925- II. Geological Survey (U.S.) 
III. Series. IV. Series. GB2427.C64P47 1985 84-600196 
551.3/12/097983 ¢2 19 OCLC 10924377 


85-21161 
I 19.16:1292-C 
Geology and geochronology of granitoid and metamorphic rocks 
of late Archean age in northwestern Wisconsin / by P.K. Sims 
.. [et al.].— [Reston, Va. 7] : Dept. of the Interior, U.S. Geo- 
logical Survey ; Alexandria, VA : For sale by the Branch of 
Distribution, USGS, 1985. 

iii, 17 p. : ill., maps ; 29 cm. — (Contributions to the geology 
of the Lake Superior Region) (U.S. Geological Survey profes- 
sional paper ; 1292-C) Bibliography: p. 15, 17. 

1. Granite — Wisconsin. 2. Rocks, Metamorphic. 3. Geo- 
logical time. 4. Geology, Stratigraphic— Archaean. I. Sims, 
P. K. (Paul Kibler), 1918- II. Geological Survey (U.S.) III. 
Series. IV. Series. QE462.G7G43 1985 84-600033 552/.3 
OCLC 10483802 
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85-21162 


I 19.16:1402-D 


Lobmeyer, David H. 


Freshwater heads and ground-water temperatures in aquifers 
of the Northern Great Plains in parts of Montana, North 
Dakota, South Dakota, and Wyoming / by David H. Lob- 
meyer. — [Reston, Va.?] : U.S. Dept. of the Interior, Geological 
Survey ; Alexandria, Va. : For sale by the Branch of Distribu- 
tion, USGS, 1985. 

vi, 11 p. : 1 chart, maps ; 29 cm.— (Regional aquifer-system 
analysis) (U.S. Geological Survey professional paper ; 1402-D) 
One chart on folded leaf in pocket. Bibliography: p. 11. 
@ltem 624 

1. Aquifers — Great Plains. 2. Water, Underground — Great 
Plains — Temperature. 3. Potentiometer. 4. Groundwater 
flow — Great Plains. I. Geological Survey (U.S.) II. Title. 
III. Series. IV. Series. GB1199.3.G74L62 1985 84-010190 
551.49/0978 ¢2 19 OCLC 10779430 


85-21163 


I 19.42/4:82-555 


Wilson, Clyde A. 


Geohydrology of the central Mesilla Valley, Dona Ana 
County, New Mexico / by Clyde A. Wilson and Robert R. 
White ; prepared in cooperation with the Elephant Butte Irriga- 
tion District and the New Mexico Interstate Stream Commis- 
sion. — Albuquerque, N.M. : U.S. Geological Survey, 1984. 

vi, 144 p. : ill., maps ; 28 cm.— (Water resources investiga- 
tions report ; 82-555) Tables. Bibliography: p. 46-47. @Item 
624-B 

1. Water, Underground —New Mexico. 2. Hydrology — 
New Mexico. I. White, Robert R. (Robert Rankin), 1942- II. 
Geological Survey (U.S.) III. New Mexico. Interstate Stream 
Commission. IV. Elephant Butte Irrigation District. V. Title. 
VI. Series. OCLC 10981343 


85-21164 


I 19.42/4:84-233 


Roth, Donald K. 


Hydrology of area 11, Eastern Coal Province, Ohio, Ken- 
tucky, and West Virginia / by D.K. Roth and S.C. Cooper. — 
Columbus, Ohic : U.S. Dept. of the Interior, Geological 
Survey, [1984] 

v, 66 p. : ill. (some col.), maps (some col.) ; 28 cm. — (Open- 
file report ; 84-233) ‘“Water-resources investigations.” ‘“Sep- 
tember, 1984. ” Bibliography: p. 64-66. @Item 624-B 

1. Water, Underground— Ohio. 2. Water, Underground — 
Kentucky. 3. Water, Underground— West Virginia. I. 
Cooper, S. C. II. Geological Survey (U.S.) III. Title. IV. 
Title: Hydrology of area eleven, Eastern Coal Province, Ohio, 
Kentucky, and West Virginia. V. Series: U.S. Geological 
Survey open-file report ; 84-233. OCLC 11856891 


85-21165 
Martin, M. M. 


I 19.42/4:84-4007 


Simulated ground-water flow in the Potomac aquifers, New 
Castle County, Delaware / by Mary M. Martin ; prepared in 
cooperation with U.S. Army Corps of Engineers and the Dela- 
ware Department of Natural Resources and Environmental 
Control. — Towson, Md. : U.S. Dept. of the Interior, U.S. Geo- 
logical Survey ; Denver, Colo. : Open-File Services Section, 
Western Distribution Branch, U.S. Geological Survey, 1984. 

vii, 85 p. : ill, maps ; 28 cm.— (U.S. Geological Survey 
water-rescurces investigations report ; 84-4007) One map on 
folded leaf in pocket. “December 1984.” Bibliography: p. 84- 
85. @ltem 624-B 

1. Water, Underground — Delaware — New Castle County. 
I. United States. Army. Corps of Engineers. II. Delaware. 





Dept. of Natural Resources and Environmental Control. III. 
Geological Survey (U.S.) IV. Title. V. Series. OCLC 
12018378 


85-21166 
I 19.42/4:84-4034 
Larson, L. R. 

Ground-water quality in Wyoming / by L.R. Larson. — 
Cheyenne, Wyo. : U.S. Dept. of the Interior, Geological 
Survey ; Denver, Colo. : Open-File Services Section, Western 
Distribution Branch, USGS, 1984 [i.e. 1985] 

v, 71 p. : ill, 1 map ; 28 cm.— (Water-resources investiga- 
tions report ; 84-4034) Bibliography: p. 71. @lItem 624-B 

1. Water, Underground — Wyoming. 2. Water quality — 
Wyoming. I. Geological Survey (U.S.) II. Title. III. Series: 
Water resources investigations report ; 84-4034 OCLC 
11581876 


85-21167 
I 19.42/4:84-4130 
Taylor, George F. 

Distribution and occurrence of total coliform bacteria in Flor- 
idan aquifer wells, western Lake County, Florida / by George 
F. Taylor ; prepared in cooperation with the St. Johns River 
Water Management District and Lake County, Florida. — Talla- 
hassee, Fla. : U.S. Geological Survey, 1984. 

iv, 28 p. : maps ; 28 cm.— (Water-resources investigations 
report ; 84-4130) Bibliography: p. 28. @lItem 624-B 

1. Water, Underground — Pollution — Florida — Lake 
County. 2. Drinking water — Florida — Lake County — Con- 
tamination. 3. Water — Pollution — Florida— Lake County. 
I. Saint Johns River Water Management District. II. Lake 
County (Fla.) III. Geological Survey (U.S.) IV. Title. V. 
Series: U.S. Geological Survey water-resources investigations 
report ; 84-4130. OCLC 11428723 


85-21168 
I 19.42/4:84-4290 
Steele, Timothy Doak. 

Harmonic analyses of stream temperatures in the Upper Colo- 
rado River Basin / by Timothy Doak Steele. — Lakewood, 
Colo. : U.S. Dept. of the Interior, Geological Survey ; Denver, 
CO : Open-File Services Section, Western Distribution Branch, 
USGS, 1985. 

iv, 51 p. : ill, maps ; 28 cm.— (U.S. Geological Survey 
water-resources investigations report ; 84-4290) Bibliography: 
p. 47-48. @Item 624-B 

1. Rivers — Temperature. 2. Rocky Mountains Region. I. 
Geological Survey (U.S.) II. Title. II. Series. OCLC 
12111384 


85-21169 
I 19.42/4:84-4294 
Whitehead, R. L. 

Results of geohydrologic test drilling in the Eastern Snake 
River Plain, Gooding County, Idaho / by R.L. Whitehead and 
G.F. Lindholm. — Washington, D.C. : U.S. Geological Survey, 
1985. 

ii, 30 p. : ill, maps ; 28 cm.— (U.S. Geological Survey 
water-resources investigations report ; 84-4294) “Prepared as 
part of the Snake River Plain Regional Aquifer-Systems Analy- 
sis Study.” 1 map on folded leaf in pocket. Bibliography: p. 
18-19. @Item 624-B 

1. Geology — Idaho — Snake River Plain. 2. Hydrology — 
Idaho — Snake River Plain. I. Lindholm, Gerald F. II. Geo- 
logical Survey (U.S.) III. Title. IV. Series. OCLC 11871411 

85-21170 
I 19.42/4:84-4317 
Gates, Joseph Spencer, 1935- 

Preliminary study of the aquifers of the lower Mesilla Valley 

in Texas and New Mexico by model simulation / by J.S. Gates, 


Government Publications — October 1985 


D.E. White, and E.R. Leggat ; prepared in cooperation with the 
Texas Department of Water Resources and El Paso Water Utili- 
ties. — Austin, Tex. : U.S. Dept. of the Interior, Geological 
Survey ; Denver, CO : For sale by Open-File Services Section, 
Western Distribution Branch, U.S. Geological Survey, 1985. 

v, 21 p. : ill., maps ; 28 cm. — (Water-resources investigations 
report ; 84-4317) “1984.” Bibliography: p. 21. @Item 624-B 

1. Water, Underground — Texas. 2. Water, Underground — 
New Mexico. I. White, Donald Edward, 1914- II. Leggat, 
E. R. II. Texas. Dept. of Water Resources. IV. El Paso 
Water Utilities. V. Geological Survey (U.S.) VI. Title. VII. 
Series. OCLC 11996381 


85-21171 


I 19.42/4:84-4325 


Schroder, L. J. 


Precision of the measurement of pH and specific conductance 
at National Atmospheric Deposition Program monitoring sites, 
October 1981 - November 1983 / by Leroy J. Schroder and 
June O. Brennan. — Lakewood, Colo. : U.S. Dept. of the Interi- 
or, Geological Survey ; Denver, CO : For sale by Open-File 
Services Section, Western Distribution Branch, U.S. Geoglogi- 
cal Service, 1985. 

iii, 9 p. ; 28 cm.— (Water-resources investigations report ; 
84-4325) Bibliography: p.9. @lItem 624-B 

1. Hydrogen-ion concentration — Measurement. 2. Hydro- 
gen-ion concentration — Environmental aspects — United States. 
I. Brennan, June 0. II. Geological Survey (U.S.) III. Title. 
IV. Series: U.S. Geological Survey water-resources investi- 
gaions report ; 84-4325. OCLC 12099860 


85-21172 


I 19.42/4:85-4003 


Carswell, William J. 
Transit losses and traveltimes for reservoir releases during 


drought conditions along the Neosho River from Council 
Grove Lake to Iola, east-central Kansas / by W.J. Carswell, Jr., 
and R.J. Hart ; prepared in cooperation with the Kansas Water 
Office. — Lawrence, Kan. : U.S. Dept. of the Interior, Geologi- 
cal Survey ; Denver, Colo. : Open-File Services Section, West- 
ern Distribution Branch, USGS, 1985. 

vi, 40 p. : ill, maps ; 28 cm.— (U.S. Geological Survey 
water-resources investigations report ; 85-4003) Bibliography: 
p. 39-40. @lItem 624-B 

1. Stream measurements — Kansas. I. Hart, Robert J. IL. 
Kansas Water Office. III. Geological Survey (U.S.) IV. Title. 
V. Series. OCLC 11910460 


85-21173 


I 19.53/2:FL-83-3 A 
I 19.53/2:FL-83-3 B 


Water resources data. Florida. Tallahassee, Fla. : U.S. Dept. of the 


Interior, Geological Survey, Water Resources Division ; 
[Springfield, Va. : National Technical Information Service, dis- 
tributor, National Technical Information Service, Springfield, 
VA 22161 

v. : ill. ; 28 cm. (U.S. Geological Survey water-data report ; 
FL-83-3 A-B) 

Annual 

Began with water year 1981. Spine title: U.S.G.S. water 
resources data. Florida Water year 1983, v. 3A, v. 3B. De- 
scription based on: Water year 1981. Contents: v. 3A. South- 
west Florida surface water — v. 3B. Southewest Florida ground 
water. Vols. for 1981- issued in several vols. Vols. for (1982- 
) distributed to depository libraries in microfiche. @lItem 619- 
E-9 (microfiche) ISSN 0275-2689 Continues: Water resources 
data for Florida ISSN 0275-2689 


Page 117 





Geological Survey — Interior Dept. 


1. Stream measurements — Florida— Yearbooks. 2. Water 
quality — Florida — Yearbooks. 3. Water resources develop- 
ment — Florida — Yearbooks. I. Geological Survey (U.S.). 
Water Resources Division. Key Title: Water resources data 
for Florida II. Series. GB1225.F6A42 83-648235 553.7/ 
09759 ¢2 19 OCLC 09519641 


85-21174 
I 19.53/2:SC-83-1 
Water resources data. South Carolina. Columbia, S.C. : Water 
Resources Division, U.S. Geological Survey ; [Springfield, Va. : 
National Technical Information Service, distributor], 1982- Na- 
tional Technical Information Service, Springfield, VA 22161 
v. : ill. ; 28 cm. (U.S. Geological Survey water-data report ; 
SC-83-1) 
Annual 
Water year 1981- Spine title: U.S.G.S. water resources data 
1982- Vols. for (1983-) distributed to depository libraries in 
microfiche. @Item 619-E-40 (microfiche) ISSN 0732-9997 
Continues: Water resources data for South Carolina ISSN 0732- 
9997 


1. Stream measurements — South Carolina — Yearbooks. 2. 
Water quality— South Carolina— Yearbooks. 3. Water re- 
sources development — South Carolina — Yearbooks. I. Geo- 
logical Survey (U.S.). Water Resources Division. II. Series. 
GB1225.S6A35 84-641978 553.7/09757 ¢2 19 OCLC 
10518184 


Unpublished open-file reports are available as paper reproduction 
copies only at prices listed by the Open-File Services Section, Box 
25425, Denver Federal Center, Denver, Colorado 80225 

85-21175 


Geological Survey (U.S.) 

Index map of published 1:100,000-scale geologic quadrangle 
maps prepared for the Directorate General of Mineral Re- 
senden Kingdom of Saudi Arabia [microform] / compiled by 
U.S. Geological Survey mission ; Kingdom of Saudi Arabia, 
Ministry of Petroleum and Mineral Resources. Updated April 
1981. Scale 1:2,000,000 ; Lambert conformal conic proj., stand- 
ard parallels 17°and 33° (E 34°30'—E 49°30’/N 30°00’'—N 

16°00’) — [Reston, Va.] : The Survey, 1982. 

1 map ; 81 x 75 cm. (Open-file report ; 82-289) (Miscellaneous 
map ; 100) (SA(IR) ; 400) Microfiche. [Denver, Colo. : U.S. 
Geological Survey, 19827]. 1 microfiche ; 11 x 15cm. @lItem 
624-H (microfiche) 

1. Geology—Saudi Arabia—Index maps. 2. Saudi 
Arabia — Index maps. I. Saudi Arabia. Wizarat al-Batrul wa- 
al-Tharwah al-Madiniyah. II. Title. III. Series: Open-file 
report (Geological Survey (U.S.)) ; 82-289. IV. Series: Miscel- 
laneous map (Geological Survey (U.S.). Saudi Arabian Mission) 
; 100. V. Series: Saudi Arabian Project report ; SA (IR)-400 
OCLC 12181685 


85-21176 


I 19.76:82-289 


I 19.81:32087-H 1-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Alabama]. 32087-H 1-TF- 
024, Centreville east quadrangle, Alabama - Bibb Co., 1980 / 
mapped, edited and published by the Geological Survey. Pho- 
torevised 1983. Scale 1:24,000 ; polyconic proj. (W 87°07'30"— 
W 87°00'00"/N 33°00'00"—N 32°52'30"). — Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited 1983, printed 
1985. Includes quadrangle location map. “DMA 3549 I NE - 
Series V844.” @Item 619-M-1 

1. Alabama — Maps, Topographic. I. Title. II. Title: Cen- 
treville east quadrangle, Alabama - Bibb Co. OCLC 11363324 
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85-21177 


I 19.81:32087-H 5-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Alabama]. 32087-H5-TF- 
024, Moundville east quadrangle, Alabama - Hale Co., 1980 / 
mapped, edited and published by the Geological Survey. Pho- 
torevised 1983. Scale 1:24,000 ; transverse Mercator proj. (W 
87°37'30"—W 87°30'00"/N 33°00'00"—N 32°52'30"). — Reston, 
Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited 1983, printed 
1985. Includes quadrangle location map. “DMA 3449 I NE - 
Series V844.” @Item 619-M-1 

1. Alabama— Maps, Topographic. I. Title. II. Title: 
Moundville east pong Alabama - Hale Co. OCLC 
11363324 


85-21178 


I 19.81:32116-F 4-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [California]. 32116-F4-TF- 
024, Cameron Corners quadrangle, California - San Diego Co., 
1959 / mapped, edited, and published by the Geological Survey. 
Photorevised 1982. Scale 1:24,000 ; polyconic proj. (W 
116°30°00°—W = 116°22'30"/N  32°45'00°—N  32°37'30"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1980.” Map edited 1982, printed 
1985. Includes quadrangle location map. “DMA 2749 III 
NW - Series V895.” @Item 619-M-5 

1. California — Maps, Topographic. I. Title. II. Title: Cam- 
eron Corners quadrangle, California - San Diego Co. OCLC 
11456418 


85-21179 


I 19.81:32116-F 5-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [California]. 32116-F5-TF- 
024, Morena Reservoir quadrangle, California - San Diego Co., 
1960 / mapped, edited, and published by the Geological Survey. 
Photorevised 1982. Scale 1:24,000 ; polyconic proj. (W 
116°37'30"—W = 116°30'00"/N_  32°45'00"—-N_—_ 32°37'30"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1980.” Map edited 1982, printed 
1985. Includes quadrangle location map. “DMA 2649 II NE - 
Series V895.” @Item 619-M-5 

1. California— Maps, Topographic. I. Title. II. Title: 
Morena Reservoir quadrangle, California - San Diego Co. 
OCLC 11456418 


85-21180 


I 19.81:32116-G 4-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [California]. 32116-G4-TF- 
024, Mount Laguna quadrangle, California - San Diego Co., 
1960 / mapped, edited, and published by the Geological Survey. 
Photorevised 1982. Scale 1:24,000 ; polyconic proj. (W 
116°30'00"—W =: 116°22’30"/N = 32°52’'30"—-N  32°45'00"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1980.” Map edited 1982, printed 
1985. Includes quadrangle location map. “DMA 2749 IV SW 
- Series V895.” @lItem 619-M-5 





1. California— Maps, Topographic. I. Title. Il. Title: 
Mount Laguna quadrangle, California - San Diego Co. OCLC 
11456418 


85-21181 
I 19.81:32116-G 6-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [California]. 32116-G6-TF- 
024, Viejas Mountain quadrangle, California - San Diego Co., 
1960 / mapped, edited, and published by the Geological Survey. 
Photorevised 1982. Scale 1:24,000 ; polyconic proj. (W 
116°45'00"—W = 116°37'30"/N_ = 32°52'30"—-N = 32°45’00"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1980.” Map edited 1982, printed 
1985. Includes quadrangle location map. “DMA 2649 I SW - 
Series V895.” @Item 619-M-5 

1. California— Maps, Topographic. I. Title. II. Title: 
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1. Alabama — Maps, Topographic. I. Title. II. Title: Clair- 
mont Springs quadrangle, Alabama. OCLC 11363324 


85-21185 


I 19.81:33085-D 8-TF-024 


Geological Survey WU. S.) 


7.5 minute series (topographic) : [Alabama]. 33085-D8-TF- 
024, Ironaton quadrangle, Alabama, 1969 / mapped, edited and 
published by the Geological Survey. Photorevised 1983. Scale 
1:24,000 transverse Mercator proj. (W 86°00‘00"—W 
85°52'30"/N 33°30'00"—N 33°22'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aeriai photographs taken 1981.” Map edited 1983, printed 
1985. Includes quadrangle location map. “DMA 3850 IV 
NW - Series V844.” @Item 619-M-1 

1. Alabama — Maps, Topographic. I. Title. II. Title: Irona- 
ton quadrangle, Alabama. OCLC 11363324 


Viejas Mountain quadrangle, California - San Diego Co. 
OCLC 11456418 
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85-21186 
1 19.81:33085-F 5-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Alabama]. 33085-F5-TF-024, 
Heflin quadrangle, Alabama - Cleburne Co., 1967 / mapped, 
edited and published by the Geological Survey. Photorevised 
1983. Scale 1:24,000 ; polyconic proj. (W 85°37'30"—W 
85°30'00"/N 33°45'00"—N 33°37'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited 1983, printed 
1985. Includes quadrangle location map. “DMA 3851 II NE - 
Series V844.” @Item 619-M-1 

1. Alabama — Maps, Topographic. I. Title. II. Title: Heflin 
quadrangle, Alabama - Cleburne Co. OCLC 11363324 


85-21187 


I 19,81:32116-H 4-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [California]. 32116-H4-TF- 
024, Monument Peak quadrangle, California - San Diego Co., 
1959 / mapped, edited, and published by the Geological Survey. 
Photorevised 1982. Scale 1:24,000 ; polyconic proj. (W 
116°30'00"—-W_ = 116°22'30"/N_ _ 33°00'00"—-N_ = 32°52'30"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1980.” Map edited 1982, printed 
1985. Includes quadrangle location map. “DMA 2749 IV 
NW - Series V895.” @lItem 619-M-5 


1. California— Maps, Topographic. I. Title. II. Title: 
Monument Peak quadrangle, California - San Diego Co. 
OCLC 11456418 


I 19.81:33085-G 4-TF-024 


85-21183 Geological Survey (U.S.) 


I 19,81:33083-A 5-TF-024 


Geological Survey (U.S.) 

7.5 minute series (topographic) : [Georgia]. 33083-A5-TF-024, 
Gray quadrangle, Georgia - Jones Co., 1964 / mapped, edited, 
and published by the Geological Survey. Photorevised 1984. 
Scale 1:24,000 ; polyconic proj. (W 83°37'30"—W 83°30'00"/N 
33°07'30"—N 33°00'00”). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 4250 II SE - 
Series V845.” @Item 619-M-10 

1. Georgia — Maps, Topographic. I. Title. II. Title: Gray 
quadrangle, Georgia - Jones Co. OCLC 10588606 


85-21184 
I 19.81:33085-C 8-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Alabama]. 33085-C8-TF-024, 
Clairmont Springs quadrangle, Alabama, 1969 / mapped, edited 
and published by the Geological Survey. Photorevised 1983. 
Scale 1:24,000 ; transverse Mercator proj. (W 86°00'00’—W 
85°52'30"/N 33°22'30"—N 33°15'00"). — Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited 1983, printed 
1985. Includes quadrangle location map. “DMA 3850 IV SW 
- Series V844.” @Item 619-M-1 


7.5 minute series (topographic) : [Alabama]. 33085-G4-TF- 
024, Oak Level quadrangle, Alabama - Georgia, 1966 / mapped, 
edited and published by the Geological Survey. Photorevised 
1983. Scale 1:24,000 ; polyconic proj. (W 85°30'00"—W 
85°22'30"/N 33°52'30"—N 33°45’00”).— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited 1983, printed 
1985. Includes quadrangle location map. “DMA 3951 IV SW 
- Series V844.” @Item 619-M-1 

1. Alabama— Maps, Topographic. 2. Georgia — Maps, 
Topographic. I. Title. II. Title: Oak Level quadrangle, Ala- 
bama - Georgia. OCLC 11363324 


85-21188 


I 19.81:33085-H 4-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Alabama]. 33085-H4-TF- 
024, Borden Springs quadrangle, Alabama - Georgia, 1966 / 
mapped, edited and published by the Geological Survey. Pho- 
torevised 1983. Scale 1:24,000 ; polyconic proj. (W 85°30'00"— 
W 85°22'30"/N 34°00'00"—N 33°52'30"). — Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited 1983, printed 
1985. Includes quadrangle location map. “DMA 3951 IV 
NW - Series V844.” @Item 619-M-1 
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1. Ajiabama— Maps, Topographic. 2. Georgia — Maps, 
Topographic. I. Title. II. Title: Borden Springs quadrangle, 
Alabama - Georgia. OCLC 11363324 


85-21189 
I 19.81:33085-H 5-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Alabama]. 33085-H5-TF- 
024, Piedmont quadrangle, Alabama, 1967 / mapped, edited and 
published by the Geological Survey. Photorevised 1983. Scale 
1:24,000 ; polyconic proj. (W 85°37'30"—W _ 85°30'00"/N 
34°00'00"—N 33°52'30”). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited 1983, printed 
1985. Includes quadrangle location map. “DMA 3851 I NE - 
Series V844.” @Item 619-M-1 

1. Alabama — Maps, Topographic. I. Title. II. Title: Pied- 

mont quadrangle, Alabama. OCLC 11363324 


85-2110 
I 19.81:33087-A 3-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Alabama]. 33087-A3-TF- 
024, Pearson quadrangle, Alabama, 1969 / mapped, edited and 
published by the Geological Survey. Photorevised 1983. Scale 
1:24,000 ; polyconic proj. (W 87°22'30"—W 87°15'00"/N 
33°07'30"—N 33°00'00"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited 1983, printed 
1985. Includes quadrangle location map. “DMA 3550 III SE 
- Series V844.” @lItem 619-M-1 

1. Alabama — Maps, Topographic. I. Title. II. Title: Pear- 
son quadrangle, Alabama. OCLC 11363324 


85-21191 
I 19.81:33116-A 5-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [California]. Julian quadran- 
gle, California - San Diego Co., 1960 / mapped, edited, and 
published by the Geological Survey. Photorevised 1982. Scale 
1:24,000 ; polyconic proj. (W 116°37’30"—W _ 116°30'00"/N 
33°07'30"—N 33°00'00"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1980.” Map edited 1982, printed 
1985. Includes quadrangle location map. “DMA 2650 II SE - 
Series V895.” @lItem 619-M-5 

1. California— Maps, Topographic. I. Title. II. Title: 
Julian quadrangle, California - San Diego Co. OCLC 11456418 


85-21192 
I 19.81:33117-F 3-TF-024 
Geological Survey (U.S.) 
7.5 minute series (topographic) : [California]. 33117-F3-TF- 
024, Lake Elsinore quadrangle, California - Riverside Co., 1953 
/ mapped, edited, and published by the Geological Survey. 
Photorevised 1982. Scale 1:24,000 ; polyconic proj. (W 
117°22'30"—W_ =117°15'00"/N = 33°45'00"—-N = 33°37'30"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—}- 
maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1980.” Map edited 1982, printed 
1985. Includes quadrangle location map. “DMA 2551 III NE 
- Series V895.” @Item 619-M-5 
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1. California — Maps, Topographic. I. Title. II. Title: Lake 
Elsinore quadrangle, California - Riverside Co. OCLC 
11456418 


85-21193 


I 19.81:33117-F 6-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [California]. 33117-F6-TF- 
024, El Toro quadrangle, California - Orange Co., 1968 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1982. Scale 1:24,000 ; polyconic proj. (W 117°45'00"— 
W 117°37'30°/N 33°45'00"—N 33°37'30"). — Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1980.” Map edited 1982, printed 
1984. Includes quadrangle location map. “DMA 2451 II NW 
- Series V895.” @lItem 619-M-5 

1. California— Maps, Topographic. I. Title. Il. Title: El 
Toro quadrangle, California - Orange Co. OCLC 11456418 


85-21194 


I 19.81:36087-E 2-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Tennessee]. 36087-E2-TF- 
024, Sango quadrangle, Tennessee, 1957 / mapped, edited, and 
published by the Geological Survey ; State of Tennessee, De- 
partment of Conservation, Division of Geology. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 87°15'00’—W 
87°07'30"/N 36°37'30"—N 36°30'00").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3557 II SW 
- Series V841.” @Item 619-M-42 

1. Tennessee — Maps, Topographic. I. Tennessee. Division 
of Geology. II. Title. III. Title: Sango quadrangle, Tennes- 
see. OCLC 11400879 


85-21195 


I 19.81:36120-H 6-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [California]. 36120-H6-TF- 
024, Dos Palos quadrangle, California, 1956 / mapped, edited, 
and published by the Geological Survey ; state of California, 
Department of Water Resources. Photorevised 1984. Scale 
1:24,000 ; polyconic proj. (W 120°45'00"—W_ 120°37'30"/N 
37°00'00"—N 36°52'30"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple compiled from aerial pho- 
tographs taken 1981.” Map edited and printed 1984. Includes 

uadrangle location map. “DMA 1857 I NW - Series V895.” 

Item 619-M-5 

1. California— Maps, Topographic. I. California. Dept. of 
Water Resources. II. Title. III. Title: Dos Palos quadrangle, 
California. OCLC 11456418 


85-21196 


I 19.81:36120-H 8-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [California]. 36120-H8-TF- 
024, Ortigalita Peak NW quadrangle, California - Merced Co., 
1969 / mapped, edited, and published by the Geological Survey 
; State of California, Department of Water Resources. Photore- 
vised 1984. Scale 1:24,000 ; polyconic proj. (W 121°00’00"—W 
120°52'30"/N 37°00'00"—N 36°52'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 





maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple compiled from aerial pho- 
tographs taken 1981.” Map edited and printed 1984. Includes 
uadrangle location map. “DMA 1857 IV NW - Series V895.” 
Oltem 619-M-5 
1. California — Maps, Topographic. I. California. Dept. of 
Water Resources. II. Title. III. Title: Ortigalita Peak NW 
quadrangle, California - Merced Co. OCLC 11456418 


85-21197 
I 19.81:36121-D 1-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [California]. 36121-D1-TF- 
024, Topo Valley quadrangle, California, 1969 / mapped, edited, 
and published by the Geological Survey. Photorevised 1984. 
Scale 1:24,000 ; polyconic proj. (W 121°07’30’—W 121°00'00"/ 
N 36°30'00°—N 36°22'30”). — Reston, Va. : The Survey : For 
sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple compiled from aerial pho- 
tographs taken 1981.” Map edited and printed 1984. Includes 
quadrangle location map. “DMA 1756 I NE - Series V895.” 
@ltem 619-M-5 

i. California — Maps, Topographic. I. Title. II. Title: Topo 
Valley quadrangle, California. OCLC 11456418 


85-21198 
I 19.81:36121-E 5-TF-024 
Geological Survey WU. S.) 

7.5 minute series (topographic) : [California]. 36121-ES-TF- 
024, Chualar quadrangle, California - Monterey Co., 1947 / 
mapped, by the Army Map Service ; published for civil use by 
the Geological Survey. Photorevised 1984. Scale 1:24,000 ; po- 
lyconic proj. (W 121°37'30"—W_ 121°30'00"/N 36°37'30"—N 
36°30'00"). — Reston, Va. : The Survey : For sale by the USGS, 
[19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
‘heights. “Revisions shown in purple compiled from aerial pho- 
tographs taken 1981.” Map edited and printed 1984. Includes 
bonne location map. “DMA 1657 II SE - Series V895.” 

Item 619-M-5 


1. California — Maps, Topographic. I. United States. Army 
Map Service. II. Title. III. Title: Chualar quadrangle, Cali- 
fornia - Monterey Co. OCLC 11456418 


85-21199 
I 19.81:36121-E 6-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [California]. 36121-E6-TF- 
024, Spreckels quadrangle, California - Monterey Co., 1947 / 
mapped by the Army Map Service ; published for civil use by 
the Geological Survey. Photorevised 1984. Scale 1:24,000 ; po- 
lyconic proj. (W 121°45'00"—W_ 121°37'30"/N 36°37'30"—N 
Apres — Reston, Va. : The Survey : For sale by the USGS, 

19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple compiled from aerial pho- 
tographs taken 1981.” Map edited and printed 1984. Includes 
quadrangle location map. “DMA 1657 II SW - Series V895.” 
@ltem 619-M-5 

1. California — Maps, Topographic. I. United States. Army 
Map Service. II. Title. III. Title: Spreckels quadrangle, Cali- 
fornia - Monterey Co. OCLC 11456418 

85-21200 
I 19.81:36121-F 4-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [California]. 36121-F4-TF- 
024, Mt. Harlan quadrangle, California, 1968 / mapped, edited, 
and published by the Geological Survey ; state of California, 
Department of Water Resources. Photorevised 1984. Scale 
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1:24,000 ; polyconic proj. (W 121°30'00"—W _ 121°22'30"/N 
36°45'00”—N 36°37'30"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple compiled from aerial pho- 
tographs taken 1981.” Map edited and printed 1984. Includes 
quadrangle location map. “DMA 1757 III NW - Series V895.” 
@ltem 619-M-5 

1. California— Maps, Topographic. I. California. Dept. of 
Water Resources. II. Title. III. Title: Mt. Harlan quadrangle, 
California. IV. Title: Mount Harlan quadrangle, California. 
OCLC 11456418 


85-21201 


I 19.81:37080-A 7-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Virginia]. 37080-A7-TF-024, 
Pulaski quadrangle, Virginia, 1965 / mapped, edited, and pub- 
lished by the Geological Survey ; Commonwealth of Virginia, 
Division of Mineral Resources. Photorevised 1984. Scale 
1:24,000 ; polyconic proj. (W 80°52’30"—W 80°45'00"/N 
37°07'30"—N 37°00'00”). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
in cooperation with Commonwealth of Virginia agencies from 
aerial photographs taken 1982.” Map edited and printed 1984. 
Includes quadrangle location map. @Item 619-M-46 

1. Virginia— Maps, Topographic. I. Virginia. Division of 
Mineral Resources. II. Title. III. Title: Pulaski quadrangle, 
Virginia. OCLC 11394495 


85-21202 


I 19.81:37089-B 3-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Virginia]. 37079-B3-TF-024, 
Lynch Station quadrangle, Virginia, 1966 / mapped, edited, and 
published by the Geological Survey ; Commonwealth of Virgin- 
ia, Division of Mineral Resources. Photorevised 1984. Scale 
1:24,000 ; polyconic proj. (W 79°22'30"—W 79°15’00"/N 
37°15'00"—N 37°07'30"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
in cooperation with Commonwealth of Virginia agencies from 
aerial photographs taken 1982.” Map edited and printed 1984. 
Includes quadrangle location map. “DMA 5158 III NE-Series 
V834.” @Item 619-M-46 

1. Virginia — Maps, Topographic. I. Virginia. Division of 
Mineral Resources. II. Title. III. Title: Lynch Station quad- 
rangle, Virginia. OCLC 11394495 


85-21203 


I 19.81:40075-E 5-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Pennsylvania]. 40075-E5- 
TF-024, Allentown West quadrangle, Pennsylvania, 1964 / 
mapped, edited, and published by the Geological Survey ; Com- 
monwealth of Pennsylvania, Department of Internal Affairs, 
Topographic and Geologic Survey. Photorevised 1984. Scale 
1:24,000 ; polyconic proj. (W 75°37'30"—W _ 75°30'00"/N 
40°37'30"—-N 40°30'00").— Reston, Va. U.S. Geological 
Survey : For sale by the USGS, [19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 5865 Ii SE - 
Series V831.” @lItem 619-M-38 
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1. Pennsylvania— Maps, Topographic. I. Pennsylvania. 
Bureau of Topographic and Geologic Survey. II. Title. III. 
Title: Allentown west quadrangle, Pennsylvania. OCLC 
11396366 


85-21204 
I 19.81:40075-F 5-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Pennsylvania]. 40075-F5-TF- 
024, Cementon quadrangle, Pennsylvania, 1964 / mapped, 
edited, and published by the Geological Survey ; Common- 
wealth of Pennsylvania, Department of Environmental Re- 
sources, Topographic and Geologic Survey. Photorevised 1983. 
Scale 1:24,000 ; polyconic proj. (W 75°37'30"—W 75°30'00"/N 
40°45'00"—N 40°37'30").— Reston, Va. : U.S. Geological 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited 1983, printed 
1984. Includes quadrangle location map. “DMA 5865 II NE - 
Series V831.” @Item 619-M-38 

i. Pennsylvania— Maps, Topographic. I. Pennsylvania. 
Bureau of Topographic and Geologic Survey. II. Title. III. 
Title: Cementon quadrangle, Pennsylvania. OCLC 11396366 


85-21205 
I 19.81:41072-D 7-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Connecticut]. 41072-D7-TF- 
024, Wallingford quadrangle, Connecticut - New Haven Co., 
1967 / mapped, edited, and published by the Geological Survey 
; State of Connecticut, Highway Department. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 72°52'30"—W 
72°45'00"/N 41°30'00"—N 41°22'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 


heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1982.” Map edited 1984, printed 
1985. Includes quadrangle location map. “DMA 6466 IV NE 
- Series V816.” @Item 619-M-7 

1. Connecticut — Maps, Topographic. I. Connecticut. State 


W 75°00'00"/N 41°07'30"—N 41°00'00"). — Reston, Va. : U.S. 
Geological Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1981.” Map edited 1983, printed 
1984. Includes quadrangle location map. “DMA 5966 II SE - 
Series V831.” @Item 619-M-38 

1. Pennsylvania— Maps, Topographic. 2. New Jersey — 
Maps, Topographic. I. Title. II. Title: Bushkill quadrangle, 
Pennsylvania - New Jersey. OCLC 11396366 


85-21208 


I 19.81:42111-D 6-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 42111-D6-TF-024, 
Thatcher quadrangle, Idaho, 1969 / mapped, edited, and pub- 
lished by the Geological Survey. Photorevised 1984. Scale 
1:24,000 ; polyconic proj. (W 115°45'00"—W_ 115°37'30"/N 
42°30'00"—N 42°22'30"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3868 I NW - 
Series V893.” @Item 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Thatcher 
quadrangle, Idaho, 7.5 minute series topographic map. OCLC 
11571604 


85-21209 


I 19,81:42111-E 2-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 42111-E2-TF-024, 
Snowdrift Mountain quadrangle, Idaho, 1949 / mapped, edited, 
and published by the Geological Survey. Photorevised 1984. 
Scale 1:24,000 ; polyconic proj. (W 111°15’00"—W 111°07'30"/ 
N 42°37'30"—N 42°30'00"). — Reston, Va. : The Survey : For 
sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1980.” Map edited and printed 


Highway Dept. II. Title. III. Title: Wallingford quadrangle, 
Connecticut - New Haven Co. OCLC 10593192 


1984. Includes quadrangle location map. “DMA 3769 II SW 
- Series V893.” @Item 619-M-12 
1. Idaho — Maps, Topographic. I. Title. II. Title: Snow- 
I 19,81:41073-F 3-TF-024 drift “saci Idaho, 7.5 minute series topographic 
Geological Survey (U.S.) —_ 
7.5 minute series (topographic) : [Connecticut]. 41073-F3-TF- 85-21210 
024, New Preston quadrangle, Connecticut - Litchfield Co., 
1955 / mapped, edited, and published by the Geological Survey 


85-21206 


I 19.81:42111-F 3-TF-024 
Geological Survey (U.S.) 


; State of Connecticut, Highway Department. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 73°22'30’—W 
73°15'00"/N 41°45’00"—N 41°37'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 6367 III NE 
- Series V816.” @Item 619-M-7 

1. Connecticut — Maps, Topographic. I. Connecticut. State 
Highway Dept. II. Title. III. Title: New Preston quadrangle, 
Connecticut - Litchfield Co. OCLC 10593192 


85-21207 
I 19.81:41075-A 1-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Pennsylvania]. 41075-A1- 
TF-024, Bushkill quadrangle, Pennsylvania - New Jersey, 1944 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1983. Scale 1:24,000 ; polyconic proj. (W 75°07'30"— 
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7.5 minute series (topographic) : [Idaho]. 42111-F3-TF-024, 
Dry Valley quadrangle, Idaho-Caribou, 1949 / mapped, edited, 
and published by the Geological Survey. Photorevised 1984. 
Scale 1:24,000 ; polyconic proj. (W 111°22’30°—W 111°15'00"/ 
N 42°45'00"—N 42°37'30"). — Reston, Va. : The Survey : For 
sale by the USGS, [19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1980.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3769 III NE 
- Series V893.” @Item 619-M-12 

1. Idaho— Maps, Topographic. I. Title. II. Title: Dry 
Valley quadrangle, Idaho-Caribou Co., 7.5 minute series topo- 
graphic map. OCLC 11571604 


85-21211 


I 19.81:42111-G 4-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 42111-G4-TF-024, 
Lower Valley quadrangle, Idaho-Caribou, 1949 / mapped, 





edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 111°30'00’—W 
111°22'30"/N 42°52’30"—N 42°45'00”).— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1980.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3769 IV SW 
- Series V893.” @lItem 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Lower 
Valley quadrangle, Idaho-Caribou Co., 7.5 minute series topo- 
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Scale 1:24,000 ; Lambert conformal conic proj. (W 88°22'30"— 
W 88°15'00"/N 44°15'00"—N 44°07'30"). — Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Reiief shown by contours and spot 
heights. Depths shown by isolines and soundings in feet. 
“Revisions shown in purple compiled from aerial photographs 
taken 1982.” Map edited and printed 1984. Includes quadran- 
gle location map. “DMA 3372 III NE-Series V861.” @Item 
619-M-49 

1. Wisconsin— Maps, Topographic. I. Title. II. Title: 
Sherwood quadrangle, Wisconsin. OCLC 12037904 


graphic map. OCLC 11571604 


85-21216 
85-21212 


I 19.81:44088-C 4-TF-024 
Geological Survey (U.S.) 
7.5 minute series (topographic) : [Wisconsin]. 44088-C4-TF- 


I 19.81:42112-D 2-TF-024 
Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 42112-D2-TF-024, 
Downey West quadrangle, Idaho-Bannock Co., 1968 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 112°15'00"—W 
112°07'30"/N 42°30'00"—N 42°22'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1980.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3588 I NW - 
Series V893.” @Item 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Downey 
West quadrangle, Idaho-Bannock Co., 7.5 minute series topo- 


024, Appleton quadrangle, Wisconsin-Outagamie Co., 1955 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1984. Scale 1:24,000 ; polyconic proj. (W 88°30'00"— 
W 88°22'30"/N 44°22'30"—N 44°15'00”). — Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 
maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple compiled from aerial pho- 
tographs taken 1982.” Map edited and printed 1984. Includes 
uadrangle location map. “DMA 3372 IV SW-Series 861.” 
Item 619-M-49 
1. Wisconsin — Maps, Topographic. I. Title. II. Title: Ap- 
pleton quadrangle, Wisconsin-Outagamie Co. OCLC 12037904 


graphic map. OCLC 11571604 
85-21213 


85-21217 
I 19,81:46112-B 1-TF-024 
Geological Survey (U.S.) 


EF ERAGAIES-E SES. 7.5 minute series (topographic) : [Idaho]. 46112-B1-TF-024, 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 42113-E1-TF-024, 
Badger Peak quadrangle, Idaho / produced by the United States 
Geological Survey. Provisional ed. 1984. Scale 1:24,000 : trans- 
verse Mercator proj. (W_  113°07'30"—W _  113°00'00"/N 
42°37'30"—N 42°30'00"). — Reston, Va. : The Survey, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Produced from original manuscript drawings.” 
Compiled from aerial photographs taken 1976, field checked 
1980, map edited and printed 1984. Includes quadrangle loca- 
tion map and index to adjoining quadrangles. Item 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Badger 
Peak quadrangle, Idaho. OCLC 10467680 


Clifton quadrangle, Idaho, 1968 / mapped, edited and published 
by the Geological Survey. Photorevised 1984. Scale 1:24,000 ; 
polyconic proj. (W 120°07'30"—W 120°00'00"/N 42°15’00"—N 
42°07'30"). — Reston, Va. : The Survey : For sale by the USGS, 
[19—]}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1980.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3588 II NE - 
Series V893.” @Item 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Clifton 
quadrangle, Idaho, 7.5 minute series topographic map. OCLC 


11571604 
85-21218 


85-21214 
I 19.81:42113-E 2-TF-024/prov. 
Geological Survey (U.S.) 
7.5 minute series (topographic) : [Idaho]. 42113-E2-TF-024, 


I 19.81:46114-C 6-TF-024 
Geological Survey (U.S.) 


North Chapin Mountain quadrangle, Idaho / produced by the 
United States Geological Survey. Provisional ed. 1984. Scale 
1:24,000 : transverse Mercator proj. (W  113°15'00°—W 
113°07'30"/N 42°37'30"—N 42°30'00"). — Reston, Va. : The 
Survey, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Produced from original manuscript drawings.” 
Compiled from aerial photographs taken 1976, field checked 
1980, map edited and printed 1984. Includes quadrangle loca- 
tion map and index to adjoining quadrangles. [Item 619-M-12; 
jta/jta] @lItem 619-M-12 

1. Idaho— Maps, Topographic. I. Title. II. Title: North 
Chapin Mountain quadrangle, Idaho. OCLC 10467680 


7.5 minute series (topographic) : [Idaho]. 46114-C6-TF-024, 
Cedar Ridge quadrangle, Idaho-Idaho Co., 1966 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 114°45‘00"—W 
114°37'00"/N 46°22'30"—N 46°15'00").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3076 I SW - 
Series V893.” @lItem 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Cedar 
Ridge quadrangle, Idaho-Idaho Co., 7.5 minute series topo- 


graphic map. OCLC 11571604 
85-21219 


85-21215 
I 19.81:44088-B 5-TF-024 
Geological Survey (U.S.) 
7.5 minute series (topographic) : [Wisconsin]. 44088-B5-TF- 
024, Sherwood quadrangle, Wisconsin, 1974 / mapped, edited, 
and published by the Geological Survey. Photorevised 1984. 


I 19,.81:46114-D 5-TF-024 
Geological Survey (U.S.) 
7.5 minute series (topographic) : [Idaho]. 46114-D5-TF-024, 
Savage Ridge quadrangle, Idaho-Idaho Co., 1966 / mapped, 
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edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 114°37'30°—W 
114°30'00"/N 46°30'00"—N 46°22'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3076 I NE - 
Series V893.” @Item 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Savage 
Ridge quadrangle, Idaho-Idaho Co., 7.5 minute series topo- 
graphic map. DICLC 11571604 


85-21220 
I 19.81:46114-D 7-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46114-D7-TF-024, 
Tom Beal quadrangle, Idaho-Idaho Co., 1966 / mapped, edited, 
and published by the Geological Survey. Photorevised 1984. 
Scale 1:24,000 ; polyconic proj. (W 114°52'30°—W 114°45'00"/ 
N 46°30'00"—N 46°22'00"30 — Reston, Va. : The Survey : For 
sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3076 IV NE 
- Series V893.” @ltem 619-M-12 

1. Idaho— Maps, Topographic. I. Title. II. Title: Tom 
Beal Peak quadrangle, Idaho-Idaho Co., 7.5 minute series topo- 
graphic map. OCLC 11571604 
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Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46114-E5-TF-024, 
Roundtop quadrangle, Idaho-Idaho Co., 1964 / mapped, edited, 
and published by the Geological Survey. Photorevised 1984. 
Scale 1:24,000 ; polyconic proj. (W 114°37'30"—W 114°30'00"/ 
N 46°37'30"—N 46°30'00"). — Reston, Va. : The Survey : For 
sale by the USGS, [19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3077 II SE - 
Series V893.” @Item 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Round- 
top quadrangle, Idaho-Idaho Co., 7.5 minute series topographic 
map. OCLC 11571604 
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Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46114-E6-TF-024, 
Rocky Point quadrangle, Idaho, 1964 / mapped, edited, and 
published by the Geological Survey. Photorevised 1984. Scale 
1:24,000 ; polyconic proj. (W 114°45‘00"—W _ 114°37'30°/N 
46°37'30"—N 46°30'00"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3077 II SW 
- Series V893.” @Item 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Rocky 
Point quadrangle, Idaho, 7.5 minute series topographic map. 
OCLC 11571604 
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I 19.81:46114-E 7-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46114-E7-TF-024, 
Cayuse Junction quadrangle, Idaho, 1966 / mapped, edited and 
published by the Geological Survey. Photorevised 1984. Scale 
1:24,000 ; polyconic proj. (W 114°52’30"—W_ 114°45'00"/N 
46°37'30"—N 46°30'00"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3077 III SE 
- Series V893.” @lItem 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Cayuse 
Junction quadrangle, Idaho, 7.5 minute series topographic map. 
OCLC 11571604 


85-21224 
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Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46114-E8-TF-024, 
Indian Postoffice quadrangle, Idaho, 1966 / mapped, edited, and 
published by the Geological Survey. Photorevised 1984. Scale 
1:24,000 ; polyconic proj. (W 115°00'00"—W _ 114°52’30"/N 
46°37'30"—N 46°30'00"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3077 III 
SW-Series V893.” @Item 619-M-12 

1. Idaho— Maps, Topographic. I. Title. II. Title: Indian 
Postoffice quadrangle, Idaho. OCLC 11571604 


85-21225 


I 19.81:46114-F 8-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46114-F8-TF-024, 
Toboggan Ridge quadrangle, Idaho-Clearwater Co., 1966 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1984. Scale 1:24,000 ; polyconic proj. (W 115°00’00"— 
W 114°52'30"/N 46°45'00"—N 46°37'30”). — Reston, Va. : The 
Survey : For sale by the USGS, [19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 3077 III 
NW - Series V893.” @Item 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Tobog- 
gan Ridge quadrangle, Idaho-Clearwater Co., 7.5 minute series 
topographic map. OCLC 11571604 
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I 19.81:46115-B 4-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46115-B4-TF-024, 
Coolwater Mtn. quadrangle, Idaho-Idaho Co., 1966 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 115°30'00"—W 
115°22'30°/N 46°15'00"—N 46°07'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2976 III SW 
- Series V893.” @Item 619-M-12 
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and published by the Geological Survey. Photorevised 1984. 
Scale 1:24,000 ; polyconic proj. (W 115°37’30”—W 115°30'00"/ 
N 46°15'00"—N 46°07'30"). — Reston, Va. : The Survey : For 
sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2876 II NE - 
Series V893.” @lItem 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Lowell 
quadrangle, Idaho-Idaho Co., 7.5 minute series topographic 


Mc Lendon Butte quadrangle, Idaho-Idaho Co., 1966 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 115°30'00"—W 
115°22'30"/N 46°30'00"—N 46°22'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2976 IV SW 
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7.5 minute series (topographic) : [Idaho]. 46115-B6-TF-024, 
Syringa quadrangle, Idaho-Idaho Co., 1966 / mapped, edited, 
and published by the Geological Survey. Photorevised 1984. 
Scale 1:24,000 ; polyconic proj. (W 115°45’00"—W 115°37'30"/ 
N 46°15'00"—N 46°07'30"). — Reston, Va. : The Survey : For 
sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2876 II NW 
- Series V893.” @lItem 619-M-12 
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Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-C6-TF-024, 
Musselshell quadrangle, Idaho, 1966 / mapped, edited, and pub- 
lished by the Geological Survey. Photorevised 1984. Scale 
1:24,000 ; polyconic proj. (W 115°45'00’—W_ 115°37’30"/N 
46°22'30"—N 46°15'00"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2876 I SW - 
Series V893.” @lItem 619-M-12 
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Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-C5-TF-024, 
Greenside Butte quadrangle, Idaho-Idaho Co., 1966 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 115°15'00"—W 
115°07'30"/N 46°22'30"—N 46°15'00").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2976 I SW - 
Series V893.” @lItem 619-M-12 

1. Idaho— Maps, Topographic. I. Title. II. Title: Green- 
side Butte quadrangle, Idaho-Idaho Co., 7.5 minute series topo- 
graphic map. OCLC 11571604 
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I 19.81:46115-D 1-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-Di-TF-024, 
Greystone Butte quadrangle, Idaho-Idaho Co., 1966 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 115°15‘00"—W 
115°07'30"/N 46°30'00"—N 46°22'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2976 I NE - 
Series V893.” @lItem 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Titie: Greys- 
tone Butte quadrangle, Idaho-Idaho Co., 7.5 minute series topo- 
graphic map. OCLC 11571604 
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Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-C3-TF-024, 
Huckleberry Butte quadrangle, Idaho-Idaho Co., 1966 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1984. Scale 1:24,000 ; polyconic proj. (W 115°22’30"— 
W 115°15'00"/N 46°22'30"—N 46°15'00"). — Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1982.” Map edited and printed 
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Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-D2-TF-024, 
Holly Creek quadrangle, Idaho-Idaho Co., 1966 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 115°15‘00"—W 
115°07'30"/N 46°30'00"—N 46°22'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
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graphic map. OCLC 11571604 
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Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-D3-TF-024, 
Liz Butte quadrangle, Idaho-Idaho Co., 1966 / mapped, edited, 
and published by the Geological Survey. Photorevised 1984. 
Scale 1:24,000 ; polyconic proj. (W 115°22'30°—W 115°15'00"/ 
N 46°30'00"—N 46°22'30"). — Reston, Va. : The Survey : For 
sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2976 IV 
NE-Series V893.” @lItem 619-M-12 
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7.5 minute series (topographic) : [Idaho]. 46115-D7-TF-024, 
Pierce quadrangle, Idaho-Clearwater Co., 1966 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 115°52'30°—W 
115°45'00"/N 46°30'00"—N 46°22'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2876 IV NE 
- Series V893.” @Item 619-M-12 

1. Idaho— Maps, Topographic. I. Title. II. Title: Pierce 
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map. OCLC 11571604 


85-21237 
I 19.81:46115-E 1-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-E1-TF-024, 
Horseshoe Lake quadrangle, Idaho, 1965 / mapped by the U.S. 
Forest Service ; edited and published by the Geological Survey. 
Photorevised 1984. Scale 1:24,000 ; polyconic proj. (W 
115°07'30"—W_ = 115°00'00"/N  46°37'30"—N 46°30'00"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2977 II SE- 
Series V893.” @ltem 619-M-12 

1. Idaho— Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Horseshoe Lake quadrangle, 
Idaho. OCLC 11571604 
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Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-E2-TF-024, 
Lookout Peak quadrangle, Idaho, 1965 / mapped by the U.S. 
Forest Service ; edited and published by the Geological Survey. 
Photorevised 1984. Scale 1:24,000 ; polyconic proj. (W 
115°15'00"—W = 115°07’30"/N_ _ 46°37'30"—-N 46°30'00"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
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from aerial photographs taken 1982.” Map edited and printed 
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Series V893.” @Item 619-M-12 

1. Idaho— Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Lookout Peak quadrangle, Idaho. 
OCLC 11571604 
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I 19.81:46115-E 3-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46115-E3-TF-024, 
Cook Moutain quadrangle, Idaho, 1965 / mapped by the U.S. 
Forest Service ; edited, and published by the Geological 
Survey. Photorevised 1984. Scale 1:24,000 ; polyconic proj. (W 
115°22'30"—W_ =: 115°15'00"/N_ = 46°37'30"—-N 46°30'00"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2977 III SE 
- Series V893.” @Item 619-M-12 

1. Idaho— Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Cook Mountain q 


uadrangle, 
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I 19.81:46115-E 7-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46115-E7-TF-024, 
Jaype quadrangle, Idaho-Clearwater Co., 1981 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; transverse Méercator proj. (W 
115°52’30"—W_ = 115°45'00"/N = 46°37’30"—-N 46°30'00"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2877 III SE- 
Series V893.” @lItem 619-M-12 

1. Idaho— Maps, Topographic. I. Title. II. Title: Jaype 
quadrangle, Idaho-Clearwater Co. OCLC 11571604 
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I 19.81:46115-F 1-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46115-F1-TF-024, 
Gorman Hill quadrangle, Idaho-Clearwater, 1965 / mapped by 
the U.S. Forest Service ; edited and published by the Geologi- 
cal Survey. Photorevised 1984. Scale 1:24,000 ; polyconic proj. 
(W 115°07’30"—W_ 115°00'00"/N 46°45'00"—N 46°37'30"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2977 II NE - 
Series V893.” @lItem 619-M-12 

1. Idaho— Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Gorman Hill quadrangle, Idaho- 
Clearwater, 7.5 minute series topographic map. OCLC 
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I 19.81:46115-F 2-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46115-F2-TF-024, 
Scurvy Mtn. quadrangle, Idaho-Clearwater Co, 1965 / mapped 
by the U.S. Forest Service ; edited and published by the Geo- 
logical Survey. Photorevised 1984. Scale 1:24,000 ; polyconic 
proj. (W  115°15'00"—W = 115°07'30"/N —_ 46°45'00"—-_N 





46°37'30"). — Reston, Va. : The Survey : For sale by the USGS, 
[19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2977 II NW 
- Series V893.” @lItem 619-M-12 

1. Idaho— Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Scurvy Mtn. quadrangle, Idaho- 
Clearwater Co., 7.5 minute series topographic map. OCLC 
11571604 
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Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-G1-TF-024, 
Osier Ridge quadrangle, Idaho-Clearwater Co, 1965 / mapped 
by the U.S. Forest Service, edited and published by the Geolog- 
ical Survey. Photorevised 1984. Scale 1:24,000 ; polyconic proj. 
(W 115°07'30"—W 115°00'00"/N 46°52'30"—N 46°45'00"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2977 I SE - 
Series V893.” @lItem 619-M-12 

1. Idaho— Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Osier Ridge quadrangle, Idaho- 
Clearwater Co., 7.5 minute series topographic map. OCLC 
11571604 
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I 19.81:46115-G 4-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-G4-TF-024, 
The Nub quadrangle, Idaho, 1963 / mapped by the U.S. Forest 
Service, edited and published by the Geological Survey. Pho- 
torevised 1984. Scale 1:24,000 ; polyconic proj. (W 115°30’00"— 
W 115°22'30"/N 46°52'30"—N 46°45'00"). — Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2977 VI SW 
- Series V893.” @Item 619-M-12 

1. Idaho— Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: The Nub quadrangle, Idaho, 7.5 
minute series topographic map. OCLC 11571604 
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Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-G5-TF-024, 
Sheep Mtn. quadrangle, Idaho-Clearwater Co, 1963 / mapped 
by the U.S. Forest Service ; edited and published by the Geo- 
logical Survey. Photorevised 1984. Scale 1:24,000 ; polyconic 
proj. (W  115°37'30"—W = 115°30'00"/N = 46°52'30”—-N 
46°45'00"). — Reston, Va. : The Survey : For sale by the USGS, 
[19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2877 II NW 
- Series V893.” @lItem 619-M-12 

1. Idaho— Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Sheep Mtn. quadrangle, Idaho- 
Clearwater Co., 7.5 minute series topographic map. OCLC 
11571604 
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Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46115-G7-TF-024, 
Bertha Hill quadrangle, Idaho-Clearwater Co., 1981 / mapped, 
edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; polyconic proj. (W 115°52’30’—W 
115°45’00"/N 46°52'30"—N 46°45'00").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2877 IV SE 
- Series V893.” @lItem 619-M-12 

1. Idaho— Maps, Topographic. I. Title. II. Title: Bertha 
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graphic map. OCLC 11571604 
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Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46115-G8-TF-024, 
Township Butte quadrangle, Idaho-Clearwater Co., 1981 / 
mapped, edited, and published by the Geological Survey. Pho- 
torevised 1984. Scale 1:24,000 ; polyconic proj. (W 116°00’00"— 
W 115°52’30"/N 46°52'30"—N 46°45'00”). — Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2877 IV SW 
- Series V893.” @ltem 619-M-12 

1. Idaho — Maps, Topographic. I. Title. II. Title: Town- 
ship Butte quadrangle, Idaho-Clearwater Co., 7.5 minute series 
topographic map. OCLC 11571604 


85-21248 


I 19.81:46115-H 1-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46115-H1-TF-024, 
Hoodoo Pass quadrangle, Idaho-Montana, 1965 / mapped by 
the U.S. Forest Service ; edited and published by the Geologi- 
cal Survey. Photorevised 1984. Scale 1:24,000 ; polyconic proj. 
(W 115°07’30"—W_ 115°00'00"/N 47°00'00"—N 46°52’30"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—}]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2977 I NE- 
Series V893.” @lItem 619-M-12 

1. Idaho — Maps, Topographic. 2. Montana — Maps, Topo- 
graphic. I. United States. Forest Service. II. Title. III. Title: 
Hoodoo Pass quadrangle, Idaho-Montana. OCLC 11571604 


85-21249 


I 19.81:46115-H 3-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Idaho]. 46115-H3-TF-024, 
Bscon Peak quadrangle, Idaho, 1963 / mapped by the U.S. 
Forest Service, edited, and published by the Geological Survey. 
Photorevised 1984. Scale 1:24,000 ; polyconic proj. (W 
115°22'30"—W_ = 115°15'00"/N_ 47900'00"—N  46°52'30"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—}]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2977 IV NE 
- Series V893.” @Item 619-M-12 
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Geological Survey — Interior Dept. 


1. Idaho— Maps, Topographic. I. United States. Forest 
Service. Il. Title. III. Title: Bacon Peak quadrangle, Idaho, 
7.5 minute series topographic map. OCLC 11571604 


85-21250 
I 19.81:46115-H 4-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-H4-TF-024, 
Pole Mtn. quadrangle, Idaho, 1963 / mapped by the U.S. Forest 
Service, edited, and published by the Geological Survey. Pho- 
torevised 1984. Scale 1:24,000 ; polyconic proj. (W 115°30’00"— 
W 115°22'30"/N 47°00'00"—N 46°52'30"). — Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2977 IV 
NW - Series V893.” @Item 619-M-12 

1. Idaho— Maps, Topographic. I. United States. Forest 
Service. II. Title. Il. Title: Pole Mtn. quadrangle, Idaho, 7.5 
minute series topographic map. OCLC 11571604 


85-21251 
I 19.81:46115-H 6-TF-024 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Idaho]. 46115-H6-TF-024, 
Buzzard Roost quadrangle, Idaho, 1963 / mapped by the U.S. 
Forest Service, edited, and published by the Geological Survey. 
Photorevised 1984. Scale 1:24,000 ; polyconic proj. (W 
115°45'00"—W_ = 115°37’30"/N  47900'00"—-N 46°52'30"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodlands compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2877 I NW - 
Series V893.” @Item 619-M-12 

1. Idaho— Maps, Topographic. I. United States. Forest 
Service. II. Title. III. Title: Buzzard Roost quadrangle, 
Idaho, 7.5 minute series topographic map. OCLC 11571604 


1. Washington (State)— Maps, Topographic. I. Title. II. 
Title: Eden Valley quadrangle, Washington, 7.5 minute series 
topographic map. OCLC 11420184 


85-21254 


I 19.81:46122-E 5-TF-024/prov. 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Washington]. 46122-E5-TF- 
024, Mayfield Lake quadrangle, Washington-Lewis Co. / pro- 
duced by the United States Geological Survey. Provisional ed. 
1984. Scale 1:24,000 ; Lambert conformal conic proj. (W 
122°37"30"—W_  122°30'00"/N 46°37'30"—N 46°30'00"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Produced from original manuscript drawings.” 
Compiled from aerial photographs taken 1978-1980, field 
checked 1981, map edited 1984. Includes quadrangle location 
map and index to adjoining quadrangles. @lItem 619-M-47 

1. Washington (State)— Maps, Topographic. I. Title. II. 
Title: Mayfield Lake quadrangle, Washington-Lewis Co., 7.5 
minute series topographic map. OCLC 11420184 


85-21255 


I 19.81:48095-E 6-TF-024 


Geological Survey (U.S.) 


7.5 minute series (topographic) : [Minnesota]. 48095-E6-TF- 
024, Wannaska SW quadrangle, Minnesota, 1968 / mapped, 
edited, and published by the Geological Survey ; state of Min- 
nesota, Department of Administration. Photorevised 1984. Scale 
1:24,000 ; polyconic proj. (W 95°45'00"—W 95°37'30"/N 
48°37'30"—-N 48°30'00"). — Reston, Va. : The Survey : For sale 
by the USGS, [19—}- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple compiled from aerial pho- 
tographs taken 1982.” Map edited and printed 1984. Includes 
quadrangle location map. “DMA 6881 II SW - Series V872.” 
@ltem 619-M-23 

1. Minnesota— Maps, Topographic. I. Minnesota. Dept. of 


Administration. II. Title. III. Title: Wannaska SW quadran- 
gle, Minnesota. OCLC 11427950 


85-21256 


85-21252 
I 19.81:46115-H 7-TF-024 
Geological Survey (U.S.) 
7.5 minute series (topographic) : [Idaho]. 46115-H7-TF-024, 
Little Goat Mountains quadrangle, Idaho, 1981 / mapped, 


I 19.81:48095-H 6-TF-024 
Geological Survey (U.S.) 


edited, and published by the Geological Survey. Photorevised 
1984. Scale 1:24,000 ; transverse Mercator proj. (W 
115°52'30"—W_ = 115°45'00"/N = 47900'00"—-N  46°52'30"). — 
Reston, Va. : The Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple and woodland compiled 
from aerial photographs taken 1982.” Map edited and printed 
1984. Includes quadrangle location map. “DMA 2877 IV 
NE-Series V893.” @Item 619-M-12 

1. Idaho— Maps, Topographic. I. Title. II. Title: Little 

Goat Mountains quadrangle, Idaho. OCLC 11571604 
85-21253 
I 19.81:46122-D 6-TF-024/prov. 
Geological Survey (U.S.) 

7.5 minute series (topographic) : [Washington]. 46122-D6-TF- 
024, Eden Valley quadrangle, Washington / produced by the 
United States Geological Survey. Provisional ed. 1984. Scale 
1:24,000 ; Lambert conformal conic proj. (W 122°45"00"—W 
122°37'30"/N 46°30"00"—N 46°22'30").— Reston, Va. : The 
Survey : For sale by the USGS, [19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Produced from original manuscript drawings.” 
Compiled from aerial photographs taken 1980, field checked 
1981, map edited 1984. Includes quadrangle location map and 
index to adjoining quadrangles. @ltem 619-M-47 
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7.5 minute series (topographic) : [Minnesota]. 48095-TF-024, 
Salol NW quadrangle, Minnesota, 1966 / mapped, edited, and 
published by the Geological Survey ; state of Minnesota, De- 
partment of Administration. Photorevised 1984. Scale 1:24,000 ; 
polyconic proj. (W 95°45'00"—W 95°37'30"/N 49°00'00"—N 
48°52'30"). — Reston, Va. : The Survey : For sale by the USGS, 
[19—]- 

maps : col. ; 69 x 56cm. Relief shown by contours and spot 
heights. “Revisions shown in purple compiled from aerial pho- 
tographs taken 1982.” Map edited and printed 1984. Includes 

uadrangle location map. “DMA 6881 I NW - Series V872.” 

Item 619-M-23 

1. Minnesota — 


Maps, Topographic. I. Minnesota. Dept. of 
Administration. II. Title. III. Title: Salol NW quadrangle, 
Minnesota. OCLC 11427950 


85-21257 


I 19.84:N 21/985 


Geological Survey (U.S.). National Center. 


Telephone directory / U.S. Department of the Interior, Geo- 
logical Survey, National Center. [Reston, Va.] : The Center, 
U.S. Geological Survey, National Center, Reston, Va., 22092 

v. : ill, maps ; 28 cm. Spring 1985. Description based on: 
winter 1983; title from cover. @lItem 620-B 

1. Geological Survey (U.S.). National Center — Directories — 
Telephone. I. Title. sc-83009447 OCLC 09832652 





85-21258 
I 19,.91:1-1360-I 
Geological Survey (U.S.) 

Chromium distribution in B-horizon soils, Iron River 1 x 2 
quadrangle, Michigan and Wisconsin / Department of the Inte- 
rior, U.S. Geological Survey ; by H.V. Alminas, J.D. Hoffman, 
and R.T. Hopkins. Scale 1:250,000 (W 90°—W 88°/N 47°—N 
46°). — Reston, VA : The Survey ; Arlington, VA : For sale by 
Branch of Distribution, USGS, 1984. 

1 map : col. ; on sheet 78 x 99 cm. folded in envelope 30 x 24 
cm. (Miscellaneous investigations series ; map I-1360-I) Relief 
shown by contours and spot heights. Series printed as Miscel- 
laneous investigation serics, on envelope. Includes 2 ancillary 
a 3 graphs, text, and bibliography. @Item 619-G-8 

Chromium ores— Michigan— Maps. 2. Chromium 
aus Wisconsin — Maps. 3. Soil mineralogy — Michigan — 
Maps. 4. Soil mineralogy — Wisconsin— Maps. I. Alminas, 
Henry V., 1938- II. Hoffman, J. D. (James D.) III. Hopkins, 
R. T. IV. Title. V. Series. OCLC 12040363 


85-21259 


I 19.91:1-1360-M 
Geological Survey (U.S.) 

Molybdenum distribution in B-horizon soils, Iron River 1 x 2 
quadrangle, Michigan and Wisconsin / Department of the Inte- 
rior, U.S. Geological Survey ; by R.T. Hopkins, H.V. Alminas, 
and J.D. Hoffman. Scale 1:250,000 (W 90°—W 88°/N 47°—N 
46°). — Reston, VA : The Survey ; Arlington, VA : For sale by 
Branch of Distribution, USGS, 1984. 

1 map : col. ; on sheet 76 x 89 cm. folded in envelope 30 x 24 
cm. (Miscellaneous investigations series ; map I-1360-M) Relief 
shown by contours and spot heights. Includes 2 ancillary 
maps, text and bibliography. @lItem 619-G-8 

1. Soils — Michigan— Molybdenum content — Maps. 2. 
Soils — Wisconsin — Molybdenum content — Maps. 3. Molyb- 


denum ores — Michigan — Maps. 4. Molybdenum ores — Wis- 
consin— Maps. I. Hopkins, R. T. II. Alminas, Henry V., 
1938- III. Hoffman, J. D. (James D.) IV. Title. V. Series. 
OCLC 11925577 


85-21260 


I 19.91:1-1360-N 
Geological Survey (U.S.) 

Interpretive geochemical map of the Iron River 1°x 2° quad- 
rangle, Michigan and Wisconsin / Department of the Interior, 
U.S. Geological Survey : by H.W. Alminas, J.D. Hoffman, and 
R.T. Hopkins. Scale 1:250,000 (W 90°—W 88°/N 47°—N 
46°). — Reston, Va. : The Survey ; Arlington, VA : For sale by 
Branch of Distribution, USGS, 1984. 

1 map : col. ; 44 x 62 cm. on sheets 77 x 106 cm. and 94 x 103 
cm., folded in envelope 30 x 24 cm. (Miscellaneous investiga- 
tions series ; map I-1360-N) Relief shown by contours and spot 
heights. Includes 28 ancillary maps (1:750,000), 4 graphs, 1 ill., 
text and bibliography. Series printed as Miscellaneous investi- 
gation series, on envelope. @lItem 619-G-8 

1. Geochemistry — Michigan— Maps. 2. Geochemistry — 
Wisconsin — Maps. I. Alminas, Henry V., 1938- II. Hoff- 
man, J. D. (James D.) III. Hopkins, R. T. IV. Title. V. 
Series. OCLC 12090957 


85-21261 


I 19.91:1-1456 
Geological Survey (U.S.) 

Geologic map and cross sections of the Mora River area, 
Sangre de Cristo Mountains, Mora County, New Mexico / 
Department of the Interior, United States Geological Survey ; 
by Elmer H. Baltz and J. Michael O’Neill. Scale 1:24,000 (W 
105°22'30"—W_  105°12’30"/  N 36°00'00"—N 35°52'30”). — 
Reston, VA : The Survey ; Alexandria, VA : For sale by 
Branch of Distribution, USGS, 1984. 


Government Publications — October 1985 


1 map and 4 cross sections on 2 sheets : col. ; sheets 73 x 112 
cm. and 87 x 77 cm. (Miscellaneous investigations series ; map I- 
1456) Includes text and bibliography. @lItem 619-G-8 

1. Geology—New Mexico— Mora County-- Maps. 2. 
Mora County (N.M.)— Maps. I. Baltz, Elmer Harold, 1927- 
II. O’Neill, J. Michael. III. Title. IV. Title: Mora River area, 
Sangre de Cristo Mountains, Mora County, New Mexico, geo- 
logic map and cross sections. V. Series. OCLC 11547584 


85-21262 


1 19,91:1-1491 


Geological Survey (U.S.) 


Atlas of Jovian satellites, 1:5,000,000 topographic series. Ji-2, 
shaded relief and surface markings of the Ruwa Patera Region 
of IO / Department of the Interior, United States Geological 
Survey ; prepared for the National Aeronautical and Space 
Administration. Scale 1:5,000,000 (1 mm = 5 km) at -34*latitude 
; mercator proj. — Reston, Va. : The Survey ; Alexandria, VA : 
For sale by Branch of Distribution, USGS, 1984. 

2 maps : 1 col. ; on sheets 78 x 103 cm. and 90 x 101 cm. 
folded in envelope 30 x 24 cm. (Miscellaneous investigations 
series ; map I-1491) Map on sheet 2 is “Air brush base for the 
Ruwa "Patera Region of IO.” Coordinates shown as W 90°—E 
270°/N 50°—S -50° Includes text, bibliography, and quadrangle 
location map. @Item 619-G-8 

1. Jupiter (Planet)— Photo maps. 2. Satellites — Jupiter — 
Photo maps. I. Title. II. Title: Shaded relief and suzface 
markings of the Ruwa Patera Region of IO. III. Series. 
OCLC 12084612 


85-21263 
Geological Survey (U.S.) 


I 19.91:1-1549 


Atlas of Jovian satellites, 1:5,000,000 topographic series. Ji-4, 
shaded relief and surface markings of the Lerna Region of IO / 
Department of the Interior, United States Geological Survey ; 
prepared for the National Aeronautical and Space Administra- 
tion. Scale 1:5,000,000 (1 mm = 5 km) at -90%latitude ; polar 
stereographic proj.— Reston, Va. : The Survey ; Alexandria, 
VA : For sale by Branch of Distribution, USGS, 1984. 

2 maps : 1 col. ; on sheets 78 x 67 cm. and 94 x 67 cm. folded 
in envelope 30 x 24 cm. (Miscellaneous investigations series ; 
map I-1549) Map on sheet 2 is “Airbrush base for the Lerna 
Region of IO.” Coordinates shown as W 90°—E 270°/N 0°—S 
180°. Includes text, bibliography, and quadrangle location map. 
@ltem 619-G-8 

1. Jupiter (Planet)— Photo maps. 2. Satellites — Jupiter — 
Photo maps. I. Title. II. Title: Shaded relief and surface 
markings of the Lerna Region of IO. III. Series. OCLC 
12085329 


85-21264 


I 19,.91:1-1646 


Geological Survey (U.S.) 


Atlas of Mars 1:5,000,000 topographic series. MC-6, shaded 
relief map of the Casius quadrangle of Mars / Department of 
the Interior, United States Geological Survey ; prepared for the 
National Aeronautics and Space Administration. Scale 
1:4,336,000 at 30°latitude ; Lambert conformal proj. — Reston, 
Va. : The Survey : Arlington, VA : For sale by the Distribution 
Branch, USGS, 1984. 

1 remote sensing image : col. ; on sheet 76 x 78 cm. folded in 
envelope 30 x 24 cm. (Miscellaneous investigations series ; map 
1-1646) Coordinates shown as W 300°—E 240°/N 65°—S 30°. 
Includes text, bibliography, and quadrangle location map. “M 
5M 48/270 RN.” @ltem 619-G-8 

1. Mars (Planet)— Photo maps. I. Title. II. Title: Shaded 
relief map of the Casius quadrangle of Mars. III. Series. 
OCLC 12086605 
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INDIAN AFFAIRS BUREAU 
Interior Dept. 
Washington, DC 20240 


85-21265 
I 20.12/2:R 22 
Orientation to real property management trust responsibility : 
Gliese excasad is scih cecueves satimmnaiens 7 smmeaat ty 
Bluewing Enterprises Limited for U.S. Bureau of Indian Affairs, 
Aberdeen Area Office and U.S. Bureau of Indian Affairs. — 
Washington, D.C. : The Bureau, [1984] 
1 v. (various pagings) : ill., 1 form ; 28 cm. “January, 1984.” 
@item 627-D 
1. Real property — United States — Management. I. Bluew- 
ing Enterprises Limited. II. United States. Bureau of Indian 
Affairs. Aberdeen Area Office. OCLC 12057458 


RECLAMATION BUREAU 
Interior Dept. 
Washington, DC 20240 


85-21266 
I 27.2:M 47 
Meeker Dome Unit, Colorado : preliminary findings report / 
Colorado River Water Quality Improvement Program. — 
[Washington, D.C.?] : U.S. Dept. of the Interior, Bureau of 
Reclamation, [1984] 

5, 28 leaves : ill, maps ; 28 cm. Distributed to depository 
libraries in microfiche. “February 1984.” Bibliography: leaf 
28. @lItem 660 (microfiche) 

1. Colorado River Water Quality Improvement Program. 
Meeker Dome Unit. 2. Water quality management — Colora- 
do. I. Colorado River Water Quality Improvement Program. 
Meeker Dome Unit. II. United States. Bureau of Reclamation. 
OCLC 12145915 


85-21267 
1 27.19/2:W 29/2/984 
Water measurement: manual / United States Department of the 
Interior, Bureau of Reclamation. — Rev. repr. 1984. — Denver, 
Colo. : The Bureau ; Washington, D.C. : For sale by the Supt. 
of Docs., U.S. G.P.O., 1985. 

xix, 327 p. : ill. ; 19 cm.— (A Water resources technical 
publication) “A manual pertaining primarily to measurement 
of water for irrigation projects.” Includes bibliographical ref- 
erences and index. @Item 660-B S/N 024-003-00158-9 @ 
GPO $13.00 

1. Stream measurements—- United States. 2. Irrigation — 
United States. I. United States. Bureau of Reclamation. II. 
Series. OCLC 12118207 


85-21268 
I 27.60:83-6 
Columbia Basin wildlife, irrigation development study / by Joseph 
H. Foster ... [et al.].— [Washington, D.C.?] : U.S. Dept. of the 
Interior, Bureau of Reclamation, 1985. 

xiv, 245 p. : ill, maps ; 28 cm. “Joint report between the 
Bureau of Reclamation, Pacific Northwest Region, Columbia 
Basin Project Office, Ephrata, Washington; U.S. Fish and Wild- 
life Service, Fort Collins, Colorado; and the Washington De- 
partment of Game, Ephrata, Washington.” “December 1984.” 
Includes bibliographies. “REC-ERC-83-6.” @lItem 664-F 
(microfiche) 

1. Wildlife habitat improvement — Washington (State). 2. Ir- 
rigation. I. Foster, Joseph H. II. United States. Bureau of 
Reclamation. Columbia Basin Project Office. III. U.S. Fish 
and Wildlife Service. IV. Washington (State). Dept. of Game. 
OCLC 11994192 
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85-21269 


I 27.60:84-11 


Smoak, W. Glenn. 


Implementation of polymer impregnation as a bridge deck 
sealant / by W. Glenn Smoak. — Denver, Colo. : Concrete and 
Structural Branch, Division of Research and Laboratory Serv- 
ices, Engineering and Research Center ; Springfield, Va. : 
Available from National Technical Information Service, 1985. 

vii, 71 p. : ill. ; 28 cm. Final report. Distributed to deposi- 
tory libraries in microfiche. “September 1984.” Bibliography: 
p. 51. Prepared for U.S. Department of Transportation, Feder- 
al Highway Administration, Offices of Research and Develop- 
ment. @lItem 664-F (microfiche) STRN: REC-ERC-84-11 

1. Bridges, Concrete. I. Engineering and Research Center 
(U.S.). Concrete and Structural Branch. II. Title. OCLC 
11963295 


85-21270 


I 27.60:84-19 


Boegli, W. J. 


Study of the potential for using liquid carbon dioxide for 
freshwater production at Aquatrain coal transport pipeline ter- 
minus sites / by W.J. Boegli.— Denver, Colo. : Applied Sci- 
ences Branch, Division of Research and Laboratory Services, 
Engineering and Research Center, U.S. Dept. of the Interior, 
Bureau of Reclamation ; Springfield, Va. : Available from the 
National Technical Information Service, Operations Division, 
1984. 

iii, 15 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “September 1984.” Includes bibliographical refer- 
ences. @Item 664-F (microfiche) STRN: REC-ERC-84-19 

1. Aquatrain (Firm) 2. Saline water conversion — Reverse 
osmosis process. 3. Saline water conversion — Freezing proc- 
ess. I. Engineering and Research Center (U.S.). Applied Sci- 
ences Branch. II. Title. OCLC 12089991 


85-21271 


I 27.72:84-7 


Burgi, P. H. 


Hydraulic model studies : Ridgway Dam outlet works / by 
Philip H. Burgi. — Denver, CO : Hydraulics Branch, Division of 
Research and Laboratory Services, Engineering and Research 
Center, Bureau of Reclamation, U.S. Dept. of the Interior, 
[1984] 

iv, 29 p. : ti 28 cm. “September 1984.” @Item 664-B-1 
STRN: GR-84- 

is Hydraulic, models. 2. Dams— Models. I. Engineering 
and Research Center (U.S.). Hydraulics Branch. II. Title. 
OCLC 11545646 


85-21272 


I 27.72:84-10 


Jacobs, M. L. 


A new method of measuring power system capacity / by 
M.L. Jacobs, H. Vu. — Denver, Colo. : Divison of Research 
and Laboratory Services, Engineering and Research Center, 
[1984] 

iii, 28 p. : ill. ; 28 cm. December 1984. “Power and Instru- 
mentation Branch”—Cover. @lItem 664-B-1 STRN: GR-84-10 

1. Impedance (Electricity) 2. Electric resistance. I. Vu, H. 
II. Engineering and Research Center (U.S.). Division of Re- 
search and Laboratory Services. III. Engineering and Re- 
search Center (U.S.). Power and Instrumentation Branch. IV. 
Title. OCLC 12004047 


85-21273 


I 27.72:84-16 


Acciardi, Raymond G. 


Hydraulic flume laboratory erosion-test equipment / by Ray- 
mond G. Acciardi. — Denver, Colo. : Geotechnical Branch, Di- 





vision of Research and Laboratory Services, Engineering and 
Research Center ; [Springfield, Va. : Available from the Nation- 
al Technical Information Service, Operations Division, 1984] 

iii, 84 p. : ill. ; 28 cm. “November 1984.” Bibliography: p. 
33. @lItem 664-B-1 STRN: GR-84-16 

1. Flumes. 2. Soil erosion— United States. 3. Erosion — 
United States. 4. Hydraulic engineering — United States — 
Equipment and supplies. I. Engineering and Research Center 
(U.S.). Geotechnical Branch. II. Title. OCLC 11721969 


85-21274 
I 27.72:85-1 
Medicine Bow WTS-4 wind turbine field tests / by B. Milano ... 
[et al.].— Denver, Colo. : Power and Instrumentation Branch, 
Division of Research and Laboratory Services, Engineering and 
Research Center ; Springfield, Va. : Available from the National 
Technical Information Service, [1985] 
iii, 35 p. : ill. ; 28 cm. “January 1985.” Bibliography: p. 7. 
@ltem 664-B-1 STRN: GR-85-1 
1. Air-turbines— Testing. 2. Wind power — Wyoming — 
Medicine Bow. I. Milano, B. II. Engineering and Research 
Center (U.S.). Power and Instrumentation Branch, OCLC 
12004490 


MINES BUREAU 
Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, 4800 Forbes Ave., Pittsburgh, Pa. 15213 


85-21275 
I 28.3:677 
Pankratz, L. B. 

Thermodynamic data for mineral technology / by L.B. Pank- 
ratz, J.M. Stuve, and N.A. Gokcen. —[Washington, D.C.] : 
U.S. Dept. of the Interior, Bureau of Mines : For sale by the 
Supt. of Docs., U.S. G.P.O., [19847] 

iv, 355 p. ; 29 cm.— (Bulletin ; 677) Includes bibliogra- 
phies. @lItem 636 S/N 024-004-02141-1 @ GPO $16.00 

1. Mineralogy — Thermal properties. 2. Phase rule and equi- 
librium. 3. Mineral industries. I. Stuve, J. M. II. Gokcen, N. 
A. III. United States. Bureau of Mines. IV. Title. V. Series: 
Bulletin (United States. Bureau of Mines) ; 677. QE364.P285 
1984 84-600195 549/.131 ¢2 19 OCLC 10924373 


85-21276 
I 28.3/c:B 542/985 
Carlin, James F. 

Bismuth. — [Washington, D.C.?] : U.S. Dept. of the Interior, 
Bureau of Mines, [1985] 

8 p. : 1 ill. ; 28 cm. At head of title: Bureau of Mines, 
preprint from Bulletin 671. “A chapter from Mineral facts and 
problems, 1985 edition.” Bibliography: p. 8. @lItem 636 

1. Bismuth. I. United States. Bureau of Mines. II. Title. 
III. Title: Mineral facts and problems. OCLC 12125531 


85-21277 
I 28.3/c:D 59 
Taylor, Harold A. (Harold Allen), 1936- 

Dimension stone : a chapter from Mineral facts and problems, 
1985 edition. — [Washington, D.C.?] : U.S. Dept. of the Interi- 
or, Bureau of Mines, [19857] 

8 p.: ill. ; 28cm. At head of title: Bureau of Mines preprint 
from Bulletin 675. @lItem 636 

1. Stone — United States. 2. Mines and mineral resources. 
I. United States. Bureau of Mines. II. Title. III. Title: Miner- 
al facts and problems. OCLC 12142730 
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85-21278 
I 28,3/e:F 333/985 
Potter, Michael J. 

Feldspar. — 1985 ed. — Washington, D.C. : U.S. Dept. of the 
Interior, Bureau of Mines, 1985. 

9 p. : ill. ; 28 cm. “A chapter from Mineral facts and prob- 
lems.” “Bureau of Mines preprint from bulletin 675.” Bibliog- 
raphy: p. 9. @Item 636 

1. Feldspar— United States. I. United States. Bureau of 
Mines. II. Title. OCLC 12145929 


85-21279 
I 28.3/c:L 469/985 
Woodbury, William D. 

Lead : a chapter from Mineral facts and problems, 1985 
edition. — [Washington, D.C.?] : U.S. Dept. of the Interior, 
Bureau of Mines, [19857] 

20 p. : ill. ; 28 cm. Cover title. At head of title: Bureau of 
Mines preprint from Bulletin 675. Bibliography: p. 20. @lItem 
636 

1. Lead. I. United States. Bureau of Mines. II. Title. III. 
Title: Mineral facts and problems. OCLC 12140847 


85-21280 
I 28.3/c:V 592/985 
Meisinger, Arthur C. 

Vermiculite : a chapter from Mineral facts and problems, 1985 
edition. — [Washington, D.C.?] : U.S. Dept. of the Interior, 
Bureau of Mines, [19857] 

6 p. : ill. ; 26 cm. Cover title. At head of title: Bureau of 
Mines preprint from Bulletin 675. Bibliography: p. 6. @Item 
636 

1. Vermiculite. I. United States. Bureau of Mines. II. Title. 
III. Title: Mineral facts and problems. OCLC 12140919 


85-21281 
1 28.16/2:C 76 
Timko, Robert J. 

Techniques for constructing concrete block stoppings / 
Robert J. Timko and Edward D. Thimons. — [Washington, 
D.C.?] : U.S. Dept. of the Interior, 1983. 

5, [24] p. : ill. ; 18 cm.— (A Bureau of Mines handbook) 
@ltem 637-B 

1. Concrete stoppings (Mining)— Design and construction. 
2. Concrete construction. 3. Mine ventilation. I. Thimons, 
Edward D. II. United States. Bureau of Mines. III. Title. 
IV. Series. TN304.T55 1983 83-600211 622/.42/028 ¢2 19 
OCLC 09732163 


85-21282 
I 28.23:8919 
Singleton, D. J. (Deborah J.) 

Wear and corrosion of 12 alloys during laboratory milling of 
phosphate rock in phosphoric acid waste water / by D.J. Sin- 
gleton and R. Blickensderfer. — Pittsburgh, Pa. : U.S. Dept. of 
the Interior, Bureau of Mines, 1985. 

16 p. : ill. ; 28 cm.— (Report of investigations ; 8919) 
Distributeed to depository libraries in microfiche. Bibliogra- 
phy: p. 14-15. @lItem 637-A (microfiche) 

1. Alloys — Testing. 2. Alloys — Corrosion. 
chinery — Materials. 4. Phosphate rock. 5. Phosphoric acid. 
I. Blickensderfer, Robert. II. United States. Bureau of Mines. 
III. Title. IV. Title: Wear and corrosion of twelve alloys 
during laboratory milling of phosphate rock in phosphoric acid 
waste water. V. Series: Report of investigations (United States. 
Bureau of Mines) ; 8919. TN23.U43 84-600250 [TA483] 
622s [661/.25 ¢2 19] OCLC 11090128 


3. Milling ma- 
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85-21283 
I 28.23:8929 
Lu, Paul H. 

Ground control study of a mechanized longwall coal oper- 
ation in West Virginia / by Paul H. Lu. — Pgh. [i.e. Pittsburgh], 
Pa. : U.S. Dept. of the Interior, Bureau of Mines, 1985. 

ii, 34 p. : ill. ; 28 cm.— (Report of investigations ; 8929) 
Distributed to depository libraries in microfiche. Bibliography: 
p. 27. @Item 637-A (microfiche) 

1. Coal mines and mining — West Virginia — Safety measures. 
2. Ground control (Mining) I. United States. Bureau of Mines. 
Il. Title. III. Series: Report of investigations (United States. 
Bureau of Mines) ; 8929. TN23.U43 no. 8929 84-600266 
[TN295] 622s [622/.8 ¢2 19] OCLC 11159893 


85-21284 
I 28.23:8931 
Holman, J. L. (James L.) 
Deposition of nickel-cobalt alloys by controlled-potential elec- 
trolysis / by J.L. Holman and L.A. Neumeier. — Pgh. [i.e. Pitts- 
burgh], Pa. : U.S. Dept. of the Interior, Bureau of Mines, 1985. 


17 p. : ill. ; 28 cm.— (Report of investigations ; 8931) 


Distributed to depository libraries in microfiche. Bibliography: 
p. 17. @lItem 637-A (microfiche) 

1. Cobalt-nickel alloys — Recycling. 2. Scrap metals — Re- 
cycling. 3. Electrolysis. I. Neumeier, L. A. II. United 
States. Bureau of Mines. III. Title. IV. Series: Report of in- 


vestigations (United States. Bureau of Mines) ; 8931. 
TN23.U43 no. 8931 84-600281 [TN798] 622s [669/.733 ¢2 
19] OCLC 11188359 


85-21285 
I 28.23:8933 
Kravits, S. J. (Stephen J.) 

Comparison of rotary and in-hole motor techniques for drill- 
ing horizontal boreholes in coal / by S.J. Kravits, A. Sainato, 
and G.L. Finfinger. — Pgh. [i.e. Pittsburgh], Pa. : U.S. Dept. of 
the Interior, Bureau of Mines, 1985. 

ii, 31 p. : ill. ; 28 cm.— (Report of investigations ; 8933) 
Distributed to depository libraries in microfiche. Bibliography: 
p. 19. @ltem 637-A (microfiche) 

1. Coalbed methane drainage — Pennsylvania. 2. Boring. 3. 
Mine ventilation. I. Sainato, Albert. II. Finfinger, Gerald L. 
III. United States. Bureau of Mines. IV. Title. V. Series: 
Report of investigations (United States. Bureau of Mines) ; 8933. 
TN23.U43 no. 8933 84-023099 [TN305] 622 s [622/.42 ¢2 
19] OCLC 11398589 


85-21286 
I 28.23:8934 
Jeffers, T. H. (Thomas H.) 

Minimizing lead contamination in copper produced by solvent 
extraction-electrowinning / by T.H. Jeffers and R.D. Groves. — 
Pgh. [i.e. Pittsburgh], Pa. : U.S. Dept. of the Interior, Bureau of 
Mines, 1985. 

11 p. : il. ; 28 cm.— (Report of investigations ; 8934) 
Distributed to depository libraries in microfiche. Includes bib- 
liographical references. @ltem 637-A (microfiche) 

1. Copper — Electrometallurgy. 2. Copper — Lead content. 
3. Electrolyte solutions. 4. Anodes—Corrosion. I. Groves, 
R. D. (Rees D.) II. Title. III. Series: Report of investigations 
(United States. Bureau of Mines) ; 8934. TN23.U43 no. 8934 
84-023014 [TN780] 622 s [669/.3 ¢2 19] OCLC 11372011 


85-21287 


I 28.23:8935 
Cecala, Andrew B. 


Adding steam to control dust in mineral processing / by 
Andrew B. Cecala, Jon C. Volkwein, and Edward D. Thi- 
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mons. — Pgh. [Pittsburgh], Pa. : U.S. Dept. of the Interior, 
Bureau of Mines, 1985. 

9 p. : ill. ; 28 cm.— (Report of investigations ; 8935) Dis- 
tributed to depository libraries in microfiche. Includes biblio- 
graphical references. @lItem 637-A (microfiche) 

1. Ore-dressing plants— Dust control. 2. Steam. I. Volk- 
wein, J. C. (Jon C.) Il. Thimons, Edward D. III. United 
States. Bureau of Mines. IV. Title. V. Series: Report of in- 
vestigations (United States. Bureau of Mines) ; 8935. 
TN23.U43 no. 8935 84-600326 [TH7697.07] 622 s [622/.8 
¢2 19] OCLC 11343867 


85-21288 


I 28.23:8951 


Gebhardt, J. E. (James E.), 1955- 


Electrochemical conditioning of a mineral particle bed elec- 
trode for flotation / by J.E. Gebhardt, N.F. Dewsnap, and P.E. 
Richardson. — Pgh. [i.e. Pittsburgh], Pa. : U.S. Dept. of the 
Interior, Bureau of Mines, 1985. 

iv, 10 p. : ill. ; 28 cm.— (Report of investigations ; 8951) 
Distributed to depository libraries in microfiche. Bibliography: 
p. 10. @lItem 637-A (microfiche) 

1. Flotation. 2. Electrodes. 3. Electrochemistry. 4. Sul- 
phides. 5. Chalcocite. 6. Pyrites. I. Dewsnap, N. F. (Noel 
F.) II. Richardson, Paul E. III. United States. Bureau of 
Mines. IV. Title. V. Series: Report of investigations (United 
States. Bureau of Mines) ; 8951. TN23.U43 no. 8951 84- 
600388 [TN523] 622 s [622/.752 ¢2 19] OCLC 11549518 


85-21289 


I 28.27:8932 


Riley, W. D. (William D.) 


Spectral characteristics of grinding sparks used for identifica- 
tion of scrap metals / by W.D. Riley, B.W. ing, Jr., and 
D.M. Soboroff. — Pgh. [Pittsburg], Pa. : U.S. Dept. of the Inte- 
rior, Bureau of Mines, 1985. 

13 p. : ill. ; 28 cm.— (Report of investigations ; 8932) 
Distributed to depository libraries in microfiche. Bibliography: 
p. 13. @Item 637-A (microfiche) 

1. Scrap metals — Identification. 2. Spark tests. I. Dunning, 
B. W. II. Soboroff, D. M. (David M.) III. United States. 
Bureau of Mines. IV. Title. V. Series: Report of investiga- 
tions (United States. Bureau of Mines) ; 8932. TN23.U43 no. 
8932 84-600301 [TS214] 622 s [669.1/028 ¢2 19] OCLC 
11260691 


85-21290 


I 28.27:8992 


Stears, J. H. (Juel H.) 


Use of steel sets in underground coal / by J.H. Stears, M.O. 
Serbousek, and K.E. Hay. — Pittsburgh, Pa. : U.S. Dept. of the 
Interior, Bureau of Mines, 1984. 

16 p. : iil. ; 28 cm. — (Information circular ; 8992) Distribut- 
ed to depository libraries in microfiche. Bibliography: p. 15. 
@ltem 637-A (microfiche) 

1. Mine timbering. 2. Ground control (Mining) I. Serbou- 
sek, M. O. (Maynard O.) II. Hay, K. E. (Kenneth E.) III. 
United States. Bureau of Mines. IV. Title. V. Series: Infor- 
mation circular (United States. Bureau of Mines) ; 8992. 
TN295.U4 no. 8992 84-600202 [TN289] 622s [622/.334 ¢2 
19] OCLC 10949137 


85-21291 


I 28.27:8998 


Dressel, W. M. (Waldemar M.) 


Inverted pyramid-shaped plugs for closing abandoned mine 
shafts : Galena, KS, demonstration project / by W.M. Dressel 
and John S. Volosin. — Pittsburgh, Penna. : U.S. Dept. of the 
Interior, Bureau of Mines, 1985. 





14 p. : ill. ; 28 cm. — (Information circular ; 8998) Distribut- 
ed to depository libraries in microfiche. Bibliography: p. 14. 
@ltem 637-A (microfiche) 

1. Mine filling. I. Volosin, John S. II. United States. 
Bureau of Mines. III. Title. IV. Series: Information circular 
(United States. Bureau of Mines) ; 8998. TN295.U4 no. 8998 
84-600227 [TN292] 622s [622 ¢2 19] OCLC 11043767 


85-21292 


I 28.27:9009 
Swan, Stephen A. 

Rollover protective structures (ROPS) inspection and mainte- 
nance guide / by Stephen A. Swan, Dennis C. Jones, and 
Kazimir Niziol. — Pgh. [Pittsburgh], Pa. : U.S. Dept. of the 
Interior, Bureau of Mines, 1985. 

15 p. ; ill. : 28 cm. — (Information circular ; 9009) Distribut- 
ed to depository libraries in microfiche. @lItem 637-A (micro- 
fiche) 

1. Mining machinery — Safety measures. I. Jones, Dennis C. 
Il. Niziol, Kazimir. III. Title. IV. Series: Information circular 
(United States. Bureau of Mines) ; 9004. TN295.U4 84-600304 
[TN345] 622s [622/.8 ¢2 19] OCLC 11315817 


85-21293 


I 28.27:9011 
Yasnowsky, Phillip N. 

A summary of current and historical federal income tax treat- 
ment of mineral exploration and development expenditures / by 
Phillip N. Yasnowsky. — Pgh. [Pittsburgh], Pa. : U.S. Dept. of 
the Interior, Bureau of Mines, 1985. 

13 p. ; 28 cm.— (Bureau of Mines information circular ; 
9011) Bibliography: p. 11-12. @lItem 637-A (microfiche) 

1. Mines and mineral resources — Taxation — Law and legis- 
lation — United States. I. United States. Bureau of Mines. II. 
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85-21296 


I 28.27:9015 


Hillman, C. Thomas. 


Mining ocean manganese nodules : description and economic 
analysis of a potential venture / by C. Thomas Hillman and 
Burton B. Gosling. — Pgh. [Pittsburgh], Pa. : U.S. Dept. of the 
Interior, Bureau of Mines, 1985. 

19 p. : ill, maps ; 28 cm.— (Information circular ; 9015) 
Distributed to depository libraries in microfiche. Bibliography: 
p. 15-16. @lItem 637-A (microfiche) 

1. Manganese nodules. 2. Manganese mines and mining, Sub- 
marine. I. Gosling, Burton B. II. United States. Bureau of 
Mines. III. Title. IV. Series: Information circular (United 
States. Bureau of Mines) ; 9015. TN295.U4 no. 9015 84 


600337 [TN490.M3] 622 s [3382/74 ¢2 19} OCLC 
11398840 


85-21297 


I 28.27:9025 


Anstett, T. F. (Terrance F.) 


Tungsten availability—-market economy countries : a minerals 
availability program appraisal / by T.F. Anstett, D.I. Bleiwas, 
and R.J. Hurdelbrink. — Washington, D.C. : U.S. Dept. of the 
Interior, Bureau of Mines : For sale by the Supt. of Docs. U.S. 
G.P.O., 1985. 

vi, 51 p. : ill., maps ; 28 cm. — (Information circular ; 9025) 
Distributed to depository libraries in microfiche. Includes bib- 
liographical references. @Item 637-A (microfiche) 

1. Tungsten industry. I. Bleiwas, Donald I. II. Hurdel- 
brink, Ronald J. III. United States. Bureau of Mines. IV. 
Title. V. Series: Information circular (United States. Bureau of 
Mines) ; 9025. TN295.U4 no. 9025 84-600367 [HD9539.T8] 
622s [338.2/74649 ¢2 19] OCLC 11536279 


Title. III. Series: Information circular (United States. Bureau 85-21298 


of Mines) ; 9011. TN295.U4 84-600327 [KF6495.M5] 622s 
[343.7305/2] [622s] [347.30352 ¢2 19] OCLC 11371014 


I 28.27:9026 
Peterson, Gary R., 1948- 
Primary lead and zinc availability—market economy countries 
: a minerals availability program appraisal / by G.R. Peterson, 
K.E. Porter, and A.A. Soja.— Washington, D.C. : United 


85-21294 


I 28.27:9013 
Bickel, David L. 


Overcoring equipment and techniques used in rock stress de- 
termination (an update of IC 8618) / by David L. Bickel. — 
Pgh. [i.e. Pittsburgh], Pa. : U.S. Dept. of the Interior, Bureau of 
Mines, 1985. 

ii, 27 p. : ill. ; 28 cm.— (Information circular ; 9013) Dis- 
tributed to depository libraries in microfiche. Bibliography: p. 
21. @ltem 637-A (microfiche) 

1. Rocks — Testing — Equipment and supplies. 2. Rock me- 
chanics. I. United States. Bureau of Mines. II. Title. III. 
Series: Information circular (United States. Bureau of Mines) ; 
9013. TN295.U4 no. 9013 84-600280 [TA706.5] 622 s 
[624.1/5132 ¢2 19} OCLC 11188358 


85-21295 


I 28.27:9014 
Dalzell, Robert S. 

Remedial and strata replacement techniques on longwall faces 
: a State-of-the-art report / by Robert S. Dalzell and Ernest A. 
Curth. — Pgh. [Pittsburgh], Pa. : U.S. Dept. of the Interior, 
Bureau of Mines, 1985. 

29 p. : ill. ; 28 cm. — (Information circular ; 9014) Distribut- 
ed to depository libraries in microfiche. Includes bibliograph- 
ical references. @lItem 637-A (microfiche) 

1. Ground control (Mining) 2. Coal mines and mining — 
Safety measures. I. Curth, Ernest A. II. Title. III. Series: 
Information circular (United States. Bureau of Mines); 9014. 
TN295.U4 84-600294 [TN288] 622 s [622/.334 ¢2 19] 
OCLC 11260690 


States Dept. of the Interior, Bureau of Mines : For sale by the 
Supt. of Docs., U.S. G.P.O., 1985. 

vi, 44 p. : ill. ; 28 cm. — (Information circular ; 9026) Dis- 
tributed to depository libraries in microfiche. Includes biblio- 
graphical references. @lItem 637-A (microfiche) S/N 024- 
004-02144-6 @ GPO $2.00 

1. Lead industry and trade. 2. Zinc industry and trade. 3. 
Lead mines and mining. 4. Zinc mines and mining. I. Porter, 
K. E. (Kenneth E.) II. Soja, A. A. (Audrey A.) III. United 
States. Bureau of Mines. IV. Title. V. Series: Information 
circular (United States. Bureau of Mines) ; 9026. TN295.U4 
84-600357 [HD9539.L4] 622 s [338.2/744 ¢2 19] OCLC 
11519060 


85-21299 


I 28.27:9027 


Control of acid mine drainage : proceedings of a technology 


transfer seminar / by staff, Bureau of Mines. — Pgh. [i.e. Pitts- 
burgh], Pa. : U.S. Dept. of the Interior, Bureau of Mines, 1985. 


61 p.; ill. ; 28 cm. — (Information circular ; 9027) Distribut- 
ed to depository libraries in microfiche. Includes bibliogra- 
phies. @lItem 637-A (microfiche) 

1. Acid mine drainage — Congresses. 2. Coal mines and 
mining — Waste disposal — Congresses. 3. Water — Purifica- 
tion — Congresses. I. United States. Bureau of Mines. II. 
Series: Information circular (United States. Bureau of Mines) ; 
9027. TN295.U4 85-600071 [TD899.M5] 622 s [628.1/ 
6832 ¢2 19] OCLC 11916439 
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85-21300 
I 28.27:90004 
The Bureau of Mines noise-control research program : a 10-year 
review / by William W. Aljoe ... [et al.].— Pgh. [Pittsburgh], 
Pa. : U.S. Dept. of the Interior, Bureau of Mines, 1985. 
iii, 85 p. : ill. ; 28 cm.— (Information circular ; 9004) Dis- 
tributed to depository libraries in microfiche. Bibliography: p. 
83-85. @ltem 637-A (microfiche) 
1. Mineral industries — Noise control. I. Aljoe, William W. 
II. United States. Bureau of Mines. III. Series: Information 
circular (United States. Bureau of Mines) ; 9004. TN295.U4 
84-600226 [TD893.6.M5] 622 s [622/.8 ¢2 19] OCLC 
11043766 


85-21301 
I 28.37:983/v.3 
Minerals yearbook / prepared by the staff of the Bureau of Mines. 

Washington : The Bureau : Supt. of Docs., U.S. G.P.O., [distrib- 
utor, Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 

v. : ill. ; 24 cm. 

Annual 

$26.00 

Began with 1932/33. Previously classed: I 19.8: and C 22.8: 
1983. Contents: v. 3. Area reports, international. Description 
based on: 1977, v. 2. GeoRef ISSN 0197-7482 Indexed by: 
Chemical abstracts ISSN 0009-2258 Issued in parts. Chapters 
that will later be included in the bound vols. are issued as 
preprints in advance of publication as they are completed. 
@ltem 639 S/N 024-004-02143-8 ISSN 0076-8952 : CODEN: 
MYEAAG Has supplement: Statistical appendix to Minerals 
yearbook Continues in part: Mineral resources of the United 
States 

1. Mineral industries — United States — Periodicals. 2. Mines 
and mineral resources — United States — Periodicals. I. United 
States. Bureau of Mines. TN23.U612 33-026551 //r565 
338.2/0973 OCLC 01847412 


85-21302 
I 28.37/a 2:In 2/3/983 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Indonesia. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, 
v. ; 24 cm. 
Annual 1983. Description based on: 1977. @lItem 639 
1. Mineral industries — Indonesia — Statistics — Periodicals. 
I. United States. Bureau of Mines. OCLC 07852012 


85-21303 
I 28.37/a 2:M 69 0/983 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Missouri. [Pittsburgh, Pa.?] : U.S. Dept. of 
the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1983. Description based on: 1977. @lItem 639 
1. Mineral industries — Missouri — Statistics — Periodicals. 
I. United States. Bureau of Mines. OCLC 07842974 
85-21304 
I 28.37/a 2:N 81 c/983 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of North Carolina. [Pittsburgh, Pa.?] : U.S. 
Dept. of the Interior, Bureau of Mines, 
v. ; 24cm. 
Annual 1983. Description based on: 1977. @lItem 639 
1. Mineral industries — North Carolina — Statistics — Periodi- 
cals. I. United States. Bureau of Mines. OCLC 07844961 
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85-21305 
I 28.37/a 2:Oh 3/983 
Preprint from the ... Bureau of Mines Minerals yearbook. The 
mineral industry of Ohio. [Pittsburgh, Pa.?] : U.S. Dept. of the 
Interior, Bureau of Mines, 
v. : ill. ; 24 cm. 
Annual 1983. Description based on: 1976. @Item 639 
1. Mineral industries — Ohio — Statistics — Periodicals. I. 
United States. Bureau of Mines. OCLC 07844936 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20240 


85-21306 
I 29.2:Ad 6/3/draft 
United States. National Park Service. 

Administrative policies. — Washington, D.C. : U.S. Dept. of 
the Interior, National Park Service, [1974] 

180 p. ; 28cm. At head of title: draft. “Preliminary.” Dis- 
tributed to depository libraries in microfiche. “September 
1974.” Includes index. @lItem 648 (microfiche) 

1. United States. National Park Service I. Title. OCLC 
12057403 


85-21307 
I 29.2:An 5/draft 
Draft general management plan/environmental assessment, land 
protection plan, Aniakchak Wild River management plan, wil- 
derness suitability review : Aniakchak National Monument and 
Preserve, Alaska. — Anchorage, Alaska : U.S. Dept. of the 
Interior, National Park Service, Alaska Regional Office, 1985. 
viii, 165 p. : ill., col. maps ; 28 cm. “March 1985”—Cover. 
Bibliography: p. 162-164. @Item 648 
1. National parks and reserves — Alaska. 2. Aniakchak Na- 
tional Monument and Preserve (Alaska) I. United States. Na- 
tional Park Service. Alaska Regional Office. II. Title: Aniak- 
chak National Monument and Preserve, Alaska. OCLC 
12183873 


85-21308 
I 29.2:B 45/draft 
Bering Land Bridge National Preserve, Alaska : draft general 
management plan/environmental assessment, land protection 
plan, wilderness suitability review. — Anchorage, Alaska : U.S. 
Dept. of Interior, National Park Service, Alaska Regional 
Office, 1985. 
ix, 196 p. : ill., col. maps ; 28 cm. “March 1985”—Cover. 
Bibliography: p. 192-195. @Item 648 
1. National parks and reserves— Alaska. 2. Bering Land 
Bridge National Preserve (Alaska) I. United States. National 
Park Service. Alaska Regional Office. OCLC 12183866 


85-21309 
I 29.2:D 41/3 
Denali National Park and Preserve, Alaska : draft, general man- 
agement plan/environmental assessment land protection plan, 
wilderness suitability review. — Anchorage, Alaska : U.S. 
Dept. of the Interior, National Park Service, Alaska Regional 
Office, 1985. 
v, 187 p. : ill, col. maps ; 28 cm. “March 1985”—Cover. 
Bibliography: p. 183-186. @lItem 648 
1. Wilderness areas — Alaska — Denali National Park and 
Preserve. 2. Denali National Park and Preserve (Alaska) I. 
United States. National Park Service. Alaska Regional Office. 
OCLC 12140741 





85-21310 
I 29.2:F 77 u 
Statement for management : Fort Union Trading Post National 
Historic Site. —[Washington, D.C.? : National Park Service], 
1985. 
23 p. : ill, maps ; 28 cm. Cover title. 
@liem 648 
1. Historic sites—New Mexico—Fort Union National 
Monument. 2. Fort Union National Monument (N.M.) I. 
United States. National Park Service. II. Title: Fort Union 
Trading Post National Historic Site. OCLC 12146056 


85-21311 


“January 1985.” 


I 29.2:G 22/2/draft 
Draft general management plan— environmental assessment, land 
protection plan, wilderness suitability review : Gates of the 
Arctic National Park and Preserve, Alaska. — Anchorage, 
Alaska : U.S. Dept. of the Interior, National Park Service, 
Alaska Regional Office, [1985] 

xiii, 270 p. : ill., col. maps ; 28 cm. Cover title. 1 map on 
folded leaf in pocket. “March 1985.” Bibliography: p. 263- 
269. @Item 648 

1. Wilderness areas — Alaska — Gates of the Arctic National 
Park and Preserve. 2. Gates of the Arctic National Park and 
Preserve (Alaska) I. United States. National Park Service 
Alaska Regional Office. II. Title: Gates of the Arctic National 
Park and Preserve (Alaska) OCLC 12087686 


85-21312 
I 29.2:K 15/2 
Draft general management plan— environmental assessment, land 
protection plan, wilderness suitability review, Katmai National 
Park and Preserve, Alaska. — Anchorage, AK : U.S. Dept. of 
the Interior, National Park Service, 1985. 
vii, 158 p. : ill., col. maps ; 28 cm. “March 1985”—Cover. 
Bibliography: p. 156-157. @Item 648 
1. Katmai National Park and Preserve (Alaska) I. United 
States. National Park Service. Alaska Regional Office. OCLC 
12086441 


85-21313 
I 29.2:Sh 2 
Mackintosh, Barry. 

The national parks : shaping the system / produced by the 
Division of Publications, National Park Service. — Washington, 
D.C. : U.S. Dept. of The Interior, 1985. 

112 p. : ill, maps ; 21 cm. Includes index. @lItem 648 

1. United States. National Park Service 2. National parks 
and reserves — United States — History. I. United States. Na- 
tional Park Service. Division of Publications. II. Title. 
SB482.A4M24 1984 84-600068 353.008/632/09 ¢2 19 OCLC 
10697146 


85-21314 
1 29.2:W 92 
Wrangell-St. Elias National Park/Preserve, Alaska : draft general 
management plan/environmental assessment, land protection 
plan, wilderness suitability review. — Anchorage, Alaska : U.S. 
Dept. of the Interior, National Park Service, 1985. 
xiii, 203 p. : ill., maps (some col.) ; 28 cm. 4 maps on folded 
sheets in pocket. Bibliography: p. 199-202. @Item 648 
1. Wrangell-Saint Elias National Park and Preserve (Alaska) 
I. United States. National Park Service. OCLC 12119227 
85-21315 
I 29.2:¥ 9 
Yukon-Charley Rivers National Preserve, Alaska : general man- 
agement plan, land protection plan, Charley Wild River man- 
agement plan, wilderness suitability review. — [Anchorage, 
Alaska : U.S. National Park Service, 1985] 
vi, 147 p. : ill., col. maps ; 28 cm. “March 1985”—Cover. 
Bibliography: p. 143-145. @Item 648 


Government Publications — October 1985 


1. Yukon-Charley Rivers National Preserve (Alaska) 2. Na- 
tional parks and reserves — Alaska — Yukon-Charley Rivers 
National Preserve. I. United States. National Park Service. 
OCLC 12119421 


85-21316 
I 29.6/6:F 75 
Ford’s Theatre and the house where Lincoln died, Washington, 
DC. —[Washington, D.C.?] : National Park Service, U.S. 
Dept. of the Interior, 1983. 
1 folded sheet (8 p.) : ill. ; 24x 11cm. @lItem 651 
1. Ford’s Theatre National Historic Site (Washington, D.C.) 
I. United States. National Park Se. vice. OCLC 12150810 


85-21317 
I 29.6/6:M 22 
McLoughlin House. — [Washington, D.C.?] : U.S. Dept. of the 
Interior, National Park Service, [19857] 
1 folded sheet (6 p.): ill.; 24x 11cm. @ltem 651 
1. McLoughlin House National Historic Site (Or.) I. United 
States. National Park Service. OCLC 12054889 


85-21318 
I 29.9/5:127 
Fort Sumter : anvil of war : Fort Sumter National Monument, 
South Carolina / produced by Division of Publications, Nation- 
al Park Service, U.S. Department of the Interior. — Washing- 
ton, D.C. : The Division, 1984. 

63 p. : ill. (some col.), ports (some col.); 2 maps ; 21 cm. 
Bibliography: p. 63. @Item 649 S/N 024-005-00919-1 @ 
GPO _ ISBN 0-9126-2724-; $3.00 

1. Fort Sumter National Monument (S.C.) 2. Charleston 
(S.C.) — History — Civil War, 1861-1865. 3. Charleston 
(S.C.) — Fortifications, military installations, etc. I. United 
States. National Park Service. Division of Publications. 
F279.C48F684 1984 84-600248 975.7/915 ¢2 19 OCLC 
11113463 


85-21319 
I 29.21:W 27/4 
The Washington Monument, Washington DC. — [Washington, 
D.C.?] : National Park Service, U.S. Dept. of the Interior, 1985. 


1 folded sheet (8) p. : ill. ; 24x 11cm. @Item 650 
1. Washington Monument (Washington, D.C.) I. United 
States. National Park Service. OCLC 12150736 


85-21320 
I 29.39:L 14/5 
Off-road vehicle use and safety at Lake Meredith Recreation 
Area. — [Washington, D.C.?] : U.S. Dept. of the Interior, Na- 
tional Park Service, [19857] 
1 folded sheet (8 p.);22x9cm. @Item 654 
1. All terrain vehicles — Safety regulations — Texas. 2. Lake 
Meredith Recreation Area (Tex.) I. United States. National 
Park Service. OCLC 12099869 


85-21321 
I 29,84:1/2 
Mack, Robert C. 

The cleaning and waterproof coating of masonry buildings / 
Robert C. Mack. — Washington, D.C. : U.S. National Park 
Service, Preservation Assistance Division, Technical Preserva- 
tion Services : For sale by the Supt. of Docs., U.S. G.P.O., 
[1975] 

4 p.: ill. ; 27 cm.— (Preservation briefs ; 1) Caption title. 
“November 1975”—P. [4] @ltem 646-3 S/N 024-005-00877-2 
@ GPO $1.00 
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1. Masonry — Cleaning. 2. Buildings — Cleaning. 3. Water- 
proofing. I. United States. National Park Service. Technical 
Preservation Services Division. II. Title. Til. Series. OCLC 
12071285 


85-21322 
I 29.84:2/2 
Mack, Robert C. 
Repointing mortar joints in historic brick buildings / Robert 
C. Mack, de Teel Patterson Tiller, James S. Askins. — Washing- 
ton, D.C. : U.S. Dept. of the Interior, National Park Service, 
Preservation Assistance Division, Technical Preservation Serv- 
ices : For sale by the Supt. of Docs., U.S. G.P.O., [1980] 
7 p. : ill. ; 28 cm.— (Preservation briefs ; 2) Caption title. 
“September 1980”—P. 7. Bibliography: p. 7. @Item 646-J 
S/N 024-005-00878-1 @ GPO $1.00 
1. Bricklaying. 2. Grouting. I. Tiller, De Teel Patterson. 
II. Askins, James. III. United States. National Park Service. 
Technical Preservation Services Division. IV. Title. V. 
Series. OCLC 12071334 


85-21323 
I 29.84:3 
Smith, Baird M. 

Conserving energy in historic buildings / Baird M. Smith. — 
Washington, D.C. : U.S. Dept. of the Interior, National Park 
Service, Preservation Assistance Division, Technical Preserva- 
tion Services : For sale by the Supt. of Docs., U.S. G.P.O., 
[19847] 

8 p. : ill. ; 27 cm.— (Preservation briefs ; 3) Caption title. 
“April 1978”—P. 8. Bibliography: p. 8. @lItem 646-J S/N 
024-005-00879-9 @ GPO $1.00 

1. Energy conservation. 2. Historic buildings — Conserva- 
tion and restoration. I. United States. National Park Service. 
Technical Preservation Services Division. II. Title. II. 
Series. OCLC 12071589 


85-21324 
I 29.84:4 
Sweetser, Sarah Maria 

Roofing for historic buildings / Sarah M. Sweetser. — Wash- 
ington, D.C. : U.S. Dept. of the Interior, National Park Service, 
Preservation Assistance Division, Technical Preservation Serv- 
ices : For sale by the Supt. of Docs., U.S. G.P.O, [19847] 

8 p. : ill. ; 27 cm.— (Preservation briefs ; 4) Caption title. 
“February 1978”—P. 8. Bibliography: p. 8. @Item 646-3 S/ 
N 024-005-00880-2 @ GPO $1.00 

1. Roofing. 2. Roofs — Maintenance and repair. 3. Historic 
buildings — Conservation and restoration. I. United States. Na- 
tional Park Service. Technical Preservation Services Division. 
II. Title. OCLC 12071632 

85-21325 
I 29.84:5 
Preservation of historic adobe buildings. — Washington, D.C. : 
U.S. Dept. of the Interior, National Park Service, Preservation 
Assistance Division, Technical Preservation Services : For sale 
by the Supt. of Docs., U.S. G.P.O., [19847] 

8 p. : ill. ; 27 cm. — (Preservation briefs ; 5) Caption title. 
“August 1978”—P. 8. Bibliography: p. 8. @item 646-3 S/N 
024-005-00881-1 @ GPO $1.00 

1. Building, Adobe. 2. Adobe houses. 3. Historic build- 
ings — Conservation and restoration. I. United States. National 
Park Service. Technical Preservation Services Division. II. 
Series. OCLC 12071711 


85-21326 


I 29.84:6 
Grimmer, Anne E. 


Dangers of abrasive cleaning to historic buildings / Anne E. 
Grimmer. — Washington, D.C. : U.S. Dept. of the Interior, Na- 
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tional Park Service, Preservation Assistance Division, Technical 
Preservation Services : For sale by the Supt. of Docs., U.S. 
G.P.O., [19847] 

8 p. : ill. ; 28 cm.— (Preservation briefs ; 6) Caption title. 
“June 1979”"—P. 8. Bibliography: p. 8. @Item 646-J S/N 
024-005-00882-9 @ GPO $1.00 

1. Historic buildings — Conservation and restoration. 2. 
Abrasives. I. United States. National Park Service. Technical 
Preservation Services Division. II. Title. III. Series. OCLC 
12071729 


85-21327 


I 29.84:7 


Tiller, De Teel Patterson. 


The preservation of historic glazed architectural terra-cotta / 
de Teel Patterson Tiller.— Washington, D.C. : U.S. Dept. of 
the Interior, Preservation Assistance Division, Technical Preser- 
vation Services : For sale by the Supt. of Docs., U.S. G.P.O., 
[19847] 

8 p. : ill. ; 28 cm.— (Preservation briefs ; 7) Caption title. 
“June 1979"—P. 8. Includes bibliographical references. 
@ltem 646-3 S/N 024-005-00883-7 @ GPO $1.00 

1. Terra-cotta. 2. Historic buildings — Conservation and res- 
toration. I. United States. National Park Service. Technical 
Preservation Services Division. II. Title. III. Series. OCLC 
12071885 


85-21328 


I 29.84:10/2 


Weeks, Kay D. 


Exterior paint problems on historic woodwork / Kay D. 
Weeks and David W. Look. — Washington, D. C. : U.S. Dept. 
of the Interior, Preservation Assistance Division, Technical 
Preservation Services : For sale by the Supt. of Docs., U.S. 
G.P.O., [19847] 

11, [1] p. : ill. ; 28 cm. — (Preservation briefs ; 10) Caption 
title. “September 1982”—P. [12] Bibliography: p. [12] 
@ltem 646-3 S/N 024-005-00885-3 @ GPO $1.00 

1. Paint. 2. Woodwork. 3. Historic buildings — United 
States — Conservation and restoration. I. Look, David W. II. 
United States. National Park Service. Technical Preservation 
Services Division. III. Title. IV. Series. OCLC 12071768 


85-21329 


I 29.84:11/2 


Jandl, H. Ward. 


Rehabilitating historic storefronts / H. Ward Jandl. — Wash- 
ington, D.C. : U.S. Dept. of the Interior, National Park Service, 
Preservation Assistance Division, Technical Preservation Serv- 
ices : For sale by the Supt. of Docs., U.S. G.P.O., [198$?] 

11 p. : ill. ; 28 cm. — (Preservation briefs ; 11) Caption title. 
“September 1982”—P. 11. Bibliography: p. 11. @lItem 646-J 
S/N 024-005-00886-1 @ GPO $1.00 

1. Commercial buildings —- United States. 2. Architecture — 
United States— Conservation and restoration. I. United 
States. National Park Service. Technical Preservation Services 
Division. II. Title. III. Series. OCLC 12071801 


85-21330 


I 29.88/6:K 69 


Klondike Gold Rush National Historical Park. — Seattle, Wash. : 


U.S. Dept. of the Interior, National Park Service, 1985. 
1 sheet ; 36 x 13 cm. folded to 18 x 13 cm. @lItem 651 
1. National parks and reserves — Washington (State) 2. Na- 
tional parks and reserves— Alaska. 3. Klondike Gold Rush 
National Historical Park (Alaska and Seattle, Wash.) I. United 
States. National Park Service. OCLC 12173605 





FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 


85-21331 
1 49.2:P 43 
Fleming, W. James. 

Organochlorine pesticides and PCB’s : a continuing problem 
for the 1980s / W. James Fleming and Donald R. Clark, Jr., 
Charles J. Henny. — [Washington, D.C.? : U.S. Fish and Wild- 
life Service], 1985- 

p. 186-199 ; 22 cm. Caption title. Reprinted from Transac- 
tions of the 48th N. American Wildlife & Natural Resources 
Conf. 1983. Bibliography: p. 196-199. @Item 612 

1. Organochlorine compounds. 2. Pesticides — Environmen- 
tal aspects — United States. I. Clark, Donald R. II. Henny, 
Charles J. III. U.S. Fish and Wildlife Service. IV. Title. V. 
Title: Organochlorine pesticides and P.C.B.’s. OCLC 12111577 


85-21332 
I 49.42/4:83-4237 
Schoenberg, Michael 

Water levels and water-level changes in the Prairie du Chien- 
Jordan and Mount Simon-Hinckley aquifers, Twin Cities metro- 
politan area, Minnesota, 1971-80 / by M.E. Schoenberg ; pre- 
pared in cooperation with the Metropolitan Council of the Twin 
Cities and Minnesota Department of Natural Resources. — St. 
Paul, Minn. : U.S. Dept. of the Interior, Geological Survey, 
1984. 

iv, 23 p. : ill, maps ; 28 cm.— (U.S. Geological Survey 
water-resources investigations report ; 83-4237) Two maps on 
folded leaves in pocket. Bibliography: p. 23. @Item 624-B 

1. Water table — Minnesota. 2. Water, Underground — Min- 
nesota. I. Metropolitan Council of the Twin Cities Area. II. 
Minnesota. Dept. of Natural Resources. III. Geological Survey 
(U.S.) IV. Title. V. Series. OCLC 11005386 


85-21333 
1 49.44/2:L 3% 
Laurel Hill Wildlife Drive. — [Washington, D.C.?] : [Dept. of the 
Interior, U.S. Fish and Wildlife Service], [1985] 
1 folded sheet (10 p.) : ill. ; 22 x9cm. “January 1985”—P. 
[6]. “RF-41620-9"—P. [6]. @lItem 612-C 
1. Wildlife refuges — Georgia. 2. Wildlife refuges — South 
Carolina. 3. Savannah National Wildlife Refuge (Ga. and S.C.) 
I. U.S. Fish and Wildlife Service. OCLC 12057413 


85-21334 
I 49.66:155 
Bury, R. Bruce. 

Ecology and management of the bullfrog / by R. Bruce Bury, 
Jill A. Whelan. — Washington, D.C. : U.S. Dept. of the Interi- 
or, Fish and Wildlife Service, 1985. 

ii, 23, [1] p. : 5 ill. ; 26 cm.— (Resource publication ; 155) 
Distributed to depository libraries in microfiche. Bibliography: 
p. 18-23. @ltem 613-B (microfiche) 

1. Bullfrog. 2. Bullfrog— Ecology. 3. Wildlife manage- 
ment. 4. Amphibians — Ecology. I. Whelan, Jill A. II. U.S. 
Fish and Wildlife Service. III. Title. IV. Series: Resource 
publication (U.S. Fish and Wildlife Service) ; 155. $914.A3 no. 
155 84-600302 [QL668.E27] 597.8/9 ¢2 19 OCLC 
11315811 


85-21335 
I 49.85:983 
Convention on international trade in endangered species of wild 
fauna and flora. Washington, D.C. : Federal Wildlife Permit 
Office, U.S. Fish and Wildlife Service, U.S. Fish and Wildlife 
Service, Washington, D.C., 20402 
v. : ill. ; 22 x 28 cm. 


Gevernment Publications — October 1985 


Annual 1983. Description based on: 1979. Vol. for 1977 
includes annual report for 1976 and biennial report for 1975/77. 
@ltem 624-J ISSN 0193-6999 

1. Rare animals — Statistics — Periodicals. 2. Rare plants — 
Statistics — Periodicals. 3. Wild animal trade — United 
States — Statistics — Periodicals. 4. Foreign trade regulation — 
United States — Statistics — Pericdicals. I. United States. 
Wildlife Permit Office. QL81.5.U54a 79-643422 //r83 
380.1/7.43 OCLC 05038798 


85-21336 
1 49.86:L 46 
Leadville National Fish Hatchery. — [Washington, D.C.7] : U.S. 
Fish and Wildlife Service, Dept. of the Interior, 1983. 
1 folded sheet (8 p.) : ill, 1 map ; 23 cm. “Reprinted Sep- 
tember, 1983.” “RF 6365230-1.” @Item 610-C 
1. Leadville National Fish Hatchery. 2. Fish hatcheries — 
Colorado. I. U.S. Fish and Wildlife Service. OCLC 
12159325 


85-21337 
I 49.89:82/15 


1 49.89:82/15/map 1-16 
National Coastal Ecosystems Team (U.S.) 

Texas Barrier Islands Region ecological characterization atlas 
: socioeconomic and natural features / by Clarissa T. Kimber, 
Kenneth L. White, Fred S. Hendricks ; co-sponsored by the 
Minerals Management Service ; performed sor National Coastal 
Ecosystems Team, Division of Biological Services, Research 
and Development, Fish and Wildlife Service, U.S. Department 
of the Interior. Scale 1:100,000 ; universal transverse Mercator 
proj. (W 99°00’— E 94°00'/N 30°00’— S 25°30’). — Washington, 
DC : Fish and Wildlife Service, 1983 [i.e. 1984] 

16 maps : on sheets 72 x 119 cm. 1 v. (73 p., maps, 28 cm.) 
Maps issued 1983; 1 v. “Narrative” issued “February 1984”. 
Distributed to depository libraries in microfiche. Contents: 
Allyns Bight — Anahuac — Angleton — Baffin Bay — Beeville 
—Brownsville — Corpus Christi — El Campo — Freeport — 
Galveston — Goliad —Harlingen — Houston — Port Lavaca 
— Port Mansfield — San Antonio Bay. Text and bibliography 
in separate vol. “FWS/OBS-82/15.” “MMS _ 84-0005.” 
@ltem 611-R-1 (microfiche) 

1. Coastal ecology — Texas — Gulf Region — Maps. 2. Con- 
servation of natural resources—Texas— Maps. 3. Gulf 
Region (Tex.) I. Kimber, Clarissa T. (Clarissa Theresa), 1929- 
II. White, Kenneth L. III. Hendricks, Fred S. IV. United 
States. Minerals Management Service. Gulf of Meixco OCS 
Region. V. Title. OCLC 12129023 


85-21338 
I 49,89:82/16 


I 49.89:82/16/map 1-16 
National Coastal Ecosystems Team (U.S.) 

Texas Barrier Islands Region ecological characterization atlas 
: biological resources / compiled by James B. Johnston ; co- 
sponsored by the Minerals Management Service ; performed for 
National Coastal Ecosystems Team, Division of Biological Serv- 
ices, Research and Development, Fish and Wildlife Service, 
U.S. Department of the Interior. Scale 1:100,000 ; universal 
transverse Mercator proj. (W 99°00’— E 94°00’/N 30°00’— S 
25°30’). — Washington, DC : Fish and Wildlife Service, 1983 
[ie. 1984] 

16 maps : on sheets 72 x 119 cm. 1 v. (17 p., 1 ill, 28 cm.) 
Maps issued 1983; 1 v. “Narrative” issued “February 1984”. 
Distributed to depository libraries in microfiche. Contents: 
Allyns Bight — Anahuac — Angleton — Baffin Bay — Beeville 
—Brownsville — Corpus Christi — El Campo — Freeport — 
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Galveston — Goliad —Harlingen — Houston — Port Lavaca 
— Port Mansfield — San Antonio Bay. Text and bibliography 


in separate vol. “FWS/OBS-82/16." “MMS 84-0005.” 
@ltem 611-R-1 (microfiche) 

1. Coastal ecology —Texas—Gulf Region— Maps. 2. 
Wildlife conservation — Texas — Maps. 3. Gulf Region (Tex.) 
I. Johnston, James B. II. United States. Minerals Management 
Service. Gulf of Mexico OCS Region. Ill. Title. OCLC 
12128434 


85-21339 
I 49.89:82/17 


I 49.89:82/17/map 1-16 
National Coastal Ecosystems Team (U.S.) 

Texas Barrier Islands Region ecological characterization atlas 
: mineral resources and selected oil and gas intrastructures / by 
Clarissa T. Kimber, Kenneth L. White, Fred S. Hendricks ; co- 
sponsored by the Minerals Management Service ; performed for 
National Coastal Ecosystems Team, Division of Biological Serv- 
ices, Research and Development, Fish and Wildlife Service, 
U.S. Department of the Interior. Scale 1:100,000 ; universal 
transverse Mercator proj. (W 99°00'— E 94°00'/N 30°00’'— S 
25°30’). — Washington, DC : Fish and Wildlife Service, 1983 
[ie. 1984] 

16 maps : on sheets 72 x 119 cm. 1 v. (85 p., maps, 28 cm.) 
Maps issued 1983; 1 v. “Narrative” issued “February 1984”. 
Distributed to depository libraries in microfiche. Contents: 
Allyns Bight — Anahuac — Angleton — Baffin Bay — Beeville 
—Brownsville — Corpus Christi — El Campo — Freeport — 
Galveston — Goliad —Harlingen — Houston — Port Lavaca 
— Port Mansfield — San Antonio Bay. Text and bibliography 
in separate vol. “FWS/OBS-82/17.”. “MMS _ 84-0005.” 
@ltem 611-R-1 (microfiche) 

1. Coastal ecology — Texas — Gulf Region — Maps. 2. Min- 
eral resources in submerged lands—Texas— Maps. 3. Gulf 
Region (Tex.) I. Kimber, Clarissa T. (Clarissa Theresa), 1929- 
II. White, Kenneth L. III. Hendricks, Fred S. IV. United 
States. Minerals Management Service. Gulf of Meixco OCS 
Region. V. Title. OCLC 12156844 


85-21340 
I 49.89:83/25 
Hobbie, John E. 

The ecology of tundra ponds of the Arctic coastal plain : a 
community profile / by John E. hobbie. — Washington, D.C. : 
National Coastal Ecosystems Team, Division of Biological Serv- 
ices, Research and Development, Fish and Wildlife Service, 
U.S. Dept. of the Interior, 1984. 

x, 52 p. : ill, maps ; 28 cm. Distributed to depository librar- 
ies in microfiche. “June 1984.” Bibliography: p. 45-48. 
@ltem 611-R-1 (microfiche) STRN: FWS/OBS-83/25 

1. Coastal ecology— Arctic regions. 2. Aquatic inverte- 
brates — Arctic regions. I. National Coastal Ecosystems Team 
(U.S.) IL. Title. OCLC 12099856 


85-21341 
I 49.89:84/02 
Thayer, Gordon W. 

The ecology of eelgrass meadows of the Atlantic Coast : a 
community profile / by Gordon W. Thayer, W. Judson Ken- 
worthy and Mark S. Fonseca. — Washington, DC : National 
Coastal Ecosystems Team, Division of Biological Services, Re- 
search and Development, Fish and Wildlife Service, U.S. Dept. 
of the Interior, [1984] 

xiv, 147 p. : ill. ; 28cm. Distributed to depository libraries in 
microfiche. “July 1984.” Bibliography: p. 120-141. @lItem 
611-R-1 (microfiche) STRN: FWS/OBS-84/02 

1. Seagrasses — Atlantic Coast (United States and Canada) 
2. Coastal ecology — Atlantic Coast (United States and Canada) 
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I. Kenworthy, W. Judson. II. Fonseca, Mark S. III. National 
Coastal Ecosystems Team (U.S.) IV. Title. OCLC 12095471 


85-21342 


I 49.89:84/05 


Tait, Howard David, 1924- 


Guidelines for screening National Pollutant Discharge Elimi- 
nation System permits / by Howard D. Tait ; prepared for 
National Coastal Ecosystems Team, Division of Biological Serv- 
ices, Research and Development, Fish and Wildlife Service, 
U.S. Department of the Interior. — Washington, DC : The 
Team, [1984] 

1 v. (loose-leaf) : ill. ; 28 cm. Cover title: National Pollution 
Discharge Elimination System, guidelines for reviewing permits. 
At head of title: Section 402 handbook. “University of South- 
ern Mississippi.” Distributed to depository libraries in micro- 
fiche. “September 1984.” Bibliography: p. 7-1 - 7-32. In- 
cludes index. Contract No.: 14-16-0009-82-916. @lItem 611-R- 
1 (microfiche) STRN: FWS/OBS-84/05 

1. Water — Pollution — Law and legislation — United States. 
I. National Coastal Ecosystems Team (U.S.) II. University of 
Southern Mississippi. III. Title. IV. Title: National Pollution 
Discharge Elimination System, guidelines for reviewing permits. 
V. Title: Section 402 handbook. OCLC 12087694 


85-21343 


I 49.89:84/10 


Endangered and threatened species on U.S. Air Force installations 


/ performed for National Coastal Ecosystems Team, Division of 
Biological Services, Research and Development, Fish and Wild- 
life Service, U.S. Department of the Interior. — Washington, 
DC : The Team, 1984- 

1 v. (loose-leaf) : 1 map ; 28 cm. Distributed to depository 
libraries in microfiche. “August 1984.” “FWS/OBS-84/10.” 
@ltem 611-R-1 (microfiche) 

1. United States. Air Force 2. Endangered species — United 
States. I. National Coastal Ecosystems Team (U.S.) OCLC 
11844263 


85-21344 


Engbring, John. 


T 49.89:84/20 


Distribution and abundance of the forest birds of Guam : 
results of a 1981 survey / by John Engbring and Fred L. 
Ramsey ; performed for National Coastal Ecosystems Team, 
Division of Biological Services, Research and Development, 
Fish and Wildlife Service, U.S. Department of the Interior. — 
Washington, DC : The Team, 1984. 

x, 54 p. : ill, maps ; 28 cm. “Conducted in cooperation with 
Guam Aquatic and Wildlife Resources Division.” Distributed 
to depository libraries in microfiche. “September 1984.” Bib- 
liography: p. 52-54. @Item 611-R-1 (microfiche) STRN: 
FWS/OBS-84/20 

1. Forest birds Guam. I. Ramsey, Fred L. II. National 
Coastal Ecosystems Team (U.S.) III. Guam. Division of 
Aquatic and Wildlife Resources. IV. Title. OCLC 12087662 


85-21345 


I 49.97:82/10.3 A 


McConnell, William J. (William Johnston), 1922- 


Habitat suitability index models : a low effort system for 
planned coolwater and coldwater reservoirs / by William J. 
McConnell, Eric P. Bergersen, Kathryn L. Williamson ; per- 
formed for Western Energy and Land Use Team, Division of 
Biological Services, Research and Development, Fish and Wild- 
life Service, U.S. Department of the Interior.— Rev. ed. — 
Washington, DC : The Team, 1985. 

vii, 62 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “November 1984.” Bibliography: p. 37-39. 
@ltem 612-H (microfiche) STRN: FWS/OBS-82/10.3 A 





1. Reservoirs — United States. I. Bergersen, Eric P. II. 
Williamson, Kathryn L. III. Western Energy and Land Use 
Team. IV. Title. OCLC 12086491 


85-21346 
I 49,97:82/10.66 
Allen, Arthur W. 

Habitat suitability index models : eastern cottontail / by 
Arthur W. Allen. — Washington, DC : Western Energy and 
Land Use Team, Division of Biological Services, Research and 
Development, Fish and Wildlife Service, U.S. Dept. of the 
Interior, 1985. 

1 v. (loose-leaf) : ill. ; 28 cm. Distributed to depository 
libraries in microfiche. “July 1984.” Bibliography: p. 21-23. 
@ltem 612-H (microfiche) STRN: FWS/OBS-82/10.66 

1. Habitat partitioning (Biology) — Mathematical models. 2. 
Cottontails. I. Western Energy and Land Use Team. II. 
Title. III. Title: Eastern cottontail. OCLC 12057448 


85-21347 
I 49,97:82/10.67 
Habitat suitability index models and instream flow suitability 
curves : warmouth / by Thomas E. McMahon .... [et al.].— 
Washington, DC : Western Energy and Land Use Team, Divi- 
sion of Biological Services, Research and Development, Fish 
and Wildlife Service, U.S. Dept. of the Interior, 1985. 

1 v. (loose-leaf) : ill. ; 28 cm. Distributed to depository 
libraries in microfiche. “September 1984.” Bibliography: p. 
18-21. @Item 612-H (microfiche) STRN: FWS/OBS-82/10.67 

1. Habitat partitioning (Biology) — Mathematical models. 2. 
Warmouth. I. McMahon, Thomas E. II. Western Energy and 
Land Use Team. III. Title: Warmouth. OCLC 12057442 


85-21348 
T 49,97:82/10.69 
Short, Henry L. 

Habitat suitability index models : western grebe / by Henry 
L. Short. — Washington, DC : Western Energy and Land Use 
Team, Division of Biological Services, Research and Develop- 
ment, Fish and Wildlife Service, U.S. Dept. of the Interior, 
1984. 

vi, 20 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “September 1984.” Bibliography: p. 19-20. 
@ltem 612-H (microfiche) STRN: FWS/OBS-82-/10.69 

1. Habitat partitioning (Biology) — Mathematical models. 2. 
Birds — United States— Habitat. 3. Grebes. I. Western 
Energy and Land Use Team. II. Title. OCLC 12089910 


85-21349 
I 49,97:82/10.80 

Habitat suitability index models and instream flow suitability 
curves : paddlefish / by Wayne A. Hubert ... [et al.] ; performed 
for Western Energy and Land Use Team, Division of Biological 
Services, Research and Development, Fish and Wildlife Service, 
U.S. Department of the Interior.— Washington, DC : The 
Service, 1984. 

vi, 32 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “September 1984.” Bibliography: p. 27-32. 
@ltem 612-H (microfiche) STRN: FWS/OBS-82/10.80 

1. Habitat partitioning (Biology)— Models. 2. Fish popula- 
tions. I. Hubert, Wayne A. II. Western Energy and Land 
Use Team. OCLC 11982856 


85-21350 
I 49,97:82/10.82 
Schroeder, Richard L. 

Habitat suitability index models : canvasback (breeding habi- 
tat) / by Richard L. Schroeder. — Washington, DC : Western 
Energy and Land Use Team, Division of Biological Services, 
Research and Development, Fish and Wildlife Service, U.S. 
Department of the Interior, [1984] 
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vi, 16 p. : ill. ; 28 cm. Distributed to depository libraries in 
microfiche. “September 1984.” Bibiiography: p. 15-16. 
@ltem 612-H (microfiche) STRN: FWS/OBS-82/10.82 

1. Canvasback. 2. Ducks — Habitat. 3. Habitat partitioning 
(Biology) — Mathematical models. I. Western Energy and 
Land Use Team. II. Title. III. Title: Canvasback (breeding 
habitat) OCLC 12148010 


LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 


85-21351 
I 53.2:Al 7 
Alturas Resource Area : resource management plan, record of 
decision. — (Susanville, Calif.] : U.S. Dept. of the Interior, 
Bureau of Land Management, Susanville District, [19857] 
i, 54, 10 p.: maps; 28cm. Cover title. @lItem 631 
1. United States. Bureau of Land Management. Alturas Re- 
source Area. 2. Land use — California — Planning. 3. Conser- 
vation of natural resources — California. 4. California — Public 
lands. I. United States. Bureau of Land Management. Alturas 
Resource Area. II. Title. OCLC 11394494 


85-21352 
I 53.2:B 38 
Wilderness management plan for the Bear Trap Canyon unit of 
the Lee Metcalf Wilderness, Montana / Department of the 
Interior, Bureau of Land Management. — [Washington, D.C.7] : 
The Bureau, 1984. 
iii, 60 p. : ill., maps ; 28cm. “Final”—Cover. Bibliography: 
p. 48. “BLM-MT-ES-85-003-4332”—P. [2] of cover. @Item 
631 
1. Wilderness areas — Environmental aspects — Montana — 
Lee Metcalf Wilderness. 2. Nature conservation — Montana — 
Lee Metcalf Wilderness. 3. Lee Metcalf Wilderness (Mont.) 
I. United States. Bureau of Land Management. OCLC 
11817021 


85-21353 
1 53.2:C 27 
Cassia resource management plan / prepared by Bureau of Land 
Management, Burley District Office. — [Burley], Idaho : The 
Office, 1985. 
iv, 103 p. : ill, maps (some col.) ; 28 cm. “January 24, 
1985.” Six folded maps in pocket. @lItem 631 
1. Land use—Idaho. 2. Range management — Idaho. 3. 
Conservation of natural resources—Idaho. 4. Idaho — Public 
lands. I. United States. Bureau of Land Management. Burley 
District Office. OCLC 11984628 


85-21354 
I 53.2:C 33 

Planning analysis for the central Oklahoma proposed land disposal 
Blaine, Caddo, Canadian, Cleveland, Grady, Lincoln, McClain, 
Oklahoma, and Pottawatomie counties, Oklahoma / prepared by 
United States Department of the Interior, Bureau of Land Man- 
agement, Oklahoma Resource Area Headquarters. — Oklahoma 
City, Okla. : The Bureau, 1985. 

1 v. (various pagings) : maps ; 28 cm. Bibliography: p. R-1. 
“NM-047-85-06.”  “BLM-NM-PT-85-006-4212”—Cover. 
@ltem 631 

1. Nature conservation — Oklahoma. 2. Oklahoma — Public 
lands. I. United States. Bureau of Land Management. Oklaho- 
ma Resource Area Headquarters. OCLC 12183891 
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85-21355 
1 53.2:C 63/3 
A Review of the unsuitability criteria in federal coal leasing / 
prepared by Bureau of Land Management, U.S. Department of 
the Interior in cooperation with representatives of Office of 
Surface Mining Reclamation and Enforcement and U.S. Forest 
Service, Department of Agriculture and Fish and Wildlife Serv- 
ice, U.S. Department of the Interior. — Washington, D.C. : The 
Bureau, 1985. 
1 v. (various pagings) ; 28 cm. “March 1985.” Bibliogra- 
phy: P. [1}-2 (ast grouping). @ltem 631 
. Coal mines and mining — Law and legislation — United 
lear 2. Environmental law— United States. 3. Strip 
mining —Law and legislation— United States. I. United 
States. Bureau of Land Management. II. United States. Office 
of Surface Mining, Reclamation, and Enforcement. III. United 
States. Forest Service. IV. U.S. Fish and Wildlife Service. 
OCLC 11982738 


85-21356 
I 53.2:R 33 
Reynolds Creek cooperative watershed study. — [Boise?], Idaho : 
U.S. Dept. of the Interior, Bureau of Land Management, 1984- 


v. : ill, maps ; 28 cm. Cover title. Distributed to deposito- 
ry libraries in microfiche. Bibliography: p. 31-44. Contents: 
[v. 1.] Summary report. @lItem 631 (microfiche) 

1. Watershed management — Idaho. 2. Water resources de- 
velopment — Idaho. I. United States. Bureau of Land Manage- 
ment. OCLC 11984638 


85-21357 


I 53.2:St 3/Final 
Recreation area management final plan for the Steens Mountain 
Recreation Lands, Oregon / U.S. Department of the Interior, 


48 p. : maps (some col.) ; 28 cm. Cover title: Steens Moun- 
tain Recreation Area management plan: final. Bibliography: p. 
48. @ltem 631 

1. Land use—Oregon. 2. Recreation areas—Oregon. 3. 
Oregon — Public lands. I. United States. Bureau of Land Man- 
agement. Burns District. II. Title: Steens Mountain Recreation 
Area management plan. OCLC 11980350 


85-21358 
I 53.2:St 3/Summ. 

Steens Mountain Recreation Area management plan : summary. 
— Burns, Or. : U.S. Dept. of the Interior, Bureau of Land 
Management, Burns District, 1985. 

[4] p.: 1 map; 28cm. Cover title. @ltem 631 

1. Land use—Oregon. 2. Wilderness areas— Oregon. 3. 
Oregon — Public lands. I. United States. Bureau of Land Man- 
agement. Burns District. OCLC 11980132 


85-21359 
1 53.2:W 15 
Walker Resource Area wilderness technical report. — Carson 
City, Nev. : Bureau of Land Management, Carson City District, 
[1984] 

1 v. (various pagings) : maps ; 28 cm. Cover title: Walker 
Wilderness technical report. Distributed to depository libraries 
in microfiche. “September, 1984.” Bibliography: p. R-1. 
@ltem 631 (microfiche) 

1. Land use— Nevada. 2. Wilderness areas — Nevada. 3. 
Nevada — Public lands. I. United States. Bureau of Land Man- 
agement. Walker Resource Area. II. Title: Walker Wilderness 
technical report. OCLC 12146017 
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85-21360 
1 53.19/3:R 24/final 
Final Red Hills management plan and environmental assessment. 
—[Folsom, Calif.] : Bureau of Land Management, Bakersfield 
District, [19857] 
148, [11] p. ; 28 cm. Cover title. “EA# CA-018-85-10.” 
@ltem 629-C 
1. Land use — California. 2. Conservation of natural re- 
sources — California. 3. California— Public lands. I. United 
States. Bureau of Land Management. Bakersfield District. 
OCLC 12067654 


85-21361 
1 53.22:17 
Athearn, Frederic J. 
Land of contrast : a history of southeast Colorado / Frederic 
J. Athearn. — Denver, Colo. : Bureau of Land Management, 
1985. 
xiv, 261 p. : ill. ; 28 cm. — (Cultural resources series ; no. 17) 
Bibliography: p. 187-260. @ltem 629-E 
1. Colorado — History. I. United States. Bureau of Land 
Management. II. Title. III. Series: Cultural resources series 
(United States. Bureau of Land Management. Colorado State 
Office) ; no. 17. OCLC 11947047 


85-21362 
1 53.22/2:16 
Fike, Richard E. 

A nineteenth century Ute burial from northeast Utah / by 
Richard E. Fike, H. Blaine Phillips II. — Salt Lake City, Utah : 
Utah State Office, Bureau of Land Management, 1984. 

v, 131 p. : ill. (some col.), re 28 cm. — (Cultural resource 
series ; no. 16) Spine title: A 19th century Ute burial from 
northeast Utah. “Symposium: sixteenth annual meeting, Socie- 
ty for Historical Archaeology, Denver, Colorado, January 
1983.” Bibliography: p. 123-131. @lItem 629-E 

1. Ute Indians — Religion and mythology — Congresses. 2. 
Indians of North America— Mortuary customs. 3. Utah — 
Antiquities — Congresses. I. Phillips, H. Blaine. II. United 
States. Bureau of Land Management. Utah State Office. III. 
Society for Historical Archaeology. Meeting (16th : 1983 : 
Denver, Colo.) IV. Title. V. Title: A 19th century Ute burial 
from northeast Utah. VI. Series: Cultural resource series 
(United States. Bureau of Land Management. Utah State Office) 
;no. 16. OCLC 11608956 


85-21363 
I 53.23/2:Ea 7/update 
Rangeland program summary : East and West Socorro Rangeland 
Management Program : annual update. —[Socorro, N.M.?] : 
U.S. Dept. of the Interior, Bureau of Land Management, Las 
Cruces District Office, Socorro Resource Area, 1984. 
[16] p.; 28cm. Cover title. @lItem 629-E-2 
1. Range management— New Mexico. 2. Grazing — New 
Mexico. I. United States. Bureau of Land Management. So- 
corro Resource Area. OCLC 12140705 


85-21364 
I 53.23/2:L 33/update 
Rangeland program summary : Las Cruces/Lordsburg Resource 
Area : annual update. — Las Cruces, N.M. : U.S. Dept. of the 
Interior, Bureau of Land Management, Las Cruces District 
Office, 1984. 
6, 8 p. ; 28 cm. Cover title. “February 1985.” “BLM- 
NM-PT-85-008-4322.” @lItem 629-E-2 
1. Range management—New Mexico. 2. Grazing dis- 
tricts New Mexico. I. United States. Bureau of Land Man- 
agement. Las Cruces District Office. II. Title: Las Cruces/ 
Lordsburg Resource Area. OCLC 12031878 





85-21365 
1 53.23/2:W 58 
White Sands Resource Area rangeland program summary : annual 
update. —Las Cruces, N.M. : U.S. Dept. of the Interior, 
Bureau of Land Management, Las Cruces District Office, 1984. 


3, 6p. : ill. ; 28cm. Cover title. “February 1985.” “BLM- 
NM-PT-009-4322.”  @ltem 629-E-2 
1. United States. Bureau of Land Management. White Sands 
Resource Area. 2. Range management—New Mexico. I. 
United States. Bureau of Land Management. Las Cruces Dis- 
trict Office. OCLC 12031925 


MINERALS MANAGEMENT SERVICE 
Interior Dept. 
Washington, D.C. 20240 


85-21366 
1 72.2:N 82 
Roberts, Richard W. 

Scenarios for petroleum development of the Norton Basin 
Planning Area - northeastern Bering Sea / by Richard W. 
Roberts. — Anchorage, Alaska : U.S. Dept. of the Interior, Min- 
erals Management Service, Alaska Outer Continental Shelf 
Region, 1985. 

vi, 29 p. : 1 map ; 28 cm.— (OCS report) Bibliography: p. 
27-29. “MMS 85-0013.” @lItem 671-C 

1. Petroleum in submerged lands — Alaska. 2. Bering Sea. 
I. United States. Minerals Management Service. Alaska OCS 
Region. II. Series. OCLC 12094322 


85-21367 
1 72.2:Ou 8/draft/986-91 
5-year outer continental shelf oil and gas leasing program for mid- 
1986 through mid-1991. —[Washinton, D.C.?] : U.S. Dept. of 
the Interior, Minerals Management Service, 1985. 

97 p. : ill, forms, maps ; 28 cm. At head of title: Draft 
proposed program. “March 1985.” @lItem 671-C 

1. Continental shelf — United States. 2. Oil and gas leases — 
United States. I. United States. Minerals Management Service. 
II. Title: Five-year outer continental shelf oil and gas leasing 
program for mid-1986 through mid-1991. OCLC 12119232 

85-21368 
1 72.9:B 45/985 
Deis, Jeffrey L. 

Bering Sea summary report, September 1984 : outer continen- 
tal shelf oil and gas activities in the Bering Sea and their 
onshore impacts / by Jeffrey Deis ; prepared for the Outer 
Continental Shelf Oil and Gas Information Program, contract 
no. 14-12-0001-30042, U.S. Department of the Interior/Minerals 
Management Service. — Reston, Va. : The Program, [1984] 

x, 75 p. : ill, maps ; 29 cm.— (OCS information report) 
“Rogers, Golden & Halpern.” 3 maps on folded leaves in 
pocket. Bibliography: p. 51-53. “MMS 84-0076.” @lItem 
671-A 

1. Offshore oil industry — Environmental aspects — Alaska — 
Bering Sea. I. Outer Continental Shelf Oil and Gas Informa- 
tion Program (U.S.) II. Rogers, Golden & Halpern. III. Title. 
IV. Title: Outer continental shelf oil and gas activities in the 
Bering Sea and their onshore impacts. V. Series. OCLC 
12094532 


85-21369 
1 72.9:P 11/983-84/ind. 
Molajo, Denise. 

Pacific Index : April 1983-October 1984 / by Denise Molajo ; 
prepared for the Outer Continental Shelf Oil and Gas Informa- 
tion Program, contract no. 14-12-0001-20042, U.S. Department 
of the Interior/Minerals Management Service. — Reston, Va. : 
Rogers, Golden, & Halpern, Inc., [19847] 
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vi, 84 p. : ill, maps ; 28 cm.— (OCS information report) 
“MMS 85-0004.” @lItem 671-A 

1. Oil and gas leases — Pacific Coast (North America) 2. 
Continental shelf — Pacific Coast (North America) I. Outer 
Continental Shelf Oil and Gas Information Program (U.S.) IL. 
Rogers, Golden & Halpern. III. Title. IV. Series. OCLC 
12173615 


85-21370 


1 72.9:P 11/984 


Havran, Kenneth J. 


Pacific summary report, July 1984 : Outer continental shelf 
oil and gas activities in the Pacific and their onshore impacts / 
by Kenneth J. Havran and Christopher W. Lynch ; prepared for 
the Outer Continental Shelf Oil and Gas Information Program, 
contract no. 14-12-0001-30042, U.S. Department of the Interior/ 
Minerals Management Service. — Reston, Va. : The Program, 
1985. 

xi, 84 p. : ill., maps ; 29 cm.— (OCS information report) 
“Rogers, Golden & Halpern.” 4 maps on folded leaves in 
pocket. Bibliography: p. 65-66. “MMS 84-0075.” @Item 
671-A 

1. Oil and gas leases — Pacific coast (United States and 
Canada) 2. Continental shelf — Pacific coast (United States 
and Canada) I. Lynch, Christopher W. II. Rogers, Golden & 
Halpern. III. Outer Continental Shelf Oil and Gas Information 
Program (U.S.) IV. Title. V. Title: Outer continental shelf oil 
and gas activities in the Pacific and their onshore impacts. VI. 
Title: Pacific summary report. VII. Series. OCLC 12136074 


85-21371 


1 72.12/3-2:984 


United States. Minerals Management Service. 


Annual report. Outer Continental Shelf Oil and Gas Leasing 
and Production Program / U.S. Department of the Interior, 
Minerals Management Service. Washington, D.C. : The Service, 
Office of Offshore Information Services, Minerals Management 
or MS 640, Main Interior Building, Washington, D.C. 


v. Td 28 cm. (OCS report) 

Annual “MMS 85-0028.” Fiscal year 1984. Description 
based on: Fiscal year 1983. @Item 671-F ISSN 8755-2884 
Continues: United States. Dept. of the Interior. Outer continen- 
tal shelf oil and gas leasing and production program annual 


rt 
1. Oil and gas leases — United States — Periodicals. 2. Off- 
shore oil industry — United States — Periodicals. 3. Offshore 
gas industry— United States— Periodicals. 4. Continental 
shelf — United States— Periodicals. I. Title. II. Series. 
HD242.5.US6a 84-647189 353.0082/388 ¢2 19 OCLC 
11218825 


UNITED STATES INFORMATION AGENCY 
Washington, DC 20547 


85-21372 


IA 1.27:Af 8 


Afro-American life, history and culture / developed for USIS 


Programs by the Collections Development Branch, Library 
Programs Division, Office of Cultural Centers and Resources, 
Bureau of Educational and Cultural Affairs, United States Infor- 
mation Agency. — Washington, D.C. : The Branch, 1985. 

ii, 779 p. ; 28 cm. Cover title. “SL 1/85, February 1985.” 
Includes indexes. @lItem 672-H 

1. Afro-Americans — Bibliography. 2. Afro-Americans — 
Social conditions — Bibliography. I. United States Information 
Agency. Library Programs Division. Collections Development 
Branch. OCLC 11879576 
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85-21373 
IA 1.27:P 94 
Programs available for purchase / USIA Television and Film 
Service. — Washington, DC : The Service, [19857] 
[80] p.; 28cm. Cover title. @lItem 672-H 
1. Television broadcasting of films— United States — Cata- 
logs. I. United States Information Agency. Television and 
Film Service. OCLC 12140700 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 
85-21374 
IC 1,12/3:P 42/prop. 

Guide to applying for permanent operating authority : property / 
prepared by Interstate Commerce Commission, Small Business 
Assistance Office. — Washington, DC : The Office, 1985. 

17 p. ; 23 cm. Cover title. “March 1985.” @Item 678 

E Shipment of goods — Law and legislation — United States. 
IL. United States. Interstate Commerce Commission. Small Busi- 
ness Assistance Office. OCLC 12057435 


85-21375 
IC 1 mot.8:127 
United States. Interstate Commerce Commission. 

Interstate Commerce Commission reports. Motor carrier cases 
/ reported by the Commission. Washington, D.C. : The Com- 
mission : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C., 20402 

v. ; 24cm. 

$20.00 

Began with v. 1, June 1936/May 1937. Vol. 127, Sept. 1977- 
Aug. 1983. Description based on: Vol. 126 (Dec. 1976-July 
1977) Indices: Indexes covering each 5 vols. (beginning with 
v. 71 and excluding financial vols.) issued with title: Consolidat- 
ed index-digest of reports of the Interstate Commerce Commis- 
sion involving motor carrier g rights. @Item 688 S/ 
N 026-000-01244-9 ISSN 0147-7005 

1. Transportation, Automotive—Law and legislation — 
United States — Cases. I. United States. Interstate Commerce 
Commission. Reports. Motor carrier cases. II. United States. 
Interstate Commerce Commission. Motor carrier cases. III. 
United States. Interstate Commerce Commission. Decisions. 
IV. United States. Interstate Commerce Commission. Consoli- 
dated index-digest of reports of the Interstate Commerce Com- 
mission involving motor carrier operating rights. V. Title. 
HE5623.A25 38-006083 //t82 388.3/24/0973 OCLC 
01768457 


UNITED STATES INFORMATION AGENCY 
(Formerly U.S. International Communication Agency) 
Washington, DC 20547 

85-21376 
ICA 1,15:982 


ICA 1.15:982-2 
United States. International Communication Agency. 

Telephone directory. Washington, D.C. : International Com- 
munication Agency, International Communication Agency, 
Washington, D.C. 20547 

v. : ill. ; 28 cm. 

Semiannual Feb. 1982; June 1982. Description based on: 
Feb. 1982; title from cover. ISSN 0732-9318 Continued by: 
United States Information Agency. Telephone directory 

1. United States. International Communication Agency I. 
Title. E840.2.USSa 82-643288 353.0089 ¢2 19 OCLC 
08448557 
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UNITED STATES INTERNATIONAL TRADE 
COMMISSION 
Washington, DC 20436 


85-21377 
ITC 1.1:983 
United States International Trade Commission. 

Annual report / United States International Trade Commis- 
sion. W: D.C. : The Commission : For sale by the 
Supt. of Docs., U.S. G.P. O, United States International Trade 
Commission, Washington, D.C. 20436 

v. : ill. ; 26 cm. (USITC publication ; 1580) 

Annual 

Began with 1975. Previously classed: TC 1.1: G.P.O. sales 
statement incorrect in publication. Description based on: 1979. 
Report covers fiscal year 1983. @Item 977 ISSN 0147-5568 
Continues: United States Tariff Commission. Annual report of 
the United States Tariff Commission 

1. Commerce — Periodicals. 2. United States International 
Trade Commission — Periodicals. Key Title: Annual report - 
United States International Trade Commission I. Title. II. 
Series. HF1455.U4664a 77-641733 //1812 353.008/27 
OCLC 02704690 


85-21378 
ITC 1.11:3-4-16/supp. 
Cook, C. Lee. 

Summary of trade and tariff information : coated, filled, 
bonded, and laminated fabrics : TSUS items 355.02 (pt.), 355.25 
(pt.) 355.50-356.45, 359.10 (pt.), 359.50 (pt.). — Washington, DC 
: U.S. International Trade Commission, [1985- ] 

1 v. (loose-leaf) ; 28 cm.— (USITC publication ; 841) 
Cover title. Distributed to depository libraries in microfiche. 
“Prepared in terms of the Tariff schedules of the United States.” 
“January 1985.” “Control no. 3-4-16(Supp.).” @Item 982-B 
(microfiche) 

1. Textile industry — United States — Statistics. 2. Coated 
fabrics — Statistics. 3. Laminated fabrics — Statistics. I. 
United States International Trade Commission. II. Title. III. 
Title: Coated, filled, bonded, and laminated fabrics. IV. Series. 
OCLC 12142184 


85-21379 
ITC 1.11:3-5-6/second supp. 
Borsazi, Marilyn C. 

Summary of trade and tariff information : floor coverings of 
textile materials : TSUS items 360.04-361.56. — Washington, 
DC : U.S. International Trade Commission, [1985— ] 

1 v. (loose-leaf) ; 28 cm.— (USITC publication ; 841) 
Cover title. “ in terms of the Tariff schedules of the 
United States.” Distributed to depository libraries in micro- 
fiche. “January 1985.” “Control no. 3-5-6(Second supp.).” 
@ltem 982-B (microfiche) 

1. Floor coverings industry — United States — Statistics. I. 
United States International Trade Commission. II. Title. III. 
Title: Floor coverings of textile materials. IV. Series. OCLC 
12142157 


85-21380 
ITC 1.11:3-6-2/second supp. 
MacKnight, Peggy J. 

Summary of trade and tariff information : sweaters : TSUS 
items 379.00-379.06, 379.11, 379.15, 379.26, 379.28, 379.35, 
379.37, 379.40, 379.41, 379.66, 379.72, 379.74, 379.76, 379.86, 
379.90, 379.92, 379.98, 383.00-383.03, 383.10, 383.13, 383.18, 
383.20, 383.23-383.27, 383.30, 383.52, 383.55, 383.58, 383.60, 
383.63, 383.77, 383.80, 383.86, 383.95, and 791.74. — Washing- 
ton, DC : U.S. International Trade Commission, [1985}- 





1 v. (loose-leaf) : ill. ; 28 cm.— (USITC publication ; 841) 
Cover title. “Prepared in terms of the tariff schedules of the 
United States.” Distributed to depository libraries in micro- 
fiche. “January 1985.” “Control no. 3-6-2 (second supp.).” 
@ltem 982-B (microfiche) 

1. Sweaters — Statistics. I. United States International Trade 
Commission. II. Title. III. Title: Sweaters. IV. Series. 
OCLC 12140745 


85-21381 
ITC 1.11:4-1-11/supp. 
Wanser, Stephen. 
Summary of trade and tariff information : synthetic organic 
dyes : TSUS items 409.46-410.24(pt.) and 410.36-410.44. — 
Washington, DC : U.S. International Trade Commission, [1985- 


] 

1 v. (loose-leaf) ; 28 cm.— (USITC publication ; 841) 
Cover title. Distributed to depository libraries in microfiche. 
“Prepared in terms of the Tariff schedules of the United States.” 
“January 1985.” “Control no. 4-1-11(Supp.).” @Item 982-B 
(microfiche) 

1. Dyes and dyeing — Statistics. I. United States Internation- 
al Trade Commission. II. Title. III. Title: Synthetic organic 
dyes. IV. Series. OCLC 12142170 


85-21382 
ITC 1.11:5-3-3/supp. 
Fulcher, Nancy T. 

Summary of trade and tariff information : glass mirrors : 
TSUS items 544.51-544.55. — Washington, DC : U.S. Interna- 
tional Trade Commission, [1985- ] 

1 v. (loose-leaf) ; 28 cm.— (USITC publication ; 841) 
Cover title. “Prepared in terms of the Tariff schedules of the 
United States.” Distributed to depository libraries in micro- 
fiche. “January 1985.” “Control no. 5-3-3(Supp.).” @Item 
982-B (microfiche) 

1. Mirrors — Statistics. 2. Glass trade — United States — Sta- 
tis “~s. I. United States International Trade Commission. II. 
Title. 1.1. Title: Glass mirrors. IV. Series. OCLC 12142178 


85-21383 
ITC 1,11:6-2-62 
Summary of trade and tariff information : iron and steel : TSUS 
items 606.13-606.19 and 606.55-610.93. — Washington, D.C. : 
U.S. International Trade Commission, [1985]- 

1 v. (loose-leaf) ; 28 cm.— (USITC publication ; 841) 
Cover title. “Prepared in terms of the tariff schedules of the 
United States.” Distributed to depository libraries in micro- 
fiche. “January 1985.” Includes bibliographical references. 
“Control no. 6-2-62.” @lItem 982-B (microfiche) 

1. Iron industry and trade — United States — Statistics. 2. 
Steel industry and trade — United States — Statistics. I. United 
States International Trade Commission. II. Title: Iron and 
steel. III. Series. OCLC 12140723 


85-21384 
ITC 1.11:7-5-7/second supp. 
Estes, Mark D. 

Summary of trade and tariff information : dolls and stuffed 
toy animals : TSUS items 737.21-737.30. — Washington, DC : 
U.S. International Trade Commission, [1985- ] 

1 v. (loose-leaf) ; 28 cm.— (USITC publication ; 841) 
Cover title. Distributed to depository libraries in microfiche. 
“Prepared in terms of the Tariff schedules of the United Sta 
“January 1985.” “Control no. 7-5-7 (Second Supp.).” @lItem 
982-B (microfiche) 

1. Dolls — United States. 2. Soft toy making. 3. Toys— 
United States. I. United States International Trade Commis- 
sion. II. Title. III. Title: Dolls and stuffed toy animals. IV. 
Series. OCLC 12142203 


Government Publications — October 1985 


85-21385 
ITC 1,11:7-12-25/supp. 
Nesbitt, Elizabeth R. 

Summary of trade and tariff information : miscellaneous 
rubber and plastics products : TSUS items 770.05-770.80, 771.05- 
771.15, 772.03-772.15, 772.25, 772.35-772.42, 772.65-772.81, 
772.95-774.45, and 774.55-774.70. — Washington, DC : U.S. 
International Trade Commission, [1985- ] 

1 v. (loose-leaf) ; 28 cm.— (USITC publication ; 841) 
Cover title. “Prepared in terms of the Tariff Schedules of the 
United States.” Distributed to depository libraries in micro- 
fiche. “January 1985.” “Control! no. 7-12-25 (Supp.).” 
@ltem 982-B (microfiche) 

1. Rubber industry and trade — United States — Statistics. 2. 
Plastics industry and trade— United States — Statistics. I. 
United States International Trade Commission. IJ. Title. IIL 
Title: Miscellaneous rubber and plastics products. IV. Series. 
OCLC 12099919 


85-21386 


ITC 1.12:337-TA-151 
United States International Trade Commission. 
In the matter of certain apparatus for flow injection analysis 
and components thereof : investigation no. 337-TA-151. — 
Washington, DC : U.S. International Trade Commission, [1984] 


6, [12] p. : 1 ill. ; 28 cm.— (USITC publication ; 1665) 
Cover title. Distributed to depository libraries in microfiche. 
“November 1984.” @lItem 980-E (microfiche) 

1. Injectors. I. Title. II. Title: Certain apparatus for flow 
injection analysis and components thereof. III. Series. OCLC 
11901842 


85-21387 
ITC 1.12:337-TA-164 
United States International Trade Commission. 

In the matter of certain modular structural systems : investi- 
gation no. 337-TA-164. — Washington, DC : U.S. International 
Trade Commission, [1984] 

16, 2 p. ; 28 cm. — (USITC publication ; 1668) Cover title. 
Distributed to depository libraries in mocrofiche. “June 1984.” 
@ltem 980-E (microfiche) 

1. Modular construction. I. Title. II. Title: Certain modular 
structural systems. III. Series. OCLC 11889515 


85-21388 
ITC 1.12:337-TA-170 
United States International Trade Commission. 

In the matter of certain bag closure clips : investigation no. 
337-TA-170 : Commission advisory opinion. — Washington, 
DC : USS. International Trade Commission, [1985] 

18, 3 p. ; 28 cm.— (USITC publication ; 1663) Distributed 
to depository libraries in microfiche. “March 1985.” @Item 
980-E (microfiche) 

1. Plastics in packaging. 2. Food— Packaging. 3. Fasten- 
ers. I. Title. II. Title: Certain bag closure clips. III. Series. 
OCLC 11921232 


85-21389 
ITC 1,12:731-TA-187/final 
United States International Trade Commission. 

Potassium chloride from the U.S.S.R. : determination of the 
Commission in investigation no. 731-TA- 187 (final) under the 
Tariff Act of 1930, together with the information obtained in 
the investigation. — Washington, DC : U.S. International Trade 
Commission, [1985] 

ii, 13, 63 p. : ill. ; 28 cm.— (USITC publication ; 1656) 
Cover title. Distributed to depository libraries in microfiche. 
“March 1985.” @lItem 980-E (microfiche) 
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Justice Department 


1. Potassium chloride. 2. Potash industry and trade — Soviet 
Union. 3. Potash industry and trade — United States. I. Title. 
II. Series. OCLC 11901902 


85-21390 
ITC 1.12:731-TA-239/prelim. 
United States International Trade Commission. 

Rock salt from Canada : determination of the Commission in 
investigation no. 731-TA-239 (preliminary) under the Tariff Act 
of 1930, together with the information obtained in the investiga- 
tion. — Washington, DC : U.S. International Trade Commis- 
sion, [1985] 

iii, 14, 57 p. : 1 ill, 2 maps ; 28 cm. — (USITC publication ; 
1658) Cover title. Distributed to depository libraries in 
microfiche. “March 1985.” @lItem 980-E (microfiche) 

1. Rock-salt. 2. Salt industry and trade — Canada. 3. Salt 
industry and trade— United States. I. Title. II. Series. 
OCLC 11901916 


85-21391 
ITC 1.12:731-TA-240/prelim. 
United States International Trade Commission. 

Photo albums and photo album filler pages from Hong Kong 
and the Republic of Korea : determinations of the Commission 
in investigations no. 731-TA-240 and 241 (preliminary) under 
the Tariff Act of 1930, together with the information obtained 
in the investigations. — Washington, DC : U.S. International 
Trade Commission, [1985] 

iii, 9, 39 p. ; 28 cm. — (USITC publication ; 1660) Distribut- 
ed to depository libraries in microfiche. “March 1985.” 
@ltem 980-E (microfiche) 

1. Photographs— Albums. 2. Photographic industry — 
Hong Kong. 3. Photographic industry — Korea (South) I. 
Title. II. Series. OCLC 11901866 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


85-21392 
J 1.1:983 
United States. Dept. of Justice. 

Annual report of the Attorney General of the United States. 
Washington, D.C. : U.S. Dept. of Justice, Oifice of the Attor- 
ney General : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C., 20402 

v. : ill. ; 24-28 cm. 

Annual 

$7.00 Appendix to report for 1922 published separately. 
Description based on: 1980. Report covers fiscal year 1983. 
@ltem 717-C-1 S/N 027-000-01222-1 ISSN 0148-5229 

1. United States. Dept. of Justice I. Title. LAW 17- 
009090 //r81 353.5 OCLC 02394728 


85-21393 
J 1.2:Ag 3/985 
Feinberg, Kenneth R. 

Report of the special master pertaining to the disposition of 
the settlement fund : in re “Agent Orange” product liability 
litigation / Kenneth R. Feinberg. — [New York, N.Y.?] : U.S. 
District Court, Eastern District of New York, [1985- ] 

1 v. (loose-leaf) ; 28 cm. “February 27, 1985.” @ltem 717 

1. Agent Orange — Law and legislation — United States. I. 
United States. District Court (New York : Eastern District) II. 
Title. OCLC 11958039 
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85-21394 
J 1.2:01 5 
Competition in the oil pipeline industry : a preliminary report. — 
[Washington, D.C.?] : Antitrust Division, Dept. of Justice, 
[1984] 

1 v. (various pagings) : ill, maps ; 28 cm. 
release April 10, 1984.” “May 1984.” 
references. @Item 717 

1. Petroleum pipeline industry — United States. 2. Competi- 
tion — United States. I. United States. Dept. of Justice. Anti- 


“Advance for 
Includes bibliographical 


trust Division. OCLC 10812287 


FEDERAL BUREAU OF INVESTIGATION 
Justice Dept. 
Washington, DC 20535 


85-21395 
J 1.14/2:F 49/16 
Financial investigative techniques money laundering. — [Washing- 
ton, D.C.?] : U.S. Dept. of Justice, Federal Bureau of Investiga- 
tion, 1983- 

1 v. (loose-leaf) : ill, maps, forms ; 28 cm. “March 1983.” 
Distributed to depository libraries in microfiche. @lItem 721 
(microfiche) 

1. Criminal investigation — United States. 2. Narcotics, Con- 
trol of — United States. 3. Banks and banking — United States. 
I. United States. Federal Bureau of Investigation. OCLC 
12115304 


85-21396 
J 1.14/2:H 62 
United States. Federal Bureau of Investigation. 

A proud history, a bright future : careers with the FBI. — 
Washington, D.C. : U.S. Dept. of Justice, Federal Bureau of 
Investigation, [1985] 

[8] p. : col. ill. ; 23 x 10 cm. “May 1985.” @lItem 721 

1. United States. Federal Bureau of Investigation. I. Title. 
OCLC 12150465 


JUSTICE DEPARTMENT 
Washington, DC 20530 


85-21397 
J 1.89/2:984 
United States. Dept. of Justice. Civil Division. 

Civil Division telephone directory / U.S. Department of Jus- 
tice, Civil Division. Washington, D.C. : The Division, U.S. 
Dept. of Justice, Civil Division, Office of Administration, Room 
906, 550 11th St., N.W., Washington, D.C., 20530 

v. ; 28 cm. 

Semiannual Title from cover. Oct. 
based on: Oct. 1984. @lItem 717-A-2 

1. United States. Dept. of Justice. Civil Division — Directo- 
ries — Telephone. I. Title. OCLC 12028523 


85-21398 


1984. Description 


J 1.90:C 86 
Corcoran, William J. 

Criminal prosecution under the Continuing Criminal Enter- 
prise Statute : Section 848 of Title 21, United States Code / 
William J. Corcoran, Martin C. Carlson, Thomas Tucker. — 
[Washington, D.C.?] : U.S. Dept. of Justice, Criminal Division, 
[1982] 

i, 111 p. ; 28 cm.— (Narcotic and Dangerous Drug Section 
monograph) “October, 1982.” Includes bibliographical refer- 
ences and index. @lItem 717-A-3 

1. fUnited States.fLaws, etc. (U.S. code) Title 21. Section 
848. 2. Narcotic laws— United States. 3. Conspiracy — 
United States. I. Carlson, Martin C. II. Tucker, Thomas. 





III. United States. Dept. of Justice. Criminal Division. IV. 
Title. V. Title: Continuing criminal enterprise statute. VI. 
Series. OCLC 10158683 


PRISONS BUREAU 
Justice Dept. 
Washington, DC 20534 


85-21399 
J 16.51:982 
Federal Prison Industries, inc. 

Annual report / UNICOR, Federal Prison Industries, Inc. 
[Washington, D.C.] : UNICOR, U.S. Dept. of Justice, 
UNICOR, Federal Prison Industries, Inc., Washington, D.C. 
20534 

v. : ill. ; 28 cm. 

Annual Title from cover. 1982. Description based on: 
1982. ISSN 0148-2467 

1. Convict labor — United States — Periodicals. 2. Federal 
Prison Industries, Inc. — Periodicals. OCLC 02319578 


IMMIGRATION AND NATURALIZATION 
SERVICE 
Justice Dept. 
Washington, DC 20536 


85-21400 
J 21.2:As 4 
“Ask immigration” and regional telephone service center tape 
library systems : answers to your immigration and citizenship 
questions as close as your telephone. — Rev. 2-1-85 — [Wash- 
ington, D.C.?] : U.S. Dept. of Justice, Immigration & Natural- 
ization Service, 1985. 
1 folded sheet (8 p.) : ill. ; 22 x 9 cm. “M-243”—P. [8]. 
@ltem 725 
1. Emigration and immigration. 2. Citizenship — United 
States. I. United States. Immigration and Naturalization Serv- 
ice. OCLC 12057428 


85-21401 
J 21.2:Ex 8/lesson 2.6 
Extension training program. Lesson 2.6, Special classes of aliens 
who may be naturalized. —([Rev. 7/19/84] — [Washington, 
D.C.?] : U.S. Dept. of Justice, Immigration and Naturalization 
Service, 1984. 
1 v. (loose-leaf) ; 28 cm. Cover title. Includes index. 
@ltem 725 
1. Naturalization — United States. 2. Emigration and immi- 
gration law — United States. I. United States. Immigration and 
Naturalization Service. OCLC 12111594 


DRUG ENFORCEMENT ADMINISTRATION 
Justice Dept. 
Washington, DC 20537 


85-21402 
J 24.17:9/1 
Registrant facts / United States Department of Justice, Drug En- 
forcement Administration. [Washington, D.C.?] : The Adminis- 
tration, Drug Enforcement Administration, 1405 I St., NW, 
Washington, DC 20537 
v. : ill. ; 27 cm. 
Semiannual, spring 1978- 
Quarterly 
Began with v. 1, no. 1, Sept. 1974. Title from caption. Vol. 
9, no.1, 1983. Description based on: Vol. 5, no. 1 (spring 1979) 
@ltem 967-E ISSN 0364-8435 
1. Drug abuse — United States — Periodicals. 2. Drugs — 
Law and legislation — United States — Periodicals. I. United 


Government Publications — October 1985 


States. Drug Enforcement Administration. sc-79002917 
OCLC 02575515 


NATIONAL INSTITUTE OF JUSTICE 
Justice Dept. 
Washington, DC 20004 


85-21403 
J 28.2:An 8/2 
Need answers? : call National Institute of Justice/NCJRS Data 
Base Search Service. — Washington, D.C. : U.S. Department of 
Justice, National Institute of Justice, [19857] 
1 sheet ; 25 x 50 cm. folded to 25 x 13 cm. @lItem 718-A 
1. United States. Dept. of Justice I. National Institute of 
Justice (U.S.) OCLC 12089691 


85-21404 
J 28.2:C 86/14/exec.sum. 
Cunningham, William C. (William Clay), 1935- 

Crime and protection in America : a study of private security 
and law enforcement resources and relationships : executive 
summary / from the report by William C. Cunningham and 
Todd H. Taylor ; Daniel Ford, editor. — Washington, D.C. : 
U.S. Dept. of Justice, National Institute of Justice, For sale by 
the Supt. of Docs., U.S. G.P.O., 1985. 

vii, 72 p. : ill. ; 28 cm.— (National Institute of Justice 
executive summary) “Supported by grant number 80-IJ-CX- 
0080, awarded to Hallcrest Systems, Inc. by the National Insti- 
tute of Justice, U.S. Department of Justice”—T.p. verso. “May 
1985.” @Item 718-A S/N 027-000-01224-8 @ GPO $3.00 

1. Police, Private— United States. 2. Law enforcement — 
United States. I. Taylor, Todd H. II. Ford, Daniel. III. Na- 
tional Institute of Justice (U.S.) IV. Hallcrest Systems, Inc. 
V. Title. OCLC 12099804 


85-21405 
J 28.23:T 28 
Hypnotically refreshed testimony : enhanced memory or tamper- 
ing with evidence? / by Martin T. Orne ... [et al.]. — Washing- 
ton, D.C. : U.S. Dept. of Justice, National Institute of Justice : 
For sale by the Supt. of Docs., U.S. G.P.O., [1985] 

49, [17] p. ; 23 cm.— (Issues and practices) “Prepared ... 
under subcontract to Abt Associates Inc., contract #J-LEAA- 
013-78”—T.p. verso. “January 1985.” Bibliography: p. [7] - 
[15] (2nd group). @lItem 718-A-3 S/N 027-000-01220-5 @ 
GPO $3.00 

1. Hypnotism. 2. Hypnotism and crime. 3. Forensic hypno- 
tism. I. Orne, Martin T. II. National Institute of Justice 
(U.S.). Office of Development, Testing, and Dissemination. 
III. Abt Associates. IV. Series: Issues and practices in criminal 
justice. OCLC 12111587 


JUSTICE STATISTICS BUREAU 
Rockville, MD 20850 


85-21406 
J 29.9:NCJ-95787 
Belair, Robert R. 

Criminal justice information policy : intelligence and investi- 
gative records / prepared by Robert R. Belair. — Washington, 
D.C. : U.S. Dept. of Justice, Bureau of Justice Statistics : For 
sale by the Supt. of Docs., U.S. G.P.O., 1985. 

vii, 167 p. ; 23 cm. “February 1985.” Bibliography: p. 151- 
167. “NCJ-95787.” @Item 968-H-6 

1. Criminal registers — United States. 2. Privacy, Right of — 
United States. I. United States. Bureau of Justice Statistics. 
II. Title. III. Title: Intelligence and investigative records. 
OCLC 11987744 


Page 145 





Juvenile Justice and Delinquency Prevention Office — Justice Dept. 


JUVENILE JUSTICE AND DELINQUENCY 
PREVENTION OFFICE 
Justice Dept. 
Washington, DC 20531 


85-21407 
J 32.2:P 94 
Project New Pride. — Washington, D.C. : U.S. Dept. of Justice, 
Office of Juvenile Justice and Delinquency Prevention, 1985. 
6, 1 p.:ill.; 28cm. @lItem 718-A-5 
1. Rehabilitation of juvenile delinquents — United States. 2. 
Social work with delinquents and criminals — United States. I. 
United States. Office of Juvenile Justice and Delinquency Pre- 
vention. OCLC 12085754 


ADMINISTRATIVE OFFICE OF UNITED 
STATES COURTS 
Washington, DC 20544 


85-21408 
Ju 10.12:984 
United States courts (Washington, D.C.) 

The United States courts. [Washington, D.C.?] : Administra- 
tive Office of the United States Courts, Administrative Office 
of the United States Courts, Washington, D.C., 20544 

v. : ill. ; 27 cm. 

Annual 1984. Description based on: 1980. @lItem 717-Y-5 
ISSN 0149-9777 

1. Judicial statistics — United States — Yearbooks. I. United 
States. Administrative Office of the United States Courts. Key 
Title: The United States courts (Washington) sn-80000686 
OCLC 03078306 


TAX COURT 
Washington, DC 20217 


85-21409 
Ju 11.2:El 1 
United States. Tax Court. 
Election of small tax case procedure & preparation of peti- 
tions. — Washington, D.C. : U.S. Tax Court, 1985. 
9p.;24cm. “April, 1985.” @Item 742-A 
1. Tax protests and appeals— United States. I. Title. 
OCLC 12018365 


85-21410 
Ju 11.7:83 
United States. Tax Court. 

Reports of the United States Tax Court / Ella C. Thomas, 
reporter. Washington : The Court : For sale by the Supt. of 
Docs., U.S. G.P.O., [1971?- Supt. of Docs., U.S. Govt. Print. 
Off., Washington, DC 20402 

v. ; 24cm. 

Semiannual 

$27.00 

Vol. 54 (Jan. 1, 1970 to Sept. 30, 1970)- Spine title: United 
States Tax Court reports Vol. 83, July 1, 1984 to Dec. 31, 
1984. Reporters: Ella C. Thomas, Jan./Sept. 1970-(Oct. 1974- 
Mar. 1975); Mary T. Pittman, (Oct. 1979-Mar. 1980-) Cumu- 
lates a monthly publication called: United States. Tax Court. 
Reports. @Item 742 S/N 028-005-00153-5 ISSN 8755-6294 
Continues: United States. Tax Court. Reports of the Tax Court 
of the United States ... ISSN 8755-6111 

1. Taxation — Law and legislation — United States — Cases. 
2. Law reports, digests, etc. — United States — Periodicals. I. 
Pittman, Mary T. II. Thomas, Ella Cooper. III. Title. 
KF6280.A2T37 84-647653 343.7304/02642 [347.303402642 
¢2 19] OCLC 07910015 
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FEDERAL JUDICIAL CENTER 
Washington, DC 20005 


85-21411 
Ju 13,9:85-2 
Rutherglen, George. 
Major issues in the federal law of employment discrimination 
: supplement 1 and table of authorities / by George Rutherg- 
len. — Washington, D.C. : Federal Judicial Center, 1985. 
v, 70 p. ; 28 cm. Bibliography: p. 25-70. “FJC-ETS-85- 
2”—T.p. verso. @Item 743-C-4 
1. Discrimination in employment — Law and legislation — 
United States. I. Federal Judicial Center. II. Title. OCLC 
11995600 


LABOR STATISTICS BUREAU 
Labor Dept. 
Washington, DC 20212 


85-21412 
L 2.3/8:985 
Bargaining calendar / U.S. Department of Labor, Bureau of 

Labor Statistics. Washington, D.C. : The Bureau : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 

v. ; 28 cm. (Bulletin / U.S. Department of Labor, Bureau of 
Labor Statistics ; 2231) 

Annual 

$2.25 

Began with 1978. Previously classed: L 2.3: 1985. De- 
scription based on: 1981. @lItem 768-A-1 S/N 029-001-02839- 
3 Continues: Wage calendar 

1. Collective labor agreements — United States — Statistics — 
Periodicals. 2. Collective bargaining — United States — Peri- 
odicals. 3. Wages— United States — Statistics — Periodicals. 
I. United States. Bureau of Labor Statistics. II. Series: Bulletin 
(United States. Bureau of Labor Statistics) 2231. 
HD8051.A834b 79-644970 //1812 [HD8064] OCLC 
04763148 


85-21413 
L 2.46/3:L 26/intro./984 
Table Producing Language System : version 6 / U.S. Dpartment 
of Labor, Bureau of Labor Statistics, Office of Technology and 
Operations Review, Division of Systems Design. —- Rev. Aug. 
1984. — [Washington, D.C.] : The Bureau, 1984- 
v. : ill. ; 28 cm. Includes indexes. Contents: Introduction to 
TPL. @ltem 769-A 
1. Table Producing Language (Computer program language) 
I. United States. Bureau of Labor Statistics. Division of Systems 
Design. OCLC 12099848 


85-21414 
L 2.113/5-2:984 
Moving and storage wage survey, North Dakota / U.S. Depart- 
ment of Labor, Bureau of Labor Statistics. [Washington, D.C_] : 
The Bureau, U.S. Dept. of Labor, Bureau of Labor Statistics, 
Washington, D.C., 20212 
v. ; 21 x 28 cm. 
Annual Title from caption. Previously classed: L 2.113/5: 
Aug. 1984. Description based on: 1981. @lItem 768-B-34 
1. Wages — Storage and moving trade — North Dakota — 
Statistics — Periodicals. I. United States. Bureau of Labor Sta- 
tistics. OCLC 08126068 





85-21415 
L 2.113/5-3:983 
Moving and storage wage survey, Middlesex, Monmouth, and 
Ocean Counties, N.J. / U.S. Department of Labor, Bureau of 
Labor Statistics. [Washington, D.C.] : The Bureau, U.S. Dept. 
of Labor, Bureau of Labor Statistics, Washington, D.C., 20212 

v. ; 21 x 28 cm. 

Annual Title from caption. Previously classed: L 2.113/5: 
Summary for Dec. 1983. Description based on: July 1981. 
@ltem 768-B-30 

1. Wages — Storage and moving trade — New Jersey — Sta- 
tistics — Periodicals. I. United States. Bureau of Labor Statis- 
tics. OCLC 08462694 


EMPLOYEES COMPENSATION APPEALS 
BOARD 
Labor Dept. 
Washington, DC 20210 


85-21416 
L 28.9:33/ind. 
United States. Employees’ Compensation Appeals Board. 
Decisions of the Employees’ Compensation Appeals Board. 
Index digest. [Washington, D.C.] : United States Dept. of Labor 
: [Supt. of Docs., U.S. G.P.O., distributor, 1965- Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 
v. ; 24 cm. 
$12.00 
Vols. 1 to 12 ; Suppl. 1- Title from cover. Vol. 33, Oct. 1, 
1981-Sept. 30, 1982. Issues covering v. 13/15-(33) called 
Suppl. 1-(9) @Item 749-B S/N 029-009-00027-9 
1. Employers’ liability — United States — Digests. 2. United 
States — Officials and employees — Salaries, allowances, etc. — 
Periodicals. I. Title. OCLC 07294435 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


85-21417 
L 35.6/3-4:978/rep.1-15 
United States. Occupational Safety and Health Administration. 

Other regulations & procedures. —[Washington, D.C.?] : 
U.S. Dept. of Labor, Occupational Safety and Health Adminis- 
tration, 1982- 

1 v. (loose-leaf) : forms ; 28 cm. “Change 15, September 17, 
1982.” “March, 1978.” Includes bibliographical references 
and index. v. 4, OSHA 2080. @Item 766-F S/N 929-008- 
00000-6 @ GPO 71.00 (U.S., includes basic manual, reprinted 
to incorporate changes 1-15, and supplementary material for an 
indefinite period) $88.75 (foreign) 

1. United States. Occupational Safety and Health Administra- 
tion 2. Industrial safety — Law and legislation — United States. 
3. Industrial hygiene — Law and legislation — United States. I. 
Title. II. Title: Other regulations and procedures. OCLC 
09115052 


WAGE AND HOUR DIVISION 
Labor Dept. 
Washington, DC 20210 


85-21418 
L 36.202:Am 3/978 
Various industries in American Samoa : an economic report. — 
(Washington, D.C.?] : U.S. Dept. of Labor, Employment Stand- 
—- Administration, Wage and Hour Division, 1978 (1985 print- 
ing 


1 v. (various pagings) ; 28 cm. Cover title. @lItem 777 


Government Publications — October 1985 


1. American Samoa— Industries. 2. Wages — American 
Samoa. I. United States. Employment Standards Administra- 
tion. Wage and Hour Division. HC687.S3U53 1978 78-601662 
338/.0996/13 OCLC 04413630 


MINE SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 

Arlington, VA 22203 


85-21419 
L 38.2:F 26 
Coal, surface fatalities, 1983. — [Washington, D.C.?] : U.S. Dept. 
of Labor, Mine Safety and Health Administration, [19857] 
[24] p. : ill. ; 28cm. Includes index. @lItem 637-H 
1. Coal mines and mining — United States — Accidents. 1 
United States. Mine Safety and Health Administration. OCLC 
12054885 


85-21420 
L 38.15:85-004 
Bins, muckpiles, and stockpiles. — Denver, CO : U.S. Dept. of 
Labor, Mine Safety and Health Administration, Metal and Non- 
metal Mine Safety and Health Activity, [1985] 
[1] leaf ; 28 cm.— (Fatalgram ; 85-004) Caption title. 
“March 29, 1985.” @Item 637-M 
1. Mine accidents — United States. 2. Mine safety — United 
States. I. United States. Metal and Nonmeta! Mine Safety and 
Health. II. Series. OCLC 12140849 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Additional entries follow Copyright Office entries. 


85-21421 
LC 1.2:Au 8/4 
Rohrbach, Peter T. 

FIND : automation at the Library of Congress : the first 
twenty-five years and beyond / by Peter T. Rohrbach. — Wash- 
ington : Library of Congress : For sale by the Supt. of Docs., 
U.S. G.P.O., 1985. 

26 p. ; 24cm. @tem 786 S/N 030-000-00165-6 @ GPO 
ISBN 0-8444-0483- $1.50 

1. Library of Congress 2. Libraries, National — Washington 
(D.C.) — Automation — History — Addresses, essays, lectures. 
3. Libraries — Automation — History — Addresses, essays, lec- 
tures. I. Library of Congress. II. Title. Z733.U6R66 1985 
84-600314 027.573 ¢2 19 OCLC 11398825 


85-21422 
LC 1,34:11 
Letters of delegates to Congress, 1774-1789 / Paul H. Smith, 
editor, Gerard W. Gawalt, associate editor ; with the assistance 
of Ronald M. Gephart and Eugene R. Sheridan. — Washington : 
Library of Congress : For sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1985- 

xxxi, 587 p. : ports. ; 24cm. Bibliography: p. vi-ix. Includes 
index. Contents: v. 11. October 1, 1778 - January 31, 1779. 
@ltem 786 S/N 030-000-00157-5 @ GPO ISBN 0-8444-0177- 
; $18.00 

1. United States. Continental Congress. I. Smith, Paul 
Hubert, 1931- II. Gawalt, Gerard W. III. Gephart, Ronald 
M. IV. Sheridan, Eugene R. V. Library of Congress. 
JK1033.L47 76-002592 //184 973.3/12 ¢2 19 OCLC 
02020737 
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Copyright Office — Library of Congress 


COPYRIGHT OFFICE 


Library of Congress 
Washington, DC 20559 


85-21423 
LC 3.1:983 
Library of Congress. Copyright Office. 

Annual report of the Register of Copyrights for the fiscal 
year ending ... Washington : Library of Congress : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C., 20402 


Began with 1928/29. 1983. Description based on: 82nd 
(1979) Reports for 1941, 1951- also issued with: Library of 
Annual report of the Librarian of Congress. @lItem 
785-A-1 S/N 030-002-00157-8 Continues: Library of Con- 
gress. Copyright Office. Report of the Register of Copyrights 
1. Library of Congress. Copyright Office — Periodicals. 2. 
Copyright — United States— Periodicals. I. Title. OCLC 
07932086 


85-21424 
LC 3.4/2:15 t/8 
Extension of copyright terms. — Washington, D.C. : Copyright 
Office, Library of Congress, 1985. 
3, [1] p. ; 28 cm.— (Circular ; R15t) “June 1985”—P. [4] 
@ltem 802-A 
1. Copyright — Duration — United States. I. Library of 
Congress. Copyright Office. II. Series: Circular (Library of 
Congress. Copyright Office) ; R 15t. OCLC 12158554 


85-21425 
LC 3.4/2:40 b/4 
Library of Congress. Copyright Office. 

Deposit requirements for registration of claims to copyright in 
visual arts material. — Washington, D.C. : Copyright Office, 
Library of Congress, 1985. 

[2] p. ; 28 cm.— (Circular ; R40b) Caption title. 
1985”—P. [2] @ltem 802-A 

1. Copyright — United States. 2. Legal deposit (of books, 
etc.) — United States. I. Title. II. Series: Circular (Library of 
Congress. Copyright Office) ; R 40 b. OCLC 12120950 


85-21426 


“May 


LC 3.4/2:50/8 
Library of Congress. Copyright Office. 

Copyright registration for musical compositions. — W: 
ton, D.C. : Copyright Office, Library of Congress, 1985. 

7, [1] p. ; 28 cm.— (Circular ; R50) “April 1985”—P. [8] 
@ltem 802-A 

1. Copyright— United States. 2. Copyright — Music — 
United States. 3. Copyright licenses — United States. I. Title. 
II. Series: Circular (Library of Congress. Copyright Office) ; R 
50. OCLC 12084918 


85-21427 
LC 3.4/2:62/3 
Library of Congress. Copyright Office. 
Copyright registration for serials on form SE. — Washington, 
D.C. : Copyright Office, Library of Congress, 1985. 
14, [1] p. : forms ; 28 cm.— (Circular ; R62) “April 
1985”—P. [15]. @ltem 802-A 
1. Copyright— United States. 2. Copyright licenses — 
United States. I. Title. II. Series: Circular (Library of Con- 
gress. Copyright Office) ; R 62. OCLC 12173510 


Page 148 


85-21428 
LC 3.4/2:96/22/985 
Library of Congress. Copyright Office. 
Recordation of agreements between copyright owners and 
public broadcasting entities : [symbol for section] 201.9, 37 
CPR. — Washington, D.C. : Copyright Office, Library of 
Congress, 1985. 
[2] p. ; 28 cm.— (Circular ; R96, section 201.9) Caption 
title. “June 1985”—P. [2] @ltem 802-A 
1. Copyright — United States. I. Title. II. Series: Circular 
(Library of Congress. Copyright Office) ; R 96, section 201.9. 
OCLC 12178170 


85-21429 
LC 3.4/2:96/24/985 
Library of Congress. Copyright Office. Licensing Division. 
Statements of account covering compulsory licenses for sec- 
ondary transmissions by cable systems : [symbol for section] 


Congress, Licensing Division, 1985. 

7, [1] p. ; 28 cm. — (Circular ; R 96, section 201.17) Caption 
title. “This final Tegulation was first published with supplemen- 
tary information in the Federal Register (43 Fed. Reg. 958) on 
January 5, 1978.” “Originally published in the Copyright 
Office in Announcements ML-189, 207, 239, and 279.” “May 
1985”—P. [8] @ltem 802-A 

1. Copyright — United States— Broadcasting rights. 2. 
Broadcasting — Licenses — United States. I. Title. II. Series: 
Circular (Library of Copyright Office) ; R 96, section 
201.17. OCLC 12122820 


85-21430 
LC 3.4/2:96/26/985 
Library of Congress. Copyright Office. 
Pictorial, graphic, and sculptural! works. — Washington, D.C. 
: Copyright Office, Library of Congress, 1985. 

[2] p. ; 28 cm.— (Circular ; R96, section 202.10) Caption 
title. “March 1985”—P. [2]. @lItem 802-A 

1. Copyright — Art — United States. I. Title. II. Series: 
Circular (Library of Congress. Copyright Office) ; R 96, section 
202.10. OCLC 12057423 

85-21431 
LC 3.4/2:96/37 
Library of Congress. Copyright Office. 

Acquisition and deposit of unpublished television transmission 
programs : [symbol for section] 201.22, 37 C.F.R. — Washing- 
ton, D.C. : Copyright Office, Library of Congress, 1985. 

3, [1] p. ; 28 om. — (Circular ; R 96, section 201.22) Caption 
title. “This final regulation with supplementary information 
was published in the Federal Register (48 Fed. Reg. 37204) on 
August 17, 1983.” “Originally published in the Copyright 
Office in Announcements ML-304.” “May 1985”—P. [8] 
@ltem 802-A 

1. Copyright — United States. 2. Television broadcasting — 
United States. I. Title. II. Series: Circular (Library of Con- 
gress. Copyright Office) ; R 96, section 201.22. OCLC 
12124518 


85-21432 
LC 3.11:978 
Library of Congress. Copyright Office. 

Compendium of Copyright Office practices : under the copy- 
right law which became fully effective on January 1, 1978, 
including Title 17 of the United States code and amendments 
thereto. — Washington, D.C. : Copyright Office, Library of 
Congress, 1985- 

1 v. (loose-leaf) ; 28 cm. At head of title: Compendium II. 
Includes index. @Item 803-B S/N 930-001-00000-7 @ GPO 
$51.00 





1. Copyright — United States. I. Title. II. Title: Compendi- 
um II. OCLC 11876856 


85-21433 
LC 3.12:324 
Donald C. Curran named acting register of copyrights. — Wash- 
ington, D.C. : Copyright Office, Library of Congress, [1985] 
1 leaf ; 28 cm.— (Announcement ; ML-324) Caption title. 
“January 1985.” @lItem 790 
1. Curran, Donald C. 2. Library of Congress. Copyright 
Office I. Library of Congress. Copyright Office. II. Series: 
Library of Congress. Copyright Office. Announcement from the 
Copyright Office, Library of Congress ; ML-324. OCLC 
12119250 


LIBRARY OF CONGRESS 
Washington, DC 20540 
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85-21437 


LC 40.8:Ar 2 


White-Hensen, Wendy, 1948- 


Archival moving image materials : a cataloging manual / 
compiled by Wendy White-Hensen. —[Washington, D.C.] : 
Motion Picture, Broadcasting, and Recorded Sound Division, 
Library of Congress, [1984] 

ii, 156, [61] p. ; 28 cm. Includes index. @ltem 813-C 
ISBN 0-8444-0478— (pbk.) 

1. Cataloging of moving-pictures. 2. Cataloging of archival 
material. 3. Descriptive cataloging — Rules. 4. Anglo-Ameri- 
can cataloguing rules. I. Library of Congress. Motion Picture, 
Broadcasting, and Recorded Sound Division. Il. Title. 
Z695.64.W47 1984 84-600285 025.3/473 ¢2 19 OCLC 
11213005 


NATIONAL LABOR RELATIONS BOARD 


Washington, DC 20570 
85-21434 


LC 12.2:M 97/6 85-21438 
Rosen, Charles, 1927- 

The musical languages of Elliott Carter / by Charles 
Rosen. — Washington : Library of Congress, Music Division, Decisions and orders of the National Labor Relations Board. 
Research Services : For sale by the Supt. of Docs., U.S. G.P.O., Washington : The Board : For sale by the Supt. of Docs., U.S. 
1984. G.P.0., Supt. of Docs., U.S. Govt. Print. Off., Washington, 

87 p. : ill. ; 24 cm. Bibliography: p. 73-87. S/N 030-001- D.C. 20402 
00108-3 @ GPO ISBN 0-8444-0449- $9.00 v. ; 24-27 cm. 

1. Carter, Elliott, 1908- 2. Carter, Elliott, 1908- 3. Library $32.00 
of Congress. Music Division I. Library of Congress. Music Began with Dec. 7, 1935/July 1, 1936. Vol. 269, Mar. 6, 
Division. II. Title. ML410.C3293R7 1985 84-003851 /MN 1984 through Apr. 26, 1984. Description based on: Vol. 238 
780/.92/4 ¢2 19 OCLC 10483151 (Sept. 2 through Oct. 12, 1978) Indices: Table of cases de- 

cided: Vols. 1-41, Dec. 7, 1935-June 30, 1942, in v. 41; Vols. 1- 
74, Dec. 7, 1935-Aug. 21, 1947. 1 v.; Vols. 75-104, Aug. 22, 
1947-May 27, 1953. 1 v.; Vols. 105-150, May 22, 1953-Feb. 12, 


LR 1.8:269 
United States. National Labor Relations Board. 


85-21435 
LC 14.20:984-2 
CRS studies in the public domain. Washington, D.C. : Congres- 


sional Research Service, The Library of Congress : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. G.P.O., 
Wash., DC 20402 

v. ; 27 cm. 

Semiannual 

$2.50 

Began with issue for 1978. Nov. 1984. Description based 
on: Nov. 1980. Has cumulative issue, Dec. 1980 through May 
1983, dated July 1983. @Item 807-A-2 S/N 030-008-72033-5 
ISSN 0277-125X 

1. Library of Congress. Congressional Research Service — 
Bibliography — Periodicals. I. Library of Congress. Congres- 
sional Research Service. Z733.L735C77 81-641721 //r81 


1965. 1 v.; Vols. 147-223, May 16, 1964-May 21, 1976. @Item 
826 S/N 031-000-00256-7 Continues: United States. National 
Labor Relations Board. Decisions of the National Labor Rela- 
tions Board Related records: Classified index of National 
Labor relations Board decisions and related court decisions 
ISSN 0092-4962 

1. Labor laws and legislation — United States— Cases. I. 
Title. LAW 37-026136 //r555 331.154 OCLC 01768562 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


016.027573 OCLC 06053085 85-21439 
NAS 1.1/4:984 
Spinoff / National Aeronautics & Space Administration, Technol- 
ogy Utilization Office. Washington, D.C : The Office, [1976- 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 


85-21436 
LC 39.2:R 31 
Bartis, Peter. 


Folklife resources in New Jersey / compiled by Peter T. 
Bartis, David S. Cohen, Gregory Dowd. — Washington, D.C. : 
American Folklife Center, Library of Congress ; Trenton, N.J. : 
New Jersey Historical Commission, Dept. of State, [1985] 

91 p.; 28cm. Includes index. @lItem 818-G-2 

1. Folklore — Archival rescurces—New Jersey. 2. Folk- 
lore— Library resources—New Jersey. 3. New Jersey — 
Social life and customs— Archival resources. 4. New 
Jersey — Social life and customs — Library resources. 5. New 
Jersey — History — Societies, | etc. — Directories. 6. New 
Jersey — Museums — Directories. I. Cohen, David Steven, 
1943- II. Dowd, Gregory, 1956- III. American Folklife 
Center. IV. New Jersey Historical Commission. V. Title. 
GR110.N5B37 1985 84-024158 398/.025/749 ¢2 19 OCLC 
11316442 


v. : ill. (some col.) ; 28 cm. 

Annual 

$4.75 

1976- 1984. @Item 830-A-1 S/N 033-000-00920-8 ISSN 
0148-2203 Continues: Technology utilization program report 
ISSN 0098-0749 

1. Technology — Periodicals. 2. Technology transfer — Peri- 
odicals. I. United States. National Aeronautics and Space Ad- 
ministration. Technology Utilization and Industry Affairs Divi- 
sion. II. United States. Office of Space and Terrestrial Appli- 
cations. Technology Transfer Division. III. United States. Na- 
tional Aeronautics and Space Administration. Technology Utili- 
zation Division. IV. United States. National Aeronautics and 
Space Administration. Technology Utilization Office. T1.U39a 
80-648417 //r832 605 ¢2 19 OCLC 05183743 
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National Aeronautics and Space Administration 


85-21440 
NAS 1.2:St 2/5 
The next logical step. — [Washington, D.C.?] : National Aeronau- 
tics and Administration, [19847] 
[4] p. : col. ill. ; 23cm. @lItem 830-C 
1. Space stations. 2. Space shuttles. I. United States. Na- 
tional Aeronautics and Space Administration. OCLC 12062909 


85-21441 
NAS 1.12/7-2:985 
Jet Propulsion Laboratory (U.S.) 

Telephone directory / Jet Propulsion Laboratory. Pasadena, 
Calif. : The Laboratory, Jet Propulsion Laboratory, California 
Institute of Technology, Pasadena, Calif. 91109 

v. ; 28 cm. 


Semiannual Title from cover. “JPL 400-253”—P. [4] of 


cover. Previously classed: NAS 1.12/7: Feb. 1985. Descrip- 
tion based on: Feb. 1985. 

Propulsion Laboratory (U.S.)— Directories — Tele- 
I. Title. OCLC 12123562 


1. Jet 
_ phone. 


85-21442 
NAS 1.15:X-73907 
Alford, William J. 

Foreign civil aviation competition [microform] : 1976 summa- 
ry and implications / by staff of Systems Analysis Branch, 
Aeronautical Systems Division, NASA Langley Research 
Center ; compiled by William J. Alford, Jr. and Dal V. Madda- 
lon. — Hampton, Va. : The Center, [1976] 

1 v. : i. ; 28 cm.— (NASA technical memorandum ; X- 
73907) Microfiche. [Washington, D.C.? : National Aeronautics 
and Space Administration], 1985. 1 microfiche ; 11 x 15 cm. 
“June 17, 1976.” Bibliography: p. 13-14. “N85-10907”— 
Microfiche header. @Item 830-D (microfiche) 

1. Aeronautics, Commercial — United States. 2. Aeronautics, 
Commercial — Europe. 3. Aeronautics, Commercial — Soviet 
Union. I. Langley Research Center. Aeronautical Systems Di- 
vision. Systems Analysis Branch. II. Title. III. Series. 
OCLC 12175035 


85-21443 
NAS 1.15:58260 
Heydorn, Richard P. 

Fundamental remote sensing science research program. Part 
Il, Status report of the mathematical pattern recognition and 
image analysis project [microform] / Richard P. Heydorn. — 
[Washington, D.C.?] : National Aeronautics and Space Admin- 
istration, [1984] 

1 v. ; 28 cm.— (NASA technical memorandum ; 58260) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. 
“August 1984.” Bibliography: p. 26-35. “N84-31762”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Remote sensing — United States. 2. Imaging systems. I. 
United States. National Aeronautics and Space Administration. 
IL. Title. III. Series. OCLC 12057853 


85-21444 
NAS 1.15:58261 
Increase in whole-body peripheral vascular resistance during three 
hours of air or oxygen prebreathing [microform] / Johnny 
Conkin ... [et al.]. — [Washington, D.C.?] : National Aeronautics 
” — Administration, [1984] 

: ill. ; 28 cm.— (NASA technical memorandum ; 58261) 
Micsofiche. (Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. 
“August 1984”—Cover. Includes bibliographical references. 
“N84-30684”—Microfiche header. @Item 830-D (microfiche) 

1. Blood flow. 2. Space medicine. I. Conkin, Johnny. II. 
United States. National Aeronautics and Space Administration. 
Ill. Series. OCLC 12057862 
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85-21445 
NAS 1.15:58262 
Pulmonary artery location during microgravity activity [micro- 
form] : potential impact for chest-mounted Doppler during 
space travel / Arthur T. Hadley, III ... [et al.]. — [Washington, 
D.C.?] : National Aeronautics and Space Administration, [1984] 


1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 58262) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. 
“August 1984”—Cover. Includes bibliographical references. 
“N84-31935”—Microfiche header. @Item 830-D (microfiche) 

1. Decompression sickness. 2. Space medicine. I. Hadley, 
Arthur T. II. United States. National Aeronautics and Space 
Administration. III. Series. OCLC 12057899 


85-21446 
NAS 1.15:72661-Vol-8 
Phillips, W. Pelham. 

Space shuttle orbiter trimmed center-of-gravity extension 
study. Volume viii, Effects of configuration modifications on the 
aerodynamic characteristics of the 140 A/B orbiter at a mach 
number of 5.97 [microform] / W. Pelham Phillips. — Hampton, 
Va. : National Aeronautics and Space Administration, Langley 
Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 72661) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. “No- 
vember 1984.” Bibliography: p. 11. “N85-12867”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Space shuttles. I. Langley Research Center. II. Title. 
III. Series. OCLC 12057662 


85-21447 
NAS 1.15:76765 
Dupuy, Rene Jean. 

The structures and the role of an international agency for the 
control of satellites [microform] : juridical aspects / RJ. 
Dupuy. — Washington, D.C. : National Aeronautics and Space 
Adminiatestion, [1984] 

1 v. ; 28 cm.— (NASA technical memorandum ; 76765) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Translation of “Les structures et le role d’une agence interna- 
tionale de satellites de control”, Annals of Air and Space Law. 
Vol. 6, Montreal, McGill University; Toronto, Carswell Co., 
Ltd.; Paris, Editions A. Pedone, 1981, pp 333-341.” “June 
1984.” Includes bibliographical references. “N85-12806”— 
Microfiche header. Contract No.: NASW 3541. @lItem 830- 
D (microfiche) 

1. Artificial satellites — Tracking. I. United States. National 
Aeronautics and Space Administration. II. Title. III. Series. 
OCLC 12111045 


85-21448 
NAS 1.15:76976 
Akuzawa, Minoru, 1926- 
Ultrastructural alterations in skeletal muscle fibers of rats after 
exercise [microform] / M. Akuzawa, M. Hataya. — Washi 
D.C. : National Aeronautics and Space Administration, [1982] 
1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 76976) 
Microfiche. (Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“NASA technical translation.” “Translation of article in Japa- 
nese Journal of Veterinary Science, Vol. 40, 1978, pp. 425-435.” 
“Leo Kanner Associates.” “September 1982.” Bibliography: 
p. 9-11. “N84-34117°—Microfiche header. Contract No.: 
NASW 3199. @ltem 830-D (microfiche) 





1. Musculoskeletal system. I. Hataya, Masaaki, 1916- II. 
United States. National Aeronautics and Space Administration. 
III. Leo Kanner Associates. IV. Title. V. Series. OCLC 
12183133 


85-21449 


NAS 1,15:77397 

Effects of applied pressure on hot-pressing of VT1-SiC [microform] 
/ Makoto Kinoshita ... [et al]. — Washington, D.C. : National 
Aeronautics and Space Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77397) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“Translation of Yokyo Kyokai-shi (Journal of the Ceramic Soci- 
ety of Japan), Vol. 89, No. 6, 1981, pp. 302-309.” “Leo Kanner 
Associates.” “February 1984.” Bibliography: p. 17. “N84- 
33593”—Microfiche header. Contract No. NASW 3541. 
@ltem 830-D (microfiche) 

1. Silicon carbide. 2. Silicon nitride. I. Kinoshita, Makoto. 
II. United States. National Aeronautics and Space Administra- 
tion. III. Leo Kanner Associates. IV. Series. OCLC 
12183145 


85-21450 


NAS 1.15:77413 
Mansot, J. -L. 

Microscopic aspects of the effect of friction reducers at the 
lubrication limit [microform] / J.-L. Mansot. — Washington, 
D.C. : National Aeronautics and Space Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77413) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 2 microfiches ; 11 x 15 cm. 
Translation. ‘Leo Kanner Associates”—Std. t.p. “Translation 
of “Aspects microscopiques de I’action des reducteurs de frotte- 
ment en lubrification limite”, Lyon Ecole Centrale, Lyon, 
France, Doctor of Engineering Thesis, 1982, pp. 1-140.” “June 
1984.” “N85-12354”"—Microfiche header. Contract No.: 
NASw-3541. @lItem 830-D (microfiche) 

1. Friction. I. United States. National Aeronautics and Space 
Administration. II. Leo Kanner Associates. III. Title. IV. 
Series. OCLC 12057629 


85-21451 


NAS 1.15:77414 
Selbach, H. -J. 

Research on oxidation by air and tempering of Raney nickel 
electrocatalysts for the H2 anodes of alkali combustion materials 
cells [microform] / H.-J. Selbach. — Washington, D.C. : Nation- 
al Aeronautics and Space Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77414) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 2 microfiches ; 11 x 15 cm. 
“Translation of Untersuchungen zur Luftoxidation und Temper- 
ung von Raney-Nickel Elektrokatalysatoren fur die H2-Anoden 
von Alkalischen Brennstoffzellen, Braunschweig, Technische 
Universitaet, Naturwissenschaftliche Fakultaet, Dissertation, 
1982, pp. 1-152.” “Leo Kanner Associates.” “August 1984.” 
Bibliography: p. 93-96. “N84-33535”—Microfiche header. 
Contract No.: NASW 3541. @lItem 830-D (microfiche) 

1. Nickel — Electrometallurgy. I. United States. National 
Aeronautics and Space Administration. II. Leo Kanner Associ- 
ates. III. Title. IV. Series. OCLC 12183149 


85-21452 


NAS 1,15:77416 
Hamano, Ken’ya, 1926- 

i ture and properties of ceramics [microform] / 
Kenya Hamano. — Washington, D.C. : National Aeronautics 
and Space Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77416) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
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Space Administration, 1985]. 1 microfiche ; 11x 15cm. Trans- 
lation. “Leo Kanner Associates”—Std. t.p. “Translation from 
Seramikkusu, Japan, vol. 17, no. 8, 1982, pp. 582-590.” 
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12111054 
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Nagai, Ryukou. 

Helium ionization detection apparatus [microform.] — Wash- 
ington, D.C. : National Aeronautics and Space Administration, 
[1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77505) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Translation of Japanese Kokai patent publication no. 58- 
172544, published October 11, 1983; application no. 57-55563, 
filed April 2, 1982; inventor: Ryukou Nagai; assignee: Shimazu 
Seisakujo Co., Ltd.” “August 1984.” “N85-12332”—Micro- 
fiche header. Contract No.: NASW 3541. @lItem 830-D 
(microfiche) 

1. Chromatographic analysis. I. United States. National Aer- 
onautics and Space Administration. II. Title. III. Series. 
OCLC 12111038 


85-21478 


NAS 1.15:77505 


NAS 1.15:77512 
Kriegesmann, J. 

Bending strength studies on hot-pressed silicon carbide [mi- 
croform] / J. Kriegesmann. — Washington, D.C. : National Aer- 
onautics and Space Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77512) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Translation of “Biegefestigkeitsuntersuchungen an heissgepres- 
stem Siliciumcarbid,” Berichte der Deutschen Keramischen Ge- 
sellschaft, Vol. 55, No. 8, 1978, pp. 391-394.” “August 1984.” 
Bibliography: p. 10-11. “N85-12369”—Microfiche header. 
Contract No.: NASW 3542. @lItem 830-D (microfiche) 

1. Fracture mechanics. I. United States. National Aeronau- 
tics and Space Administration. II. Title. III. Series. OCLC 
12111078 


85-21479 


NAS 1.15:77516 
Aubree, D. 

Study of annoyance due to urban automobile traffic [micro- 
form] : annex 4, a catalog of the characteristics of noise at 
different measuring points / D. Aubree, S. Auzou and J.M. 
Rapin. — Washington, D.C. : National Aeronautics and Space 
Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77516) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Translation of “Etude de la gene due au trafic automobile 
urbain. Annex 4, Catalogue des characteristiques du bruit aux 
diverses points de mesure”, Centre Scientifique et Technique du 
Batiment, Paris, France, Report June 1971, pp 214-221, 232-233, 
409-414.” “July 1984.” “N85-12478”—Microfiche header. 
Contract No.: NASW 3541. @lItem 830-D (microfiche) 

1. Traffic noise — France — Paris. I. Auzou, S. II. Rapin, 
J. M. III. United States. National Aeronautics and Space Ad- 
ministration. IV. Title. V. Series. OCLC 12111018 


85-21480 
NAS 1,15:77557 
Engrand, D. 

Measurement of the inertial constants of a rigid or flexible 
structure of arbitrary shape through a vibration test [microform] 
/ D. Engrand, J. Cortial. — Washington, D.C. : National Aero- 
nautics and Space Administration, [1983] 

1 v. ; 28 cm.— (NASA technical memorandum ; 77557) 

Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. “Leo 
Kanner Associates.” “Translation of “Mesure des constantes 
d’inertie d’une structure indeformable ou non, a Il’aide d’un 
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essaie de vibrations,” La Recherche Aerospatiale, 1970, No. 4 
(July-Aug), pp. 213-219.” “March 1983.” Bibliography: p. 
[20]. “N85-11381”—Microfiche header. Project No.: NASW- 
3199. @ltem 830-D (microfiche) 

1. Inertia (Mechanics) I. Cortial, J. II. United States. Na- 
tional Aeronautics and Space Administration. III. Title. IV. 
Series. OCLC 12094754 


85-21481 


NAS 1,15:77620 


Ludwig, Eberhard. 


Space stations [microform] : living in zero gravity : develop- 
mental task for psychologists and space environmental experts / 
Eberhard Ludwig. — Washington, D.C. : National Aeronautics 
and Space Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77620) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“Translation of “Raumstationen: Wohnen in Schwerelosigkeit; 
Entwicklungsaufgabe fuer Psychologen und Raumgestalter”, 
Umschau, No. 18, 1984, pp. 526-527.” “September 1984.” 
“N84-33454”—Microfiche header. @Item 830-D (microfiche) 

1. Space stations. 2. Weightlessness. I. United States. Na- 
tional Aeronautics and Space Administration. II. Title. III. 
Series. OCLC 12183310 


85-21482 


NAS 1,15:77622 


Heitzinger, B 


Oxidation characteristics of molybdenum-zirconium oxide cer- 
mets [microform] / B. Heitzinger. — Washington, D.C. : Nation- 
al Aeronautics and Space Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77622) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“Translation of “Oxidationsverhalten von Mo ZrO.-Cermets,” 
Plansee Seminar, 7th, Reutte, Austria, June 21-25, 1971. Pre- 
prints. Volume 3. Metallwerk Plansee AG, Reutte, Austria, 
1971, pp. 1-15.” “Leo Kanner Associates.” “May 1984.” 
Bibliography: p. 7. “N84-33594”—Microfiche header. Con- 
tract No.: NASW 3541. @lItem 830-D (microfiche) 

1. Oxidation. 2. Molybdenum compounds. I. United States. 
National Aeronautics and Space Administration. II. Leo 
Kanner Associates. III. Title. IV. Series. OCLC 12183316 


85-21483 


NAS 1.15:77727 


LOX/LHgpropulsion system for launch vehicle upper stage [mi- 


croform] : 2nd report, test results / T. Ikeda ... [et al.].— 
Washington, D.C. : National Aeronautics and Space Adminis- 
tration, [1984] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 77727) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Translation of Ishikawajima Harima Engineering Review, Vol. 
23, July 1983, pp. 377-382.” “September 1984.” Bibliography: 
p- 11. “N85-12089”—Microfiche header. Contract No.: 
NASW 3541. @ltem 830-D (microfiche) 

1. Low temperature engineering. I. Ikeda, Tatsuo. II. 
United States. National Aeronautics and Space Administration. 
III. Series. OCLC 12111040 


85-21484 


NAS 1.15:77734 


Phelps, G. W. 


The colloidal chemistry of ceramic clays [microform] / G.W. 
Phelps. — Washington, D.C. : National Aeronautics and Space 
Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77734) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
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Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Translation of “A Quimica Coloidal de Argilas Ceramicas”, 
Ceramica (Sao Paulo) Vol. 18, No. 69, 1972, pp 3-16.” 
tember 1984.” Bibliography: p. 24-27. “N85-12163”—Micro- 
fiche header. Contract No.: NASW 3542. @ltem 830-D 
(microfiche) ; 

1. Ceramics — Fracture. I. United States. National Aeronau- 
tics and Space Administration. II. Title. III. Series. OCLC 
12111085 


85-21485 


NAS 1.15:77741 
Dobrzynski, W. (Werner) ; 

Shear-layer correction after amiet under consideration of ad- 
ditional temperature gradient [microform] : working diagrams 
for correction of signals / W. Dobrzynski. — Washington, D.C. 
: National Aeronautics and Space Administration, [1984] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 77741) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Translation of “Scherschichtkorrektur nach Amiet unter Ber- 
ucksichtigung einer zusatzlichen Temperaturscherschicht. Ar- 

fuer die Korrektur Akustischer Signale Bei 
Fernfeldmessungen in Windkanaelen mit offenen Messstrecken”, 
Deutsche Forschungs- und Versuchsanstalt fuer Luft- und 
Raumfahrt, Institut fuer Entwurfs- aerodynamik Braunschwieg. 
West Germany, (Background information related ICAO CAEP 
WG II M , Boston, MA, 21-23 May, 1984), March, 1984, 
pp. 1-60.” “July 1984.” “N85-12654”—Microfiche header. 
Contract No.: NASW 3542. @ltem 830-D (microfiche) 

1. Sound-waves. I. United States. National Aeronautics and 
Space Administration. II. Title. II. Series. OCLC 12111088 


85-21486 


NAS 1.15:77749 


Aeronautics and Space Administration. IV. Title. V. Series. 
OCLC 12111030 


85-21488 


NAS 1.15:77755 


Non-destructive evaluation techniques high temperature ceramic 


component parts for gas turbines [microform] / H. Reiter ... [et 
al.]. — Washington, D.C. : National Aeronautics and Space Ad- 
ministration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77755) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“Translation of “ZFP von Hochtemperatur-Keramik-Bauteilen 
fur KfZ-Turbinen”, Fraunhofer-Institut fur Zerstorungsfreie 
Prufverfahren, Saarbruecken, West Germany, Report IzfP- 
800305-TW. March 6, 1980.” “September 1984.” Bibliogra- 
phy: p. 36-37. “N84-33413”—Microfiche header. @lItem 830- 
D (microfiche) 

1. Ceramics. 2. Gas turbines. I. Reiter, H. II. United 
States. National Aeronautics and Space Administration. III. 
Series. OCLC 12183326 


85-21489 


NAS 1,15:77757 


Wusatowski, Tadeusz. 


Kasprzyk airfoil [microform] : the first wind-tunnel tests / 
Tadeusz Wusatowski. — Washington, D.C. : National Aeronau- 
tics and Space Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77757) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“Translation of “Skrzydlo W. Kasprzyka—wstepne badania tun- 


Bergmann, Jurgen W. 

Comparison of combustion efficiencies for ramjet engines [mi- 
croform] / Jurgen W. Bergmann. — Washington, D.C. : Nation- 
al Aeronautics and Space Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77749) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“Translation of “Vergleich von Verbrennungsgutegraden fur 
Staustrahlantriebe”, Zeitschrift fur Flugwi haft und Wel- 
traum forschung, Vol. 8, No. 2, Mar-Apr. 1984, pp. 129-133.” 
“Leo Kanner Associates.” “September 1984.” Bibliography: 
p. 8. “N&84-33411”—Microfiche header. Contract No.: 


elowe,” Technika Lotnicza i Astronautyczna, Vol. 30, No. 9, 
September 1975, pp. 9-10. “Leo Kanner Associates.” “Octo- 
ber 1984.” “N84-33380”—Microfiche header. Contract No.: 
NASW 3541. @lItem 830-D (microfiche) 

1. Aerofoils. 2. Aerodynamics. I. United States. National 
Aeronautics and Space Administration. II. Leo Kanner Associ- 
ates. III. Title. IV. Series. OCLC 12183271 


85-21490 
NAS 1.15:77758 
System design of a remotely operated, program controlled meas- 


NASW 3541. @lItem 830-D (microfiche) 

1. Airplanes — Ramjet engines. I. United States. National 
Aeronautics and Space Administration. II. Leo Kanner Associ- 
ates. III. Title. IV. Series. OCLC 12183291 


85-21487 


NAS 1.15:77750 
Lambert, Jacques. 

Patterns of behavior in lodgings exposed to traffic noise [mi- 
croform] / Jacques Lambert, Francois Simonnet and Michel 
Vallet. — Washington, D.C. : National Aeronautics and Space 
Administration, [1984] 

1 v. : ill., 1 form ; 28 cm.— (NASA technical memorandum ; 
77750) Microfiche. [Washington, D.C.? : National Aeronautics 
and Space Administration, 1985]. 2 microfiches ; 11 x 15 cm. 
“Translation of “Comportements dans l’habitat soumis au bruit 
de circulation”. Institut de Recherche des Transports, Arcueil, 
France, Research Report. I.R.T. No. 47, September 1980, pp 1- 
145.” “November 1984.” Bibliography: p. 128-129. “N85- 
12479”—Microfiche header. Contract No.: NASW 3542. 
@ltem 830-D (microfiche) 

1. Noise — Physiological effect. 2. Noise control. I. Simon- 
net, Francois. II. Vallet, Michel. III. United States. National 
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urement table for the calibration of the egret experiment. Part 
A, Program control [microform.] — Washington, D.C. : Na- 
tional Aeronautics and Space Administration, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77758) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“Translation of “Systemauslegung eines fernbedienten, pro- 
gtammgesteuerten Messtisches fur die Eichung des EGRET- 
Experiments. Teil A: Programmsteuerung. (Study carried out 
under contract of the Bundesministerium fuer Forschung und 
Technologie, represented by the Deutsche Forschungs-und Ver- 
suchsanstalt fuer Luft- und Raumfahrt e.V.), ALBEDO GMBH, 
Neubiberg (West Germany) and Sondermaschinen Reiter & Co. 
GMBH, Munich (West Germany), Report, August 30, 1982, pp. 
91-138.” “September 1984.” “N84-34172”—Microfiche 
header. Contract No.: NASW 3541. @lItem 830-D (micro- 
fiche) 

1. Microcomputers. I. United States. National Aeronautics 
and Space Administration. II. Series. OCLC 12183299 
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85-21491 United States. Office of Coal Utilization and Extraction. II. 


NAS 1,15:77764 Lewis Research Center. III. Series: NASA technical memo- 


Study of the system of middle atmosphere/ionosphere using randum ; 81401. OCLC 12183305 
remote-sensing data [microform] / H. Hass ... [et al.]. — Wash- 


ington, D.C. : National Aeronautics and Space Administratio 85-21495 
(1984) _ “ NAS 1.15:82173 


1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77764) | On syntheses of the x-ray background with power-law sources 


Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“Translation of “Untersuchung des Systems mittlere Atmos- 
phare/Ionosphare mit Hilfe von Remote-Sensing-Daten”, Klein- 
heubacher Berichte, Vol. 25, 1982, pp 203-210.” “SCITRAN.” 
“February 1984.” Bibliography: p. 12. “N84-34074”—Micro- 
fiche header. Contract No.: NASW 3542. @Item 830-D 
(microfiche) 

1. Remote sensing— Germany. 2. Spectrum analysis. I. 


[microform] / G. DeZotti ... [et al.]. — Greenbelt, Md. : Nation- 
al Aeronautics and Space Administration, Goddard Space 
Flight Center, [1981] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 82173) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“August 1981.” Bibliography: p. [11-12] “N85-12840”— 
Microfiche header. @Item 830-D (microfiche) 

1. X-ray spectroscopy. I. DeZotti, G. II. Goddard Space 


Hass, H. II. United States. National Aeronautics and Space 
Administration. III. SCITRAN (Firm) IV. Series. OCLC 
12183283 


85-21492 


Flight Center. III. Series. OCLC 12069998 


85-21496 
NAS 1.15:83022 
Turbine engine hot section technology (HOST) [microform] : ma- 
terial presented at a government-industry information exchange 
workshop held at NASA Lewis Research Center, Cleveland, 


NAS 1.15:77767 
Loiseau, H. 


Experimental determination of the inertia constants of an air- 
plane or of a missile [microform] / H. Loiseau. — Washington, 
D.C. : National Aeronautics and Space Administration, [1983] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 77767) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“Translation of “Determination experimentale des constantes 
d’inertie d’un avion ou d’un missile”, La Recherche Aerospa- 
tiale No. 120, 1967, pp. 53-62.” “Leo Kanner Associates.” 
“March 1983.” Bibliography: p. 24. “N84-33381”—Micro- 
fiche header. Contract No.: NASW 3541. @Item 830-D 
(microfiche) 

1. Airplanes. 2. Inertia (Mechanics) — Measurement. I. 
United States. National Aeronautics and Space Administration. 
II. Leo Kanner Associates. III. Title. IV. Series. OCLC 
12183279 


85-21493 


NAS 1,15:80663 
Mushotzky, R. F. 

X-ray observations of the Seyfert I galaxies AKN120 and 
MCG8-11-11 [microform] / R.F. Mushotzky and F.E. Mar- 
shall. — Greenbelt, Md. : National Aeronautics and Space Ad- 
ministration, Goddard Space Flight Center, [1980] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 80663) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“March 1980.” Bibliography: p. [13-14]. “N85-12839"— 
Microfiche header. @lItem 830-D (microfiche) 

1. Galaxies. 2. X-ray spectroscopy. I. Marshall, F. E. II. 
Goddard Space Flight Center. III. Title. IV. Series. OCLC 
12069992 


85-21494 


NAS 1.15:81401 

Cogeneration technology alternatives study (CTAS). Volume II, 
Comparison and evaluation of results [microform] / work per- 
formed for U.S. Department of Energy, Fossil Energy, Office 
of Coal Utilization and Extraction under interagency agreement 
DE-AI01-77ET13111. — Cleveland, Ohio : National. Aeronautics 
and Space Administration, Lewis Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA TM ; 81401) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1984. 5 microfiches ; 11 x 15 cm. “August 1984.” 
Bibliography: p. 388. “DOE/NASA/1311-14.” “N84- 
34038”—RMicrofiche header. @lItem 830-D (microfiche) 

1. Cogeneration of electric power and heat — United States. 
2. Heat engines. 3. Electric power-plants — United States. I. 


Ohio, October 19-20, 1982. —[Washington, D.C.? : National 
Aeronautics and Space Administration, 1982] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 83022) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 4 microfiches ; 11 x 15cm. “Oc- 
tober 1982.” Includes bibliographies. “N85-10951 thru N85- 
10988”—Microfiche header. @Item 830-D (microfiche) 

1. Aircraft gas-turbines— Congresses. 2. High tempera- 
tures — Congresses. 3. Heat — Transmission — Congresses. I. 
United States. National Aeronautics and Space Administration. 
II. Series. OCLC 12174995 


85-21497 


NAS 1.15:83587 


Huff, Ronald G. 


A theoretical prediction of the acoustic pressure generated by 
turbulence-flame front interactions [microform] / Ronald G. 
Huff ; prepared for the Winter-Annual Meeting of the American 
Society of Mechanical Engineers, New Orleans, Louisiana, De- 
cember 9-13, 1984. — Cleveland, Ohio : Lewis Research Center, 
[19847] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 83587) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “N&84- 
26383”—Microfiche header. @lItem 830-D (microfiche) 

1. Turbulence. 2. Sound pressure. I. Lewis Research 
Center. II. Title. III. Series. OCLC 12124663 


85-21498 


NAS 1.15:83593 


Costakis, William. 


Real-time simulation of an automotive gas turbine using the 
hybrid computer [microform] / William Costakis and Walter C. 
Merrill ; prepared for U.S. Department of Energy, Conservation 
and Renewable Energy, Office of Vehicle and Engine R&D. — 
[Cleveland, Ohio?] : National Aeronautics and Space Adminis- 
tration, Lewis Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA TM ; 83593) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 1 microfiche ; 11 x 15cm. “May 1984.” “N&4- 
26484”—Microfiche header. @Item 830-D (microfiche) S/N 
N84-26484 @ NTIS 

1. Automotive gas turbines — Simulation methods. I. Mer- 
rill, Walter C. II. United States. Dept. of Energy. Office of 
Vehicle and Engine Research and Development. III. Lewis 
Research Center. IV. Title. V. Series: NASA technical 
memorandum ; 83593. OCLC 11374939 
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85-21499 
NAS 1.15:83671 
Miles, J. H. 

A theoretical model for the cross spectra between pressure 
and temperature downstream of a combustor [microform] / J.H. 
Miles and E.A. Krejsa ; prepared for the One hundred seventh 
Meeting of the Acoustical Society of America, Norfolk, Virgin- 
ia, May 6-10, 1984. — Cleveland, Ohio : Lewis Research Center, 
[19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83671) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 19-21. “N84-34231”—Microfiche header. @ltem 
830-D (microfiche) 

1. Combustion — Mathematical models. I. Krejsa, E. A. II. 
Lewis Research Center. III. Title. IV. Series. OCLC 
12124695 


85-21500 
NAS 1.15:83677 
Hagedorn, Norman H. 

NASA Redox Storage System Development Project [micro- 
form] : final report / Norman H. Hagedorn ; performed for U.S. 
Department of Energy, Conservation and Renewable Energy, 
Division of Energy Storage Systems under interagency agree- 
ment DE-A104-80AL 12726. — Cleveland, Ohio : National Aero- 
nautics and Space Administration, Lewis Research Center, 
[1984] 

1 v. : ill. ; 28 cm.— (NASA TM ; 83677) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “October 1984.” 
Bibliography: p. 41-43. “N85-12465”—Microfiche header. 
“DOE/NASA/12726-24.” @ltem 830-D (microfiche) 

1. Fuel cells. I. United States. Dept. of Energy. Division of 
Energy Storage Systems. II. Lewis Research Center. III. 
Title. IV. Series: NASA technical memorandum ; 83677. 
OCLC 12070014 


85-21501 
NAS 1.15:83685 
Mullin, Jerome P. 

The NASA photovoltaic technology program [microform] / 
Jerome P. Mullin and John C. Loria and Henry W. Brandhorst ; 
prepared for the Seventeenth Photovoltaic Specialists Confer- 
ence, sponsored by the Institute of Electrical and Electronic 

i Kissimmee, Florida, May 1-4, 1984. — [Washington, 
D.C.? : National Aeronautics and Space Administration, 19847] 


1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83685) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “N84- 
32426”—Microfiche header. @ltem 830-D (microfiche) 

1. United States. National Aeronautics and Space Administra- 
tion. 2. Photovoltaic power generation. 3. Photoelectric cells. 
I. United States. National Aeronautics and Space Administra- 
tion. Il. Title. III. Series. OCLC 12124654 


85-21502 
NAS 1,15:83733 
Mikkelson, Daniel C. 

Summary of recent NASA propeller research [microform] / 
Daniel C. Mikkelson, Glenn A. Mitchell, and Lawrence J. 
Bober ; prepared for the AGARD Fluid Dynamics Panel meet- 
ing on Aerodynamics and Acoustics of Propellers, Toronto, 
Canada, October 1-4, 1984. — Cleveland, Ohio : Lewis Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83733) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 12-14. “N84-32344”—RMicrofiche header. @lItem 
830-D (microfiche) 
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1. United States. National Aeronautics and Space Administra- 
tion. 2. Propellers, Aerial. I. Mitchell, Glenn A. II. Bober, 
Lawrence J. III. Lewis Research Center. IV. Title. V. 
Series. OCLC 12124702 


85-21503 


NAS 1.15:83739 


Pierzga, Michael J. 


Investigation of the three-dimensional flow field within a tran- 
sonic fan rotor [microform] : experiment and analysis / Michael 
J. Pierzga and Jerry R. Wood ; prepared for the Twenty-ninth 
Annual International Gas Turbine Conference sponsored by the 
American Society of Mechanical Engineers, Amsterdam, The 
Netherlands, June 3-7, 1984.— Cleveland, Ohio : Lewis Re- 
search Center, [19847] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 83739) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 13-14. “N84-32357”—Microfiche header. @Item 
830-D (microfiche) 

1. Rotors— Dynamics. 2. Aerodynamics, Transonic. I. 
Wood, Jerry R. II. Lewis Research Center. III. Title. IV. 
Series. OCLC 12124685 


85-21504 


NAS 1.15:83761 


Ronney, Paul D. 


Effect of gravity on halogenated hydrocarbon flame retardant 
effectiveness [microform] / Paul D. Ronney ; prepared for the 
Thirty-fifth Congress of the International Astronautical Federa- 
tion, Lausanne, Switzerland, October 7-13, 1984. — Cleveland, 
Ohio : Lewis Research Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83761) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 4. “N84-33536”—NMicrofiche header. @lItem 830- 
D (microfiche) 

1. Hydrocarbons. 2. Gravity — United States. I. Lewis Re- 
search Center. II. Title. III. Series. OCLC 12124661 


85-21505 


NAS 1.15:83762 


Miyoshi, Kazuhisa. 


Microstructure and surface chemistry of amorphous alloys 
important to their friction and wear behavior [microform] / 
Kazuhisa Miyoshi and Donald H..Buckley ; prepared for the 
1985 International Tribology Conference sponsored by the 
Japan Society of Lubrication Tokyo, Japan, July 8-10, 1985. — 
Cleveland, Ohio : Lewis Research Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83762) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 6. “N84-32508”—Microfiche header. @Item 830- 
D (microfiche) 

1. Amorphous substances. 2. Alloys— Analysis. I. Buck- 
ley, Donald H. II. Lewis Research Center. III. Title. IV. 
Series. OCLC 12124670 


85-21506 


NAS 1,15:83764 


Dittmar, James H. 


An experimental investigation of the effect of boundary layer 
refraction on the noise from a high-speed propeller [microform] 
/ James H. Dittmar, Robert J. Burns, and Dennis J. Lecie- 
jewski. — Cleveland, Ohio : Lewis Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83764) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Sep- 
tember 1984.” Bibliography: p. 11-12. “N84-34230”—Micro- 
fiche header. @lItem 830-D (microfiche) 
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1. Propellers, Aerial. 2. Boundary layer. I. Burns, Robert J. 
(Robert James), 1931- II. Leciejewski, Dennis J. III. Lewis 
Research Center. IV. Title. V. Series. OCLC 12124709 


85-21507 


85-21511 


Helmick, Larry S. 

FTIR analysis of aviation fuel deposits [microform] / Larry 
S. Helmick and Gary T. Seng. — Cleveland, Ohio : Lewis Re- 
search Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83773) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. “Sep- 
tember 1984.” Bibliography: p. 10. “N84-33608”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Airplanes— Fuel. I. Seng, Gary T. Il. Lewis Research 
Center. III. Title. IV. Series. OCLC 12095380 


85-21512 


Saunders, Alan, 1919- 
20 x 20 high speed microwave matrix switches [microform] / 


NAS 1.15:83773 


NAS 1,15:83765 
Biesiadny, Thomas J. 

Response of a small-turboshaft-engine compression system to 
inlet temperature distortion [microform] / Thomas J. Biesiadny, 
Gary A. Klann and Jeffery K. Little. — Cleveland, Ohio : 
Lewis Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83765) 
(AVSCOM. technical report ; 84-C-13) Microfiche. [Washing- 
ton, D.C.? : National Aeronautics and Space Administration, 
1984]. 1 microfiche ; 11 x 15cm. “September 1984.” Bibliog- 
raphy: p. 12. “N84-33414”—Microfiche header. @lItem 830- 

D (microfiche) 

1. Turbomachines. I. Klann, Gary A. II. Little, Jeffery K. 

III. Lewis Research Center. IV. Title. V. Series. VI. Series. 


NAS 1,15:83775 


, Alan Saunders. — Cleveland, Ohio : Lewis Research Cen 
OCLC 12124678 [1984] sh es 


85-21508 1 v. : ill. ; 28 cm.— (NASA technical memorandum ; sagpen 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Ramachandra, Sridhar M. Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. “Sep- 
Incompressible lifting-surface aerodynamics for a rotor-stator tember 1984.” Bibliography: p. 8. “N84-32644”—Microfiche 
combination [microform] / Sridhar M. Ramachandra. — Cleve- header. @tem 830-D (microfiche) 
land, Ohio : Lewis Research Center, [1984] 1. Microwave devices. I. Lewis Research Center. II. Title. 
1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 83767) Ill. Series. OCLC 12095372 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984.” Bibliography: p. 27-29. “N85-12039”—Microfiche 
header. @Item 830-D (microfiche) 
1. Aerodynamics. 2. Cascades (Fluid dynamics) I. Lewis 
Research Center. II. Title. III. Series. OCLC 12070050 


85-21509 


NAS 1.15:83767 


85-21513 
NAS 1,15:83779 

The friction behavior of semiconductors Si and GaAs in con- 
tact with pure metals [microform] / Hiroshi Mishina ; prepared 
for the International Tribology Conference sponsored by the 
Japan Society of Lubrication Engineers, Tokyo, Japan, July 8- 
10, 1985. — Cleveland, Ohio : Lewis Research Center, [19847] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 83779) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 6-7. “N84-32531”—Microfiche header. @Item 
830-D (microfiche) 

1. Metal oxide semiconductors, Complementary. I. Lewis 
Research Center. II. Title. III. Series. OCLC 12095402 


85-21514 


NAS 1,15:83768 
Piszczor, Michael F. 

Preliminary design of a 10-kW thermophotovoltaic system for 
space applications [microform] / Michael F. Piszczor, Jr. and 
Manju Ghalla-Goradia ; prepared for the Nineteenth Annual 
Intersociety Energy Conversion Engineering Conference 
(IECEC) cosponsored by the AJAA, IEEE, ACS, AIChE, 
ANS, ASME, and SAE, San Francisco, California, August 19- 
24, 1984. — Cleveland, Ohio : Lewis Research Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83768) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. Bibli- 


NAS 1.15:83780 
Surampudi, Surya P. 


ography: p. 5-6. “N84-32427"—Microfiche header. @Item 
830-D (microfiche) 

1. Photovoltaic power generation. 1. Ghalla-Goradia, Manju. 
II. Lewis Research Center. III. Title. IV. Series. OCLC 
12095418 


85-21510 


NAS 1.15:83769 
Milligan, Walter W. 

Low cycle fatigue behavior of conventionally cast MAR-M 
200 at 1000 C [microform] / Walter W. Milligan and Robert C. 
Bill. — [Washington, D.C.? : National Aeronautics and Space 
Administration, 1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83769) 
(AVSCOM technical report ; 84-C-16) Microfiche. [Washing- 
ton, D.C.? : National Aeronautics and Space Administration, 
1984]. 1 microfiche ; 11 x 15cm. “September 1984.” Bibliog- 
raphy: p. 6. “N84-33564”—Microfiche header. @Item 830-D 
(microfiche) 

1. Nickel alloys. 2. Metals — Fatigue. I. Bill, Robert C. 
II. United States. National Aeronautics and Space Administra- 
tion. III. Title. IV. Series. V. Series. OCLC 12095422 


Unsteady transonic flow in cascades [microform] / Surya P. 
Surampudi and John J. Adamczyk ; prepared for the Unsteady 
Aerodynamics of Turbomachines and Propellers sponsored by 
the International Union of Theoretical and Applied Mechanics 
(IUTAM), Cambridge, England, September 24-27, 1984. — 
Cleveland, Ohio : Lewis Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83780) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 4. “N84-32351”—Microfiche header. @ltem 830- 
D (microfiche) 

1. Aerod Transonic. 2. Cascades (Fluid dynamics) 
I. Adamczyk, John J. II. Lewis Research Center. III. Title. 
IV. Series. OCLC 12095397 


85-21515 


NAS 1.15:83781 


Sharp, G. Richard. 


Structural design of a vertical antenna boresight 18.3- by 18.3- 
m planar near-field antenna measurement system [microform] / 
G. Richard Sharp, Paul A. Trimarchi, and Joyce S. Wanhainen 
; prepared for the Meeting of the Antenna Measurement Tech- 
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niques Association, San Diego, California, October 2-4, 1984. — 
Cleveland, Ohio : Lewis Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83781) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. _Bibli- 
ography: p. 14. “N&4-32783”—Microfiche header. @Item 
830-D (microfiche) 

1. Near-fields. I. Trimarchi, Paul A. II. Wanhainen, Joyce 
S. II Lewis Research Center. IV. Title. V. Series. 
OCLC 12095391 


85-21516 
NAS 1.15:83784 
Barrett, Charles A. 

The effects of Cr, Co, Al, Mo, and Ta on the cyclic oxidation 
behavior of a prototype cast Ni-base superalloy based on a 
2°composite statistically designed experiment [microform] / 
Charles A. Barrett ; prepared for High Temperature Corrosion 
in Energy Systems ‘Vl cosponsored by the AIME and ASM, 
Detroit, Michigan, September 17, 1984.— Cleveland, Ohio : 
Lewis Research Center, [19847] 

1 v. : ill. ; 23 cm.— (NASA technical memorandum ; 83784) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 7. “N85-12131”—Microfiche header. @Item 830- 
D (microfiche) 

1. Nickel alloys. I. Lewis Research Center. II. Title. III. 
Series. OCLC 12070037 


85-21517 
NAS 1.15:83785 

Characteristics and capabilities of the NASA Lewis Research 
Center high precision 6.7- by 6.7-m planar near-field scanner 
[microform] / G.R. Sharp ... [et al.] ; prepared for the Meeting 
of the Antenna Measurement Techniques Association, San 
Diego, California, October 2-4, 1984. — Cleveland, Ohio : Lewis 
Research Center, [1984] 

v. : ill. ; 28 cm.— (NASA technical memorandum ; 83785) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “N&84- 
32789”—Microfiche header. @Item 830-D (microfiche) 

1. Lewis Research Center. 2. Near-fields. I. Sharp, G. 
Richard. II. Lewis Research Center. III. Series. OCLC 
12095385 


85-21518 
NAS 1.15:83786 
Ginty, Carol A. 

Fracture surface characteristics of notched angleplied graph- 
ite/epoxy composites [microform] / Carol A. Ginty and 
Thomas B. Irvine ; prepared for the International Symposium- 
Composites: Materials and Engineering sponsored by the Center 
for Composite Materials, The University of Delaware, Newark, 
Delaware, September 24-28, 1984.— Cleveland, Ohio : Lewis 
Research Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83786) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 7. “N84-33522”—Microfiche header. @Item 830- 
D (microfiche) 

1. Fibrous composites — Fracture. I. Irvine, Thomas B. II. 


Lewis Research Center. III. Title. IV. Series. OCLC 
12095409 


85-21519 
NAS 1.15:83788 
Generazio, Edward R. 

The role of the reflection coefficient in precision measurement 
of ultrasonic attenuation [microform] / Edward R. Generazio ; 
prepared for the 1984 Annual Review of Progress in Quantita- 
tive Nondestructive Evaluation sponsored by the Defense Ad- 


Page 160 


vanced Research Projects Agency (DARPA), LaJolla, Califor- 
nia, July 8-13, 1984.—Cleveland, Ohio : Lewis Research 
Center, [19847] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 83788) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. _Bibli- 
ography: p. 12-13. “N84-32849”—Microfiche header. @Item 
830-D (microfiche) 

1. Ultrasonics. I. Lewis Research Center. II. Title. III. 
Series. OCLC 12095413 


85-21520 


NAS 1.15:83789 


DeLombard, Richard. 


Photovoltaic power system for satellite earth stations in 
remote areas [microform] : project status and design description 
/ Richard DeLombard ; prepared for the International Tele- 
communications Energy Conference sponsored by the Commu- 
nications Society of the Institute of Electrical and Electronics 
Engineers, New Orleans, Louisiana, November 4-7, 1984. — 
Cleveland, Ohio : Lewis Research Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83789) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “N84- 
33642”—Microfiche header. @lItem 830-D (microfiche) 

1. Earth stations (Satellite telecommunication) — United 
States. I. Lewis Research Center. II. Title. III. Series. 
OCLC 12094895 


85-21521 


NAS 1.15:83795 


Stofan, Andrew J. 


A high energy stage for the National Space Transportation 
System [microform] / Andrew J. Stofan ; prepared for the 
Thirty-fifth Congress of the International Astronautical Federa- 
tion, Lausanne, Switzerland, October 7-13, 1984. — Cleveland, 
Ohio : Lewis Research Center, [19847] 

v. : ill. ; 28 cm.— (NASA technical memorandum ; 83795) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “N84- 
32411”—Microfiche header. @lItem 830-D (microfiche) 

1. Space flight. I. Lewis Research Center. II. Title. III. 
Series. OCLC 12094797 


85-21522 


NAS 1,15:€3798 


Avni, Reuven. 


Plasma variables and tribological properties of coatings in low 
pressure (0.1 - 10.0 torr) plasma systems [microform] / R. Avni 
and T. Spalvins ; prepared for the Eleventh International Con- 
ference on Metallurgical Coatings sponsored by the American 
Vacuum Society, San Diego, California, April 9-13, 1984. — 
Cleveland, Ohio : Lewis Research Center, [19847] 

lv. : ill. ; 28 cm.— (NASA technical memorandum ; 83798) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 9-11. “N84-32411”—Microfiche header. @Item 
830-D (microfiche) 

1. Plasma (Ionized gases) I. Spalvins, Talivaldis. II. Lewis 
Research Center. III. Title. IV. Series. OCLC 12175025 


85-21523 


NAS 1.15:83807 


Prok, George M. 


Lubricity of well-characterized jet and broad-cut fuels by 
ball-on-cylinder machine [microform] / George M. Prok and 
nsee S. Kim. — Cleveland, Ohio : Lewis Research Center, 
1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83807) 
Microfiche. [Washington, D.C.? : National Aeronautics and 





Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. “No- 
vember 1984.” Bibliography: p. 6-7. “N85-12183”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Fuel — United States. 2. Lubrication and lubricants. I. 
Kim, Walter S. II. Lewis Research Center. III. Title. IV. 
Series. OCLC 12070007 


85-21524 


NAS 1.15:83837 

A Large scale height galactic component of the diffuse 2-60 keV 
background [microform] / D. Iwan ... [et al.]. — Greenbelt, Md. 
: National Aeronautics and Space Administration, Goddard 
Space Flight Center, [1982] ‘ 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 83837) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“March 1982.” Bibliography: p. 35-37. “N85-12841”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Galaxies. 2. Stars. 3. X-rays. I. Iwan, D. (DeAnn) II. 
Goddard Space Flight Center. III. Series. OCLC 12070024 


85-21525 


NAS 1,15:83859 
Mushotzky, R. F. 

The X-ray spectrum and time variability of “Narrow emission 
line” galaxies [microform] / R.F. Mushotzky. — Greenbelt, Md. 
: National Aeronautics and Space Administration, Goddard 
Space Flight Center, [1981] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83859) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. “No- 
vember 1981.” Bibliography: p. 27-29. “N85-12842”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. X-ray spectroscopy. 2. Galaxies. I. Goddard Space 
Flight Center. II. Title. III. Series. OCLC 12069985 


85-21526 


NAS 1.15:83947 


Swank, Jean H. 


Einstein solid state spectrometer observation of the peculiar 
red dwarf wolf 630 AB [microform] / Jean H. Swank and Hugh 
M. Johnson.— Greenbelt, Md. : National Aeronautics and 
Space Administration, Goddard Space Flight Center, [1982] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 83947) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. “June 
1982.” Bibliography: p. 11-12. “N85-12843”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Red dwarfs. 2. Spectrometer. I. Johnson, Hugh M. II. 
Goddard Space Flight Center. III. Title. IV. Series. OCLC 
12070043 


85-21527 


NAS 1.15:84351 
Weber, Jeanine M. 

A mathematical simulation model of a CH-47B helicopter 
[microform] / Jeanine M. Weber, Tung Y. Liu and William 
Chung. — Moffett Field, Calif. : National Aeronautics and 
Space Administration, Ames Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 84351) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 2 microfiches ; 11 x 15 cm. 
“August 1984”—Cover. Bibliography: p. 3. “N84-32380”"— 
Microfiche header. @lItem 830-D (microfiche) 

1. Helicopters — Mathematical models. I. Liu, Tung Y. II. 
Chung, William. III. Ames Research Center. IV. Title. V. 
Series. OCLC 12094871 
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85-21528 


NAS 1.15:84360 


Neutral carbon in the egg nebula (AFGL 2688) [microform] / 


C.A. Beichman ... [et al.].— Moffett Field, Calif. : National 
Aeronautics and Space Administration, Ames Research Center, 
[1983] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 84360) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “April 
1983”—Cover. Bibliography : p. 20-21. @lItem 830-D (micro- 
fiche) 

1. Nebulae. I. Beichman, C. A. II. Ames Research Center. 
III. Title. IV. Series. OCLC 12094874 


85-21529 


NAS 1.15:84421 


Foster, J. N. 


Technical publications of the NASA Wallops Flight Facility 
1980 through 1983 [microform] / J.N. Foster, compiler. — Wal- 
lops Island, Va. : National Aeronautics and Space Administra- 
ne aia Space Flight Center, Wallops Flight Facility 
19847 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 84421) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. In- 
cludes index. “N84-26467”—RMicrofiche header. @lItem 830- 
D (microfiche) 

1. Wallops Flight Facility I. Wallops Flight Facility. II. 
Title. III. Series. OCLC 12094846 


85-21530 


NAS 1.15:84548 


Leonard, Robert W. 


Fuel efficiency through new airframe technology [microform] 
/ Robert W. Leonard. — Hampton, Va. : National Aeronautics 
and Space Administration, Langley Research Center, [1982] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 84548) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 2 microfiches ; 11 x 15 cm. 
“August 1982.” “N85-10909”—Microfiche header. @Item 
830-D (microfiche) 

1. Aerodynamics. 2. Energy conservation — United States. 
I. Langley Research Center. II. Title. III. Series. OCLC 
12174964 


85-21531 


NAS 1.15:84549 


Aiken, William S. 


ACEE program rationale and implementation [microform] / 
William S. Aiken, Jr., and Richard H. Petersen. — Hampton, 
Va. : National Aeronautics and Space Administration, Langley 
Research Center, [1982] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 84549) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 1 microfiche ; 11 x 15 cm. 
“August 1982.” “N85-10908”—Microfiche header. @Item 
830-D (microfiche) 

1. Aeronautics — United States. 2. Energy conservation — 
United States. I. Langley Research Center. II. Title. III. 
Series. OCLC 12174954 


85-21532 


NAS 1.15:85030 


Cosmic ray propagation in the local superbubble [microform] / 


R.E. Streitmatter ... [et al.].— Greenbelt, Md. : National Aero- 
nautics and Space Administration, Goddard Space Flight 
Center, [1984] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 85030) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15cm. “Sep- 
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tember 1984.” Bibliography: p. 21-24. “N85-12855”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Cosmic rays— United States. I. Streitmatter, R. E. II. 
Goddard Space Flight Center. Il. Series. OCLC 12070033 


85-21533 
NAS 1.15:85071 
Worrall, Diana M. 

The broad-band x-ray spectrum of a QSO sample [microform] 
D.M. Worrall, F.E. Marshall. — Greenbelt, Md. : National Aer- 
onautics and Space Administration, Goddard Space Flight 
Center, [1983] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85071) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “July 
1983.” Bibliography: p. 20-22. “N84-33333”—Microfiche 
header. @Item 830-D (microfiche) 

1. X-ray spectroscopy. I. Goddard Space Flight Center. II. 
Title. III. Series. OCLC 12094805 


85-21534 
NAS 1.15:85447 
Stassinopoulos, E. G. 

Topex orbital radiation study [microform] / E.G. Stassino- 
poulos, J.M. Barth. — Greenbelt, Md : National Aeronautics and 
Space Administration, Goddard Space Flight Center, [1984] 

1 v. : ill. ; 28 cm— (NASA-TM ; 85447) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 2 microfiches ; 11 x 15cm. “April 1984.” Bib- 
liography: p. 15. “X-601-84-10.” @Item 830-D (microfiche) 

1. Artificial satellites. 2. Extraterrestial radiation. I. Barth, 
J. M. Il. Goddard Space Flight Center. III. Title. IV. 
Series: NASA technical memorandum ; 85447. OCLC 
12094879 


85-21535 
NAS 1.15:85596 
Haggerty, James J., 1920- 

Spinoff 1984 / by James J. Haggerty. — Washington, D.C. : 
National Aeronautics and Space Administration, Office of Ex- 
ternal Relations, Technology Utilization and Industry Affairs 
Division : For sale by the Supt. of Docs., U.S. G.P.O., [1984] 

1 v. : ill. ; 28 cm.— (NASA-TM ; 85596) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 2 microfiches; 11x 15cm. “July 1984.” “N&4- 
33305”—Microfiche header. @lItem 830-D (microfiche) S/N 
033-000-00920-8 @ GPO $4.75 (pbk) 

1. Technological innovations — United States. 2. Technolo- 
gy transfer — United States. 3. Astronautics United States. 4. 
Space shuttles. 5. Space stations. I. United States. National 
Aeronautics and Space Administration. Technology Utilization 
and Industry Affairs Division. II. Title. III. Series: NASA 
technical memorandum ; 85596 OCLC 12094858 


85-21536 
NAS 1.15:85739 
Data from tests of a R4 airfoil in the Langley 0.3-meter transonic 
cryogenic tunnel [microform] / Renaldo V. Jenkins ... [et al.]. — 
Hampton, Va. : National Aeronautics and Space Administra- 
tion, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85739) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 4 microfiches ; 11x 15cm. “Sep- 
tember 1984.” Bibliography: p. 7. “N84-33385”—Microfiche 
header. @ltem 830-D (microfiche) 

1. Aerofoils. 2. Low temperature engineering. I. Langley 
Research Center. II. Series. OCLC 12094838 
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85-21537 


NAS 1.15:85784 


An operating system for future aerospace vehicle computer sys- 


tems [microform] / Edwin C. Foudriat ... [et al.].— Hampton, 
Va. : National Aeronautics and Space Administration, Langley 
Reseach Center, [1984] 

1 v. ; 28 cm.— (NASA technical memorandum ; 85784) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “April 
1984.” Bibliography: p. 32-35. “N8&4-26340”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Space vehicles — Data processing. I. Foudriat, Edwin C. 
II. Langley Research Center. III. Series. OCLC 12124582 


85-21538 


NAS 1.15:85794 


Block, P. J. W. 


Noise generated by a propeller in a wake [microform] / 
P.J.W. Block.— Hampton, Va. : National Aeronautics and 
Space Administration, Langley Reseach Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85794) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. “May 
1984.” Bibliography: p. 11. ‘“N84-85794”—Microfiche header. 
@ltem 830-D (microfiche) 

1. Propellers, Aerial. I. Langley Research Center. II. Title. 
III. Series. OCLC 12124633 


85-21539 


NAS 1,15:85797 


Newman, J. C. 


A review of chevron-notched fracture specimens [microform] 
/ J.C. Newman, Jr. — Hampton, Va. : National Aeronautics and 
Space Administration, Langley Reseach Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85797) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Sep- 
tember 1984.” Bibliography: p. 31-35. “N84-33834”—Micro- 
fiche header. @Item 830-D (microfiche) 

1. Fracture mechanics. I. Langley Research Center. II. 
Title. III. Series. OCLC 12124608 


85-21540 


NAS 1.15:85802 


Lawson, Ashby G. 


Aircraft landing dynamics facility carriage weld test program 
[microform] / Ashby G. Lawson. — Hampton, Va. : National 
Aeronautics and Space Administration, Langley Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85802) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Sep- 
tember 1984.” “N84-32827”—Microfiche header. @Item 830- 
D (microfiche) 

1. Airplanes— Landing. I. Langley Research Center. II. 
Title. III. Series. OCLC 12124601 


85-21541 


NAS 1.15:85806 


Langley Aeronautics and Space Test highlights, 1983 [microform.] 


— Hampton, Va. : National Aeronautics and Space Administra- 
tion, Langley Reseach Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85806) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “N84- 
26564”—Microfiche header. @Item 830-D (microfiche) 

1. Langley Research Center. I. Langley Research Center. 
II. Series. OCLC 12124596 





85-21542 


NAS 1.15:85834 
Hahn, H. Thomas. 

Compression failure mechanisms in unidirectional composites 
[microform] / H. Thomas Hahn and Jerry G. Williams. — 
Hampton, Va. : National Aeronautics and Space Administra- 
tion, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85834) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. 
“August 1984.” Bibliography: p. 20-22. “N84-33523”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Composite materials — Testing. I. Williams, Jerry G. II. 
Langley Research Center. III. Title. IV. Series. OCLC 
12124618 


85-21543 


NAS 1.15:85835/v.1 

GASP cloud- and particle-encounter statistics, and their applica- 
tion to LFC aircraft studies / William H. Jasperson ... [et al.]. — 
Washington, D.C. : National Aeronautics and Space Adminis- 
tration, Scientific and Technical Information Branch ; [Spring- 
field, Va. : For sale by the National Technical Information 
Service, 1984- 

v. : ill, maps ; 28 cm.— (NASA technical memorandum ; 
85835) Distributed to depository libraries in microfiche. ‘“Oc- 
tober 1984”—Cover. Bibliography: p. 25-28. Contents: v. 1. 
Analysis and conclusions. @lItem 830-D (microfiche) 

1. Clouds — United States — Observations. I. Jasperson, W. 
H. II. United States. National Aeronautics and Space Adminis- 
tration. Scientific and Technical Information Branch. III. 
Series. OCLC 12058023 


85-21544 


NAS 1,15:85835/v.2 

GASP cloud- and particle-encounter statistics, and their applica- 
tion to LFC aircraft studies. Volume II, Appendixes [micro- 
form] / William H. Jasperson ... [et al.]. — [Washington, D.C.?] : 
National Aeronautics and Space Administration, Scientific and 
Technical Information Branch, 1984. 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85835) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. “N85- 
12522”—Microfiche header. Chiefly tables. @Item 830-D 
(microfiche) 

1. Clouds — Observations. I. Jasperson, W. H. II. United 


Government Publications — Octeber 1985 


S. Hindson. — [Washington, D.C.?] : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch, 1984. 

1 v. : ill. ; 23 cm.— (NASA technical memorandum ; 85873) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 14. “N84-32393”—Microfiche header. @Item 
830-D (microfiche) 

1. Instrument landing systems. 2. Landing aids (Aeronautics) 
I. Hardy, Gordon H. II. Hindson, W. S. III. United States. 
National Aeronautics and Space Administration. Scientific and 
Technical Information Branch. IV. Title. V. Series. OCLC 
12124642 


85-21547 


NAS 1.15:85877 


Mikroyannidis, John A. 


Synthesis and characterization of phosphorus-containing po- 
lyamides and copolyamides based on 1-{(dialkoxyphosphinyl) 
methyl]-2,4- and -2,6-diaminobenzenes [microform] / John A. 
Mikroyannidis, Demetrius A. Kourtides. — Moffett Field, Calif. 
: National Aeronautics and Space Administration, Ames Re- 
search Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85877) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. 
“August 1984”—Cover. Bibliography: p. 9-10. “N84 
32431”—Microfiche header. @lItem 830-D (microfiche) 

1. Polyamides. I. Kourtides, Demetrius A. II. Ames Re- 
search Center. III. Title. IV. Series. OCLC 12124591 


85-21548 


NAS 1,.15:85913 


Szalai, Kenneth J. 


Role of research aircraft in technology development [micro- 
form] / Kenneth J. Szalai.— Edwards, Calif. : National Aero- 
nautics and Space Administration, Ames Research Center, 
Dryden Flight Research Facility, 1984. 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85913) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 1 microfiche ; 11 x 15 cm. “No- 


States. National Aeronautics and Space Administration. Scientif- vember 1984”—Cover. Bibliography: p. 12. “N84-33415”"— 

ic and Technical Information Branch. III. Series. OCLC Microfiche header. @Item 830-D (microfiche) 

12069645 1. Aeronautics — Research — United States. I. Dryden 
85-21545 Flight Research Facility. II. Title. III. Series. OCLC 


NAS 1.15:85843 12175047 


NASA rotor system research aircraft flight-test data report [mi- 
croform] : helicopter and compound configuration / R.E. Erick- 
son ... [et al.]. — Moffett Field, Calif. : National Aeronautics and 


85-21549 
NAS 1.15:85914 
Myers, Lawrence P. 


Space Administration, Ames Research Center, 1984. 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85843) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 3 microfiches ; 11 x 15 cm. 
“August 1984”—Cover. Bibliography: p. 240. “N84-32381”— 
Microfiche header. @lItem 830-D (microfiche) 

1. Rotors (Helicopters) I. Erickson, R. E. II. Ames Re- 
search Center. III. Series. OCLC 12124627 


85-21546 


NAS 1.15:85873 
Brown, Stuart C. (Stuart Crockett), 1924- 

A flight-test and simulation evaluation of the longitudinal final 
approach and landing performance of an automatic system for a 
light wing loading STOL aircraft equipped with wing spoilers 
[microform] / Stuart C. Brown, Gordon H. Hardy, and William 


Propulsion control experience used in the highly integrated 
digital electronic control (HIDEC) program [microform] / 
Lawrence P. Myers and Frank W. Burcham, Jr. — Edwards, 
Calif. : National Aeronautics and Space Administration, Ames 
Research Center, Dryden Flight Research Facility, 1984. 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 85914) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984”—Cover. “N84-33415”—Microfiche header. @Item 
830-D (microfiche) 

1. Eagle (Jet fighter plane) — Data processing. I. Burcham, 
Frank W. II. Dryden Flight Research Facility. III. Title. 
IV. Series. OCLC 12136856 
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85-21550 
NAS 1.15:85931 
NASA Ames Summer High School Apprenticeship Research Pro- 
gram, June 13 - August 19, 1983 [microform] : student papers. 
— Moffett Field, Calif. : National Aeronautics and Space Ad- 
ministration, Ames Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85931) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 2 microfiches ; 11 x 15 cm. 
“August  1984”—Cover. Includes bibliographies. “N84- 
33365”—Microfiche header. @Item 830-D (microfiche) 

1. Engineering — Scholarships, fellowships, etc. — United 
States. I. Ames Research Center. II. Title: N.A.S.A. Ames 
summer high school apprenticeship research program. III. 
Series. OCLC 12136872 


85-21551 
NAS 1.15:85953 
The Energetics and mass structure of regions of star formation, 
$201 [microform] / Harley A. Thronson, Jr. ... [et al.].— Mof- 
fett Field, Calif. : National Aeronautics and Space Administra- 
tion, Ames Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85953) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Air- 
borne Astronomy Program, Medium Altitude Missions Branch, 
Preprint series 012.” “May 1984”—Cover. Bibliography: p. 
21-22. “N84-26525"—Microfiche header. @Item 830-D 
(microfiche) 

1. Stars — Evolution. I. Thronson, Harley A. II. Ames Re- 
search Center. III. Series. OCLC 12136916 


85-21552 
NAS 1.15:85954 
NGC 2024 [microform] : far-infrared and radio molecular observa- 
tions / Harley A. Thronson, Jr. ... [et al.].— Moffett Field, 
Calif. : National Aeronautics and Space Administration, Ames 
Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85954) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Air- 
borne Astronomy Program, Medium Altitude Missions Branch, 
Preprint series 013.” “May 1984”—Cover. Bibliography: p. 
27-29. “N84-26524”—Microfiche header. @Item 830-D 
(microfiche) 

1. Infrared technology. 2. Molecular spectra. I. Thronson, 
Harley A. II. Ames Research Center. III. Title: N.G.C. two 
thousand twenty four. IV. Series. OCLC 12136930 


85-21553 
NAS 1.15:85955 
Far-IR selected star formation regions [microform] / D.T. Jaffe ... 
[et al.]. — Moffett Field, Calif. : National Aeronautics and Space 
Administration, Ames Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85955) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Air- 
borne Astronomy Program, Medium Altitude Missions Branch, 
Preprint series 014.” “May 1984”—Cover. Bibliography: p. 
20. “N84-26521”—Microfiche header. @Item 830-D (micro- 
fiche) 

1. Infrared technology. 2. Interstellar matter. I. Jaffe, D. T. 
II. Ames Research Center. III. Title: Far-I.R. selected star 
formation regions. IV. Series. OCLC 12136907 
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85-21554 


NAS 1.15:85956 


183 GHz water line variation [microform] : an energetic outburst 


in Orion KL / T.B.H. Kuiper ... [et al.]. — Moffett Field, Calif. 
: National Aeronautics and Space Administration, Ames Re- 
search Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85956) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. “Air- 
borne Astronomy Program, Medium Altitude Missions Branch, 
Preprint series 015.” “May 1984”—Cover. Bibliography: p. 
32-35. “N84-26522”—Microfiche header. @Item 830-D 
(microfiche) 

1. Interstellar matter. I. Kuiper, T. B. H. II. Ames Re- 
search Center. III. Title: One hundred eighty three GHz water 
line variation. IV. Series. OCLC 12136881 


85-21555 


NAS 1,15:85959 


Yang, Jaw-Yen. 


Second- and third-order upwind difference schemes for hy- 
perbolic conservation laws [microform] / Jaw-Yen Yang. — 
Moffett Field, Calif. : National Aeronautics and Space Adminis- 
tration, Ames Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85959) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “July 
1984”—Cover. Bibliography: p. 23-25. “N84-33106”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Gas dynamics. I. Ames Research Center. II. Title. III. 
Series. OCLC 12136865 


85-21556 


NAS 1.15:85963 


The Nature of AFGL 2591 and its associated molecular outflow 


[microform] : infrared and millimeter-wave observations / 
Charles J. Lada ... [et al.].— Moffett Field, Calif. : National 
Aeronautics and Space Administration, Ames Research Center, 
[1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85963) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Air- 
borne Astronomy Program, Medium Altitude Missions Branch, 
Preprint series 018.” “May 1984”—Cover. Bibliography: p. 
30-32. “N84-26526”—Microfiche header. @Item 830-D 
(microfiche) 

1. Infrared technology. 2. Photometry, Astronomical. I. 
Lada, Charles J. II. Ames Research Center. III. Title: The 
Nature of A.F.G.L. two thousand five hundred ninety one and 
its associated molecular outflow. IV. Series. OCLC 12136893 


85-21557 


NAS 1,15:85966 


Lee, Jeffery M. 


Superfluid helium II liquid-vapor phase separation [micro- 
form] : technology assessment / Jeffery M. Lee. — Moffett 
Field, Calif. : National Aeronautics and Space Administration, 
Ames Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85966) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “July 
1984”—Cover. Bibliography: p. 16-18. “N84-32752”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Helium — United States. I. Ames Research Center. II. 
Title. III. Series. OCLC 12136847 
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85-21558 85-21562 


NAS 1.15:85967 


NAS 1.15:85990 
Detection of shocked atomic gas in the Kleinmann-Low nebula 


Warmbrodt, Willaim. 


[microform] / M.W. Werner. — Moffett Field, Calif. : National 
Aeronautics and Space Administration, Ames Research Center, 
[1984] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 85967) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Air- 
borne Astronomy Program, Medium Altitude Missions Branch, 
Preprint series 016.” “May 1984”—Cover. Bibliography: p. 7- 
8. “N84-26523”—Microfiche header. @Item 830-D (micro- 
fiche) 

1. Nebulae. I. Werner, M. W. II. Ames Research Center. 


Hover test of a full-scale hingeless rotor [microform] / Wil- 
liam Warmbrodt, Randall L. Peterson. — Moffett Field, Calif. : 
National Aeronautics and Space Administration, Ames Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85990) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. 
“August 1984”—Cover. Bibliography: p. 68-22 - 68-23. “N84- 
33401”—Microfiche header. @lItem 830-D (microfiche) 

1. Rotors (Helicopters) I. Peterson, Randall L. II. Ames 
Research Center. III. Title. IV. Series. OCLC 12095665 


III. Series. OCLC 12136901 85-21563 


Ishai, Ori. 
Hygrothermal effects on mechanical behavior of graphite/ 


85-21559 NAS 1.15:86001 
NAS 1.15:85970 


Goorjian, Peter M. 


Improvements in the accuracy and stability of algorithms for 
the small-distrubance [sic] and full-potential equations applied to 
transonic flows [microform] / Peter M. Goorjian. — Moffett 
Field, Calif. : National Aeronautics and Space Administration, 
Ames Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85970) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “June 
1984”—Cover. “N84-32350”—Microfiche header. @Item 
830-D (microfiche) 

1. Algorithms. 2. Aerodynamics, Transonic. I. Ames Re- 
search Center. II. Title. III. Title: Improvements in the accu- 
racy and stability of algorithms for the small-disturbance and 
full-potential equations applied to transonic flows. IV. Series. 
OCLC 12095625 


85-21560 


NAS 1.15:85980 
Van Dalsem, William R. 

Simulation of transonic separated airfoil flow by finite-differ- 
ence viscous-inviscid interaction [microform] / William R. Van 
Dalsem, Joseph L. Steger. — Moffett Field, Calif. : National 
Aeronautics and Space Administration, Ames Research Center, 
[1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85980) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “June 
1984”—Cover. Bibliography: p. 4. “N84-85980”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Aerofoils. I. Steger, Joseph L. II. Ames Research 
Center. III. Title. IV. Series. OCLC 12095661 


85-21561 


NAS 1.15:85987 

A Search for 183-GHz emission from water in late-type stars 
[microform] / T.B.H. Kuiper ... [et al.]. — Moffett Field, Calif. : 
National Aeronautics and Space Administration, Ames Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 85987) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Air- 
borne Astronomy Program Medium Altitude Missions Branch 
Preprint Series 020”. “August 1984”—Cover. Bibliography: 
p. 11-12. “N84-34348"—Microfiche header. @Item 830-D 
(microfiche) 

1. Cool stars. 2. Aerofoils. I. Kuiper, T.B.H. II. Ames 
Research Center. III. Title: A search for one hundred eigthy 
three-GHz emission from water in late-type stars. IV. Series. 
OCLC 12095630 


epoxy laminates beyond initial failure [microform] / Ori Ishai, 
Amar Garg, Howard G. Nelson. — Moffett Field, Calif. : Na- 
tional Aeronautics and Space Administration, Ames Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86001) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“August 1984”—Cover. Bibliography: p. 6-7. “N84-32438”— 
Microfiche header. @lItem 830-D (microfiche) 

1. Laminated materials. 2. Graphite fibers. 3. Epoxy coat- 
ings. I. Ames Research Center. II. Title. III. Series. 
OCLC 12183595 


85-21564 


NAS 1,15:86002 


Steinle, Frank W. 


Computer studies of hybrid-slotted working sections with 
minimum interference at subsonic speeds [microform] / Frank 
W. Steinle, Jr., Dennis G. Mabey. — Moffett Field, Calif. : Na- 
tional Aeronautics and Space Administration, Ames Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86002) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“August 1984”—Cover. Bibliography: p. 8. “N84-32379"— 
Microfiche header. @lItem 830-D (microfiche) 

1. Aerodynamics — Data processing. 2. Wind tunnels — 
Data processing. I. Ames Research Center. II. Title. III. 
Series. OCLC 12183584 


85-21565 


NAS 1.15:86004 


Witteborn, Fred C. 


A cryogenically cooled, multidetector spectrometer for infra- 
red astronomy [microform] / Fred C. Witteborn, Jesse D. Breg- 
man. — Moffett Field, Calif. : National Aeronautics and Space 
Administration, Ames Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86004) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“August 1984”—Cover. Bibliography: p. 6. “N84-34359"— 
Microfiche header. @lItem 830-D (microfiche) 

1. Spectrometer. 2. Infrared astronomy. 3. Low tempera- 
ture engineering. I. Bregman, Jesse D. II. Ames Research 
Center. III. Title. IV. Series. OCLC 12183624 


85-21566 


NAS 1.15:86011 


Chyu, W. J. 


Numerical studies of unsteady transonic flow over an oscillat- 
ing airfoil [microform] / W.J. Chyu and S.S. Davis. — Moffett 
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Field, Calif. : National Aeronautics and Space Administration, 
Ames Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86011) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984”—Cover. Bibliography: p. 3-7 - 3-8. “N85-12316"— 
Microfiche header. @lItem 830-D (microfiche) 

1. Navier-Stokes equations — Numerical solutions. I. Davis, 
S. S. Il. Ames Research Center. III. Title. IV. Series. 
OCLC 12069668 


85-21567 
NAS 1.15:86012 
Peterson, Victor L. 

Trends in computational capabilities for fluid dynamics [mi- 
croform] / Victor L. Peterson. — Moffett Field, Calif. : Nation- 
al Aeronautics and Space Administration, Ames Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86012) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15cm. “ 
tember 1984”—Cover. Bibliography: p. 4. “N84-33383”— 
Microfiche header. @lItem 830-D (microfiche) 

1. Fluid mechanics. 2. Aerodynamics. I. Ames Research 
Center. II. Title. III. Series. OCLC 12183533 


85-21568 
NAS 1.15:86018 
McCroskey, W. J. 

Status and prospects of computational fluid dynamics for un- 
steady transonic viscous flows [microform] / W.J. McCroskey, 
P. Kutler, and J.O. Bridgeman. — Moffett Field, Calif. : Nation- 
al Aeronautics and Space Administration, Ames Research 
Center ; St. Louis, Mo. : U.S. Army Aviation Systems Com- 
mand, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86018) 
(USAAVSCOM technical memorandum ; 84-A-8) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “October 1984”— 
Cover. Bibliography: p. 22-24. “N&85-12037”—Microfiche 
header. @ltem 830-D (microfiche) 

1. Fluid dynamics. I. Kutler, Paul. II. Bridgeman, J. O. 
III. Ames Research Center. IV. United States. Army Aviation 
Systems Command. V. Title. VI. Series. VII. Series: 
AVSCOM technical memorandum ; 84-A-8. OCLC 12069621 


85-21569 
NAS 1.15:86019 
Moin, Parviz. 

The structure of the vorticity field in turbulent channel flow. 
Part 1, Analysis of instantaneous fields and statistical correla- 
tions [microform] / Parviz Moin, John Kim. — Moffett Field, 
Calif. : National Aeronautics and Space Administration, Ames 
Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86019) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“August 1984”—Cover. Bibliography: p. 19-21. “N84- 
32753”—Microfiche header. @lItem 830-D (microfiche) 

1. Turbulent boundary layer. I. Kim, John, 1947- II. Ames 
Research Center. III. Title. IV. Series. OCLC 12183614 

85-21570 
NAS 1.15:86021 
Inouye, Mamoru. 

Development of computational fluid dynamics at NASA 
Ames Research Center [microform] / Mamoru Inouye. — Mof- 
fett Field, Calif. : National Aeronautics and Space Administra- 
tion, Ames Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86021) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
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Space Administration, 1985]. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984”—Cover. Bibliography: p. 6-7. “N85-12866”— 
Microfiche header. @lItem 830-D (microfiche) 

1. Fluid dynamics. I. Ames Research Center. II. Title. 
III. Series. OCLC 12069636 


85-21571 


NAS 1.15:86029 


Whitmore, Stephen A. 


Air data position-error calibration using state reconstruction 
techniques [microform] / Stephen A. Whitmore, Terry J. 
Larson, and L.J. Ehernberger. — Moffett Field, Calif. : National 
Aeronautics and Space Administration, Ames Research Center, 
1984. 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86029) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. “Sep- 
tember 1984”—Cover. Bibliography: p. 21. ‘“N84-32384”— 
Microfiche header. @lItem 830-D (microfiche) 

1. Aeronautical instruments. I. Larson, Terry J. II. Ehern- 
berger, L. J. III. Ames Research Center. IV. Title. V. 
Series. OCLC 12183529 


85-21572 


NAS 1.15:86035 


Bowers, Albion H. 


A comparison of Wortmann airfoil computer-generated lift 
and drag polars with flight and wind tunnel results [microform] 
/ Albion H. Bowers and Alex G. Sim. — Edwards, Calif. : 
National Aeronautics and Space Administration, Ames Research 
Center, Dryden Flight Research Facility, 1984. 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86035) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. “De- 
cember 1984”—Cover. Bibliography: p. 6. “N85-12868”— 
Microfiche header. @lItem 830-D (microfiche) 

1. Aerofoils. I. Sim, Alex G. II. Dryden Flight Research 
Facility. III. Title. IV. Series. OCLC 12069630 


85-21573 


NAS 1.15:86090 


Schmidt, R. F. 


The correction of aberrations computed in the aperture plane 
of multifrequency microwave radiometer antennas [microform] 
/ R.F. Schmidt. — Greenbelt, Md. : National Aeronautics and 
Space Administration, Goddard Space Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86090) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15cm. “May 
1984.” Bibliography: p. 25-26. “N84-32679”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Antennas (Electronics) 2. Fourier transformations. I. 
Goddard Space Flight Center. II. Title. III. Series. OCLC 
12183521 


85-21574 


NAS 1.15:86097 


Acuna, M. H. 


Modification to shock fitting program [microform] / M.H. 
Acuna and R.P. Lepping. — Greenbelt, Md. : National Aero- 
nautics and Space Administration, Goddard Space Flight 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86097) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “April 
1984.” Bibliography: p. 8. “N84-26353”—Microfiche header. 
@ltem 830-D (microfiche) 

1. Magnetic fields (Cosmic physics) 2. Algorithms. I. God- 
dard Space Flight Center. II. Title. III. Series. OCLC 
12095668 
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85-21575 Space Administration, 1984]. 2 microfiches ; 11x 15cm. “May 
NAS 1.15:86109 1984.” Includes bibliographies. Contents: pt. 1. Non-equilibri- 
Ramaty, R. um calculation — pt. 2. Results of the calculation for standard 

Nuclear processes in the jets of SS433 [microform] / R. bright comet, comet Iras-araki-alcock, and comet Halley. 
Ramaty, B. Kozlovsky, R.E. Lingenfelter. — Greenbelt, Md. : “N84-26545”—Microfiche header. @Item 830-D (microfiche) 
National Aeronautics and Space Administration, Goddard Space 1. Comets. I. Weaver, H. A. II. Goddard Space Flight 
Flight Center, [1984] Center. Geodynamics Branch. III. Title. IV. Series. OCLC 

1 v. ; 28 cm.— (NASA technical memorandum ; 86109) 12095655 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x15cm. “May 85-21580 
1984.” Bibliography: p. 11. “N84-26560" —Microfiche header. NAS 1.15:86127 
@ltem 830-D (microfiche) Hockensmith, Richard. 

1. Space shuttles. I. Kozlovsky, B. II. Lingenfelter, Rich- Electronic switching spherical array (ESSA) antenna systems 
ard E. III. Goddard Space Flight Center. IV. Title. V. [microform] : performance interface document / Richard Hock- 
Series. OCLC 12095641 ensmith. — Greenbelt, Md. : National Aeronautics and Space 

85-21576 Administration, Goddard Space Flight Center, [1984] 
NAS 1.15:86110 lv. : ill. ; 28 cm. — (NASA technical memorandum ; 86127) 
Ferland, G. J. . naa ceuuait salle saa : National Aeronautics = 

Cosmic rays and the emission line regions of active galactic Ee ee sare! Miaiennis 8h x $5 Ree Rly 
nuclei microform] / G.J. Ferland, R.F. Mushotzky.—Green- __1984."_N84-32621"—Microfiche header. @Item — $30-D 
belt, Md. : o- Fgh nee . See Adan, ei po 1 GEE I. Goddard Space Flight Center. 
Goddard Space Flight Center, [1984 : ~ y . 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 86110) Il. Title. IIL. Series. OCLC 12183509 
Microfiche. [Washington, D.C.? : National Aeronautics and 85-21581 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “May NAS 1.15:86132 
1984.” Bibliography: p. 39-43. “N84-26561"—Microfiche Tyree precise gamma-ray burst source locations Sedeetend 
header, .. @tiem $305) Gricaatahe) T.L. Cline ... [et al.]. —Greenbelt, Md. : National Aeronautics 

1. Cosmic rays — United States. 2. Galaxies. I. Mushotzky, and S Aduiinistratioa, Goddard S Flight Center, [1984] 
R. F. Il. Goddard Space Flight Center. Ill. Title. IV. _— ae , 


Series. OCLC 12095648 1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 86132) 
85-21577 Microfiche. [Washington, D.C.? : National Aeronautics and 
NAS 1,.15:86120 Space Administration], 1984. 1 microfiche ; 11x 15cm. “July 
Whang, Y. C. 1984.” Bibliography: p. 7. “N84-33332”—Microfiche header. 
Coalescence of two pressure waves associated with stream @ltem 830-D (microfiche) 
interactions [microform] / Y.C. Whang, L.F. Burlaga. — Green- 1. Gamma ray astronomy. I. Cline, T. L. II. Goddard 
belt, Md. : National Aeronautics and Space Administration, Space Flight Center. III. Series. OCLC 12183500 
Goddard Space Flight Center, [1984] 
1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86120) 85-21582 
Microfiche. [Washington, D.C.? : National Aeronautics and NAS 1.15:86134 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “April Schnetzler, C. C. 
1984.” Bibliography: p. 17-19. “N84-26554”—Microfiche Mapping magnetized geologic structures from space [micro- 
header. @lItem 830-D (microfiche) form] : the effect of orbital and body parameters / C.C. 
1. Solar wind. 2. Pioneer (Space probes) I. Goddard Space Schnetzler, P.T. Taylor, R.A. Langel. — Greenbelt, Md. : Na- 
Flight Center. If. Title. III. Series. OCLC 12095671 tional Aeronautics and Space Administration, Goddard Space 
NAS 1.15:86121 1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86134) 
Matthaeus, W. H - Microfiche. [Washington, D.C.? : National Aeronautics and 
: i ENE : inistrati 984. 1 microfiche ; 11 x 15 cm. 
Particle acceleration by turbulent magnetohydro-dynamic re- Space Administration], l ; 3 9 gore acon 
connection [microform] / W.H. Matthaeus, J.J. Ambrosiano and August 1984.” Bibliography: p. 9. “N84-32895”—Microfiche 
M.L. Goldstein. — Greenbelt, Md. : National Aeronautics and “header. @Item 830-D (microfiche) 
Space Administration, Goddard Space Flight Center, [1984] 1. Magnetic fields (Cosmic physics) I. Taylor, P. T. I 
1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86121) Langel, R. A. III. Goddard Space Flight Center. IV. Title. 
Microfiche. [Washington, D.C.? : National Aeronautics and _—-V Series. OCLC 12183602 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “June 85-21583 
1984.” Bibliography: p. 10. “N84-26409”—Microfiche header. NAS 1.15:86139 
@ltem £30-D (microfiche) Stecker, Floyd W. (Floyd William), 1942- 
1. Magnetohydrodynamics. I. Ambrosiano, J. J. II. Gold-  inlnes enh abetiie es ; 
> : Axions, gs [microform] : the formation of 
IV. Title. V. Series. OCLC 12095678 P : ay mares” 
Md. : National Aeronautics and Space Administration, Goddard 
85-21579 Space Flight Center, [1984] 
NAS 1,15:86122 1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86139) 
Chin, G. (Gordon) Microfiche. [Washington, D.C.? : National Aeronautics and 
Vibrational and rotational excitation of CO in comets [micro- Space Administration], 1984. 1 microfiche ; 11 x 15cm. “July 
form] / G. Chin, H.A. Weaver. — Greenbelt, Md. : Goddard 1984.” Bibliography: p. 6-7. “N84-33317”—Microfiche 
Space Flight Center, [1984] header. @lItem 830-D (microfiche) 
1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86122) 1. Neutrinos. 2. Cosmology. I. Goddard Space Flight 
Microfiche. [Washington, D.C.? : National Aeronautics and Center. II. Title. III. Series. OCLC 12183655 
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85-21584 
NAS 1.15:86140 
Microwave and X-ray observations of delayed brightenings at sites 
remote from the primary flare locations [microform] / H. Naka- 
jima ... [et al.].— Greenbelt, Md. : National Aeronautics and 
Space Administration, Goddard Space Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86140) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“August 1984.” Bibliography: p. 29-30. “N84-33326”—Micro- 
fiche header. @liem 830-D (microfiche) 

1. Microwaves. 2. X-rays. I. Nakajima, H. (Hiroshi), 1941- 
Ii. Goddard Space Flight Center. III. Series. OCLC 
12183719 


85-21585 


Thomas, R. J. 

Expressions to determine temperatures and emission measures 
for solar X-ray events from GOES measurements [microform] / 
R.J. Thomas, R. Starr, C.J. Crannell.— Greenbelt, Md. : Na- 
tional Aeronautics and Space Administration, Goddard Space 
Flight Center, [1984] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 86142) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“August 1984.” Bibliography: p. 5. “N84-33325”—Microfiche 
header. @Item 830-D (microfiche) 

1. X-ray astronomy. I. Goddard Space Flight Center. II. 
Title. III. Series. OCLC 12183648 


85-21586 


NAS 1.15:86142 


NAS 1.15:86144 
Connerney, J. E. P. 

Wet model of Saturn’s ionosphere [microform] : water from 
the rings / J.E.P.Connerney, J.H. Waite. — Greenbelt, Md. : 
National Aeronautics and Space Administration, Goddard Space 
Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86144) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “June 
1984.” Bibliography: p. 10-11. “N84-35262”—Microfiche 
header. @ltem 830-D (microfiche) 

1. Saturn (Planet) — Ring system. I. Waite, J. H. (John H.) 
II. Goddard Space Flight Center. III. Title. IV. Series. 
OCLC 12146393 


85-21587 
NAS 1.15:86146 
Shafi, Q. 

Implications of a class of grand unified theories for large scale 
structure in the universe [microform] / Q. Shafi and F.W. 
Stecker.— Greenbelt, Md. : NASA Goddard Space Flight 
Center, [1983] 

1 v. : ill. ; 28 cm.— (NASA-TM ; 86146) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 1 microfiche ; 11 x 15 cm. “Work supported in 
part by the Department of Energy contract no. DE-AC02- 
73ER05007.” Bibliography: p. 7-11. “N85-35240”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Galaxies. I. Goddard Space Flight Center. II. Title. 
III. Series: NASA technical memorandum ; 86146. OCLC 
12146372 


85-21588 
NAS 1.15:86147 
Meszaros, Stephen Paul. 
A geographic comparison of selected large-scale planetary 
surface features [microform] / Stephen Paul Meszaros. — 
Greenbelt, Md. : Goddard Space Flight Center, [1984] 
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1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 86147) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“August 1984.” Bibliography: p. 63. “N84-33320”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Planets — Photographs. 2. Planets — Surfaces. I. God- 
dard Space Flight Center. II. Title. III. Series. OCLC 
12183703 


85-21589 


NAS 1.15:86148 


Cohen, S. C. (Steven C.) 


Geophysical interpretation of satellite laser ranging measure- 
ments of crustal movement in California [microform] / Steven 
C. Cohen. — Greenbelt, Md. : National Aeronautics and Space 
Administration, Goddard Space Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA tec'inical memorandum ; 86148) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15 cm. 
“August 1984.” Bibliography: p. 13-14. “N84-34808”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Astronautics in geophysics. I. Goddard Space Flight 
Center. II. Title. III. Series. OCLC 12146425 


85-21590 


NAS 1.15:86149 


A Prospectus for thematic mapper research in the earth sciences 


[{microform.] — Greenbelt, Md. : National Aeronautics and 
Space Administration, Goddard Space Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86149) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 65. “July 1984.” “E85-10003”—Microfiche 
header. “N85-11416”—Microfiche header. @Item 830-D 
(microfiche) 

1. Earth sciences— United States— Remote sensing. I. 
Goddard Space Flight Center. II. Series. OCLC 12094727 


85-21591 


NAS 1,15:86151 


Noll, Carey E. 


Pilot climate data system user’s guide for charts subsystem 
[microform] : user’s guide for charts subsystem / Carey E. 
Noll. — Greenbelt, Md. : National Aeronautics and Space Ad- 
ministration, Goddard Space Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86151) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 2 microfiches ; 11x 15cm. “Sep- 
tember 1984.” Bibliography: p. 29. “N84-34975”—Microfiche 
header. @Item 830-D (microfiche) 

1. Climatology — Data processing. I. Goddard Space Flight 
Center. II. Title. III. Series. OCLC 12146357 


85-21592 


NAS 1.15:86152 


Treinish, Lloyd A. 


A general scientific information system to support the study 
of climate-related data [microform] / Lloyd A. Treinish. — 
Greenbelt, Md. : National Aeronautics and Space Administra- 
tion, Goddard Space Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86152) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Sep- 
tember 1984.” Bibliography: p. 30-31. “N84-35128”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Climatology — Data processing. I. Goddard Space Flight 
Center. II. Title. III. Series. OCLC 12146416 
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85-21593 Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. “No- 


vember 1984.” Bibliography: p. 53-57. “N85-12523”—Micro- 
fiche header. @lItem 830-D (microfiche) 


NAS 1.15:86154 
Dermer, Charles. 


Physics of nonmagnetic relativistic thermal plasmas [micro- 
form] / Charles Dermer. — Greenbelt, Md. : National Aeronau- 
Ha and Space Administration, Goddard Space Flight Center, 
1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86154) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 2 microfiches; 11x 15cm. “July 
1984.” Bibliography: p. 146-150. “N84-35107”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Plasma (Ionized gases) I. Goddard Space Flight Center. 
II. Title. III. Series. OCLC 12146411 


85-21594 


NAS 1.15:86160 
Allenby, R. J. 

Andean tectonics [microform] : implications for satellite geod- 
esy / by R.J. Allenby. — Greenbelt, Md. : National Aeronautics 
and Space Administration, Goddard Space Flight Center, [1984] 


1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 86160) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Sep- 
tember 1984.” Bibliography: p. 23-28. “N84-34809”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Astronautics in geodesy. I. Goddard Space Flight Center. 
II. Title. III. Series. OCLC 12146404 


85-21595 


NAS 1.15:86166 
Meszaros, Stephen Paul. 

Mars-earth geographical comparisons [microform] : a pictorial 
view / by Stephen Paul Meszaros. — Greenbelt, Md. : National 
Aeronautics and Space Administration, Goddard Space Flight 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86166) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. ‘“Octo- 
ber 1984.” Bibliography: p. 35. “N85-11957”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Mars (Planet)— Surface. 2. Earth— Surface. I. God- 
dard Space Flight Center. II. Title. III. Series. OCLC 
12094731 


85-21596 


NAS 1,15:86171 
Deering, Donald W. 

A sphere-scanning radiometer for rapid directional measure- 
ments of sky and ground radiance [microform] : the PARABO- 
LA field instrument / Donald W. Deering, Peter Leone. — 
Greenbelt, Md. : National Aeronautics and Space Administra- 
tion, Goddard Space Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86171) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15cm. “No- 
vember 1984.” Bibliography: p. 35-36. “N85-12329”—Micro- 
fiche header. @Item 830-D (microfiche) 

1. Space optics. 2. Remote sensing — United States. I. 
Leone, Peter. II. Goddard Space Flight Center. III. Title. 
IV. Series. OCLC 12069673 


85-21597 


NAS 1.15:86172 
Recent examples of mesoscale numerical forecasts of severe 
weather events along the east coast [microform] / Paul J. Kocin 
... [et al.]. — Greenbelt, Md. : National Aeronautics and Space 
Administration, Goddard Space Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86172) 
Microfiche. [Washington, D.C.? : National Aeronautics and 


1. Weather forecasting. I. Kocin, Paul J. Il. Goddard 
Space Flight Center. III. Series. OCLC 12069649 


85-21598 


NAS 1.15:86260 


Dorsey, John T. 


Structural performance of orthogonal tetrahedral truss space- 
station configurations [microform] / John T. Dorsey. — Hamp- 
ton, Va. : National Aeronautics and Space Administration, 
Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86260) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11x 15cm. “July 
1984.” Bibliography: p. 36. “N84-32422”—Microfiche header. 
@ltem 830-D (microfiche) 

1. Space stations. I. Langley Research Center. II. Title. 
III. Series. OCLC 12183686 


85-21599 


NAS 1.15:86270 


Re, Richard J. 


Static internal performance of single-expansion-ramp nozzles 
with various combinations of internal geometric parameters / 
Richard J. Re and Laurence D. Leavitt. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific and 
Technical Information Branch ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1984. 

78 p. : ill. ; 28 cm. — (NASA technical memorandum ; 86270) 
Distributed to depository libraries in microfiche. “December 
1984”—Cover. Bibliography: p. 7. Subject category 02. 
@ltem 830-D (microfiche) 

1. Aerodynamics. 2. Transonic wind tunnels. I. Leavitt, 
Laurence D. II. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Branch. III. Title. IV. Series. OCLC 12057943 


85-21600 


NAS 1.15:86273 


High Reynolds number tests of the cast 10-2/DOA 2 airfoil in the 


Langley 0.3-meter transonic cryogenic tunnel - phase II [micro- 
form] / David A. Dress ... [et al.].— Hampton, Va. : National 
Aeronautics and Space Administration, Langley Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86273) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 4 microfiches ; 11 x 15 cm. 
“August 1984.” Bibliography: p. 9. “N84-33382”—Microfiche 
header. @Item 830-D (microfiche) 

1. Aerofoils. 2. Reynolds number. 3. Aerodynamics, Tran- 
sonic. 4. Transonic wind tunnels. I. Dress, David A. II. 
Langley Research Center. III. Series. OCLC 12183675 


85-21601 


NAS 1.15:86274 


Lawing, Pierce L. 


Description of the insulation system for the Langley 0.3-meter 
transonic cryogenic tunnel / Pierce L. Lawing, David A. Dress, 
and Robert A. Kilgore. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical In- 
formation Branch ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1985. 

23 p. : ill. ; 28 cm. — (NASA technical memorandum ; 86274) 
Distributed to depository libraries in microfiche. “January 
1985”—Cover. Bibliography: p. 8. Subject category 09. 
@ltem 830-D (microfiche) 

1. Low temperature engineering. I. Dress, David A. II. 
Kilgore, Robert A. III. United States. National Aeronautics 
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and Space Administration. Scientific and Technical Information 
Branch. IV. Title. V. Series. OCLC 12057933 


85-21602 
NAS 1.15:86276 
Helms, V. T. (Vernon T.) 

Oil-flow study of a spce shuttle orbiter tip-fin controller [mi- 
croform] / Vernon T. Helms III. —[Washington, D.C.?] : Na- 
tional Aeronautics and Space Administration, Scientific and 
Technical Information Branch, 1984. 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86276) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. _Bibli- 
ography: p. 6. “N85-12920”—Microfiche header. @Item 830- 
D (microfiche) 

1. Space shuttles. I. United States. National Aeronautics and 

Administration. Scientific and Technical Information 
Branch. II. Title. III. Series. OCLC 12069659 
85-21603 
NAS 1.15:86278 
Edwards, J. W. 

Experience with transonic unsteady aerodynamic calculations 
[microform] / J.W. Edwards, S.R. Bland, and D.A. Seidel. — 
Hampton, Va. : National Aeronautics and Space Administra- 
tion, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 86278) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“August 1984.” Bibliography: p. 8-9. “N84-32353”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Aerodynamics, Transonic. I. Bland, Samuel R. II. 
Seidel, David A. III. Langley Research Center. IV. Title. 
V. Series. OCLC 12183714 


85-21604 
NAS 1.15:86279 
Fisher, Bruce D. (Bruce David), 1948- 

Lightning swept-stroke attachment patterns and flight condi- 
tions for storm hazards ’81 [microform] / Bruce D. Fisher. — 
Hampton, Va. : National Aeronautics and Space Administra- 
tion, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 86279) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“August 1984.” Bibliography: p. 5. “N84-32365”—Microfiche 
header. @Item 830-D (microfiche) 

1. Airplanes. 2. Lightning. I. Langley Research Center. 
II. Title. III. Series. OCLC 12183665 

85-21605 
NAS 1.15:86281 
Ferris, James C. 

Effect of a variable camber and twist wing at transonic mach 
numbers [microform] / James C. Ferris. — [Washington, D.C.?] 
: National Aeronautics and Space Administration, Scientific and 
Technical Information Branch, 1984. 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86281) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 5. “N85-12869"—Microfiche header. @Item 830- 
D (microfiche) 

1. Transonic planes — Wings— Testing. I. United States. 
National Aeronautics and Space Administration. Scientific and 
Technical Information Branch. II. Title. III. Series. OCLC 
12069654 


85-21606 


NAS 1.15:86288 
Ames, Kathy R. 
A relational approach to the development of expert diagnostic 
systems [microform] / Kathy R. Ames. — Hampton, Va. : Na- 
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tional Aeronautics and Space Administration, Langley Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86288) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11 x 15cm. “Octo- 
ber 1984.” Bibliography: p. 28. “N85-10658”—Microfiche 
header. @lItem 830-D (microfiche) 

1. System theory. I. Langley Research Center. II. Title. 
Ill. Series. OCLC 12146434 


85-21607 


NAS 1.15:86290 


Snow, W. L. 


Investigation of light source and scattering medium related to 
vapor-screen flow visualization in a supersonic wind tunnel / 
Walter L. Snow and Odell A. Morris. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific and 
Technical Information Branch ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1984. 

62 p. : ill. ; 28 cm. — (NASA technical memorandum ; 86290) 
Distributed to depository libraries in microfiche. “December 
1984”—Cover. Bibliography: p. 14-15. Subject category 35. 
@ltem 830-D (microfiche) 

i. Supersonic wind tunnels. I. Morris, Odell A. II. United 
States. National Aeronautics and Space Administration. Scientif- 
ic and Technical Information Branch. III. Title. IV. Series. 
OCLC 12057925 


85-21608 


NAS 1.15:86302 


Sullivan, Edward M. 


Fabrication of glass gas cells for the HALOE and MAPS 
satellite experiments [microform] / Edward M. Sullivan and 
Harry G. Walthall. — Hampton, Va. : National Aeronautics and 
Space Administration, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86302) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984.” Bibliography: p. 18. ‘“N84-34501”—Méicrofiche 
header. @Item 830-D (microfiche) 

1. Astronautics in meteorology. I. Walthall, Harry G. II. 
Langley Research Center. III. Title. IV. Series. OCLC 
12146399 


85-21609 


NAS 1.15:86311 


Baker, Donald J. 


Ground exposure of composite materials for helicopters [mi- 
croform] / Donald J. Baker. — Hampton, Va. : National Aero- 
roan and Space Administration, Langley Research Center, 

1984 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86311) 
(AVSCOM technical memorandum ; TM-84-B-2) Microfiche. 

ashington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1984. 1 microfiche ; 11 x 15 cm. “October 1984.” 
Bibliography: p. 3. “N84-34577”—Microfiche header. @Item 
830-D (microfiche) 

1. Composite materials. 2. Helicopters. I. Langley Re- 
search Center. II. Title. III. Series. IV. Series. OCLC 
12183780 


85-21610 


NAS 1.15:86313 


Shideler, John L. 


Verification tests of durable TPS concepts [microform] / J.L. 
Shideler, G.L. Webb, C.M. Pittman. — Hampton, Va. : National 
Aeronautics and Space Administration, Langley Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86313) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
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Space Administration, 1985]. 1 microfiche ; 11x 15cm. “Sep- 
tember 1984.” Bibliography: p. 6. ‘“N85-12085”—Microfiche 
header. @lItem 830-D (microfiche) 


1. Atmospheric electricity — Research — United States. 2. 
Thunderstorms — Research — United States. 3. Meteorological 
instruments. 4. Lightning —Research— United States. IL 
1. Space shuttles. I. Webb, G. L. (Granville L.) II. Pitt- United States. National Aeronautics and Space Administration. 
man, C. M. (Claud M.) III. Langley Research Center. IV. Scientific and Technical Information Branch. II. Title. IIL 
Title. V. Series. OCLC 12069665 Series. OCLC 12069785 


85-21611 85-21615 
NAS 1.15:86316 


NAS 1,15:86469 
Willshire, Kelli F. 

Human response to vibroacoustic environments of space vehi- 
cles [microform] / Kelli F. Willshire. — Hampton, Va. : Nation- 
al Aeronautics and Space Administration, Langley Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86316) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984.” Bibliography: p. 35. ‘“N85-10789”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Space flight — Physiological effect. 2. Space stations. 3. 
Weightlessness. I. Langley Research Center. II. Title. III. 
Series. OCLC 12183784 


85-21612 


Hagyard, M. J. 

Studies of solar magnetic fields during the solar maximum 
year [microform] / by M.J. Hagyard. — [Marshall Space Flight 
Center, Ala.?] : National Aeronautics and Space Administration, 
George C. Marshall Space Flight Center ; [Springfield, Va. : 
For sale by National Technical Information Center, 1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86469) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15cm. “Sep- 
tember 1984.” Bibliography: p. 14-15. “N84-35265”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Solar magnetic field — Observations. I. George C. Mar- 


shall Space Flight Center. II. Title. III. Series. OCLC 
12183762 

NAS 1.15:86463 

Whitaker, Ann F. 65-21616 

LEO atomic oxygen effects on spacecraft materials [micro- 

form] : STS-5 results / by Ann F. Whitaker. — [Marshall Space 


NAS 1.15:86471 
Wilson, Robert M. 


Flight Center, Ala.?] : National Aeronautics and Space Adminis- 
tration, George C. Marshall Space Flight Center ; [Springfield, 
Va. : For sale by National Technical Information Center, 1984] 


: ill. ; 28 cm. — (NASA technical memorandum ; 86463) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“August 1984.” Bibliography: p. 6. “N84-34506”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Space vehicles — Materials — Environmental testing. I. 
George C. Marshall Space Flight Center. II. Title. III. 
Series. OCLC 12183770 


85-21613 
NAS 1,15:86467 
Wang, Caroline. 

Real-time solar magnetograph operation system software 
design and user’s guide [microform] / by Caroline Wang. — 
[Marshall Space Flight Center, Ala.?] : National Aeronautics 
and Space Administration, George C. Marshall Space Flight 
Center ; [Springfield, Va. : For sale by National Technical 
Information Service, 1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86467) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 2 microfiches ; 11x 15cm. “Sep- 
tember 1984.” “N84-34976”—Microfiche header. @lItem 830- 
D (microfiche) 

1. Solar magnetic field— Data processing. I. George C. 
Marshall Space Flight Center. II. Title. III. Series. OCLC 
12183803 


85-21614 
NAS 1.15:86468 
Vaughan, Otha H. 
NASA thunderstorm overflight program [microform] / Otha 
H. Vaughan, Jr. — [Washington, D.C.?] : National Aeronautics 
and Space Administration, Scientific and Technical Information 
Branch, 1984. 
1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86468) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. Bibli- 


ography: p. 7. “N85-12330”—Microfiche header. @Item 830- 
D (microfiche) 


Estimating sunspot number [microform] / by Robert M. 
Wilson, Edwin J. Reichmann and Dieter L. Teuber. — [Mar- 
shall Space Center, Ala.?] : National Aeronautics and Space 
Administration, George C. Marshall Space Flight Center ; 
[Springfield, Va. : For sale by National Technical Information 
Service, 1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86471) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984.” Bibliography: p. 18-19. “N85-10896”—Microfiche 
header. @Item 830-D (microfiche) 

1. Sun-spots. I. Reichmann, Edwin J. II. Teuber, Dieter L. 
III. George C. Marshall Space Flight Center. IV. Title. V. 
Series. OCLC 12183747 


85-21617 
Zissa, D. E. 


NAS 1.15:86472 


Signal-to-noise ratio for the wide field/planetary camera of 
the space telescope [microform] / by D.E. Zissa. — [Marshall 
Space Center, Ala.?] : National Aeronautics and Space Adminis- 
tration, George C. Marshall Space Flight Center ; [Springfield, 
Va. : For sale by National Technical Information Service, 1984] 


1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86472) 


Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984.” Bibliography: p. 4. “N84-35235”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Telescope. 2. Astronomical instruments. I. George C. 
Marshall Space Flight Center. II. Title. III. Series. OCLC 
12183799 


85-21618 


NAS 1.15:86473 


Ethridge, E. C. 


Results of the technical exchange agreement between NASA 
and DuPont on the containerless drop tube solidification of 
NiAl, [microform] / by Edwin C. Ethridge, Peter A. Curreri, 
and Michael Kelly. — [Marshall Space Center, Ala.?] : National 
Aeronautics and Space Administration, George C. Marshall 
Space Flight Center ; [Springfield, Va. : For sale by National 
Technical Information Service, 1984] 
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National Aeronautics and Space Administration 


1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86473) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration}, 1984. 1 microfiche ; 11 x 15cm. “Octo- 
ber 1984.” Bibliography: p. 9-10. “N85-10087”—Microfiche 
header. @Item 830-D (microfiche) 

1. Nickel-aluminum alloys. I. Curreri, Peter A. II. Kelly, 
Michael, 1943- III. George C. Marshall Space Flight Center. 
IV. Title. V. Series. OCLC 12183736 


85-21619 


vember 1984.” “N85-10089”—Microfiche header. @lItem 
830-D (microfiche) 

1. X-ray astronomy. I. Vaughan, William W. II. George C. 
Marshall Space Flight Center. III. Title. IV. Series. OCLC 
12184270 


85-21623 
NAS 1.15:86655 
An infrared study of the bi-polar outflow region GGD 12-15 
[microform] / Paul M. Harvey ... [et al.]. — Moffett Field, Calif. 
: National Aeronautics and Space Administration, Ames Re- 


NAS 1.15:86474 
Zissa, D. E. 


Optical analysis of the star-tracker telescope for gravity probe 
[microform] / by D.E. Zissa. — [Marshall Space Center, Ala.?] : 
National Aeronautics and Space Administration, George C. 
Marshall Space Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86474) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984.” Bibliography: p. 17. “N85-10888”—Microfiche 
header. @ltem 830-D (microfiche) 

1. Star trackers. I. George C. Marshall Space Flight Center. 
Il. Title. Il. Series. OCLC 12183790 


85-21620 


Wright, J. J. 

Optical contacting for gravity probe star tracker [microform] 
/ by J.J. Wright and D.E. Zissa.—[Marshali Space Center, 
Ala.?] : National Aeronautics and Space Administration, George 
C. Marshall Space Flight Center ; [Springfield, Va. : For sale by 
National Technical Information Service, 1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86475) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984.” Bibliography: p. 8-10. “N85-10819”—Microfiche 
header. @ltem 830-D (microfiche) 

1. Star trackers. I. Zissa, D. E. II. George C. Marshall 
Space Flight Center. III. Title. IV. Series. OCLC 12183758 


85-21621 


NAS 1.15:86475 


NAS 1.15:86477 
Young, Archie C. 

Mars exploration Venus swingby and conjunction class mis- 
sion modes, time period 2000 to 2045 [microform] / by Archie 
C. Young, John A. Mulqueen, and James E. Skinner. — [Mar- 
shall Space Center, Ala.] : National Aeronautics and Space 
Administration, George C. Marshall Space Flight Center, [1984] 


1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86477) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“August 31, 1984.” Bibliography: p. 10. “N85-11961"— 
Microfiche header. @Item 830-D (microfiche) 

1. Mars (Planet)— Exploration. I. Mulqueen, John A. II. 
Skinner, James E. III. George C. Marshall Space Flight 
Center. IV. Title. V. Series. OCLC 12094707 


search Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86655) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984”—Cover. Bibliography: p. 14. “N85-12835”— 
Microfiche header. @lItem 830-D (microfiche) 

1. Bipolar transistors. 2. Nebulae. 3. Infrared astronomy. 
I. Harvey, Paul M. II. Ames Research Center. III. Series. 
OCLC 12069824 


85-21624 


NAS 1.15:86656 


Mehta, R. D. 


Flow visualization study of a vortex/wing interaction [micro- 
form] / R.D. Mehta and T.T. Lim. — Moffett Field, Calif. : 
National Aeronautics and Space Administration, Ames Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86656) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984”—Cover. Bibliography: p. 17-18. “N85-12040"°— 
Microfiche header. @Item 830-D (microfiche) 

1. Vortex-motion. I. Lim, T. T. II. Ames Research Center. 
III. Title. IV. Series. OCLC 12069810 


85-21625 


NAS 1.15:86657 


Kim, John, 1947- 


The structure of the vorticity field in turbulent channel flow. 
Part II, Study of ensemble-average fields [microform] / John 
Kim and Parviz Moin. — Moffett Field, Calif. : National Aero- 
nautics and Space Administration, Ames Research Center, 
[1984] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 86657) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984”—Cover. Bibliography: p. 17-18. “N85-12317"— 
Microfiche header. @lItem 830-D (microfiche) 

1. Turbulent boundary layer. I. Moin, Parviz. II. Ames 
Research Center. III. Title. IV. Series. OCLC 12069801 


85-21626 

85-2162 NAS 1.15:86661 

The Jovian atmospheric window at 2.7 microns [microform] : a 
search for H:S / Harold P. Larson ... [et al.]. — Moffett Field, 
Calif. : National Aeronautics and Space Administration, Ames 
Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86661) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15cm. “No- 
vember 1984.” Bibliography: p. 40-43. “N85-12836”—Micro- 
fiche header. @Item 830-D (microfiche) 

1. Jupiter (Planet) — Observations. I. Larson, Harold P. II. 
Ames Research Center. III. Series. OCLC 12069818 


NAS 1.15:86481 
Greene, William M. 

Natural environment design criteria for the advanced x-ray 
astrophysics facility (AXAF) definition and preliminary design 
[microform] / by William M. Greene and William W. 
Vaughan. — Marshall Space Flight Center, Ala. : National Aer- 
onautics and Space Administration, George C. Marshall Space 
Flight Center ; [Springfield, Va. : For sale by the National 
Technical Information Service, 1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86481) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. ‘“No- 
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85-21627 
NAS 1.15:86858 
Jaworske, Donald A. 

Dynamics of graphite fiber intercalation [microform] : in situ 
resistivity measurements with a four point probe / Donald A. 
Jaworske ; prepared for the Materials Research Society Sympo- 
sium on Intercalated Graphite sponsored by the American Phys- 
ical Society, Boston, Massachusetts, November 28-30, 1984. — 
Cleveland, Ohio : Lewis Research Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86858) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 7. ‘“N85-10105”—Microfiche header. @lItem 830- 
D (microfiche) 

1. Graphite fibers. I. Lewis Research Center. II. Title. 
III. Series. OCLC 12184257 


85-21628 
NAS 1,15:86859 
Gaier, James R. 

Stability of bromine intercalated graphite fibers [microform] / 
James R. Gaier ; prepared for the Materials Research Society 
Symposium on Intercalated Graphite sponsored by the Ameri- 
can Physical Society, Boston, Massachusetts, November 28-30, 
1984. — Cleveland, Ohio : Lewis Research Center, [1984?] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86859) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm.  Bibli- 
ography: p. 6. “N85-10187”—Microfiche header. @Item 830- 
D (microfiche) 

1. Bromine. 2. Graphite— United States. I. Lewis Re- 
search Center. II. Title. III. Series. OCLC 12184223 


85-21629 
NAS 1.15:86864 
Herbell, Thomas P. 

Milling of SisN.with SisN,hardware [microform] / Thomas P. 
Herbell, Marc R. Freedman and James D. Kiser ; prepared for 
the Thirtieth International Gas Turbine Conference sponsored 
by the American Society of Mechanical Engineers, Houston, 
Texas, March 17-21, 1984.. — Cleveland, Ohio : Lewis Research 
Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86864) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 11-13. “N85-10191”—Microfiche header. @Item 
830-D (microfiche) 

1. Ceramics. 2. Gas-turbines. I. Freedman, Marc R. II. 
Kiser, James D. III. Lewis Research Center. IV. Title. V. 
Series. OCLC 12184245 


85-21630 
NAS 1.15:86865 
Graham, Robert W. 

Computational thermo-fluid dynamics contributions to ad- 
vanced gas turbine engine design [microform] / Robert W. 
Graham, John J. Adamczyk, and Harold E. Rohlik ; prepared 
for the Twenty-third Aerospace Sciences Meeting sponsored by 
the American Institute of Aeronautics and Astronautics, Reno, 
Nevada, January 14-17, 1985.— Cleveland, Ohio : Lewis Re- 
search Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86865) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 6-7. “N85-10069”—Microfiche header. @lItem 
830-D (microfiche) 

1. Thermodynamics. 2. Gas-turbines. I. Adamczyk, John J. 
II. Rohlik, Harold E. III. Lewis. Research Center. IV. Title. 
V. Series. OCLC 12184212 
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85-21631 


NAS 1,15:86866 


Dreshfield, Robert L. 


Effects of tin on microstructure and mechanical behavior of 
Inconel 718 [microform] / Robert L. Dreshfield and Walter A. 
Johnson and Gernant A. Maurer ; prepared for the TMS-AIME 
Fall Meeting, Detroit, Michigan, September 17-20, 1984.— 
[Washington, D.C.?] : National Aeronautics and Space Admin- 
istration, [19857] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86866) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 5. “N85-12129”—Microfiche header. @lItem 830- 
D (microfiche) 

1. Tin alloys. I. Johnson, Walter A. II. Maurer, Gernant 
A. III. United States. National Aeronautics and Space Admin- 
istration. IV. Title. V. Series. OCLC 12069795 


85-21632 


NAS 1.15:86867 


Miller, Dean R. 


Aileron controls for wind turbine applications [microform] / 
Dean R. Miller and Richard L. Putoff ; work performed for 
U.S. Department of Energy, Conservation and Renewable 
Energy, Wind Energy Technology Division ; prepared for In- 
tersociety Energy Conversion Engineering Conference, San 
Francisco, California, August 19-24, 1984. — [Cleveland, Ohio?] 
: National Aeronautics and Space Administration, Lewis Re- 
search Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA TM ; 86867) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. Bibliography: p. 6. 
“N85-11458”—Microfiche header. “DOE/NASA/20320-60.” 
@ltem 830-D (microfiche) 

1. Ailerons. 2. Turbines — Aerodynamics. I. Putoff, Rich- 
ard L. II. Lewis Research Center. III. United States. Dept. 
of Energy. Wind Energy Technology Division. IV. Title. V. 
Series: NASA technical memorandum ; 86867. OCLC 
12094739 


85-21633 


NAS 1.15:86869 


Adamczyk, John J. 


Model equation for simulating flows in multistage turboma- 
chinery [microform] / John J. Adamczyk. — Cleveland, Ohio : 
Lewis Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86869) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. “No- 
vember 1984.” Bibliography: p. 34. “N85-12036”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Turbomachines— Fluid dynamics. I. Lewis Research 
Center. II. Title. III. Series. OCLC 12069780 


85-21634 


NAS 1.15:86870 


Plasma deposited “diamondlike” carbon on GaAs and InP [micro- 


form] / J.D. Warner ... [et al.] ; prepared for the Thirty-first 
National Symposium of the American Vacuum Society, Reno, 
Nevada, December 3-7, 1984. — [Washington, D.C.? : National 
Aeronautics and Space Administration, 19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86870) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 8. “N85-10844”—Microfiche header. @lItem 830- 
D (microfiche) 
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National Aeronautics and Space Administration 


1. Hydrocarbons — Research — United States. 2. Plasma 85-21639 


(lonized gases) I. Warner, J. D. II. United States. National 
Aeronautics and Space Administration. III. Series. OCLC 
12184233 


85-21635 
NAS 1.15:86872 
Acosta, R. 

Case study of sample spacing in planar near-field measure- 
ment of high gain antennas [microform] / Roberto J. Acosta 
and Richard Q. Lee ; prepared for the 1984 Antenna Applica- 
tions Symposium sponsored by the University of Illinois, Monti- 
cello, Illinois, September 18-21, 1984.— Cleveland, Ohio : 
Lewis Research Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86872) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 4-5. “N85-10234”—Microfiche header. @Item 
830-D (microfiche) 

1. Near-fields. 2. Antennas (Electronics) I. Lewis Research 


NAS 1.15:86884 


VanFossen, G. James. 


Preliminary results of a study of the relationship between free 
stream turbulence and stagnation region heat transfer [micro- 
form] / G. James VanFossen, Jr. and Robert J. Simoneau ; 


chanical Engineers, Houston, Texas, March 17-21, 1985.— 
Cleveland, Ohio : Lewis Research Center, [19857] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86884) 
Microfiche. [Washington, D.C.? : National Aeronautics and 


Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 6. “N85-11317”—Microfiche header. @ltem 830- 
D (microfiche) 

1 


. Turbulence. 2. Heat— Transmission. I. Simoneau, 
Robert J. II. American Society of Mechanical Engineers. III. 
Lewis Research Center. IV. Title. V. Series. OCLC 
12094745 


Center. II. Title. Ill. Series. OCLC 12184199 
85-21636 


85-21640 
NAS 1.15:86889 
Ferrante, John, 1936- 
Universal binding energy relations in metallic adhesion [mi- 
croform] / John Ferrante, John R. Smith and James H. Rose ; 


NAS 1.15:86876 
Vary, Alex. 


Ultrasonic-nondestructive evaluation, microstructure, and me- 
chanical property interrelations [microform] / Alex Vary. — 
Cleveland, Ohio : Lewis Research Center, [1984] 

1 v. : ill. ; 28 cm. — (NASA technical memorandum ; 86876) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984.” Bibliography: p. 14-18. “N84-10371”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Microstructure. I. Lewis Research Center. II. Title. 
Ill. Series. OCLC 12184181 


85-21637 
NAS 1.15:86878 
DiCarlo, James A. 

High performance fibers for structurally reliable metal and 
ceramic composites [microform] / James A. DiCarlo ; prepared 
for Conference on High Performance Textiles Structures co- 
sponsored by the Fiber Society and SAMPE, Philadelphia, 
Pennsylvania, June 6-8, 1984.— Cleveland, Ohio : Lewis Re- 
search Center, [19857] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86878) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 8. “N85-12095”—Microfiche header. @Item 830- 
D (microfiche) 

1. Ceramics. 2. Ceramic metals. I. Lewis Research Center. 
II. Title. III. Series. OCLC 12069771 


85-21638 
NAS 1.15:86880 
Gaugler, Raymond E. 

A review and analysis of boundary layer transition data for 
turbine application [microform] / Raymond E. Gaugler ; pre- 
pared for the Thirtieth International Gas Turbine Conference 
and Exhibit sponsored by the American Society of Mechanical 
Engineers, Houston, Texas, March 17-21, 1984. — Cleveland, 
Ohio : Lewis Research Center, [19847] 

v. : ill. ; 28 cm.— (NASA technical memorandum ; 86880) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 3-4. “N85-10306”—Microfiche header. @Item 
830-D (microfiche) 

1. Turbines. 2. Boundary layer. I. Lewis Research Center. 
Il. Title. Ill. Series. OCLC 12184279 
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prepared for the 1984 Materials Research Society Annual Meet- 
ing, Boston, Massachusetts, November 27-29, 1984. — [Washing- 
ton, D.C.?] : National Aeronautics and Space Administration, 
[1985?] 

1 v. : ill. ; 28 cm.— (NASA technical memorandum ; 86889) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. Bibli- 
ography: p. 4. “N85-12132”—Microfiche header. @ltem 830- 

ats oye 

1. Binding energy. I. Smith, John Robert, 1940- II. Rose, 
James H. III. United States. National Aeronautics and Space 
Administration. IV. Title. V. Series. OCLC 12069791 


85-21641 


NAS 1.15:87373 


Warren, Wayne H. 


Documentation for the machine-readable version of a cata- 
logue of extragalactic radio source identifications [microform] : 
Veron-Cetty and Veron 1983 / Wayne H. Warren Jr. — Green- 
belt, Md. : National Space Science Data Center (NSSDC)/ 
World Data Center A for Rockets and Satellites (WDC-A- 
R&S), National Aeronautics and Space Administration, God- 
dard Space Flight Center, [1983] 

1 v. : ill. ; 28 cm.— (NASA-TM ; 87373) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “November 1983.” 
“NSSDC/WDC-A-R&S 83-12.” “N85-12587”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Space optics — Data processing. I. World Data Center A 
for Rockets and Satellites. II. Title. III. Series: NASA tech- 
nical memorandum ; 87373. OCLC 12069776 


85-21642 


NAS 1.15:87374 


NSSDC and WDC-A-R&S document availability and distribution 


services [microform.] — Greenbelt, Md. : National Space Sci- 
ence Data Center (NSSDC)/World Data Center A for Rockets 
and Satellites (WDC-A-R&S), National Aeronautics and Space 
Administration, Goddard Spce Flight Center, [1983] 

1 v. ; 28 cm.— (NASA-TM ; 87374) Microfiche. [Washing- 
ton, D.C.? : National Aeronautics and Space Administration, 
1985]. 1 microfiche ; 11 x 15 cm. “October 1983.” “N85- 
12787”—Microfiche header. “NSSDC/WDC-A-R&S 83-15.” 
@ltem 830-D (microfiche) 





1. Space sciences — Bibliography. I. World Data Center A 
for Rockets and Satellites. II. Title: N.S.S.D.C. and W.D.C.- 
A-R and S document availability and distribution services. III. 
Series: NASA technical memorandum ; 87374. OCLC 
12110988 


85-21643 
NAS 1.15:87377 
Warren, Wayne H. 

Documentation for the machine-readable version of the re- 
vised AFGL infrared sky survey catalog (Price and Murdock 
1983) [microform] / Wayne H. Warren Jr. — Greenbelt, Md. : 
National Space Science Data Center (NSSDC)/World Data 
Center A for Rockets and Satellites (WDC-A-R&S), National 
Aeronautics and Space Administration, Goddard Space Flight 
Center, [1984] 

1 v. ; 28 cm.— (NASA-TM ; 87377) Microfiche. [Washing- 
ton, D.C.? : National Aeronautics and Space Administration, 
1985]. 1 microfiche ; 11 x 15cm. “May 1984.” Bibliography: 
p. 41 - 44. “N85-12588”—Microfiche header. “NSSDC/ 
WDC-A-R&S 84-05.” @Item 830-D (microfiche) 

1. Infrared astronomy — Data processing. I. World Data 
Center A for Rockets and Saiellites. II. Title. III. Series: 
NASA technical memorandum ; 87377. OCLC 12110977 


85-21644 
NAS 1.15:87379 
Warren, Wayne H. 

Documentation for the machine-readable version of the ANS 
ultraviolet photometry catalogue of point sources (Wesselius et 
al. 1982) [microform] / Wayne H. Warren, Jr. — Greenbelt, Md. 
: National Space Science Data Center (NSSDC)/World Data 
Center A for Rockets and Satellites (WDC-A-R&S), National 
Aeronautics and Space Administration, Goddard Space Flight 
Center, [1984] 

1 v. ; 28 cm.— (NASA-TM ; 87379) Microfiche. [Washing- 
ton, D.C.? : National Aeronautics and Space Administration, 
1985]. 1 microfiche ; 11 x 15 cm. “August 1984.” Bibliogra- 
phy: p. 42. “N85-12589”—Microfiche header. “NSSC/ 
WDC-A-R&S 84-10.” @lItem 830-D (microfiche) 

1. Photometry, Astronomical — Data processing. 2. Ultra- 
violet spectroscopy — Data processing. I. World Data Center 
A for Rockets and Satellites. II. Title. III. Series: NASA 
technical memorandum ; 87379. OCLC 12110991 


85-21645 
NAS 1,15:87385 
Autonomous attitude determination system (AADS) [microform.] 
— Greenbelt, Md. : National Aeronautics and Space Adminis- 
tration, Goddard Space Flight Center, [1982] 

v. : ill. ; 28 cm.— (Systems technology laboratory series ; 
STL-82-003) (NASA-TM ; 87385) Microfiche. [Washington, 
D.C.? : National Aeronautics and Space Administration, 1984]. 
microfiches ; 11 x 15 cm. “April 1982.” Includes bibliogra- 
phies. Contents: v. 1. System description. “N85-11559"— 
Microfiche header. @lItem 830-D (microfiche) 

1. Space vehicles — Attitude control systems. I. Goddard 
Space Flight Center. II. Series. III. Series: NASA technical 
memorandum ; 87385. OCLC 12094696 


85-21646 
NAS 1,15:87387 
Marsh, Bruce D. 

On gravity from SST, geoid from SEASAT, and plate age 
and fracture zones in the Pacific [microform] / by B.D. Marsh, 
J.G. Marsh, R.G. Williamson. — [Washington, D.C.? : National 
Aeronautics and Space Administration, 1983] 

1 v. : ill. ; 28 cm.— (NASA-TM ; 87387) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. Bibliography: p. 28- 


Government Publications — October 1985 


31. “E85-10020”—Microfiche header. “N85-11433”—Micro- 
fiche header. @lItem 830-D (microfiche) 

1. Gravity — United States — Measurements. I. Marsh, J. G. 
II. Williamson, R. G. III. United States. National Aeronautics 
and Space Administration. IV. Title. V. Series: NASA tech- 
nical memorandum ; 87387. OCLC 12094720 


85-21647 
NAS 1,15:87389 
Fedor, Joseph V. 

A user’s guide to the flexible spacecraft dynamics and control 
program-V [microform] / Joseph V. Fedor. — Greenbelt, Md. : 
Goddard Space Flight Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA-TM ; 87389) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 2 microfiches ; 11 x 15cm. “July 1984.” Bibli- 
ography: p. 112. “X-712-84-8.” “N85-12586”—Microfiche 
header. @lItem 830-D (microfiche) 

1. Space vehicles. 2. Dynamics. I. Goddard Space Flight 
Center. II. Title. III. Series: NASA technical memorandum ; 
87389. OCLC 12110981 


85-21648 
NAS 1.15:171199 
Cook, Ronald T. 

Methane heat transfer investigation technical progress narra- 
tive [microform] : period of performance : 15 August thru 
October 31 / prepared for NASA/MSFC ; prepared by Ronald 
T. Cook. — Canoga Park, Calif. : Rocketdyne Division, Rock- 
well International Corporation, [1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 171199) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15cm. “1 November 1984.” 
“Contract NAS8-34977.” “N85-12318”—Microfiche header. 
@item 830-H-14 (microfiche) 

1. Methane — Thermal properties. 2. Rockets (Aeronau- 
tics) — Fuel. I. George C. Marshall Space Flight Center. II. 
Rockwell International. Rocketdyne Division. III. Title. IV. 
Series: NASA contractor report ; 171199. OCLC 12140912 


85-21649 
NAS 1.18:C 19 
STS-23 (51-D) cargo handbook. — Kennedy Space Center, Fla. : 
National Aeronautics and Space Administration, John F. Kenne- 
dy Space Center, [19857] 
vi, 14 p.: ill.; 14cm. @lItem 830-F 
1. Space shuttles — Handbooks, manuals, etc. I. John F. 
Kennedy Space Center. II. Title: S.T.S.-twenty three (fifty 
one-D) cargo handbook. OCLC 12140806 


85-21650 
NAS 1.18:In 8 
IBM system/360 time sharing system : command system user’s 
guide. — 10th ed. (Aug. 1976) —[Washington, D.C.? : Lewis 
Research Center], 1976 (1985 printing)- 
1 v. (loose-leaf) : ill. ; 28 cm. Caption title. “Manual 
number GC28-2001-9.” Includes index. @Item 830-F 
1. IBM 360 (Computer) — Handbooks, manuals, etc. 2. 
Time-sharing computer systems — Handbooks, manuals, etc. I. 
Lewis Research Center. OCLC 12136993 


85-21651 
NAS 1,18:M 39 
George C. Marshall Space Flight Center. 

Master plan, 1985 : Slidell Computer Complex, Slidell, Louisi- 
ana. — Marshall Space Flight Center, Ala. : George C. Mar- 
shall Space flight Center, [19857]. 

37 p. : ill, maps (some col.); 44 x 57 cm. Cover title. 
@ltem 830-F 
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National Aeronautics and Space Administration 


1. George C. Marshall Space Flight Center. I. Title. II. 
Title: Slidell Computer Complex, Slidell, Louisiana. OCLC 
12095283 


85-21652 
NAS 1.19:192 
Social sciences and space exploration : new directions for universi- 
ty instruction / [edited by] T. Stephen Cheston, Charles M. 
Chafer, Sallie Birket Chafer.— [Washington, D.C.] : National 
Aeronautics and Space Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., [1984] 

xx, 128 p. : col. ill. ; 28 cm.— (EP ; 192) “November 
1984.” “Georgetown University.” Includes bibliographical 
references. @Item 830-G S/N 033-000-00926-7 @ GPO 
$5.00 

1. Science — Social aspects. 2. Social sciences — Study and 
teaching. 3. Outer space — Exploration — Study and teaching. 
4. Technology — Social aspects. I. Cheston, T. Stephen. II. 
Chafer, Charles M. III. Chafer, Sallie Birket. IV. United 
States. National Aeronautics and Space Administration. V. 
Georgetown University. VI. Series: NASA EP ; 192. OCLC 
11977736 


85-21653 
NAS 1.19:211 
Anderton, David A. 

Space station / by David A. Anderton. — Washington, D.C. : 
National Aeronautics and Space Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., [19857] 

ii, 30 p. : col. ill. ; 14 x 22 cm.— (EP; 211) @lItem 830-G 
S/N 033-000-00938-1 @ GPO $1.75 

1. Space stations. I. United States. National Aeronautics and 
Space Administration. II. Title. III. Series: NASA EP ; 211. 
OCLC 12142402 


85-21654 
NAS 1.21:467 
Veverka, Joseph. 

Planetary geology in the 1980s / Joseph Veverka ; prepared 
for NASA Office of Space Science and Applications. — Wash- 
ington, DC : Scientific and Technical eee Branch, Na- 
tional Aeronautics and Space Administration, 19 

xiii, 187 p. : ill. ; 23 cm.— (NASA SP; “en baedpilians 
p. 171-187. @ltem 830-1 

1. Planets — Geology. I. United States. Office of Space Sci- 
ence and Applications. II. United States. National Aeronautics 
and Space Administration. Scientific and Technical Information 
Branch. II]. Title. IV. Series. QB603.G46P55 1985 83- 
016350 559.9 ¢2 19 OCLC 09826217 


85-21655 
NAS 1.21:482 
Burke, James, 1936- 

The impact of science on society / James Burke, Jules Berg- 
man, Isaac Asimov ; prepared by Langley Research Center. — 
Washington, DC : Scientific and Technical Information Branch, 
National Aeronautics and Space Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., 1985. 

v, 96 p. ; 23 cm.— (NASA SP ; 482) @ltem 830-1 S/N 
033-000-00943-7 @ GPO $4.50 

1. Science — Social aspects — Addresses, essays, lectures. I. 
Bergman, Jules. II. Asimov, Isaac, 1920- III. Langley Re- 
search Center. IV. Title. V. Series. Q175.55.B88 1985 84- 
014159 303.4/83 ¢2 19 OCLC 11113140 

85-21656 
NAS 1.21:4103/v.1-2 
Roland, Alex, 1944- 

Model research : the National Advisory Committee for Aero- 
nautics, 1915-1958 / Alex Roland. — Washington, D.C. : Scien- 
tific and Technical Information Branch, National Aeronautics 
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and Space Administration : For sale by the Supt. of Docs., U.S. 
G.P.O., 1985. 

2 v. (xx, 769 p.) : ill. ; 25 cm.— (The NASA history series) 
(NASA SP ; 4103) Vol. 2 is appendices. Bibliography: p. 
321-391, p. 765-769. Includes index. @lItem 830-I S/N 033- 
000-00894-5 @ GPO $26.00 per set 

1. United States. National Advisory Committee for Aeronau- 
tics I. United States. National Aeronautics and Space Adminis- 
tration. Scientific and Technical Information Branch. II. Title. 
Ill. Series. IV. Series. TL521.312.R58 1985 83-014137 
353.0085/6 ¢2 19 OCLC 09761504 


85-21657 
NAS 1.21:7046 (09) 

Technology for large space systems. Supplement. Washington, 
D.C. : Scientific and Technical Information Branch, National 
Aeronautics and Space Administration, National Technical In- 
formation Service (NTIS), Springfield, Va. 22161 

v. ; 27 cm. (NASA SP ; 7046 (09)) 

1 (uly 1979)- Special bibliography with indexes. 9, July 
1983. @ltem 830-J-9 ISSN 0278-5765 

1. Large space structures (Astronautics) — Bibliography — 
Periodicals. I. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Branch. 
Technology for large space systems : a special bibliography 
with indexes II. Series. Z5064.S8U54 1979 Suppl 81-643972 
//t83 [TL875] 016.62944 OCLC 05781418 


85-21658 
NAS 1.21:7046 (11) 

Technology for large space systems. Supplement. Washington, 
D.C. : Scientific and Technical Information Branch, National 
Aeronautics and Space Administration, National Technical In- 
formation Service (NTIS), Springfield, Va. 22161 

v. ; 27 cm. (NASA SP ; 7046 (11)) 

1 (July 1979)- Special bibliography with indexes. Jan. 1985. 
@ltem 830-J-9 ISSN 0278-5765 

1. Large space structures (Astronautics) — Bibliography — 
Periodicals. I. United States. National Aeronautics and Space 
Administzation. Scientific and Las ope Information Branch. 
Technology for large space systems : bibliography 
with indexes II. Series. Z5064.S8U54 1979 Suppl 81-643972 
//t83 [TL875] 016.62944 OCLC 05781418 


85-21659 
NAS 1.,21:7500 (18) 

Management, a bibliography for NASA managers. Washington, 
D.C. : National Aeronautics and Space Administration, Scientif- 
ic and Technical Information Branch, 1984- National Aeronau- 
tics and Space Administration, Washington, D.C. 20546 

v. ; 28 cm. (NASA SP ; 7500 (18)) 

Mar. 1984- Mar. 1984. Continues: Management, a continu- 
ing bibliography with indexes. @Item 830-J-6 

1. Industrial project management — Bibliography — Periodi- 
cals. 2. Industrial engineering — Bibliography — Periodicals. 
I. United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. II. Series. 
sn-85017114 OCLC 11101950 


85-21660 
NAS 1.21:7500 (19) 

Management, a bibliography for NASA managers. Washington, 
D.C. : National Aeronautics and Space Administration, Scientif- 
ic and Technical Information Branch, 1984- National Aeronau- 
tics and Space Administration, Washington, D.C. 20546 

v. ; 28 cm. (NASA SP ; 7500 (19)) 

Mar. 1984- Mar. 1985. Continues: Management, a continu- 
ing bibliography with indexes. @lItem 830-J-6 

1. Industrial project management — Bibliography — Periodi- 
cals. 2. Industrial engineering — Bibliography — Periodicals. 





I. United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. II. Series. 
OCLC 11101950 


85-21661 


NAS 1.26:3253 

PAN AIR, a computer program for predicting subsonic or super- 
sonic linear potential flows about arbitrary configurations using 
a higher order panel method [microform.] — Moffett Field, 
Calif. : National Aeronautics and Space Administration, Ames 
Research Center, [1981- ] 

v. : ill. ; 28 cm.— (NASA contractor report ; 3253) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration, 1984]. microfiches ; 11 x 15 cm. January 1978- 
May 1980. “Boeing Military Airplane Company.” Includes 
bibliographical references. Contents: v. 3. Case manual (ver- 
sion 1.0). Prepared for Ames Research Center ... [et al.]. Con- 
tract No.: NAS2-9830. “N85-10922”—Vol. 3, microfiche 
header. @lItem 830-H-14 (microfiche) 

1. Aerodynamics. 2. Aerodynamics, Supersonic. I. Magnus, 
Alfred, 1951- II. Ames Research Center. III. Boeing Military 
Airplane Company. IV. Series. OCLC 11662952 


85-21662 


NAS 1.26:3660 

Integrated application of active controls (I[ACC) technology to an 
advanced subsonic transport project : longitudinal handling 
qualities study of a relaxed-stability airplane h microform / 
prepared for Langley Research Center under contract NAS1- 
15325. — [Washington, D.C.?] : National Aeronautics and Space 
Admininstration, Scientific and Technical Information Branch, 
1983. 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 3660) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Boeing Commercial Airplane Company.” “January 1983.” 
Bibliography: p. 53. “N85-11005"—Microfiche header. 
@ltem 830-H-14 (microfiche) 

1. Aerodynamics. 2. Airplanes— Control systems. 3. Air- 
planes— Design and construction. I. Langley Research 
Center. II. United States. National Aeronautics and Space Ad- 
ministration. Scientific and Technical Information Branch. III. 
Boeing Commercial Airplane Company. IV. Series. OCLC 
12095226 


85-21663 


NAS 1.26:3661 

Aircraft surface coatings [microform] : summary report / prepared 
for Langley Research Center under contracts NAS1-14742 ad 
NAS1-15325. — [Washington, D.C.?] : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch, 1983. 

lv. : il. 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Boeing Commercial Airplane Company.” Bibliography: p. 32. 
“N84-10935"—Microfiche header. @Item 830-H-14 (micro- 
fiche) 

1. Coatings. 2. Airplanes— Wings. I. Langley Research 
Center. II. United States. National Aeronautics and Space Ad- 
ministration. Scientific and Technical Information Branch. III. 
Boeing Commercial Airplane Company. IV. Series. OCLC 
12095230 


; 28 cm.— (NASA contractor report ; 3661) 


Government Publications — October 1985 


85-21664 


NAS 1.26:3677 


Results of winglet development studies for DC-10 derivatives [mi- 


croform] / Carl A. Shollenberger ... [et al.] ; prepared for 
Langley Research Center under contract NASI- 15327. — 
[Washington, D.C.?] : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch, 1983. 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 3677) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 2 microfiches ; 11 x 15 cm. 
“McDonnell Douglas Corporation.” Bibliography: p. 159. 
“N85-10936”—Microfiche header. @Item 830-H-14 (micro- 
fiche) 

1. Airplanes — Wings. I. Shollenberger, Carl A. IL United 
States. National Aeronautics and Space Administration. Scientif- 
ic and Technical Information Branch. III. McDonnell Douglas 
Corporation. IV. Series. OCLC 12095193 


85-21665 


NAS 1.26:3821 


Davis, Mark W. 


Refinement and evaluation of helicopter real-time self-adapt- 
ive active vibration controller algorithms / Mark W. Davis. — 
Washington, D.C. : National Aeronautics and Space Adminis- 
tration, Scientific and Technical Information Branch ; [Spring- 
field, Va. : For sale by National Technical Information Service], 
1984. 

xvii, 230, 38 p. : ill. ; 28 cm.— (NASA contractor report ; 
3821) “United Technologies Research Center.” Distributed 
to depository libraries in microfiche. “August 1984”—Cover. 
Bibliography: p. 137-139. Subject category 02. Contract No.: 
NAS2-11260. @lItem 830-H-14 (microfiche) 
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Scientific and Technical Information Branch. II. United Tech- 
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12095518 
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for the National Transonic Facility / S.A. Griffin ... [et al.j. — 
Washington, D.C. : National Aeronautics and Space Adminis- 
tration, Scientific and Technical Information Branch ; [Spring- 
field, Va. : For sale by the National Technical Information 
Service], 1984. 

1 v. (various pagings) : ill. ; 28 cm.— (NASA contractor 
report ; 3827) “General Dynamics Corporation.” Distributed 
to depository libraries in microfiche. “August 1984”—Cover. 
Bibliography: p. 14-1 - 14-4. Contract No.: NAS1-16848. Sub- 
ject category 09. @lItem 830-H-14 (microfiche) 

1. Wind tunnels. I. Griffin, S. A. II. United States. Nation- 
al Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. III. General Dynamics Corporation. 
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Han, J. C. 


Heat transfer and pressure drop in blade cooling channels 
with turbulence promoters [microform] / J.C. Han, J.S. Park, 
and C.K. Lei ; prepared for Lewis Research Center under grant 
NAG3-311. — [Washington, D.C.?] : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch, 1984. 

v. : ill. ; 28 cm.— (NASA contractor report ; 3837) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 2 microfiches ; 11 x 15 cm. 
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“Texas A&M University.” Bibliography: p. 123-124. “N85- 
12315”—Microfiche header. @Item 830-H-14 (microfiche) 

1. Heat-transfer media. 2. Turbulence. I. Park, J. S. Jong 
Soo), 1952- II. Lei, C. K. III. United States. National Aero- 
nautics and Space Administration. Scientific and Technical In- 
formation Branch. IV. Texas A & M University. V. Title. 
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RF characteristics of the hoop column antenna for the land 
mobile satellite system mission [microform] / Peter Foldes ; 
prepared for Research Center under contract NASI- 
17209. — [Washington, D.C.?] : National Aeronautics and Space 
Administration, Scientific and Technical Information Branch, 
1984. 

1 v. : ill ; 28 cm.— (NASA contractor report ; 3842) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Foldes Incorporated.” “November 1984”—Cover. Bibliog- 
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cation. I. Langley Research Center. II. United States. Na- 
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Title. V. Series. OCLC 12095219 
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Dakhoul, Youssef M. 

Simulation of solidification in a Bridgman cell [microform] / 
Youssef M. Dakhoul and Richard C. Farmer ; prepared for 
George C. Marshall Space Flight Center under contract NAS8- 
35331. — [Washington, D.C.?] : National Aeronautics and Space 
Administration, Scientific and Technical Information Branch, 
1984. 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 3843) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15cm. “Con- 
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1. Thermal analysis — Mathematical models. 2. Photoelectric 
cells. I. Farmer, Richard C. II. George C. Marshall Space 
Flight Center. III. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
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{et al.] ; prepared for Langley Research Center under grant 
NAGI1-359. — [Washington, D.C.?] : National Aeronautics and 
Space Administration, 1984. 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 3844) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 2 microfiches ; 11x 15cm. “Vir- 
ginia Polytechnic Institute and State University. ”  Bibliogra- 
phy: p. 25-26. “N85-11135”—Microfiche header. @lItem 830- 
H-14 (microfiche) 

1. Deformations (Mechanics) 2. Composite materials. 3. 
Shear (Mechanics) I. Post, Daniel. II. Langley Research 
Center. III. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Branch. 
IV. Virginia Polytechnic Institute and State University. V. 
Series. OCLC 12095924 
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Grantz, Arthur C. 


The lateral-directional characteristics of a 74-degree delta 
wing employing gothic planform vortex flaps [microform] / 
Arthur C. Grantz ; prepared for Langley Research Center 
under grant NGT 47-004-802. — [Washington, D.C.?] : National 
Aeronautics and Space Administration, Scientific and Technical 
Information ess 1984. 

lv. : il. ; 28 cm— (NASA contractor report ; 3848) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 2 microfiches ; 11x 15cm. “Vir- 
ginia Polytechnic Institute and State University. ” Bibliogra- 
phy: p. 25-27. “N85-12009”—Microfiche header. @Item 830- 
H-14 (microfiche) 

1. Airplanes — Wings, Triangular. 2. Flaps (Airplanes) I. 
United States. National Aeronautics and Space Administration. 
Scientific and Technical Information Branch. II. Virginia 
Polytechnic Institute and State University. III. Title. IV. 
Series. OCLC 12071168 


85-21672 


NAS 1.26:3849 


Ketterer, M. E. 

Thermoplastic/carbon fiber hybrid yarn [microform] / M.E. 
Ketterer ; prepared for Langley Research Center under contract 
NASI1- 15749. — [Washington, D.C.?] : National Aeronautics and 


Space Administration, Scientific and Technical Information 
Branch, 1984. 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 3849) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15cm. “Cel- 
anese Research Company.” “N85-12093”—Microfiche header. 
@ltem 830-H-14 (microfiche) 

1. Thermoplastics. 2. Carbon fibers. I. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. II. Celanese Research Compa- 
ny. III. Title. IV. Series. OCLC 12071139 
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Dufour, Patricia A. 


Nutritional modeis for space travel from chemically defined 
diets [microform] / Patricia A. Dufour ; prepared for NASA 
Office of Space Science and Applications under contract 
NASW-3165. — et [Washington, D.C.?] : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch, 1984. 

1 v. ; 28 cm.— (NASA contractor report ; 3850) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration, 1985]. 2 microfiches ; 11 x 15 cm. “The 
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“N85-12561”—Microfiche header. @Item 830-H-14 (micro- 
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1. Astronauts — United States — Nutrition. I. United States. 
National Aeronautics and Space Administration. Scientific and 
Technical Information Branch. II. George Washington Uni- 
versity. III. Title. IV. Series. OCLC 12071153 
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Van Dam, C. P. 


Natural laminar flow airfoil design considerations for winglets 
on low-speed airplanes [microform] / C.P. van Dam ; p 
for Langley Research Center under contract NAS1-17797. — 
[Washington, D.C.?] : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch, 1984. 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 3853) 
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Halyo, Nesim. 

Flight tests of the Digital Integrated Automatic Landing 
System (DIALS) [microform] / Nesim Halyo ; prepared for 
Langley Research Center under contract NAS1-16158.— 
(Washington, D.C.?] : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch, 1984. 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 3859) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 2 microfiches ; 11 x 15 cm. “In- 
formation & Control Systems, Incorporated.” Bibliography: p. 
111-112. “N85-12900”—Microfiche header. @Item 830-H-14 
(microfiche) 

1. Landing aids (Aeronautics) I. United States. National 
Aeronautics and Space Administration. Scientific and Technical 
Information Branch. II. Information & Control Systems, Incor- 
porated. III. Title. IV. Series. OCLC 11946502 
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Evans, D. J. 

Hot isostatically pressed manufacture of high strength MERL 
76 disk and seal shapes. Volume II, Final report, project 2 
[microform] / by D.J. Evans. — East Hartford, Conn. : United 
Technologies Corporation, Pratt & Whitney Aircraft Group, 
Commercial Products Division, [1982] 

tv. : ill. ; 28 cm.— (NASA contractor report ; 165550) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
Project 2, final. “July 1982.” “N85-11225”—Microfiche 
header. National Aeronautics and Space Administration. Con- 
tract No.: NAS3-20072. @Item 830-H-14 (microfiche) 

1. Metallurgy. 2. Isostatic pressing. I. Pratt & Whitney Air- 
craft Group. Commercial Products Division. II. United States. 
National Aeronautics and Space Administration. III. Title. 
IV. Series. OCLC 12095914 
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NAS 1.26:165558 
Energy efficient engine high pressure compressor detail design 
report [microform] / by P.R. Holloway ... [et al.]. — [Cleveland, 
Ohio] : Lewis Research Center, [1982] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 165558) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 2 microfiches ; 11 x 15 cm. Topical report. 
“General Electric Company.” “May 1982”—Tech. rept. p 
Bibliography: p. 108. “N85-10998"—Microfiche header. 
“R81AEG710.” National Aeronautics and Space Administra- 
tion. Contract No.: NAS3-20643. @Item 830-H-i4 (microfiche) 

1. Compressors. I. Holloway, P. R. II. Lewis Research 
Center. III. General Eleciric Company. IV. Series: NASA 
contractor report ; 165558. OCLC 12095930 


component for L-1011 aircraft. Phase IV, Final report. Manu- 
facturing development [microform] / F. Alva ... [et al.].— 
[Washington, D.C.?] : National Aeronautics and Space Admin- 
istration, [19847] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 165885) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Lockheed-California Co.” Bibliography: p. 75. “N85- 
11141”—Microfiche header. @lItem 830-H-14 (microfiche) 

1. Airplanes— Equipment and supplies. I. Alva, F. IL 
United States. National Aeronautics and Space Administration. 
III. Lockheed-California Company. IV. Series. OCLC 
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Pao, Jenn-Louh. 


VORCOR [microform] : a computer program for calculating 
characteristics of wings with edge vortex separation by using a 
vortex filament and core model / Jenn-Louh Pao, Sudhir C. 
Mehrotra, C. Edward Lan. — Hampton, Va. : National Aero- 
r1982) and Space Administration, Langley Research Center, 
1982] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 165902) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 3 microfiches ; 11x 15cm. “Uni- 
versity of Kansas Center for Research, Inc., The Flight Re- 
search Laboratory.” “Vigyan Research Associates, Inc.” 
“April 1982.” Bibliography: p. 241. “NASA i 
Agreement NCCI-18, NASA contract NAS1-16114.” “N85- 
10921”—Microfiche header. @lItem 830-H-14 (microfiche) 

1. Aerodynamics. 2. Airplanes — Wings. 3. Vortex-motion. 
I. Mehrotra, Sudhir C. II. Lan, C. Edward (Chuan-Tau 
Edward), 1935- III. Langley Research Center. IV. University 
of Kansas. Flight Research Laboratory. V. Vigyan Research 
Associates. VI. Title. VII. Series. OCLC 12095883 


85-21680 


NAS 1.26:165930 


Hybrid laminar flow control study final technical report [micro- 


form] : energy efficient transport program. — Hampton, Va. : 
National Aeronautics and Space Administration, Langley Re- 
search Center, [1982] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 165930) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 2 microfiches ; 11 x 15 cm. 
“Boeing Commercial Airplane Company.” “October 1982.” 
Bibliography: p. 117-118. “N85-10933”—Microfiche header. 
“Contract NAS1-15325.” @ltem 830-H-14 (microfiche) 

1. Laminar flow. 2. Aerodynamics. I. Langley Research 
Center. II. Boeing Commercial Airplane Company. III. 
Series. OCLC 12095904 
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Guinn, Wiley A. 


Development and flight evaluation of an augmented stability 
active controls concept [microform] : executive summary / 
Wiley A. Guinn. — Hampton, Va. : National Aeronautics and 
Space Administration, Langley Research Center, [1982] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 166009) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15 cm. 
“Lockheed-California Company.” “November 19, 1982.” 
“Contract no. NAS1-15326.” “N85-11006”—Microfiche 
header. @lItem 830-H-14 (microfiche) 
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1. Airplanes — Control systems. 2. Airplanes — Flight test- 
i . Langley Research Center. II. Lockheed-California 
Ill. Title. IV. Series. OCLC 12095890 
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Force and moment measurements on a 74 delta wing with an 
apex flap (data report) [microform] / Thomas A. Buter and 
Dhanvada M. Rao. — Hampton, Va. : National Aeronautics and 
ws Aduinistcstion, Langley Research Center, [1984] 

: ill. ; 28 cm.— (NASA contractor report ; 166081) 
nicsoliche [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ee | Op ee 
“North Carolina State University.” “October 1984.” Bibliog- 
raphy: p. 5. “Cooperative t NCC 1-46.” “N85- 
10918”—Microfiche header. @Item 830-H-14 (microfiche) 

1. Airplanes — Wings, Triangular. I. Rao, Dhanvada M. II. 
Langley Research Center. III. North Carolina State Universi- 
ty. IV. Title. V. Series. OCLC 12167158 
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Beard, B. B. 

An engine trade study for a supersonic STOVL fighter/attack 
aircraft. Volume I, Trade study background and methodology 
[microform] / B.B. Beard and W.H. Foley ; prepared for Ames 
Research Center under contract NAS2-10981. — Moffett Field, 
Calif. : The Center, [1982] 

v. : ill. ; 28 cm.— (NASA contractor report ; 166304) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1982]. 1 microfiche ; 11 x 15cm. “Gen- 
eral Dynamics, Fort Worth Division.” “February 1982”— 
Cover. “N85-10910”—Microfiche header. @Item 830-H-14 
(microfiche) 

1. Supersonic planes. I. Ames Research Center. II. General 

i Corporation. III. Title. IV. Series. OCLC 


Dynamics 
12167153 
85-21684 


NAS 1.26:166610 
Krothapalli, A. (Anjaneyulu), 1950- 

A study of flow past an airfoil with a jet issuing from its 
lower surface [microform] / A. Krothapalli, D. Leopold ; pre- 
pared for Ames Research Center under grant NAG 2-111 and 
cooperative agreement NCC 2-198. — Moffett Field, Calif. : Na- 
tional Aeronautics and Space Administration, Ames Research 
Center, [19847] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 166610) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. “Stan- 
ford University”—Microfiche header. Bibliography: p. 19-20. 
“N85-12860”—Microfiche header. @lItem 830-H-14 (micro- 
fiche) 

1. Aerofoils. 2. Aerodynamics. I. Leopold, D. II. Ames 
Research Center. III. Stanford University. IV. Title. V. 
Series. OCLC 12071163 


85-21685 
NAS 1.26:167851 
Zelahy, J. W. 

Materials for advanced turbine engines. Project 3, Project 
completion report. Volume II, Advanced blade tip seal system 
[microform] / by J.W. Zelahy, N.P. Fairbanks. — Cleveland, 
Ohio : National Aeronautics and Space Administration, [1982] 

1 v. : ill. ; 28 cm.— (NASA CR ; 167851) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11x 15cm. Final project, Vol. 2. 
“General Electric Company.” “February 1982”—Tech. rept. 
p- “N85-10999”—Microfiche header. “R82AEB403.” Con- 
tract No.: NAS 3-20074. @Item 830-H-14 (microfiche) 
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1. Turbines. 2. Airplanes — Motors — Design and construc- 
tion. I. Fairbanks, N. P. II. United States. National Aeronau- 
tics and Space Administration. III. General Electric Company. 
IV. Title. V. Series: NASA contractor report ; 167851. 
OCLC 12167186 
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Eskridge, R. R. 


Energy efficient engine ICLS NACELLE detail design 
report [microform] / by R.R. Eskridge, A.P. Kuchar, C.L. 
Stotler.— [Washington, D.C.?] : National Aeronautics and 
Space Administration, [1982] 

1 v. : ill. ; 28 cm.— (NASA CR ; 167870) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 2 microfiches ; 11 x 15 cm. Topical report. 
“General Electric Company.” “July 1982”—Tech. rept. p. 
“N85-10993”—Microfiche header. “R81AEG700.” Contract 
No.: NAS 3-20643. @lItem 830-H-14 (microfiche) 

1. Airplanes— Motors— Design and _ construction. I. 
Kuchar, A. P. II. Stotler, C. L. III. Lewis Research Center. 
IV. General Electric Company. V. Title. VI. Series: NASA 
contractor report ; 167870. OCLC 12167193 
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NAS 1.26:167871 


Broman, C. L. 


Energy efficient engine ICLS engine bearings, drives, and 
configuration [microform] : design detail report / by C.L. 
Broman. — [Cleveland, Ohio] : National Aeronautics and Space 
Administration, NASA Lewis Research Center, [1982] 

1 v. : ill. ; 28 cm.— (NASA CR ; 167871) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. Topical report. 
“General Electric Company.” “June 1982.” Bibliography: p. 
68. “N85-10997”—Microfiche header. Contract No.: NAS 3- 
20643. @lItem 830-H-14 (microfiche) 

1. Airplanes — Motors — Design and construction. I. Lewis 
Research Center. II. General Electric Company. III. Title. 
IV. Series: NASA contractor report ; 167871. OCLC 12167177 
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NAS 1.26:167945 


Zeisser, M. H. 


Energy efficient engine combustor test hardware detailed 
design report [microform] / M.H. Zeisser, W. Greene and D.J. 
Dubiel. — [Cleveland, Ohio] : National Aeronautics and Space 
Administration, NASA Lewis Research Center, [1982] 

1 v. : ill. ; 28 cm.— (NASA CR ; 167945) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 2 microfiches ; 11 x 15 cm. “United Technol- 
ogies Corporation, Pratt & Whitney Aircraft Group, Commer- 
cial Products Division.” “March 1982”—Tech. rept. p. “N85- 
10950”—Microfiche header. “PWA-5594-197.” Contract No.: 
NAS 3-20646. @lItem 830-H-14 (microfiche) 

1. Airplanes— Motors— Design and _ construction. I. 
Greene, W. (Walter), 1940- II. Dubiel, D. J. III. Lewis Re- 
search Center. IV. Pratt & Whitney Aircraft Group. Commer- 
cial Products Division. V. Title. VI. Series: NASA contrac- 
tor report ; 167945. OCLC 12167200 


85-21689 


NAS 1.26:167955 


Halila, E. E. 


High pressure turbine test hardware detailed design report 
[microform] / by E.E. Halila, D.T. Lenahan, T.T. Thomas. — 
{Cleveland, Ohio] : National Aeronautics and Space Adminis- 
tration, NASA Lewis Research Center, [1982] 

1 v. : ill. ; 28 cm.— (NASA CR ; 167955) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
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header. Contract No.: NAS 3-20643. @lItem 830-H-14 (micro- 
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1. Turbines. 2. Airplanes — Motors — Design and construc- 
tion. I. Lenahan, D. T. II. Thomas, T. T. III. Lewis Re- 
search Center. IV. General Electric Company. V. Title. VI. 
Series: NASA contractor report ; 167955. OCLC 12167165 
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Cherry, D. G. 

Low pressure turbine test hardware detailed design report 
[microform] / by D.G. Cherry, C.H. Gay, D.T. Lenahan. — 
Cleveland, Ohio : National Aeronautics and Space Administra- 
= ee" Lewis Research Center, [1982] 

: ill. ; 28 cm.— (NASA CR ; 167956) Microfiche. 
[Weshington: D. C.2 : National Aeronautics and Space Adminis- 
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1. Turbines. 2. Airplanes — Motors — Design and construc- 
tion. 3. Energy conservation — United States. I. Gay, C. H. 
II. Lenahan, D. T. III. Lewis Research Center. IV. General 
Electric Company. Aircraft Engine Business Group. Advanced 
Technology Programs Dept. V. Title. VI. Series: NASA 
contractor report ; 167956. OCLC 12167212 
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DeBoer, G. J. (Garret John), 1944- 

Materials for advanced turbine engines [microform] : project 
completion report, project 2 : Rene 150 directionally solidified 
superalloy turbine blades. Volume II / by G.J. DeBoer. — 
Cleveland, Ohio : National Aeronautics and Space Administra- 
tion, Lewis Research Center, [19827] 
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[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “General Electric 
Company, Aircraft Engine Business Group, Aircraft Engine En- 
gineering Division.” “R82AEB540.” “N85-12059”—Micro- 
fiche header. Contract No.: NAS3-20074 @lItem 830-H-14 
(microfiche) 

1. Turbines— Blades. 2. Turbines — Specifications. I. 
Lewis Research Center. II. General Electric Company. Air- 
craft Engine Engineering Division. III. Title. IV. Series: 
NASA contractor report ; 167993. OCLC 12071109 
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Nelson, W. A. 

High pressure turbine ceramic shroud support technology 
report [microform] / by W.A. Nelson, R.G. Carlson. — Cleve- 
land, Ohio : National Aeronautics and Space Administration, 
NASA Lewis Research Center, [1982] 

1 v. : ill. ; 28 cm.— (NASA CR ; 168036) Microfiche. 

i D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “General Electric 
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tion. I. Carlson, R. G. II. Lewis Research Center. III. Gen- 
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vanced Technology Programs Dept. IV. Title. V. Series: 
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Government Publications — October 1985 


85-21693 


NAS 1.26:168337 


Pratt, Brian S. 


An Interactive computer code for calculation of gas-phase 
chemical equilibrium (EQLBRM) [microform] / Brian S. Pratt 
and David T. Pratt ; prepared for National Aeronautics and 
Space Administration, Lewis Research Center under grant 
NAG 3-277. — Cleveland, Ohio : The Center, [1984] 

v. ; 28 cm.— (NASA contractor report ; 168337) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration, 1985]. 1 microfiche ; 11 x 15 cm. “University 
of Washington.” “October 1984.” Bibliography: p. 18. 
“N85-10948”—Microfiche header. @Item 830-H-14 (micro- 
fiche) 

1. Airplanes— Fuel consumption— Data processing. I. 
Pratt, David T. II. Lewis Research Center. III. Title. IV. 
Series. OCLC 12167142 


85-21694 


NAS 1.26:168575 


Development and testing of a rural credit supervision system at 


the level of counties and rural properties utilizing remote sens- 
ing technique [microform.] — [Sao Jose, Brazil] : Instituto de 
en Espaciais, [1984] 

: ill. ; 28 cm.— (NASA-CR ; 168575) Microfiche. 
(Wabkiagace, D. C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 2 microfiches ; 11 x 15 cm. “Agosto, 1984”— 
Tech. rept. p. “N85-11431”—Microfiche header. @lItem 830- 
H-14 (microfiche) 

1. Credit bureaus — Brazil. 2. Remote sensing — Brazil. I. 
Instituto de Pesquisas Espaciais (Brazil) II. United States. Na- 
tional Aeronautics and Space Administration. III. Title. IV. 
Series: NASA contractor report ; 168575. OCLC 12070251 


85-21695 


NAS 1.26:168576 


Onstott, R. G. 


Active microwave measurements of sea ice under fall condi- 
tions [microform] : the RADARSAT/FIREX fall experiment / 
R.G. Onstott, Y.S. Kim, R.K. Moore. —[Washington, D.C.? : 
National Aeronautics and Space Administration, 1984] 

v. : ill. ; 28 cm.— (NASA-CR ; 168576) (RSL technical 
report ; 331-30/578-Final) Microfiche. [Washington, D.C.? : 
National Aeronautics and Space Administration, 1985]. 2 micro- 
fiches ; 11 x 15 cm. “Remote Sensing Laboratory, Center for 
Research, Inc., The University of Kansas.” “Supported by 
Office of Naval Research, Department of the Navy, Contract 
N00014-76-C-1105, and NASA Headquarters, Contract NAGW- 
334.” “June 1984.” Bibliography: p. 43. “N85-11432”— 
Microfiche header. @lItem 830-H-14 (microfiche) 

1. Sea ice — United States — Measurements. I. Kim, Y. S. 
II. Moore, R. K. (Richard Kerr) III. United States. Office of 
Naval Research. IV. United States. National Aeronautics and 
Space Administration. V. University of Kansas. Remote Sens- 
ing Laboratory. VI. Title. VII. Series. VIII. Series: NASA 
contractor report ; 168576. OCLC 12070197 


85-21696 


NAS 1.26:168712 


Nacelle Aerodynamic and Inertial Loads project [microform] : test 


report. — [Washington, D.C.? : National Aeronautics and Space 
Adamaistration, 1981] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 168712) Microfiche. 
[Washington, D. C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 3 microfiches ; 11x 15cm. “Boeing Commercial 
Airplane Company.” “May 1981.” “Contract NASI1-15325.” 
“N83-30402”—Microfiche header. @Item 830-H-14 (micro- 
fiche) 
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1. Aerodynamics. I. United States. National Aeronautics and 
Space Administration. II. Boeing Commercial Airplane Com- 
pany. III. Series: NASA contractor report ; 168712. OCLC 
12071173 


85-21697 
NAS 1.26:170628 
Wu, S. T. (Shi-Tsan), 1933- 

Active regions [microform] / prepared for National Aeronau- 
tics and Space Administration, George C. Marshall Space Flight 
Center. — Marshall Space Flight Center, Ala. : The Center, 
[19842] 

1 v. ; 28 cm.— (NASA-CR ; 170628) Microfiche. [Wash- 
ington, D.C.? : National Aeronautics and Space Administration, 
1985]. 1 microfiche ; 11x 15cm. At head of title: Final report. 
“The University of Alabama in Huntsville.” Bibliography: p. 
[3]. “UAH #31-7258.” “Contract no. NAS8-3325.” “N85- 
11965”—Microfiche header. @ltem 830-H-14 (microfiche) 

1. Solar energy — United States. I. George C. Marshall 
Space Flight Center. II. University of Alabama in Huntsville. 
Ill. Title. IV. Series: NASA contractor report ; 170628. 
OCLC 12070275 


85-21698 
NAS 1.26:171092 
Marlowe, Donna S. 

Material loads, and stress analysis [microform] : 
Spartan REM : appendix A / prepared for National Aeronautics 
and Space Administration, Marshall Space Flight Center, AL 
by Donna S. Marlowe, Erik J. West. — Huntsville, AL : Lock- 
heed, Research & Development Division, Huntsville Research 
& rp gs Center, 1984. 

: ill. ; 28 cm.— (NASA-CR ; 171092) (LMSC-HREC 
PR : “D 951498-A) Microfiche. [Washi D.C.? : National 
Aeronautics and Space Administration, 1985]. 2 microfiches ; 11 
x 15 cm. “19 June 1984.” “Contract no. NAS8-35599.” 
“N85-11375”—Microfiche header. @Item 830-H-14 (micro- 
fiche) 

1. Stress relieving (Materials) I. West, Erik J. II. George 
C. Marshall Space Flight Center. III. Huntsville Research & 
Engineering Center. IV. Title. V. Series. VI. Series: NASA 
contractor report ; 171092. OCLC 12068223 


85-21699 
NAS 1.26:171093 
Marlowe, Donna S. 

Computer models and output [microform] : Spartan REM : 
appendix B / prepared for National Aeronautics and Space 

Administration, Marshall Space Flight Center, AL by Donna S. 
Marlowe, Erik J. West. — Huntsville, AL : Lockheed, Research 
& Development Division, Huntsville Research & Engineering 
Center, 1984. 

1 v. : ill. ; 28 cm.— (NASA-CR ; 171093) (LMSC-HREC 
PR ; D 951498-B) Microfiche. [Washington, D.C.? : National 
Aeronautics and Space Administration, 1985]. 7 microfiches ; 11 
x 15 cm. “19 June 1984.” “Contract no. NAS8-35599.” 
“N85-11376”—Microfiche header. @lItem 830-H-14 (micro- 
fiche) 

1. Mathematical models. I. West, Erik J. II. George C. 
Marshall Space Flight Center. III. Huntsville Research & En- 
gineering Center. IV. Title. V. Series. VI. Series: NASA 
contractor report ; 171093. OCLC 12070298 

85-21700 
NAS 1.26:171195 
Workshop on Applications of Tethers in Space (1983 : Williams- 
burg, Va.) 

Applications of Tethers in Space [microform] : executive sum- 
mary, 15-17 June 1983, Williamsburg, Virginia / sponsored by 
National Aeronautics and Space Administration, Office of Space 
Flight and George C. Marshall Space Flight Center. — [Wash- 
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ington, D.C.? : National Aeronautics and Space Administration, 
19837] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 171195) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “N85-12075”— 
Microfiche header. @lItem 830-H-14 (microfiche) 

1. Space stations. I. United States. Office of Space Flight. 
II. George C. Marshall Space Flight Center. III. Title. IV. 
Series: NASA contractor report ; 171195. OCLC 12140883 


85-21701 


NAS 1.26:171196-7 


Workshop on Applications of Tethers in Space (1983 : Williams- 


burg, Va.) 

Applications of tethers in space, 15-17 June 1983, Williams- 
burg, Virginia [microform] / sponsored by National Aeronautics 
and Space Administration, Office of Space Flight and George 
C. Marshall Space Flight Center. — [Washington, D.C.? : Na- 
tional Aeronautics and Space Administration, 19837] 

2 v. : ill. ; 28 cm.— (NASA-CR ; 171196-7) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 7 microfiches ; 11 x 15 cm. “N85-12076"— 
Microfiche header. “N85-12077”—Microfiche header. @Item 
830-H-14 (microfiche) 

1. Space stations. I. United States. Office of Space Flight. 
II. George C. Marshall Space Flight Center. III. Title. IV. 
Series: NASA contractor report ; 171196-7. OCLC 12140882 


85-21702 


NAS 1.26:171201 


Finley, Laurence A. 


Large-diameter astromast development, phase II, final report 
[microform] / by Laurence A. Finley ; prepared for NASA 
Marshall Space Flight Center under contract no. NASB-34547 ; 
prepared by Astro Research Corporation. — [Washington, D.C.? 
: National Aeronautics and Space Administration, 1984] 

1 v. : ill. ; 28 cm.— (ARC-TN ; 1132) (NASA-CR ; 171201) 
ps ara [Washington, D.C.? : National Aeronautics and 

pace Administration, 1985]. 1 microfiche ; 11 x 15 cm. “19 
jae 1984.” “N85-12200”—Microfiche header. @ltem 830-H- 
14 (microfiche) 

1. Space vehicles — Equipment and supplies. I. George C. 
Marshall Space Flight Center. II. Astro Research Corporation. 
III. Title. IV. Series. V. Series: NASA contractor report ; 
171201. OCLC 12140897 


85-21703 


NAS 1.26:171204 


Wyett, L. 


Non-intrusive speed sensor [microform] : NAS8-34658 final 
report, phase I, RI/RD84-232 / prepared for NASA-Marshall 
Space Flight Center ; prepared by L. Wyett, J. Maram. — 
Canoga Park, Calif. : Rockwell International Corporation, 
Rocketdyne Division, [1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 171204) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “October, 1984.” 
Bibliography: p. 56-57. ‘“N85-12331”—Microfiche header. 
@ltem 830-H-14 (microfiche) 

1. Remote sensing — United States. 2. Space shuttles. I. 
Maram, J. II. George C. Marshall Space Flight Center. III. 
Rockwell International. Rocketdyne Division. IV. Title. V. 
Series: NASA contractor report ; 171204. OCLC 12140904 





Government Publications — October 1985 


85-21704 85-21708 

NAS 1.26:171209 

Definition of technology development missions for early space 
stations [microform] : large space structures / prepared for the 
National Aeronautics and Space Administration, George C. 
Marshall Space Flight Center. — Seattle, Wash. : Boeing Aero- 


NAS 1.26:171813 
Goel, Narendra S., 1941- 

Final report on biophysical and spectral modeling for crop 
identification and assessment [microform] / for NASA-Johnson 
Space Center, Houston ; by Aster Consulting Associates, Inc., 

space Company, [1983] Narendra S. Goel, principal investigator. —[Washington, D.C.? 

1 v. : ill. ; 28 cm.— (NASA-CR ; 171209) Microfiche. : National Aeronautics and Space Administration, 1984] 
[Washington, D.C.? : National Aeronautics and Space Adminis- 1 v. ; 28 cm.— (NASA-CR ; 171813) Microfiche. [Wash- 
tration, 1985]. 2 microfiches ; 11 x 15 cm. “May 31, 1983.” ington, D.C.? : National Aeronautics and Space Administration, 
Bibliography: p. 92-97. “Contract NAS8-35043.” “D180- 1985}. 1 microfiche ; 11 x 15 cm. “September 15, 1984. 
27677, final report.” “N85-12084”—Microfiche header. ‘Contract no. NAS9-16873. N85-11419”—Microfiche 
@ltem 830-H-14 (microfiche) header. @ltem 830-H-14 (microfiche) 

1. Space stations. I. George C. Marshall Space Flight - 1. Pa HE EES re rr models. . 
Center. II. Boeing Aerospace Company. III. Series: NASA se 2 pon ie Shake Canton. ~ tp en pr : 
contractor report ; 171209. OCLC 12140910 ciates. III. Title. IV. Series: NASA contractor report ; 
85-21705 171813. OCLC 12068244 
NAS 1.26:171213 
Power subsystem automation study [microform] : phase 2, final 

report / John C. Tietz ... [et al.].— Denver, Colo. : Martin 

Marietta Aerospace, Denver Aerospace, [1984] 


85-21709 

NAS 1.26:172348 
Larsen, Jack C. 
v. : ill. ; 28 em.— (NASA-CR ; 171213) Microfiche.  croforml 7 Jack © Laven SeEeEaen Same [mi 
(Washington, D.C.? : National Aeronautics and Space Adminis- nautics and Space Administration, Langley Research Center, 
tration, 1985]. 3 microfiches ; 11 x 15 cm. “September 1984.” [1984] 
Bibliography: p. B-78. “MCR-84-596.” “N85-12299”—Micro- lv. : ill 
fiche header. “Contract no. NAS8-34938.” @Item 830-H-14 
(microfiche) 

1. Space stations. I. Tietz, John C. II. Martin Marietta 
Denver Aerospace. III. United States. National Aeronautics 
and Space Administration. IV. Series: NASA _ contractor 
report ; 171213. OCLC 12140876 


85-21706 


; 28 cm.— (NASA contractor report ; 172348) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15cm. “Sys- 
tems and Applied Sciences Corporation.” “June 29, 1984.” 
Bibliography: p. 7-1 - 7-4. “Contract NAS1-15806.” “N84- 
26373”—NMicrofiche header. @lItem 830-H-14 (microfiche) 

1. Laser spectroscopy. I. Langley Research Center. II. 
Systems and Applied Sciences Corporation. III. Title. IV. 


Series. OCLC 12168737 
NAS 1.26:171221 


Batts, G. W. 
STS natural environment analysis [microform] : final report 
for the contract period August 1 - September 30, 1984 / pre- 


85-21710 
NAS 1.26:172350 
STS-13 (41-C) BET products [microform] / John T. Findlay ... [et 


pared for George C. Marshall Space Flight Center, National 
Aeronautics and Space Administration ; prepared by Wade 
Batts. — Huntsville, Ala. : Computer Sciences Corporation, Ap- 
plied Technology Division, [1984] 

1 v. ; 28 cm.— (NASA-CR ; 171221) Microfiche. [Wash- 
ington, D.C.? : National Aeronautics and Space Administration, 
1985]. 1 microfiche ; 11 x 15cm. “November 7, 1984.” “Con- 
tract NAS8-35988.” “N85-12079”—Microfiche header. 
@ltem 830-H-14 (microfiche) 

1. Space shuttles. I. George C. Marshall Space Flight 
Center. II. Computer Sciences Corporation. Applied Technol- 
ogy Division. III. Title. IV. Series: NASA contractor report 
; 171221. OCLC 12095576 


al.]. — Hampton, Va. : National Aeronautics and Space Admin- 
istration, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172350) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 2 microfiches; 11x 15cm. “Ana- 
lytical Mechanics Associates, Inc.” “July 1984.” “N&4- 
29901”—Microfiche header. “Contract NAS1-16087.” @Item 
830-H-14 (microfiche) 

1. Space shuttles. 2. Space trajectories. 3. Space vehicles — 
Landing. I. Findlay, J.T. II. Langley Research Center. III. 
Analytical Mechanics Associates. IV. Series. OCLC 
12168742 


85-21711 
NAS 1.26:172352 
SeSEeT Mahesh, J. K. 


NAS 1.26:171222 Interactive flight control system analysis program [micro- 


Selected tether applications in space [microform] : an analysis of 


five selected concepts. — [Washington, D.C.? : National Aero- 
nautics and Space Administration, 1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 171222) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 3 microfiches ; 11 x 15 cm. At head of title: 
Final report/presentation. “Martin Marietta.” “July 31, 
1984.” “Contract NAS8-35499.” “N85-12921”—Microfiche 
header. @lItem 830-H-14 (microfiche) 

1. Space stations. I. United States. National Aeronautics and 
Space Administration. II. Martin Marietta Corporation. III. 
Series: NASA contractor report ; 171222. OCLC 12140892 


form] FE: Mahesh, A.F. Konar, and M.D. Ward. — Hamp- 
ton, Va. : National Aeronautics and Space Administration, 
Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172352) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11x 15cm. “Hon- 
eywell Inc.” “June 1984.” Bibliography: p. 15. “Contract 
no. NAS1-16438.” “N84-28807”—Microfiche header. @Item 
830-H-14 (microfiche) 

1. Space vehicles — Data processing. I. Konar, A. F. II. 
Ward, M. D. III. Langley Research Center. IV. Honeywell, 
inc. V. Title. VI. Series. OCLC 12168718 
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85-21712 
NAS 1.26:172357 
Vaicaitis, R. 

Experimental study of noise transmission into a general avia- 
tion aircraft [microform] / R. Vaicaitis, D.A. Bofilios, and R. 
Eisler. — Hampton, Va. : National Aeronautics and Space Ad- 
ministration, Langley Research Center, [1984] 

1 v. : il. ; 28. cm.— (NASA contractor report ; 172357) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 2 microfiches ; 11 x 15cm. “Co- 
lumbia University.” “June 1984.” Bibliography: p. 31-32. 
“Grant NSG-1450.” “N84-30888”—Microfiche header. 
@ltem 830-H-14 (microfiche) 

1. Aircraft cabins — Noise control. I. Bofilios, D. A. II. 
Eisler, R. III. Langley Research Center. IV. Columbia Uni- 
versity. V. Title. VI. Series. OCLC 12168696 


85-21713 
NAS 1.26:172362 
Baranowski, Leroy C. 

A study of leeside flow field heat transfer on shuttle orbiter 
configurations [microform] / Leroy C. Baranowski and H.W. 
Kipp. — Hampton, Va. : National Aeronautics and Space Ad- 
ministration, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172361) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 4 microfiches ; 11 x 15 cm. 
“McDonnell Douglas Astronautics Company, St. Louis Divi- 
sion.” “August 1984.” Bibliography: p. 28-29. “N84- 
32410”—Microfiche header. “Contract NAS1-16839.” @Item 
830-H-14 (microfiche) 

1. Space shuttles. I. Kipp, H. W. II. Langley Research 
Center. III. McDonnell Douglas Astronautics Company-St. 
Louis. IV. Title. V. Series. OCLC 12168702 


85-21714 
NAS 1.26:172364 
Busch, George E. 

Singlet oxygen generator for a solar powered chemically 
pumped iodine laser [microform] / George E. Busch. — Hamp- 
ton, Va. : National Aeronautics and Space Administration, 
Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172364) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11x 15cm. “KMS 
Fusion, Inc.” “April 1984.” “N84-28899”—Microfiche 
header. “Contract NAS1-17584.” @Item 830-H-14 (micro- 
fiche) 

1. lIodine— Isotopes. 2. Lasers. I. Langley Research 
Center. II. KMS Fusion, Inc. III. Title. IV. Series. OCLC 
12168731 


85-21715 
NAS 1.26:172368 
Weinberg, Bernard C. 

Three-dimensional unsteady viscous flow analysis over airfoil 
sections [microform] / Bernard C. Weinberg, Stephen J. Sham- 
roth. — Hampton, Va. : National Aeronautics and Space Admin- 
istration, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172368) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15cm. “Sci- 
entific Research Associates, Inc.” “June 1984.” Bibliography: 
p. 39-42. “N84-29152”—Microfiche header. “Contract NAS1- 
17573.” @ltem 830-H-14 (microfiche) 

1. Aerodynamics. 2. Viscous flow. I. Shamroth, S. J. II. 
Langley Research Center. III. Scientific Research Associates. 
IV. Title. V. Series. OCLC 12168714 
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85-21716 


NAS 1.26:172371 


Boyer, R. R. 


Flight service evaluation of two aluminum-brazed titanium 
spoilers [microform] / R.R. Boyer ; prepared for Langley Re- 
search Center under contract NAS1-13897.— Hampton, Va. : 
The Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172371) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“Boeing Commercial Airplane Company.” “August 1984.” 
Bibliography: p. 42. “N84-31343”—Microfiche header. 
@ltem 830-H-14 (microfiche) 

1. Titanium-aluminum-vanadium alloys. I. Langley Research 
Center. II. Boeing Commercial Airplane Company. III. Title. 
IV. Series. OCLC 12168706 


85-21717 
Abrahamson, A. Louis. 


NAS 1.26:172374 


A preliminary design study on an acoustic muffler for the 
laminar flow transition research apparatus [microform] / A. 
Louis Abrahamson. — Hampton, Va. : National Aeronautics and 
Space Administration, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172374) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 1 microfiche ; 11 x 15 cm. 
“COMTEK.” “July 1984.” Bibliography: p. 35-37. “Con- 
tract no. NAS1-17244.” “N84-28748”—Microfiche header. 
@ltem 830-H-14 (microfiche) 

1. Laminar flow. 2. Drag (Aerodynamics) I. Langley Re- 
search Center. II. COMTEK (Firm) III. Title. IV. Series. 
OCLC 12168751 


85-21718 


NAS 1.26:172381 


Analytical model of the structureborne interior noise induced by a 


propeller wake [microform] / M.C. Junger ... [et al.]. — Hamp- 
ton, Va. : National Aeronautics and Space Administration, 
Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172381) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1984]. 1 microfiche ; 11x 15cm. “Cam- 
bridge Acoustical Associates, Inc.” “May 1984.” Bibliogra- 
phy: p. R-1 - R-3. “Contract no. NAS1-17570.” “N84- 
32119”—Microfiche header. @lItem 830-H-14 (microfiche) 

1. Airplanes — Turbine-propeller engines. I. Junger, Miguel 
C. II. Langley Research Center. III. Cambridge Acoustical 
Associates. IV. Series. OCLC 12168678 


85-21719 


NAS 1.26:172387-Phase-1-2 


Sprowls, D. O. 


A study of environmental characterization of conventional 
and advanced aluminum alloys for selection and design [micro- 
form] / D.O. Sprowls. — Hampton, Va. : National Aeronautics 
and Space Administration, Langley Research Center, [1984- ] 

v. : ill. ; 28 cm.— (NASA contractor report ; 172387) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. microfiches ; 11 x 15 cm. “Alu- 
minum Company of America, Alcoa Laboratories.” “August 
31, 1984.” Includes bibliographies. Contents: phase I. Litera- 
ture review — phase II. The breaking load test method. ‘“Con- 
tract NAS1-16424.” “N  85-11218"—Phase I, microfiche 
header. “N 85-11219”—Phase II, microfiche header. @Item 
830-H-14 (microfiche) 

1. Aluminum alloys. 2. Stress corrosion. I. Langley Re- 
search Center. II. Alcoa Laboratories. III. Title. IV. Series. 
OCLC 12163968 





85-21720 


NAS 1.26:172408 
Chellman, D. J. 

Development of powder metallurgy 2XXX series Al alloys 
for high temperature aircraft structural applications [microform] 
/ DJ. Chellman.— Hampton, Va. : National Aeronautics and 
Space Administration, Langley Research Center, [1984] 

1 v. : ill. ; 283 cm.— (NASA contractor report ; 172408) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 1 microfiche ; 11 x 15 cm. At 
head of title: Final technical report FY 1982. “Lockheed-Cali- 
fornia Company.” “November 1984.” Bibliography: p. 46. 
“N85-11220”—Microfiche header. “Contract no. NASI- 
16048.” @lItem 830-H-14 (microfiche) 

1. Powder metallurgy. 2. Heat resistant alloys. I. Langley 
Research Center. II. Lockheed-California Company. III. 
Title. IV. Series. OCLC 12164024 


85-21721 


NAS 1.26:172420 
Choi, Sang H. 

Simulation study of a new inverse-pinch high coulomb trans- 
fer switch [microform] / Sang H. Choi. — Hampton, Va. : Na- 
tional Aeronautics and Space Administration, Langley Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172420) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 1 microfiche ; 11x 15cm. “Infor- 
mation & Control Systems, Incorporated.” “October 1984.” 
Bibliography: p. 48. “N85-11294”—Microfiche header. “Con- 
tract NAS1-17488.” @lItem 830-H-14 (microfiche) 

1. Coulomb functions. I. Langley Research Center. II. In- 
formation & Control Systems, Incorporated. III. Title. IV. 
Series. OCLC 12164016 


85-21722 


NAS 1.26:172445 
Goka, Tsuyoshi. 

Enhanced TCAS II/CDTI traffic sensor digital simulation 
model and program description [microform] / Tsuyoshi Goka ; 
prepared for Langley Research Center, National Aeronautics 
and Space Administration under contract NAS1-16135.— 
Hampton, Va. : The Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172445) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 2 microfiches ; 11x 15cm. “Ana- 
lytical Mechanics Associates, Inc.” “October 1984.” Bibliog- 
raphy: p. 167. “N85-10927”—Microfiche header. @Item 830- 
H-14 (microfiche) 

1. Airplanes — Collision avoidance — Simulation methods. I. 
Langley Research Center. II. Analytical Mechanics Associ- 
ates. III. Title. IV. Series. OCLC 11769394 


85-21723 


NAS 1.26:172454 
Bayliss, Alvin. 

The numerical solution of the Helmholtz equation for wave 
propagation problems in underwater acoustics [microform] / 
Alvin Bayliss, Charles I. Goldstein, Eli Turkel. — Hampton, Va. 
: National Aeronautics and Space Administration, Langley Re- 
search Center, [1984] 

1 v. ; 28 cm.— (NASA contractor report ; 172454) (ICASE 
report ; no. 84-49) Microfiche. [Washington, D.C.? : National 
Aeronautics and Space Administration, 1985]. 1 microfiche ; 11 
x 15cm. “Institute for Computer Applications in Science and 
Engineering.” “September 1984.” Bibliography: p. 27-29. 
“Contract no. §.NASI-17130.” “N85-11634”—Microfiche 
header. @lItem 830-H-14 (microfiche) 

1. Underwater acoustics — United States. 2. Helmholtz equa- 
tion — Numerical solutions. I. Goldstein, Charles I. II. 


Government Publications — October 1985 


Turkel, E. III. Langley Research Center. IV. Institute for 
Computer Applications in Science and Engineering. V. Title. 
VI. Series. VII. Series. OCLC 12070220 


85-21724 


NAS 1.26:172457 


Reed, Daniel A. 


Parallel, iterative solution of sparse linear systems [microform] 
: models and architectures / Daniel A. Reed, Merrell L. Pat- 
rick. — Hampton, Va. : National Aeronautics and Space Admin- 
istration, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172457) 
(ICASE report ; no. 84-35) Microfiche. [Washington, D.C.? : 
National Aeronautics and Space Administration, 1985]. 1 micro- 
fiche ; 11 x 15 cm. “Institute for Computer Applications in 
Science and Engineering.” “August 1984.” “Contract nos. 
NAS1-17070, NAS1-17130.” “N85-11586”—Microfiche header. 
@ltem 830-H-14 (microfiche) 

1. System analysis. 2. Mathematical models. I. Patrick, 
Merrell L. II. Langley Research Center. III. Institute for 
Computer Applications in Science and Engineering. IV. Title. 
V. Series. VI. Series. OCLC 12070315 


85-21725 


NAS 1.26:172465 


Tennyson, R. C. 


Development of failure criterion for kevlar/epoxy fabric lami- 
nates [microform] / R.C. Tennyson and W.G. Elliott. — Hamp- 
ton, Va. : National Aeronautics and Space Administration, 
Langley Research Center, [1984] 

1 v. ; 28 cm.— (NASA contractor report ; 172465) Méicro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration], 1985. 1 microfiche ; 11 x 15cm. “Institute for 
Computer Applications in Science and Engineering.” “Septem- 
ber 1984.” Bibliography: p. 21. “Grant NSG-7409.” “N85- 
11138”—Microfiche header. @Item 830-H-14 (microfiche) 

1. Laminated fabrics. I. Langley Research Center. II. Uni- 
versity of Toronto. Institute for Aerospace Studies. III. Title. 
IV. Series. OCLC 12164358 


85-21726 


NAS 1.26:172466 


Leuze, Michael R. 


Parallel triangularization of substructructed finite element 
problems [microform] / [1984] — Hampton, Va. : National Aer- 
onautics and Space Administration, Langley Research Center, 
[1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172466) 
(ICASE report ; no. 84-47) Microfiche. [Washington, D.C.? : 
National Aeronautics and Space Administration, 1985]. 1 micro- 
fiche ; il x 15 cm. “Institute for Computer Applications in 
Science and Engineering.” “September 1984.” Bibliography: 
p. 18. “Contract no. NAS1-17130.” “N85-11569”—Micro- 
fiche header. @Item 830-H-14 (microfiche) 

1. Matrices. 2. Linear programming. I. Langley Research 
Center. II. Institute for Computer Applications in Science and 
Engineering. III. Title. IV. Series. V. Series. OCLC 
12070331 


85-21727 


NAS 1.26:172467 


Burns, John A. (John Allen), 1945- 


Chandrasekhar equations and computational algorithms for 
distributed parameter systems [microform] / John A. Burns, 
Kazufumi Ito, Robert K. Powers. — Hampton, Va. : National 
Aeronautics and Space Administration, Langley Research 
Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172467) 
(ICASE report ; no. 84-50) Microfiche. [Washington, D.C.? : 
National Aeronautics and Space Administration, 1985]. 1 micro- 
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fiche ; 11 x 15 cm. “Institute for Computer Applications in 
Science and Engineering.” “September 1984.” Bibliography: 
p. 19-22. “Contract nos. NAS1-17070, NAS1-17130.” “N85- 
12564”—Microfiche header. @lItem 830-H-14 (microfiche) 

1. Algorithms. I. Ito, Kazufumi. [I]. Powers, Robert K. 
III. Langley Research Center. IV. Institute for Computer Ap- 
plications in Science and Engineering. V. Title. VI. Series. 
VII. Series. OCLC 12183359 


85-21728 
NAS 1.26:172468 
Rosen, I. Gary. 

Approximation methods for inverse problems involving the 
vibration of beams with tip bodies [microform] / I.G. Rosen. — 
Hampton, Va. : National Aeronautics and Space Administra- 
tion, Langley Research Center, [1984] 

v. ; 28 cm.— (NASA contractor report ; 172468) (ICASE 
report ; no. 84-51) Microfiche. [Washington, D.C.? : National 
Aeronautics and Space Administration, 1985]. 1 microfiche ; 11 
x 15cm. “Institute for Computer Applications in Science and 
Engineering.” “September 1984.” Bibliography: p. 9. “Con- 
tract no. NASI-17070.” “N85-11379”—Microfiche header. 
@ltem 830-H-14 (microfiche) 

1. Vibration — Research — United States. I. Langley Re- 
search Center. II. Institute for Computer Applications in Sci- 
ence and Engineering. III. Title. IV. Series. V. Series. 
OCLC 12070230 


85-21729 
NAS 1.26:172475 
al-Ezer, Hillel. 

A pseudospectral legendre method for hyperbolic equations 
with an improved stability condition [microform] / Hillel Tal- 
Ezer.— Hampton, Va. : National Aeronautics and Space Ad- 
ministration, Langley Research Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 172475) 
(ICASE report ; no. 84-48) Microfiche. [Washington, D.C.? : 
National Aeronautics and Space Administration, 1985]. 1 micro- 
fiche ; 11 x 15 cm. “Institute for Computer Applications in 
Science and Engineering.” “September 1984.” Bibliography: 
p. 45. “Contract no. NAS1-17070.” “N85-12617”—Micro- 
fiche header. @Item 830-H-14 (microfiche) 

1. Differential equations, Hyperbolic — Numerical solutions. 
I. Langley Research Center. II. Institute for Computer Appli- 
cations in Science and Engineering. III. Title. IV. Series. V. 
Series. OCLC 12183405 


85-21730 
NAS 1.26:173085 
Moracz, D. J. (Donald J.) 

Energy efficient engine hollow fan blades [microform] / D.J. 
Moracz, C.R. Cook, for United Technologies Corporation, Pratt 
& Whitney Aircraft Group, Commercial Products Division. — 
Cleveland, Ohio : TRW Materials Technology, [1981] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 173085) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1985. 3 microfiches ; 11 x 15 cm. Cover title: Energy 
efficient engine. Volume 2. Appendix A: Component develop- 
ment and integration program. “Final technical 
“July 15, 1981.” “ER-8050-F.” “N85- 10991”—Microfiche 
header. “Contract NAS3-20615”—Cover. @Item 830-H-14 
(microfiche) 

1. Fans (Machinery) 2. Energy conservation — United 
States. I. Cook, C. R. II. Pratt & Whitney Aircraft Group. 
Commercial Products Division. III. TRW Inc. Materials and 
Manufacturing Technology Center. IV. United States. Nation- 
al Aeronautics and Space Administration. V. Title. VI. Title: 
Energy efficient engine. Volume 2. Appendix A: Component 
development and integration program. VII. Series: NASA 
contractor report ; 173085. OCLC 12164268 
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85-21731 
Gleichmann, R. 


NAS 1.26:173942 


Interactions of twin boundaries and dislocations in solar sili- 
con [microform] : topical technical report / prepared by R. 
Gleichmann and D.G. Ast. — Ithaca, NY : Dept. of Materials 
Science and Engineering, Cornell University, [1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 173942) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 1 microfiche ; 11 x 15cm. “June 1984.” Bibli- 
ography: p. 22-24. “N84-34032”—Microfiche header. “DOE/ 
JPL-956046-10.” “DRL No. 162.” “DRL Line Item No. 4.” 
“JPL contract no. 956046. Report #10.” @Item 830-H-14 
(microfiche) 

1. Solar energy. I. Ast, D.G. II. Cornell University. Dept. 
of Materials Science and Engineering. III. United States. Na- 
tional Aeronautics and Space Administration. IV. Title. V. 
Series: NASA contractor report ; 173942. OCLC 12075916 


85-21732 


NAS 1.26:173944 


Summer Workshop in Astronomy & Astrophysics (1983 : Santa 


Cruz, Calif.) 

High energy transients : final technical report to the National 
Aeronautics and Space Administration microform / prepared by 
the Regents of the University of California ; Stanford W. Woos- 
ley, principal investigator. — [Washington, D.C.? : The Admin- 
istration, 1984} 

v. ; 28 cm.— (NASA-CR ; 173944) Microfiche. [Wash- 
ington, D.C.? : National Aeronautics and Space Administration, 
1984]. 1 microfiche ; 11 x 15 cm. “September 24, 1984.” 
“N84-34347”—Microfiche header. “NASA grant no.; NAGW- 
475.” @Item 830-H-14 (microfiche) 

1. Astronomy — California. 2. Astrophysics. I. Woosley, 
Stanford E. II. University of California (system). Regents. 
III. United States. National Aeronautics and Space Administra- 
tion. IV. Title. V. Series: NASA contractor report ; 173944. 
OCLC 12075927 


85-21733 


NAS 1.26:173945 


Irrigated lands [microform] : monitoring by remote sensing. — 


[Sao Jose, Brazil] : Instituto de Pesquisas Espaciais, [1983] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 173945) Microfiche. 
[Washington, D.C? : National Aeronautics and Space Adminis- 
tration, 1984]. 1 microfiche ; 11 x 15 cm. “Agosto 1983”— 
Tech. rept. p. Bibliography: p. [13]-[14]. “N84-33854”"— 
Microfiche header. @Item 830-H-14 (microfiche) STRN: 
INPE-2852-PRE/392 

1. Remote sensing — Brazil. I. Instituto de Pesquisas Espa- 
ciais (Brazil) II. United States. National Aeronautics and Space 
Administration. III. Title. IV. Series: NASA _ contractor 
report ; 173945. OCLC 12075898 


85-21734 


NAS 1.26:173946 


Mapping project on land use changes in the carboniferous region 


of Santa Catarina [microform.] — [Sao Jose, Brazil] : Instituto 
de Pesquisas Espaciais, [1983] 

v. : 1 map ; 28 cm.— (NASA-CR ; 173946) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 1 microfiche ; 11 x 15 cm. “Set., 1983”—Tech. 
rept. p. Bibliography: p. 7-9. “N84-33853”—Microfiche 
header. @Item 830-H-14 (microfiche) STRN: INPE-2874- 
NTE/204 

1. Remote sensing — Brazil — Santa Catarina (State) I. Insti- 
tuto de Pesquisas Espaciais (Brazil) II. United States. National 
Aeronautics and Space Administration. III. Title. IV. Series: 
NASA contractor report ; 173946. OCLC 12075943 





85-21735 

NAS 1,26:173947 

Forestry inventory based on multistage sampling with probability 
proportional to size [microform.] — [Sao Jose, Brazil] : Instituto 
de Pesquisas Espaciais, [1983] 

v. : ill. ; 28 cm.— (NASA-CR ; 173947) Microfiche. 
{Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 1 microfiche ; 11 x 15cm. “Set., 1983”—Tech. 
rept. p. Bibliography: p. 31-32. “N84-33855”—Microfiche 
header. @lItem 830-H-14 (microfiche) STRN: INPE-2869- 
RPE/441 

1. Forests and forestry — Brazil. I. Instituto de Pesquisas 
Espaciais (Brazil) II. United States. National Aeronautics and 
Space Administration. III. Title. IV. Series: NASA contrac- 
tor report ; 173947. OCLC 12075901 


85-21736 
NAS 1.26:173952 
Danyluk, Steven. 

Surface property modification of silicon [microform] / by 
Steven Danyluk. — [Washington, D.C.? : National Aeronautics 
and Space Administration, 1984] 

v. : ill. ; 28 cm.— (NASA-CR ; 173952) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 1 microfiche ; 11 x 15 cm. At head of title: 
Progress report to the U.S. Department of Energy Jet Propul- 
sion Laboratory, Flat-Plate Solar Array Project. “University 
of Illinois at Chicago.” “January 1984.” Bibliography: p. 34- 
36. “Contract no. 956053.” “N84-34023”—Microfiche header. 
@ltem 830-H-i4 (microfiche) 

1. Silicon. I. University of Illinois at Chicago Circle. II. Jet 
Propulsion Laboratory (U.S.) III. Title. IV. Series: NASA 
contractor report ; 173952. OCLC 12075939 


85-21737 

NAS 1.26:173954 

Process research of Non-CZ silicon material [microform.] — Pitts- 
burgh, Pa. : Advanced Energy Systems Division, Westinghouse 
Electric Corporation, [1983] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 173954) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 4 microfiches ; 11 x 15 cm. At head of title: 
Low cost solar array project, cell and module formation re- 
search area. “Final report, November 26, 1980 to September 
30, 1983.” “Contract no. 955909.” “N84-34017”—Microfiche 
header. @lItem 830-H-14 (microfiche) 

1. Photovoltaic power generation — Equipment and supplies. 
I. Westinghouse Electric Corporation. Advanced Energy Sys- 
tems Division. II. United States. National Aeronautics and 
Space Administration. III. Series: NASA contractor report ; 
173954. OCLC 12075909 


85-21738 


NAS 1.26:173957 
Plahutnik, F. 

Development of a polysilicon process based on chemical 
vapor deposition (phase 1 & phase 2) [microform] / prepared by 
F. Plahutnik, principal investigator and A. Arvidson, D. 
Sawyer, and K. Sharp. — Hemlock, Mich. : Hemlock Semicon- 
ductor Corporation, [1982] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 173957) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 2 microfiches ; 11 x 15 cm. At head of title: 
Final report, 6 October 1979 to 25 June 1982. “August 1982.” 
Bibliography: p. 136-138. “JPL contract 955533.” “N84- 
34015”—Microfiche header. “DOE/JPL 955533-83/7.” 
“DRL No 125.” “DRD SE-2.” @Item 830-H-14 (microfiche) 

1. Silicon alloys. I. Hemlock Semiconductor Corporation. 
II. United States. National Aeronautics and Space Administra- 
tion. III. Title. IV. Series: NASA contractor report ; 173957. 
OCLC 12075921 
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85-21739 


NAS 1.26:173967 


Ashley, Holt. 


Refined methods of aeroelastic analysis and optimisation [mi- 
croform] / Holt Ashley, principal investigator ; Stanford Uni- 
versity, Department of Aeronautics and Astronautics. — [Wash- 
ington, D.C.? : National Aeronautics and Space Administration, 
1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 173967) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 1 microfiche ; 11 x 15 cm. Caption title. 
“Progress report covering the period February 1984 to Septem- 
ber 1984 on NASA research grant NGL-05-020-243.” “Sep- 
tember 1984.” Bibliography: p. 22-24. “N84-33835”—Micro- 
fiche header. @lItem 830-H-14 (microfiche) 

1. Propellers — Testing. I. Stanford University. Dept. of 
Aeronautics and Astronautics. II. United States. National Aer- 
onautics and Space Administration. III. Title. IV. Series: 
NASA contractor report ; 173967. OCLC 12075935 


85-21740 


NAS 1.26:173968 


Bixler, Jay. 


Search for emission lines in the gaseous halo of edge-on 
galaxies [microform] / prepared by Jay Bixler. — [Washington, 
D.C.? : National Aeronautics and Space Administration, 1984] 

1 v. ; 28 cm.— (NASA-CR ; 173968) Microfiche. [Wash- 
ington, D. C.? : National Aeronautics and Space Administration, 
1984]. 1 microfiche ; 11x 15cm. “Final status report (Califor- 
nia Univ.)”—Microfiche header. “Prepared September 28, 
1984.” “Contract no. NAGS5-69.” “N&84-34349”—Microfiche 
header. @Item 830-H-14 (microfiche) 

1. Galaxies. I. United States. National Aeronautics and 
Space Administration. II. University of California (System) 
Ill. Title. IV. Series: NASA contractor report ; 173968. 
OCLC 12075932 


85-21741 


NAS 1.26:173976 


Babcock, Charles D. 


Effect of stress concentrations in composite structures [micro- 
form] / by C.D. Babcock and W.G. Knauss. — [Washington, 
D.C.? : National Aeronautics and Space Administration, 19847] 


v. : ill. ; 28 cm.— (NASA-CR ; 173976) (SM report ; 84- 
17) Microfiche. [Washington, D.C.? : National Aeronautics 
and Space Administration], 1985. 1 microfiche ; 11 x 15 cm. 
Caption title. “Graduate Aeronautical Laboratories, California 
Institute of Technology.” “Progress report, NASA grant: 
NSG 1483, January 15, 1984 - July 15, 1984.” Bibliography: p. 
10-11. “N85-11140”—Microfiche header. @Item 830-H-14 
(microfiche) 

1. Composite construction. I. Knauss, Wolfgang Gustav. 
II. United States. National Aeronautics and Space Administra- 
tion. III. California Institute of Technology. Graduate Aero- 
nautical Laboratories. IV. Title. V. Series: NASA contractor 
report ; 173976. VI. Series: SM report (Pasadena, Calif.) ; 84- 
17. OCLC 12164324 


85-21742 


NAS 1.26;174019 


[Phylogenic distribution of the large 55 rRNA from halococcus 


morrhuae] [microform.] — (Houston, Tex.? : Houston Universi- 
ty, 1984] 

1 v.: ill. ; 28 cm.— (NASA-CR ; 174019) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “Progress report 6/ 
1/81-present.” Bibliography: p. 28-29. “NASA grant NSG- 
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7440.” “N85-11523"—Microfiche header. @Item 830-H-14 
(microfiche) 
1. . Phylogeny. I. University of Houston. [I]. United States. 
Aeronautics and Space Administration. III. Series: 
NASA contractor report ; 174019. OCLC 12099731 


85-21743 


1. Liquid oxygen. I. Singhal, A. K. II. George C. Marshall 
Space Flight Center. III. CHAM of North America, Incorpo- 
rated. IV. Title. V. Series: NASA contractor report ; 174028. 
OCLC 12164320 


85-21747 


NAS 1.26:174030 
NAS 1.26:174024 Bohm-Vitense, E. 


Sammis, Charles G. 

The rheology of icy satellites [microform] / Charles G. 
Sammis. — Los Angeles, CA : University of Southern Califor- 
nia, Center for Earth Sciences, University Park, [1984] 

1 v. ; 28 cm.— (NASA-CR ; 174024) (U.S.C. Geophysics 
Laboratory technical report ; 84.9) Microfiche. [Washington, 
D.C2? : National Aeronautics and Space Administration, 1985]. 1 
microfiche ; 11 x 15 cm. At head of title: Final technical 
report for National Aeronautics and Space Administration grant 
NAGW-43. “October, 1984.” “N85-11959”—Microfiche 
header. @lItem 830-H-14 (microfiche) 

1. Satellites. 2. Rheology. I. University of Southern Cali- 
fornia. Center for Earth Sciences. II. United States. National 
Aeronautics and Space Administration. III. Title. IV. Series. 
V. Series: NASA contractor report ; 174024. OCLC 12099686 


Search for white dwarf companions of cool stars with pecu- 
liar element abundances [microform] : report for period Autumn 
1982-Autumn 1984 / principal investigator, E. Bohm-Vitense. — 
Seattle, Wash. : University of Washington, [19847] 

1 v. ; 28 cm.— (NASA-CR ; 174030) Microfiche. [Wash- 
ington, D.C.? : National Aeronautics and Space Administration, 
1985]. 1 microfiche ; 11 x 15cm. “NSG 5398.” Bibliography: 
p. [6-8]. “N85-11923”—Microfiche header. @lItem 830-H-14 
(microfiche) 

1. White dwarfs. 2. Dwarf stars. I. University of Washing- 
ton. II. United States. National Aeronautics and Space Admin- 
istration. III. Title. IV. Series: NASA contractor report ; 
174030. OCLC 12099736 


85-21748 
85-21744 NAS 1.26:174031 
Valeriano, Dalton de Morisson. 


[Estudo preliminar sobre a viabilidade de deteccao de macro- 


NAS 1.26:174026 
Dehghan-Banadaki, Abolghasem. 


High temperature deformation of hot-pressed polycrystalline 
orthoenstatite [microform] / by Abolghasem Dehghan-Bana- 
daki. — [Los Angeles, Calif.?] : University of Southern Califor- 
nia, [1983] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 174026) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 2 microfiches ; 11 x 15 cm. “February 1983.” 
Includes bibliographical references. “N85-11861”—Microfiche 
header. @lItem 830-H-14 (microfiche) 

1. Deformations (Mechanics) 2. Enstatite—Creep. I. Uni- 
versity of Southern California. II. United States. National Aer- 
onautics and Space Administration. III. Title. IV. Series: 
NASA contractor report ; 174026. OCLC 12099724 


85-21745 
NAS 1.26:174027 
Clouds above the Martian limb [microform] : Viking observations 
/ Leonard J. Martin ... [et al.].— Flagstaff, Ariz. : Planetary 
Research Center, Lowell Observatory, [19857] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 174027) Microfiche. 
[Washington, D.C? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. Bibliography: p. 17- 
19. “N85-11922”—Microfiche header. @ltem $30,H-14 
(microfiche) 

1. Viking Mars Program. 2. Mars (Planet) — Observations. 
I. Martin, Leonard J. II. Lowell Observatory. Planetary Re- 
search Center. III. United States. National Aeronautics and 
Space Administration. IV. Series: NASA contractor report ; 
174027. OCLC 12099703 


85-21746 
NAS 1.26:174028 
Tam, L. T. 

Numerical analysis of flow and heat transfer in the VAFB 
LOX storage Dewar tank [microform] / by L.T. Tam and A.K. 
Singhal ; prepared for National Aeronautics and Space Adminis- 
tration, George C. Marshall Space Flight Center. — Huntsville, 
Ala. : Cham of North America, Incorporated, [1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 174028) Microfiche. 
[Washington, D. C.? : National Aeronautics and Space Adminis- 
tration], 1985. 1 microfiche ; 11 x 15 cm. “October 1984.” 
Bibliography: p. 5-1. “N85-11315”—Microfiche header. 
“CHAM/4040/6.” “Contract number: NAS8-35666.” @lItem 
830-H-14 (microfiche) 
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fitas flutuantes atraves de processamento digital de dados do 
MSS/LANDSAT.] A preliminary study of the feasibility of 
detecting the floating macrophytes by means of digital process- 
ing of MSS/LANDSAT [microform.] — [Sao Jose, Brazil] : 
Instituto de Peaquiets Espaciais, [1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 174031) Microfiche. 
[Washington, D. C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “Agosto, 1984”— 
Tech. rept. p. Bibliography: p- 11. “N85-11418”—Microfiche 
header. @Item 830-H-14 (microfiche) STRN: INPE-3228- 
PRE/579 

1. Landsat satellites. 2. Remote — Brazil. I. Insti- 
tuto de Pesquisas Espaciais (Brazil) II. United States. National 
Aeronautics and Space Administration. III. Title. IV. Series: 
NASA contractor report ; 174031. OCLC 12099746 


85-21749 


NAS 1.26:174032 


Nicol, Malcolm F. 


High pressure cosmochemistry applied to major planetary 
interiors [microform] : experimental studies / investigators Mal- 
colm F. Nicol, Mary Johnson, Andrea S. Koumvakalis. — Los 
Angeles, CA : Dept. of Chemistry and Biochemistry, University 
of Southern California, [1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 174032) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11x 15cm. “November 1, 1984.” 
Bibliography: p. [10-11]. “Status report: NASA grant NAGW- 
104.” “N85-11958”—Microfiche header. @Item 830-H-14 
(microfiche) 
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Mary, 1954- II. Koumvakalis, Andrea S. III. University of 
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IV. United States. National Aeronautics and Space Administra- 
tion. V. Title. VI. Series: NASA contractor report ; 174032. 
OCLC 12099742 
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Shuttle Experimental Radar for Geological Exploration 
(SERGE) [microform] : field work relating to the shuttle. — 
[Sao Jose, Brazil] : Instituto de Pesquisas Espaciais, [1984] 
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tration, 1985]. 1 microfiche ; 11 x 15 cm. “Agosto, 1984”— 
Tech. rept. p. ‘“N85-11444”—Microfiche header. @lItem 830- 
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1. Space shuttles. I. Instituto de Pesquisas Espaciais (Brazil) 
II. United States. National Aeronautics and Space Administra- 
tion. III. Title. IV. Series: NASA contractor report ; 174033. 
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[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 2 microfiches ; 11x 15cm. “Oct. 1984”—Micro- 
fiche header. Bibliography: p. 184-189. “N85-11149”—Micro- 
fiche header. @Item 830-H-14 (microfiche) 
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characteristics of the thematic mapper for land use applications 
[microform] / prepared by William A. Malila, Michael D. 
Metzler.— Ann Arbor, Mich. : Environmental Research Insti- 
tute of Michigan, [1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 174044) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “Contract NASS5- 
27346 with NASA Goddard Space Flight Center.” “August 
1984.” “N85-11434”—Microfiche header. “Report _ no. 
164000-11-P.” @lItem 830-H-14 (microfiche) 

1. Landsat satellites. 2. Remote sensing — United States. I. 
Metzler, Michael D. II. Environmental Research Institute of 
Michigan. III. Goddard Space Flight Center. IV. Title. V. 
Series: NASA contractor report ; 174044. OCLC 12099709 


A high resolution spectroscopic study of the oxygen molecule 
[microform] / Kenneth J. Ritter. — College Park, MD : Univer- 
sity e ~ Institute for Physical Science and Technolo- 
gy, [1984 

v. : ill, maps ; 28 cm.— (NASA-CR ; 174061) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration], 1985. 1 microfiche ; 11 x 15 cm. At head of 
title: Final report for NASA grant NAG-5-222. “November 
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header. @Item 830-H-14 (microfiche) 
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Maryland, College Park. Institute for Physical Science and 
Technology. II. United States. National Aeronautics and 
Space Administration. III. Title. IV. Series: NASA contrac- 
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85-21752 
NAS 1.26:174045 aaa 
Remote sensing applications program [microform] : summary 
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Cold streams of ionospheric oxygen in the plasma sheet during the 
CDAW-6 event of March 22, 1979 [microform] / S. Orsini ... [et 
al.]. — Frascati, Italy : Istituto di Fisica Dello Spazio Interplane- 


[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “November 1984.” 
Bibliography: p. 18-19. “NASA grant NGL 25-001-054.” 
“N85-11435”—Microfiche header. @Item 830-H-14 (micro- 
fiche) 

1. Remote sensing — United States. I. Mississippi Remote 
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National Aeronautics and Space Administration. III. Series: 
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1 v. : ill. ; 28 cm.— (NASA-CR ; 174064) Microfiche. 
[Washington, D. C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “December 1983.” 
Bibliography: p. 15-17. “IFSI-83-16.”  “N85-12513”—Micro- 
fiche header. @lItem 830-H-14 (microfiche) 

1. Plasma (Ionized gases) I. Orsini, S. II. Istituto di fisica 
dello spazio interplanetario (Italy) III. United States. National 
Aeronautics and Space Administration. IV. Series: NASA con- 
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Shock capturing finite difference algorithms for supersonic 
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flow past fighter and missile type configurations [microform] / 
Stanley J. Osher.— Hampton, Va. : NASA Langley Research 
Center, [1985] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 174051) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1985. 1 microfiche ; 11x 15cm. “The Regents of the 
University of California.” Bibliography: p. 5-6. “N&85- 
10913”—Microfiche header. “Grant number NAGI1-270.” 
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Strehlow, Roger A. 

The mechanisms of flame holding in the wake of a bluff body 
{microform] : final report NASA grant NAG 3-60, May 21, 
1980 to August 21, 1983 / Roger A. Strehlow, principal investi- 
gator and Sarmad Malik. — Urbana, Ill. : University of Illinois 
at Urbana-Champaign, [1984] 


applications for electromagnetic launchers to National Aeronau- 
tics and Space Administration, Lewis Research Center [micro- 
form] / by Lisa A. Miller ... [et al.].— Columbus, Ohio : Bat- 
telle Columbus Laboratories, [1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 174067) Microfiche. 
[Washington, D.C. : National Aeronautics and Space Adminis- 
tration, 1985]. 4 microfiches ; 11 x 15cm. “August 30, 1984.” 
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fiche) 
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Hoffert, Martin I. 
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with CO:/H.O atmospheres / Martin I. Hoffert ; prepared for 
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New York, N.Y. : New York University, Faculty of Arts and 
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[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. At head of title: 
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Stam, Marianne. 

Martian impact basins [microform] : morphology differences 
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George E. McGill. — [Washington, D.C.? : National Aeronau- 
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NAS 1.26:174105 
Hassan, H. A. 

Physics of aircraft wakes [microform] : progress report no. | 
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Multispectral and geomorphic studies of processed Voyager 2 


images of Europa [microform] / Thomas A. Meier. — [Washing- 
ton, D.C.? : National Aeronautics and Space Administration, 
1984] 

1 v. ; 28 cm.— (NASA-CR ; 174075) Microfiche. [Wash- 
ington, D.C.? : National Aeronautics and Space Administration, 
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Dynamic compression and volatile release of carbonates [mi- 
croform] / James A. Tyburczy and Thomas J. Ahrens. — Rev. 
Nov. 13, 1984.— Pasadena, CA : Seismological Laboratory, 
California Institute of Technology, 1984. 

1 v. : ill. ; 28 cm.— (NASA-CR ; 174076) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15cm. Caption title. Bibli- 
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Laboratory. III. United States. National Aeronautics and 
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An experimental investigation of two-dimensional thrust aug- 
menting ejectors [microform] : final report, part II / L. Bernal, 
bi Sng sch prepared for Air Force Flight Dynamics Laborato- 

ws. [et al.] and National Aeronautics and Space Administra- 
nc ; by Jet Propulsion Laboratory, California Institute of 
Technology. — Pasadena, Calif. : The Laboratory, [1984] 
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Flight Dynamics Laboratory (U.S.) III. United States. Nation- 
al Aeronautics and Space Administration. IV. Jet Propulsion 
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Rice. — Pasadena, Calif. : National Aeronautics and Space Ad- 
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Technology, [1984] 
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Vanderbilt University, School of Engineering, Dept. of Me- 
chanical & Materials Engineering, [1984] 
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tional Aeronautics and Space Administration, Lewis Research 
Center, [1981] 
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Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1984. 4 microfiches ; 11 x 15 cm. 
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Advanced Technology Programs Department.” “February 
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Advanced onboard storage concepts for natural gas-fueled auto- 


motive vehicles [microform] / R.J. Remick ... [et al.] ; prepared 
for National Aeronautics and Space Administration, Lewis Re- 
search Center under contract DEN 3-327 for U.S. Department 
of Energy, Conservation and Renewable Energy, Office of Ve- 
hicle and Energy R&D. —[Cleveland, Ohio?] : The Center, 
[1984] 

1 v. : ill. ; 28 cm.— (NASA CR ; 174655) Microfiche. 
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Office of Vehicle and Engine R&D under interagency agree- 
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Analysis and testing of a new method for drop size measure- 
ment using laser light scatter interferometry [microform] / W.D. 
Bachalo and M.J. Houser ; prepared for National Aeronautics 
and Space Administration, Lewis Research Center under con- 
tract NAS3-23684. — Mountain View, Calif. : Aerometrics, Inc., 
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1. Evaporation. I. Solomon, A. S. P. II. Lewis Research 
Center. III. Pennsylvania State University. IV. Series. 
OCLC 12184088 





National Aeronautics and Space Administration 


85-21772 


NAS 1.26:174670 
Reflector antennas with low sidelobes, low cross polarization, and 
~~ aperture efficiency [microform] / by I.M. Faigen ... [et 
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[Springfield, Va. : For sale by National Technical Information 
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1 v. : ill. ; 28 cm.— (NASA-CR ; 174670) Microfiche. 
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Mechanical Engineering, Colorado State University ; [Spring- 
field, Va. : For sale by the National Technical Information 

Service, 1984] 
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Characterization of 8-cm engineering model thruster [micro- 
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house for Federal Scientific and Technical Information, 1984] 
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Renewable Energy, Office of Vehicle and Engine R&D under 
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33307”—Microfiche header. @Item 830-H-14 (microfiche) 

1. Stirling engines. I. Lewis Research Center. II. United 
States. Dept. of Energy. Office of Vehicle and Engine Research 
and Development. III. Mechanical Technology Incorporated. 
Stirling Engine Systems Division. IV. Series: NASA contrac- 
tor report ; 174674. OCLC 12184109 


85-21776 


NAS 1.26:174686 


Minzhong, Zheng. 


Crack tip field and fatigue crack growth in general yielding 
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85-21777 


NAS 1.26:174690 


Aggarwal, Bharat B. 


Solid lubrication design methodology [microform] / Bharat B. 
Aggarwal, Thomas M. Yonushonis, Richard L. Bovenkerk. — 
[Cleveland, Ohio?] : National Aeronautics and Space Adminis- 
tration, Lewis Research Center ; [Springfield, Va. : For sale by 
the National Technical Information Service, 1984] 

1 v. : ill. ; 28 cm.— (NASA CR ; 174690) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1984. 2 microfiches ; 11 x 15 cm. “SKF Industries, 
Inc.” “May 1984.” Bibliography: p. 99-102. “N84-33309"— 
Microfiche header. “DOE/NASA/0323-1.” U.S. Department 
of Energy, Conservation and Renewable Energy, Office of Ve- 
hicle and Engine R&D. Contract No.: DEN3-323. @lItem 830- 
H-14 (microfiche) 

1. Engines. 2. Transports. I. Lewis Research Center. II. 
SKF Industries, inc. III. United States. Dept. of Energy. 
Office of Vehicle and Engine Research and Development. IV. 
Title. V. Series: NASA contractor report ; 174690. OCLC 
12184093 


85-21778 


NAS 1.26:174701 


Bisset, J. W. 


Energy efficient engine flight propulsion system preliminary 
analysis and design report [microform] : final update / by J.W. 
Bisset and D.C. Howe ; prepared for National Aeronautics and 
Space Administration, Lewis Research Center. — Cleveland, 
Ohio : The Center, [1983] 

v. : ill. ; 28 cm.— (NASA CR ; 174701) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration], 1985. 2 microfiches ; 11 x 15 cm. “United Technol- 
ogies Corporation, Pratt & Whitney, Engineering Division, 
Connecticut Operation.” “September 1983”—Tech. rept. p. 
Bibliography: p. 143-144. “PWA-5594-248.” “N85-10947”— 
Microfiche header. Contract No.: NAS3-20646. @lItem 830- 
H-14 (microfiche) 

1. Energy conservation— United States. 2. Space vehi- 
cles — Propulsion systems. I. Howe, David C. II. Lewis Re- 
search Center. III. Pratt & Whitney Aircraft Group. Engineer- 
ing Division. Connecticut Operation. IV. Title. V. Series: 
NASA contractor report ; 174701. OCLC 12184346 





NAS 1.26:174702 


NAS 1.26:174703 
Przekwas, A. J. 

Rocket injector anomalies study [microform] / A.J. Przekwas, 
A.K. Singhal and L.T. Tam ; prepared for National Aeronautics 
and Space Administration, NASA-Lewis Research Center. — 
Huntsville, Ala. : CHAM of North America Incorporated ; 
(Springfield, Va. : For sale by the National Technical Informa- 
tion Service, 1984] 

v. : ill. ; 28 cm.— (NASA CR ; 174702, 174703) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration], 1984. 2 microfiches ; 11 x 15 cm. Final. 
“August 1984.” Includes bibliographies. Contents: v. 1. De- 
scription of the mathematical model and solution procedure — 
v. 2. Results of parametric studies. “N84-32428”—Microfiche 
header, vol.1. “N8&4-32429”—Microfiche header, vol.2. Con- 
tract No.: NAS3-23352. @Item 830-H-14 (microfiche) 

1. Rocket engines— Combustion. I. Singhal, A. K. II. 
Tam, L. T. Il. Lewis Research Center. IV. CHAM of 
North America, Incorporated. V. Title. VI. Series: NASA 
contractor report ; 174702, 174703. OCLC 12174984 


85-21780 


NAS 1.26:174711 

High-temperature optically activated GaAs power switching for 
aircraft digital electronic control [microform] / by J.M. Berak 
.. [et al.].—[Cleveland, Ohio?] : National Aeronautics and 
Space Administration, NASA Lewis Research Center ; [Spring- 
field, Va. : For sale by the National Technical Information 
Service, 1983] 

1 v. : ill. ; 28 cm.— (NASA CR ; 174711) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 3 microfiches ; 11 x 15 cm. “United Technol- 
ogies Corporation, United Technologies Research Center.” 
“May 1983”—Cover. Bibliography: p. 197-200. “N85- 
12901”—Microfiche header. “UTRC-R83-925312-25.” Con- 
tract No.: NAS3-22535. @lItem 830-H-14 (microfiche) 

1. Airplanes— Electronic equipment. 2. Gallium com- 
pounds. I. Berak, J. M. II. Lewis Research Center. III. 
United Technologies Research Center. IV. Series: NASA con- 
tractor report ; 174711. OCLC 12172048 


85-21781 


NAS 1.26:174714 

Develop and test fuel cell powered on-site integrated total energy 
systems [microform] : phase III, full-scale power plant develop- 
ment : 12th quarterly report, February-April 1984 / prepared 
for National Aeronautics and Space Administration, Lewis Re- 
search Center under contract DEN3-241 for U.S. Department 
of Energy, Energy Technology, Division of Fossil Fuel Utiliza- 
tion under interagency agreement DE-AI-01-80ET17088. — 
[Cleveland, Ohio?] : The Center, [1984] 

1 v. : ill. ; 28 cm.— (NASA CR ; 174714) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1984]. 1 microfiche ; 11x 15cm. “Specialty Chemicals 
Division, Engelhard Corporation.” “Report date: May 31, 
1984.” “N84-27329”—Microfiche header. “DOE/NASA/ 
0241-13.” @Item 830-H-14 (microfiche) 

1. Fuel cells— Testing. I. Lewis Research Center. II. 
United States. Dept. of Energy. Division of Fossil Fuel Utiliza- 
tion. III. Engelhard Corporation. Specialty Chemicals Divi- 
sion. IV. Series: NASA contractor report ; 174714. OCLC 
12057907 


85-21782 


NAS 1.26:174731 
Jones, M. G. 

Laser balancing system for high material removal rates [mi- 
croform] / by M.G. Jones, G. Georgalas, and A.L. Ortiz. — 


Government Publications — October 1985 


[Cleveland, Ohio?] : National Aeronautics and Space Adminis- 
tration, NASA Lewis Research Center ; (Springfield, VA. : For 
sale by the National Technical Information Service, 1984] 

1 v. : ill. ; 28 cm.— (NASA CR ; 174731) Microfiche. 
[Washington, D.C? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “General Electric 
Company, Corporate Research and Development.” “October 
1984.” Bibliography: p. 7-1. “N85-12341”—Microfiche 
header. Contract No.: NAS3-22814. @lItem 830-H-14 (micro- 
fiche) 

1. Lasers in aeronautics. I. Georgalas, G. II. Ortiz, A. L. 
III. Lewis Research Center. IV. General Electric Company. 
Research and Development Center. V. Title. VI. Series: 
NASA contractor report ; 174731. OCLC 12172028 


85-21783 
Milligan, Walter W. 


NAS 1.26:174739 


High temperature low-cycle fatigue mechanisms in single 
crystals of nickel-based superalloy Mar-M 200 [microform] / 
Walter W. Milligan and N. Jayaraman ; prepared for National 
Aeronautics and Space Administration, Lewis Research Center 
under grant NSG 3-506. — Cincinnati, Ohio : University of Cin- 
cinnati, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 174739) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11x 15cm. “Octo- 
ber 1984.” Bibliography: p. 19. “N85-12130”—Microfiche 
header. @Item 830-H-14 (microfiche) 

1. Crystallography. I. Jayaraman, N. (Narayanan), 1948- IL. 
Lewis Research Center. III. University of Cincinnati. IV. 
Title. V. Series. OCLC 12172088 


85-21784 
Shapiro, Wilbur. 


NAS 1.26:174746 


Development of gas-lubricated pistons for heavy-duty diesel 
engine technology program [microform] / Wilbur Shapiro ; 
prepared for National Aeronautics and Space Administration, 
Lewis Research Center under contract DEN 3-309 ; for U.S. 
Department of Energy, Conservation and Renewable Energy, 
Office of Vehicle and Engine R&D under interagency agree- 
ment DE-A101-80CS50194. — Cleveland, Ohio : The Center, 
[1984] 

1 v. : ill. ; 28 cm.— (NASA CR ; 174746) Microfiche. 
(Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 2 microfiches ; 11 x 15 cm. “Mechanical Tech- 
nology Incorporated.” “July 1984.” Bibliography: p. 151. 
“N85-12808”—Microfiche header. “DOE/NASA/0309-1.” 
“MTI 84TRS58.” @Item 830-H-14 (microfiche) 

1. Diesel motor — Pistons. I. Lewis Research Center. II. 
United States. Dept. of Energy. Office of Vehicle and Engine 
Research and Development. III. Mechanical Technology In- 
corporated. IV. Title. V. Series: NASA contractor report ; 
174746. OCLC 12172056 


85-21785 


NAS 1.26:174764 


Gregorek, G. M. 


Design and wind tunnel evaluation of a symmetric airfoil 
series for large wind turbine applications [microform] / G.M. 
Gregorek ; prepared for National Aeronautics and Space Ad- 
ministration, Lewis Research Center under grant NAG 3-330 
for U.S. Department of Energy, Conservation and Renewable 
Energy, Wind Energy Technology Division under interagency 
agreement DE-A101-76ET20320.— Columbus, Ohio : Ohio 
State University, [1984] 

1 v. : ill. ; 28 cm.— (NASA CR ; 174764) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
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tration], 1985. 1 microfiche ; 11 x 15 cm. “May 1984.” Bibli- 
ography: p. 8. “DOE/NASA/0330-1.” “N85-10919”—Micro- 
fiche header. @Item 830-H-14 (microfiche) 

1. Turbines — Aerodynamics. 2. Wind tunnels. I. Lewis 
Research Center. II. United States. Dept. of Energy. Wind 
Energy Technology Division. III. Ohio State University. IV. 
Title. V. Series: NASA contractor report ; 174764. OCLC 
12184377 


85-21786 
NAS 1.26:174768 
Investigation of a pulsed electrothermal thruster system [micro- 
form] / by R.L. Burton ... [et al.] ; prepared for National 
Aeronautics and Space Administration, NASA Lewis Research 
Center. — [Cleveland, Ohio?] : The Center ; [Springfield, Va. : 
For sale by the National Technical Information Service, 1984] 

1 v. : ill. ; 28 cm.— (NASA CR ; 174768) Microfiche. 
[Washington, DC?: National Aeronautics and Space Adminis- 
tration}, 1985. 1 microfiche ; 11 x 15 cm. “GT-Devices, Inc.” 
“October 31, 1984”—Tech. rept. p. Bibliography: p. 46-47. 
“N85-11132”—Microfiche header. “GTD 984-4.” Contract 
No.: NAS 3-23866. @ltem 830-H-14 (microfiche) 

1. Rocket engines — Thrust. 2. Electric propulsion. 3. Pro- 
pellants. I. Burton, R. L. (Rodney Lane), 1940- II. Lewis 
Research Center. III. GT-Devices, Inc. IV. Series: NASA 
contractor report ; 174768. OCLC 12184321 


85-21787 
NAS 1.26:174779 
Nguyen, Hung C. 
The effect of tantalum and carbon on the structure/properties 
of a single crystal nickel-base superalloy [microform] / Hung C. 
Nguyen ; prepared for National Aeronautics and Space Admin- 
istration, Lewis Research Center under grant NAG 3-216. — 
Houghton, Mich. : Michigan Technological University, [1984] 


1 v. : ill. ; 28 cm.— (NASA contractor report ; 174779) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 2 microfiches ; 11x 15cm. “Oc- 
tober 1984.” Bibliography: p. 92-95. “N85-11223”—Micro- 
fiche header. @Item 830-H-14 (microfiche) 

1. Nickel alloys. I. Lewis Research Center. II. Michigan 
Technological University. III. Title. IV. Series. OCLC 
12184350 


85-21788 
NAS 1.26:174795 
Ngan, Y. C. 

30 GHz solid state amplifier for low cost low data rate 
ground terminals [microform] / by Y.C. Ngan and M.A. Qui- 
jije. — Cleveland, Ohio : National Aeronautics and Space Ad- 
ministration, Lewis Research Center ; [Springfield, Va. : For 
sale by the National Technical Information Service, 1984] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 174795) Microfiche. 
[w. D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 2 microfiches ; 11 x 15 cm. Final. 6/82-6/84. 
“TRW Electronic Systems Group.” “September 1984.” 
“N85-12300”—Microfiche header. Contract No.: NAS3-23266. 
@ltem 830-H-14 (microfiche) STRN: 4-9-T-10-F 

1. Amplifiers (Electronics) I. Quijije, M. A. II. Lewis Re- 
search Center. III. TRW, Inc. Electronic Systems Group. 
IV. Title. V. Title: Thirty GHz solid state amplifier for low 
cost low data rate ground terminals. VI. Series: NASA con- 
tractor report ; 174795. OCLC 12172044 


85-21789 


NAS 1.26:174796 
Basu, Soumendra Nath. 


Analysis techniques for tracer studies of oxidation [micro- 
form] / Soumendra Nath Basu ; prepared for National Aeronau- 
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tics and Space Administration, Lewis Research Center. — 
Cleveland, Ohio : Case Western Reserve University, [1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 174796) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 2 microfiches ; 11 x 15 cm. “No- 
vember 1984.” Bibliography: p. 110-114. “N85-12162”— 
Microfiche header. @Item 830-H-14 (microfiche) 

1. Oxidation. 2. Tracers (Chemistry) I. Lewis Research 
Center. II. Case Western Reserve University. III. Title. IV. 
Series. OCLC 12172035 


85-21790 


NAS 1.26:175127 


Gurnett, Donald A. 


[Reduction and analysis of data from the plasma wave instru- 
ments on the IMP 6 and IMP 8 spacecraft] [microform] : final 
report for NASA contract NAS5-26125 / by Donald A. Gur- 
nett and Roger R. Anderson. — Iowa City, Iowa : Dept. of 
Physics and Astronomy, The University of Iowa, [1983] 

1 v. : ill. ; 28 cm.— (NASA-CR ; 175127) Microfiche. 
[Washington, D.C.? : National Aeronautics and Space Adminis- 
tration, 1985]. 1 microfiche ; 11 x 15 cm. “January 1983.” 
“N85-12918”—Microfiche header. @Item 830-H-14 (micro- 
fiche) 

1. Plasma waves. I. Anderson, Roger R. II. United States. 
National Aeronautics and Space Administration. III. Universi- 
ty of Iowa. Dept. of Physics and Astronomy. IV. Title. V. 
Series: NASA contractor report ; 175127. OCLC 12172072 


85-21791 


NAS 1.26:177321 


Tavella, D. A. 


Viscous-inviscid aerodynamic analysis of two-dimensional 
thrust augmentors [microform] / D.A. Tavelia and L. Rob- 
erts. — Moffett Field, Calif. : National Aeronautics and Space 
Administration, Ames Research Center ; [Springfield, Va. : For 
sale by the National Technical Information Service, 1984] 

1 v. : ill. ; 28 cm.— (NASA contractor report ; 177321) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 1 microfiche ; 11 x 15cm. “De- 
partment of Aeronautics and Astronautics, Stanford Universi- 
ty.” “March 1984”—Cover. Bibliography: p. 27. “N85- 
12861”—Microfiche header. STAR category 2. Contract 
No.: NCC 2-150. Project No.: T-4529. @Item 830-H-14 
(microfiche) 

1. Thrust of rocket engines. I. Roberts, L. II. Ames Re- 
search Center. III. Stanford University. Dept. of Aeronautics 
and Astronautics. IV. Title. V. Series. OCLC 12172024 


85-21792 


NAS 1.43:0c 2/3 


Oceanography from space / National Aeronautics and Space Ad- 


ministration. — [Pasadena, Calif.?] : The Administration, 1984. 

1 portfolio (11 plates) : col. ill. ; 31 cm.— (JPL ; 400-225) 
Text on verso of plates. Contents: Antarctic sea ice — Arctic 
ice floes — Arctic sea ice —California El Nino — Global 
marine winds — Global surface temperatures —Phytoplankton 
& temperature patterns — Satellites for oceanography — Sea 
surface topography — Tuna catch & ocean color — Upper 
Chesapeake Bay. @Item &30-H-6 

1. Astronautics in oceanography. 2. Oceanography — 
Remote sensing. 3. Remote sensing. I. United States. Nation- 
al Aeronautics and Space Administration. II. Series: JPL pub- 
lication ; 400-225. OCLC 12169721 





85-21793 
NAS 1.53:OSSA-1-85 
Scatterometer research in oceanography and meteorology. — 
(Washington, D.C.?] : National Aeronautics and Space Admin- 
istration, 1985. 

14, 6, 7, 3 p. ; 28 cm.— (Announcement of opportunity ; 
A.O. no. OSSA-1-85) Distributed to depository libraries in 
microfiche. “January 31, 1985.” @lItem 830-H-5 (microfiche) 

1. Scattering (Physics) 2. Oceanography. 3. Meteorol- 
ogy — United States. I. United States. National Aeronautics 
and Space Administration. II. Series. OCLC 12069940 


85-21794 
NAS 1.53:O0SSA-4-84 
Hubble space telescope. — Washington, D.C. : National Aeronau- 
tics and Space Administration, 1984. 

1 v. (various pagings) : ill., forms ; 28 cm. — (Announcement 
of opportunity ; A.O. no. OSSA-4-84) Distributed to deposito- 
ry libraries in microfiche. “15 October 1984.” @lItem 830-H-5 
(microfiche) 

1. Life sciences — Research — United States. 2. Outer 
space — Exploration. 3. Public contracts — United States. I. 
United States. National Aeronautics and Space Administration. 
II. Series. OCLC 12087705 


85-21795 


NAS 1.55:2313 
Symposium on Space Industrialization (2nd : 1984 : Huntsville, 
Ala.) 


Second Symposium on Space Industrialization [microform] : 
proceedings of a symposium sponsored by NASA Marshall 
Space Flight Center, the American Institute of Aeronautics and 
Astronautics, and The University of Alabama and held at 
Huntsville Hilton Inn, Huntsville, Alabama, February 13-15, 
1984. —[Washington, D.C.?] : National Aeronautics and Space 
Administration, Scientific and Technical Information Branch, 
1984. 

1 v. : ill. ; 28 cm.— (NASA conference publication ; 2313) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration], 1985. 5 microfiches ; 11 x 15 cm. In- 
cludes bibliographies. ‘“N85-11011 thru N85-11057”—Micro- 
fiche header. @Item 830-H-10 (microfiche) 

1. Space stations — Industrial applications — Congresses. 2. 
Artificial satellites in telecommunication — Congresses. I. 
George C. Marshall Space Flight Center. II. American Insti- 
tute of Aeronautics and Astronautics. III. University of Ala- 
bama. IV. United States. National Aeronautics and Space Ad- 
ministration. Scientific and Technical Information Branch. V. 
Title. VI. Series. OCLC 12163959 


85-21796 
NAS 1.55:2319 
Wind tunnel wall interference assessment/correction, 1983 [micro- 
form] / edited by Perry A. Newman and Richard W. Barn- 
well. — [Washington, D.C.?] : National Aeronautics and Space 
Administration, Scientific and Technical Information Branch, 
1984. 

1 v. : ill. ; 28 cm.— (NASA conference publication ; 2319) 
Microfiche. [Washington, D.C.? : National Aeronautics and 
Space Administration, 1985]. 5 microfiches ; 11x 15cm. “Pro- 
ceedings of a workshop held at NASA Langley Research 
Center, Hampton, Virginia, January 25-26, 1983.” Includes bib- 
liographies. “N 85-12011 thru  N_  85-12035”—Microfiche 
header. @lItem 830-H-10 (microfiche) 

1. Wind tunnel walls — Congresses. 2. Wind tunnels — Con- 

I. Newman, Perry A. II. Barnwell, Richard W. III. 
United States. National Aeronautics and Space Administration. 
Scientific and Technical Information Branch. IV. Series. 
OCLC 12095175 
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85-21797 


NAS 1.60:1788/v.1-2 


Collected reprints (Laboratory for Atmospheric Sciences (God- 


dard Space Flight Center) 

Collected reprints / Goddard Laboratory for Atmospheric 
Sciences. [Washington, D.C.] : National Aeronautics and Space 
Administration, Scientific and Technical Information Branch ; 
Springfield, Va. : For sale by the National Technical Informa- 
tion Service, 1981- National Technical Information Service, 
Springfield, Va. 22151 

v. : ill. ; 27 cm. (NASA technical paper ; 1788) 

1978-1979- Vols. for 1978-1979- issued in 2 v. 1978-1979, v. 
1-2. Vols. for 1978-1979- distributed to depository libraries in 
microfiche. @lItem 830-H-15 (microfiche) 

1. Atmosphere — Research — Collected works. 1. Laborato- 
ry for Atmospheric Sciences (Goddard Space Flight Center) 
II. Series. OCLC 08400588 


85-21798 


NAS 1.60:2071 


Jacobs, Peter F. 


Experimental trim drag values and flow-field measurements 
for a wide-body transport mode! with conventional and super- 
critical wings [microform] / Peter F. Jacobs. —[Washington, 
D.C.?] : National Aeronautics and Space Administation, Scien- 
tific and Technical Information Branch, 1982. 

1 v. : ill. ; 28 cm.— (NASA technical paper ; 2071) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration], 1985. 2 microfiches ; 11 x 15 cm. “October 
1982”—Cover. Bibliography: p. 19-21. “N85-10920”—Micro- 
fiche header. @Item 830-H-15 (microfiche) 

1. Transport planes. 2. Drag (Aerodynamics) I. United 
States. National Aeronautics and Space Administration. Scientif- 
ic and Technical Information Branch. II. Title. III. Series. 
OCLC 12163976 


85-21799 


NAS 1.60:2334 


Miller, Charles G. (Charles George), 1940- 


Experimental and predicted heating distributions for biconics 
at incidence in air at Mach 10 [microform] / Charles G. Miller 
III. — Washington, D.C. : National Aeronautics and Space Ad- 
ministration, Scientific and Technical Information Branch, 1984. 


1 v. : ill. ; 28 cm.— (NASA technical paper ; 2334) Micro- 
fiche. [Washington, D.C. : National Aeronautics and Space Ad- 
ministration, 1985]. 2 microfiches ; 11 x 15 cm. “November 
1984”—Cover. Bibliography: p. 12-13. “N85-12313”—Micro- 
fiche header. @lItem 830-H-15 (microfiche) 

1. Space vehicles. I. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Branch. II. Title. III. Series. OCLC 12071128 


- 85-21800 


NAS 1.60:2357 


Simulator study of flight characteristics of several large dissimilar, 


cargo transport airplanes during approach and landing [micro- 
form] / William D. Grantham ... [et al.]. — [Washington, D.C.7] 
: National Aeronautics and Space Administration, Scientific and 
Technical Information Branch, 1984. 

1 v. : ill. ; 28 cm.— (NASA technical paper ; 2357) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration], 1985. 1 microfiche ; 11 x 15 cm. “November 
1984”—Cover. Bibliography: p. 14-15. ‘“N85-11002”—Micro- 
fiche header. @lItem 830-H-15 (microfiche) 

1. Transport planes — Landing. 2. Transport planes — Take- 
off. I. Grantham, William D. II. United States. National Aer- 
onautics and Space Administration. Scientific and Technical In- 
formation Branch. III. Series. OCLC 12164004 
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85-21801 
NAS 1.60:2374 
Webb, Lannie D. 

Flight and wind-tunnel comparisons of the inlet/airframe 
interaction of the F-15 airplane / Lannie D. Webb, Dom An- 
driyich-Varda, and Stephen A. Whitmore. — Washington, D.C. 
: National Aeronautics and Space Administration, Scientific and 
Technical Information Branch ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1984. 

32 p. : ill. ; 28 cm.— (NASA technical paper ; 2374) Dis- 
tributed to depository libraries in microfiche. “November 
1984”—Cover. Bibliography: p. 13. STAR category 05. 
@ltem 830-H-15 (microfiche) 

1. Wind tunnels. 2. Eagle (Jet fighter plane) I. Andriyich- 
Varda, Dom. II. Whitmore, Stephen A. III. United States. 
National Aeronautics and Space Administration. Scientific and 
Technical Information Branch. IV. Title. V. Series. OCLC 
12057965 


85-21802 
NAS 1.60:2376 
Barker, L. Keith. 

Translation control of a graphically simulated robot arm by 
kinematic rate equations that overcome elbow joint singularity / 
L. Keith Barker and Jacob A. Houck, Susan W. Carzoo. — 
Washington, D.C. : National Aeronautics and Space Adminis- 
tration, Scientific and Technical Information Branch ; [Spring- 

: For sale by the National Technical Information 
Service], 1984. 

iv, 39 p. : ill. ; 28 cm.— (NASA technical paper ; 2376) 
Distributed to depository libraries in microfiche. “December 
1984”—Cover. Bibliography: p. 18. @ltem 830-H-15 (micro- 
fiche) 

1. Robots, Industrial. I. Houck, Jacob A. II. Carzoo, Susan 
W. IIL. United States. National Aeronautics and Space Admin- 
istration. Scientific and Technical Information Branch. IV. 
Title. V. Series. OCLC 12058015 


85-21803 


Salas, M. D. 

Local stability analysis for a planar shock wave [microform] / 
M.D. Salas. — [Washington, D.C.?] : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch, 1984. 

1 v. : ill. ; 28 cm.— (NASA technical paper ; 2387) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration, 1985]. 1 microfiche ; 11 x 15 cm. “December 
1984”—Cover. Bibliography: p. 11. “N85-12864”—Micro- 
fiche header. @lItem 830-H-15 (microfiche) 

1. Shock waves. I. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Branch. II. Title. III. Series. OCLC 12110969 


85-21804 


Hendricks, Robert C. 

Flow rates and pressure profiles for one to four axially alined 
borda inlets / Robert C. Hendricks and T. Trent Stetz. — Wash- 
ington, D.C. : National Aeronautics and Space Administration, 
Scientific and Technical Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Service], 1982. 


29 p. : ill. ; 28 cm.— (NASA technical paper ; 2390) Dis- 
tributed to depository libraries in microfiche. “December 
1984”—Cover. Bibliography: p. 5. STAR category 34. 
@ltem 830-H-15 (microfiche) 

1. Inlets— United States. I. Stetz, T. Trent. Il. United 
States. National Aeronautics and Space Administration. Scientif- 
ic and Technical Information Branch. III. Title. IV. Series. 
OCLC 12058006 
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NAS 1.60:2387 


NAS 1.60:2390 


85-21805 


NAS 1.60:2394 


Miller, Timothy L. 


A preliminary study of numerical simulation of thermosolutal 
convection of interest to crystal growth / Timothy L. Miller. — 
Washington, D.C. : National Aeronautics and Space Adminis- 
tration, Scientific and Technical Information Branch ; [Spring- 
field, Va. : National Technical Information Service], 1984. 

28 p. : ill. ; 28 cm.— (NASA technical paper ; 2394) Dis- 
tributed to depository libraries in microfiche. “George C. Mar- 
shall Space Flight Center.” “November 1984”’—Cover. Bibli- 
ography: p. 27-28. Project No.: M-465. @Item 830-H-15 
(microfiche) 

1. Convection (Astrophysics) 2. Crystals — Growth. I. 
United States. National Aeronautics and Space Administration. 
Scientific and Technical Information Branch. II. George C. 
Marshall Space Flight Center. III. Title. IV. Series. OCLC 
12057995 


85-21806 


NAS 1.60:2397 


Jayroe, R. R. 


Algorithm for astronomical, point source, signal to noise ratio 
calculations [microform] / R.R. Jayroe, D.J. Schroeder. — 
[Washington, D.C.?] : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch, 1984. 

1 v. : ill. ; 28 cm.— (NASA technical paper ; 2397) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 

1985]. 1 microfiche ; ll x 15 cm. “November 
1984.” Bibliography: p. 12. “N85- 12834”—Microfiche header. 
@ltem 830-H-15 (microfiche) 

1. Signal processing. 2. Radar telescope. 3. Astronautics — 
Communication systems. I. Schroeder, D. J. II. United 
States. National Aeronautics and Space Administration. Scientif- 
ic and Technical Information Branch. III. Title. IV. Series. 
OCLC 11846237 


85-21807 


NAS 1.60:2399 


McAlister, Kenneth W. 


Application of the ONERA model of dynamic stall [micro- 
form] / K.W. McAlister, O. Lambert, D. Petot. — [Washington, 
D.C.?] : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch, 1984. 

1 v. : ill. ; 28 cm.— (NASA technical paper ; 2399) 
(AVSCOM technical report ; 84-A-3) Microfiche. [Washing- 
ton, D.C.? : National Aeronautics and Space Administration, 
1985]. 1 microfiche ; 11x 15cm. “November 1984.” Bibliog- 
raphy: p. 10. “N85-12862”—Microfiche header. @Item 830- 
H-15 (microfiche) 

1. Rotors (Helicopters) 2. Dynamics. I. Lambert, O. II. 
Petot, D. III. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Branch. 
IV. Title. V. Series. VI. Series. OCLC 12095210 


85-21808 


NAS 1.60:2403 


Goto, Hozumi. 


Effect of humidity on fretting wear of several pure metals / 
Hozumi Goto and Donald H. Buckley. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific and 
Technical Information Branch ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1984. 

8 p. ; 28 cm.— (NASA technical paper ; 2403) Distributed 
to depository libraries in microfiche. “December 1984”— 
Cover. Bibliography: p. 8. STAR category 26. @ltem 830- 
H-15 (microfiche) 

1. Fretting corrosion. 2. Humidity— Control. I. Buckley, 
Donald H. II. United States. National Aeronautics and Space 





Administration. Scientific and Technical Information Branch. 
Ill. Title. IV. Series. OCLC 12057948 


85-21809 


NAS 1.60:2404 
Schuller, Fredrick T. 

Effect of two inner-ring oil-flow distribution schemes on the 
operating characteristics of a 35-millimeter-bore ball bearing to 
2.5 million DN / Fredrick T. Schuller, Stanley I. Pinel and 
Hans R. Signer. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Technical 
Information Service], 1985. 

11 p. : ill. ; 28 cm.— (NASA technical paper ; 2404) Dis- 
tributed to depository libraries in microfiche. “January 
1985”—Cover. Bibliography: p. 11. STAR category 37. 
@ltem 830-H-15 (microfiche) 

1. Ball-bearings. I. Pinel, Stanley I. II. Signer, Hans R. 
III. United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. IV. Title. 
V. Series. OCLC 12057955 


85-21810 


NAS 1,60:2408 
Scibbe, Herbert W. 

Effect of lubricant extreme-pressure additives on surface fa- 
tigue life of AISI 9310 spur gears / Herbert W. Scibbe, Dennis 
P. Townsend, and Paul R. Aron. — Washington, D.C. : Nation- 
al Aeronautics and Space Administration, Scientific and Techni- 
cal Information Branch ; (Springfield, Va. : For sale by the 
National Technical Information Service], 1984. 

11 p. : ill. ; 28 cm.— (NASA technical paper ; 2408) Dis- 
tributed to depository libraries in microfiche. “December 
1984”—Cover. Bibliography: p. 11. STAR category 37. 
@ltem 830-H-15 (microfiche) 

1. Gearing, Spur. 2. Gearing — Lubrication. I. Townsend, 
Dennis P. II. Aron, Paul R. III. United States. National Aer- 
onautics and Space Administration. Scientific and Technical In- 
formation Branch. IV. Title. V. Series. OCLC 12057936 


85-21811 


NAS 1.61:1125 


Whitnah, A. M. 


Space shuttle wind tunnel testing program summary / A.M. 
Whitnah and E.R. Hillje. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical In- 
formation Branch ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1984. 

vi, 159, 258, 68 p. : ill. ; 28 cm.— (NASA reference publica- 
tion ; 1125) “November 1984.” Bibliography: p. 49-50. 
@ltem 830-H-11 

1. Space shuttles. I. Hillje, E.R. II. United States. National 
Aeronautics and Space Administration. Scientific and Technical 
Information Branch. III. Title. IV. Series. OCLC 12099937 
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85-21813 


NAS 1.71:MFS-25966-1 


Magnetic spin reduction system for free spinning objects [micro- 


form] : patent application. —[Washington, D.C.? : National 
Aeronautics and Space Administration, 19857] 

1 v. : ill. ; 28 cm.— (NASA case ; MFS-25,966-1) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration], 1958 [i.e. 1985]. 1 microfiche ; 11 x 15 cm. 
Caption title. “N85-11122”—Microfiche header. @lItem 830- 
J-10 (microfiche) 

1. Magnetic devices— Patents. I. United States. National 
Aeronautics and Space Administration. II. Series. OCLC 
12184312 


85-21814 


NAS 1.71:MSC-20148-1 


Linear motion valve [microform.] — [Washington, D.C.? : Nation- 


al Aeronautics and Space Administration, 1984] 

1 v. : ill. ; 28 cm.— (NASA case ; MSC-20148-1) Micro- 
fiche. [Washington, D.C.? : National Aeronautics and Space 
Administration, 1984]. 1 microfiche ; 11 x 15 cm. “N84 
32823”—Microfiche header. @lItem 830-J-10 (microfiche) 

1. Valves — Patents. 1. United States. National Aeronautics 
and Space Administration. II. Series. OCLC 12060209 


NATIONAL CREDIT UNION 
ADMINISTRATION 
Washington, DC 20456 


85-21815 


NCU 1.16:985 


Credit union directory / National Credit Union Administration. 


[Washington, D.C.?] : The Administration, National Credit 
Union Administration, 2025 M St., NW, Washington, D.C. 
20456 

v. ; 22 x 28 cm.-28 cm. 

Annual Cover title: National credit union directory 1984- 
Title from cover. “NCUA 8602.” Previously classed: NCU 
1.2:D 62/ 1985. Description based on: Jan. 1979. @Item 
527-H ISSN 0196-3678 

1. Credit unions — United States — Directories. I. United 
States. National Credit Union Administration. HG2037.C64 
79-644814 //182 334/.22/02573 OCLC 05316182 


NATIONAL ENDOWMENT FOR THE ARTS 
National Foundation on the Arts and the Humanities 


Washington, DC 20506 
85-21812 


Penaranda, Frank E. 
Aeronautical facilities catalogue / compiled and edited by 


NAS 1,61:1132/v.1 85-21816 
NF 2.8:Ex 7/987 


Expansion arts / National Endowment for the Arts. [Washington, 


Frank E. Penaranda and M. Shannon Freda. — Washington, DC 
: Scientific and Technical Information Branch, National Aero- 
nautics and Space Administration ; [Springfield, Va. : For sale 
by the National Aeronautics and Space Administration], 1985- 

v. : ill. ; 22 x 28 cm.— (NASA RP ; 1132) Contents: v. 1. 
Wind tunnels. @Item 830-H-11 

1. Hypersonic wind tunnels — Catalogs. 2. Supersonic wind 
tunnels — Catalogs-- 3. Aerodynamics. I. Freda, M. Shannon. 
II. United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. III. Title. 
IV. Series: NASA reference publication ; 1132. OCLC 
11922485 


D.C.] : The Endowment, Expansion Arts Program/Schedules, 
National Endowment for the Arts, 1100 Pennsylvania Ave., 
N.W., Washington, D.C. 20506 

v. ; 28 cm. 

Annual Caption title: Expansion arts program 19 -19 Title 
from cover. At head of title: Application guidelines. Fiscal 
year 1987. Description based on: Fiscal year 1983. @Item 
831-B-2 ISSN 0160-0087 

1. Art— Scholarships, fellowships, etc.— United States — 
Periodicals. I. National Endowment for the Arts. OCLC 
02924560 
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National Endowment for the Humanities — National Foundation on the Arts and the Humanities 


NATIONAL ENDOWMENT FOR THE 
HUMANITIES 
National Foundation on the Arts and the Humanities 
Washington, DC 20506 


NF 3.8:C 35/985/2 
Challenge grants program / National Endowment for the Human- 
ities. Washington, D.C. : The Endowment, National Endow- 
ment for the Humanities, 806 15th St., NW, Mail stop 800, 
baweanee D.C., 20506 
28 cm. Title from cover. At head of title, -1983: 
Guidelines; 1984- Guidelines and application materials. May 1, 
1985. Description based on: 1981. @lItem 831-B-1 
1. Humanities — Research grants — United States — Periodi- 
cals. I. National Endowment for the Humanities. OCLC 
05806516 


85-21818 


85-21817 


NF 3.13:C 68/986/guide dir. 
National Endowment for the Humanities. Division of Fellowships 
and Seminars. 

Summer seminars for college teachers. Guidelines and appli- 
cation form for directors / National Endowment for the Hu- 
manities, Division of Fellowships and Seminars. [Washington, 
D.C.] : The Division, Division of Fellowships and Seminars, 
National Endowment for the Humanities, Mail Stop 101, 806 
15th St., N.W., Washington, D.C. 20506 

v. : form ; 28 cm. 

Annual Title from cover. 1986. Description based on: 
1982. @ltem 831-B-1 

1. College teachers — Training of — United States — Periodi- 
cals. I. Title. OCLC 09259385 


NATIONAL MEDIATION BOARD 
Washington, DC 20572 
85-21819 
NMB 1.9:11 
United States. National Mediation Board. 

Determinations of the National Mediation Board. Washington, 
D.C. : The Board : For sale by the Supt. of Docs., U.S. G.P.O., 
National Mediation Board, Washington, D.C. 20572 

v. ; 24cm. 

Began with v. 6, July 1, 1976/June 30, 1979. Issue for July 
1, 1976-June 30, 1979 was classed: NMB 1.2:C 84/ G.P.O. 
sales statement incorrect in publication. Vol. 11, Oct. 1, 1983- 
Sept. 30, 1984. Description based on: Vol. 7 (July 1, 1979-Sept. 
30, 1980) @Item 834 ISSN 0270-4196 Continues: United 
States. National Mediation Board. Determination of craft or 
class of the National Mediation Board 

1. Trade-unions — United States — Cases. 2. Trade-unions — 
United States — Recognition — Cases. I. Title. 
KF3386.A2N37 80-643975 //r83 344.73/0188/0264 OCLC 
06275291 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 
85-21820 
NS 1.2:M 42/7/982 


National Science Foundation (U.S.). Mathematical Sciences Sec- 
tion. 


Mathematical sciences postdoctoral research fellowships. An- 
nouncement / National Science Foundation, Mathematical Sci- 
ences Section, Division of Mathematical and Computer Sci- 


ences. Washington, D.C. : The Section, National Science 
Foundation, Mathematical Sciences Section, Division of Mathe- 
matical and Computer Sciences, Washington, D.C. 20550 
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v. ; 27 cm. 

Annual Title from cover. “NSF 81-65”—P. [4] of cover. 
1982. Description based on: 1979. 

1. Mathematics — Study and teaching — United States — Peri- 
odicals. 2. Universities and colleges — United States — Gradu- 
ate work — Periodicals. I. Title. OCLC 08428662 


85-21821 


NS 1.13/5:985 


National Science Foundation (U.S.) 


Publications of the National Science Foundation. Washington, 
D.C. : The Foundation, National Science Foundation, 1800 G 
St., N.W., Washington, D.C., 20550 

v. ; 24 cm. 

Annual Title from cover. 1985. Description based on: 
1979. @lItem 834-H 

1. Science— United States — Bibliography — Catalogs. 2. 
National Science Foundation (U.S.)— Periodicals. I. Title. 
OCLC 04048280 


85-21822 


NS 1.22:D 65/983/tables 


Characteristics of doctoral scientists and engineers in the United 


States. Detailed statistical tables. [Washington, D.C.] : National 
Science Foundation, [1981?- National Science Foundation, 
Washington, D.C. 20550 

v. ; 22 x 28 cm. (Surveys of science resources series) 

Biennial 

1979- Title from cover. 1983. Vols. for (1981-) distribut- 
ed to depository libraries in microfiche. @lItem 834-T (micro- 
fiche) ISSN 0734-6468 Continues: Characteristics of doctoral 
scientists and engineers in the United States. Technical notes 
and detailed statistical tables 

1. Scientists— United States — Statistics — Periodicals. 2. 
Engineers — United States — Statistics — Periodicals. I. Na- 
tional Science Foundation (U.S.) II. Series. [DNLM 1. Engi- 
neering — United States — statistics. 2. Reference Books, Med- 
ical. 3. Science— United States — statistics. W2 A N37C] 
Q149.U5C43 83-647680 331.12/915/0973 ¢2 19 OCLC 
08654404 


85-21823 


NS 1,38:80/pt.1-2 


Initial reports of the Deep Sea Drilling Project. Volume LXXX, 


covering Leg 80 of the cruises of the drilling vessel Glomar 
Challenger, Brest, France, to Southampton, United Kingdom, 
June-July, 1981 : a project planned by and carried out with the 
advice of the Joint Oceanographic Institutions for Deep Earth 
Sampling (JOIDES) / editor Marian G. Bailey ; prepared for 
the National Science Foundation, National Ocean Sediment 
Coring Program under contract C-482 by the University of 
California, Scripps Institution of Oceanography. — [Washington, 
D.C.] : The Foundation : For sale by the Supt. of Docs., U.S. 
G.P.O., [1985] 

v. : ill, maps ; 29 cm. “March 1985”—Cover. Folded 
pages of plates in pockets. Includes bibliographies. “NSFSP- 
80”—Cover. @lItem 834-C-1 S/N 038-000-00552-9 @ GPO 
$68.00 (set) 

1. Deep Sea Drilling Project. 2. Glomar Challenger (Ship) 
3. Submarine geology. I. Bailey, Marian G. II. Deep Sea 
Drilling Project. III. Joint Oceanographic Institutions for 
Deep Earth Sampling. IV. National Ocean Sediment Coring 
Program (U.S.) V. Scripps Institution of Oceanography. 
OCLC 12095861 





85-21824 


NS 1.42:983 
Science and engineering personnel. Washington, D.C. : National 
Science Foundation, [1980- National Science Foundation, 
Washington, D.C. 20550 
v. : ill. ; 29 cm. ({1983-): Surveys of science resources series) 
Biennial 


[1980]- “NSF 85-302.” 1983. @lItem 834-C-4 ISSN 0278- 
9620 

1. Scientists — Employment — United States — Periodicals. 
2. Engineers — Employment — United States — Periodicals. I. 
National Science Foundation (U.S.) II. Series: Surveys of sci- 
ence resources series. Q149.U5S3115 81-649996 331.12/915/ 
0973 OCLC 07908865 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


85-21825 
P 1.2:L 56/6 
How your letter gets there : family coloring book. — [Los Ange- 
les, Calif.] : U.S. Postal Service, [19857] 
18 p. : ill. ; 28cm. Cover title. @lItem 837 
1. United States Postal Service 2. Postal service — United 
States — Juvenile literature. I. United States Postal Service. 
OCLC 12122610 


85-21826 
P 1,2:Sa 5/v.1-11 
The Santa Ana General Mail Facility : a case study in the activa- 
tion of a major postal facility / jointly prepared by the Sequoia 
District [and] the Santa Ana GMC ; Richard A. Heffern, writer 
& editor. — Washington, D.C. : U.S. Postal Service, 1985. 
11 v. : ill, maps ; 28cm. @lItem 837 
1. United States Postal Service. Sequoia District. 2. Postal 
service — California. I. Heffern, Richard A. II. United States 
Postal Service. Sequoia District. OCLC 12120141 


85-21827 
P 1.2:Z 6/5 
Zip4 codes, why they add up for business mailers. — [Washing- 
ton, D.C.?] : U.S. Postal Service, [1984] 
1 folded sheet (6 p.) : ill. (some col.) ; 22 x 10 cm. — (Notice ; 
186) “September 1984.” @lItem 837 
1. Zip code. 2. United States Postal Service. I. United 
States Postal Service. II. Title: Zip plus four, why they add up 
for business mailers. III. Series: Notice (United States Postal 
Service) ; 186. OCLC 12141995 


85-21828 
P 1.31/4Sa 1 
Postal employee’s guide to safety. —[Washington, D.C.? : U.S. 
Postal Service, 1984] 
48 p. ; 18 cm.— (Handbook ; EL-814) Cover title. “April 
1984.” @Item 843 
1. Postal service — United States— Employees. 2. Postal 
service — United States — Safety measures. I. United States 
Postal Service. II. Series: United States Postal Service. Hand- 
book ; EL-814. OCLC 12086434 


85-21829 
P 1.34:983 
United States Postal Service. 
Telephone directory / U.S. Postal Service. Washington, D.C. 
: The Service, U.S. Postal Service, Headquarters, Washington, 
D.C. 20260 
v. ; 28 cm. Apr. 1983. Description based on: Apr. 1983. 
@ltem 837-F 
1. United States Postal Service — Directories — Telephone. 
I. Title. OCLC 12088938 


Government Publications — October 1985 


85-21830 
P 1.48:17 
Competitors and competition of the U.S. Postal Service. [Wash- 
ington, D.C.] : Marketing Services Division, Office of Commer- 
cial Marketing, Customer Services Dept., U.S. Postal Service, 
Marketing Services Division, Office of Commercial Marketing, 
Customer Services Dept., Washington, D.C. 20260 
v. ; 28 cm. 
Annual Vol. 17, July 1984. Description based on: Vol. 17 
(July 1984); title from cover. @Item 837-6 ISSN 0882-8970 
1. Postal service — United States — Periodicals. I. United 
States Postal Service. Marketing Services Division. REV PAR 
85-641437 OCLC 11770580 


PEACE CORPS 
Washington, DC 20525 


85-21831 
PE 1.8:C 73/2 
Joyce, Steven. 

Community-level forestry development : options and guide- 
lines for collaboration in PL 480 programs / prepared by 
Steven Joyce, Bruce Burwell ; produced under the AID/PC 
Forest Resource Management Project.— Washington, D.C. : 
Office of Training & Program Support, Forestry/Natural Re- 
source Sector, Peace Corps : Bureau for Science & Technology, 
Agency for International Development, 1985. 

xii, 236 p. ; 28 cm. “January 1985.” Bibliography: p. 229- 
236. @ltem 74-E-2 

1. Forest management. I. Burwell, Bruce. II. Peace Corps 
(U.S.). Forestry/Natural Resource Sector. III. United States. 
Agency for International Development. Bureau for Science and 
Technology. IV. Title. OCLC 12087563 


PERSONNEL MANAGEMENT OFFICE 
Washington, DC 20415 


85-21832 
PM 1.14/2:inst.3-316/rep.984 
United States. Office of Personnel Management. 

Basic Federal personnel manual. — Consolidated reprint 
complete through Installment 316. — Washington, D.C. : Office 
of Personnel Management, Federal Personnel Management 
System : For sale by the Supt. of Docs., U.S. G.P.O., 1984- 

1 v. (looseleaf) : ill. ; 23 cm. 

Updated by continuing bulletins, installments and letters,and 
cumulated irregularly in the basic manual. Consists of a basic 
manual and 29 separate supplements. @Item 294 S/N 906- 
001-00000-4 @ GPO $917.00 (U.S., includes basic manual and 
supplementary material for an indeterminate period); $1,146.25 
(foriegn) 

1. Civil service — United States. I. Title. 
personnel manual. OCLC 12179521 


85-21833 


II. Title: Federal 


PM 1.29:983 
United States. Office of Personnel Management. 

Compensation report. [Washington, D.C.?] : United States 
Office of Personnel Management, United States Office of Per- 
sonnel Management, 1900 E St., N.W., Washington, D.C. 20415 

v. ; 28 cm. “BRI-40-95”—Cover. Fiscal year 1985. De- 
scription based on: Fiscal years 1981 & 1982. [Item 301-A, jt/ 
su/jt/jt] @Item 301-A ISSN 8756-6834 Continues: United 
States. Office of Personnel Management. Federal fringe benefit 
facts ISSN 0193-2772 

1. Civil service pensions — United States. — Statistics — Peri- 
Odicals. 2. Insurance, Government employees’ life — United 
States — Statistics — Periodicals. 3. Insurance, Government 
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Executive Office of the President 


employees’ health— United States — Statistics — Periodicals. 
L. Title. JK791.U5S5b 85-641639 353.005/05 ¢2 19 OCLC 
11558174 


EXECUTIVE OFFICE OF THE PRESIDENT 
Washington, DC 20500 


85-21834 
PrEx 1.2:V 64 
Employment programs for veterans with disabilities. —- Washing- 
ton, DC : President’s Committee on Employment of the Handi- 
capped, 1984. 
[8] p.: il. ;22x9cm. Cover title. @Item 766-C-3 
1. Veterans, Disabled — Employment — United States. I. 
United States. President’s Committee on Employment of the 
Handicapped. OCLC 12087640 


PRESIDENT’S COMMITTEE ON 
EMPLOYMENT OF THE HANDICAPPED 
Executive Office of the President 
Washington, DC 20210 


85-21835 
PrEx 1.10:Ad 9/3 
Brown, Dale, 1954- 

Supervising adults with learning disabilities. — Washington, 
D.C. : President’s Committee on Employment of the Handi- 
capped, U.S. Office of Personnel Management, 1985. 

7 p.:ill.; 28cm. Cover title. @Item 766-C 

1. Handicapped — Employment — United States. 2. Devel- 
opmentally disabled — Employment — United States. I. United 
States. President’s Committee on Employment of the Handi- 
capped. Il. Title. OCLC 12033333 


MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


85-21836 
PrEx 2.4:A-102/2/sum. 
United States. Office of Management and Budget. 
Guidelines for program income. — [Washington, D.C.? : U.S. 
Office of Management and Budget], 1985. 
[7] p. ; 28 cm. Caption title. “Appendix II.” @lItem 854- 
D 
1. Grants-in-aid — United States — States. I. Title. OCLC 
12159323 


85-21837 
PrEx 2.29:985 
United States. Office of Management and Budget. 

Information collection budget of the United States govern- 
ment. [Washington] : Executive Office of the President, Office 
of Management and Budget ; [Springfield, Va. : National Tech- 
nical Information Service, distributor, National Technical In- 
formation Service, Attn: Documents Sales, 5285 Port Royal 
Road, Springfield, Va. 22161 

v. : ill. ; 19 cm. 

Annual 

Began with 1981/82 vol. PB 85-167500. Fiscal year 1985. 

iption based on: Fiscal year 1984. @lItem 854-F ISSN 
0743-4928 
1. Government paperwork — United States — Periodicals. I. 


Title. JK468.P34U55b 84-642396 353.0071/4 ¢2 19 OCLC 
08192424 
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CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 
Washington, DC 20505 


85-21838 
PrEx 3.10/4:N 81 a/4 
[United States. Central Intelligence Agency] 
Northern Africa and the Middle sy Scale 1:42,200,000. (W 
17°—E 70°/N 45°—S 3°). — [Washington, D.C. : Central Intelli- 
gence Agency], 1985. 
1 map : col. ; 13 x 21 cm. “800262 (546325) 1-85.” 
856-A-1 


1. Africa— Maps. 2. Near East — Maps. I. Title. 
11903793 


85-21839 


@ltem 
OCLC 


PrEx 3.10/7:CR 84-12285 
Directory of officials of the Republic of Cuba : a reference aid. — 
[Washington, D.C.?] : Central Intelligence Agency, Directorate 
of Intelligence, [1984] 

xi, 317 p. ; 28 cm. “Information available as of 2 April 1984 
was used in the preparation of this publication.” “Supersedes 
CR 83-11555.” Distributed to depository libraries in micro- 
fiche. “June 1984.” Includes indexes. “CR 84-12285.” 
@ltem 856-A-4 (microfiche) 

1. Cuba — Officials and employees — Directories. I. United 
States. Central Intelligence Agency. Directorate of Intelligence. 
OCLC 11218207 


85-21840 
PrEx 3.10/7:CR 84-12527 
Directory of officials of the Hungarian People’s Republic : a 
reference aid. —[Washington, D.C.?] : Central Intelligence 
Agency, Directorate of Intelligence, [1984] 
ix, 147 p.; 28cm. “Information available as of 10 September 


1984 was used in the preparation of this publication.” ‘“Super- 
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sion. II. Series: Department of State publication ; 9223. III. 
Series: t of State publication. Background notes 
series. OCLC 12113179 


85-21875 
S 1.123:Sp 1/985 
Background notes, Spain. — Washington, D.C. : U.S. Dept. of 
State, Bureau of Public Affairs, Office of Public Communica- 
tion, Editorial Division : For sale by the Supt. of Docs., U.S. 
G.P.O., 1985. 

8 p. : ill, 2 maps, 1 port. ; 28 cm.— (Department of State 
publication ; 7800. Background notes series) Caption title. 
“March 1985.” Bibliography: p. 6. @lItem 862-B S/N 844- 
002-10020-8 @ GPO $1.00 

1. Spain — Description and travel. I. United States. Dept. of 
State. Office of Public Communication. Editorial Division. II. 
Series: Department of State publication ; 7800. III. Series: De- 
partment of State publication. Background notes series. OCLC 
12118164 


85-21876 
S 1.126/3:So 8/5 
Soviet active measures : the World Peace Council. — Washing- 
ton, D.C. : U.S. Dept. of State, 1985. 
7 p. ; 28 cm.— (Foreign affairs note) Caption title. In- 
cludes bibliographical references. @lItem 869-B-1 





1. World Peace Council. 2. Peace — Societies, etc. 3. Sub- 
versive activities — Soviet Union. I. United States. Dept. of 
State. II. Series. OCLC 12036828 


85-21877 
S 1.128:Ag 8/985 
Agriculture in US foreign economic policy. — [Washington, 
D.C.?] : Bureau of Public Affairs, Dept. of State, [1985] 
[2] p. ; 28 cm.— (Gist) Caption title. “May 1985.” 
@ltem 864-B-4 
1. Agriculture — United States. 2. International economic re- 
lations. 3. United States— Foreign economic relations. I. 
United States. Dept. of State. Bureau of Public Affairs. II. 
Series. OCLC 12164115 


85-21878 
S 1.128:Am 3 
American servicemen missing in Indochina. — [Washington, 
D.C.?] : Bureau of Public Affairs, Dept. of State, [1985] 
[2] p. ; 28 cm.— (Gist) Caption title. “May 1985.” 
@ltem 864-B-4 
1. Missing in action. 2. United States — Foreign relations — 
Vietnam. 3. Vietnam — Foreign relations — United States. 4. 
United States — Foreign relations — Laos. 5. Laos — Foreign 
relations — United States. I. United States. Dept. of State. 
Bureau of Public Affairs. II. Series. OCLC 12098244 


85-21879 
S 1.128:B 64 
Bonn economic summit. —[Washington, D.C. 7: 
Public Affairs, Dept. of State, [1985] 
[2] p. ; 28 cm.— (Gist) Caption title. 
@ltem 864-B-4 
1. Economic policy. 2. International finance. 3. Internation- 
al economic relations. I. United States. Dept. of State. Bureau 
of Public Affairs. II. Series. OCLC 12059780 


85-21880 


Bureau of 


“April 1985.” 


S 1,128:Eu 7/3 
European Parliament. — [Washington, D.C.?] : Bureau of Public 
Affairs, Dept. of State, [1985] 
[2] p. ; 28 cm.— (Gist) Caption title. 
@ltem 864-B-4 
1. European Parliament. I. United States. Dept. of State. 
Bureau of Public Affairs. II. Series. OCLC 12074789 


85-21881 


“April 1985.” 


S 1.128:F 31 
US-Federal Republic of Germany relations. — [Washi 

D.C.?] : Bureau of Public Affairs, Dept. of State, [1985] 

[2] p. : 1 map ; 28 cm.— (Gist) Caption title. “April 
1985.” @Item 864-B-4 

1. United States — Foreign relations —Germany (West) 2. 
Germany (West)— Foreign  relations— United States. I. 
United States. Dept. of State. Bureau of Public Affairs. II. 
Series. OCLC 12074779 


85-21882 
S 1.128:Ir 1/985 
Iran-Iraq war. — [Washington, D.C.?] : Bureau of Public Affairs, 


Dept. of State, [1985] 
[2] p. : 1 map ; 28 cm. — (Gist) Caption title. “May 1985.” 
1. Iraq-Iranian Conflict, 1980- 2. United States — Foreign 


@ltem 864-B-4 
relations. I. United States. Dept. of State. Bureau of Public 
Affairs. II. Series. OCLC 12175832 


85-21883 


S 1.128:Is 7 
i D.C.7] : Bureau of Public 


Israel : an overview. — 
Affairs, Dept. of State, [1985] 
[2] p. : 1 map ; 28 cm. — (Gist) Caption title. 


“May 1985.” 
@ltem 864-B-4 
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1. United States— Foreign relations—Israel. 2. Israel — 
Foreign relations — United States. I. United States. Dept. of 
State. Bureau of Public Affairs. II. Title: Israel, an overview. 
III. Series. OCLC 12156253 


85-21884 
S 1.128:K 84/985 
Korea, status report. —[Washington, D.C.?] : Bureau of Public 
Affairs, Dept. of State, [1985] 
[2] p. : 1 map ; 28 cm. — (Gist) Caption title. 
@ltem 864-B-4 
1. Korea (South)— Foreign relations — United States. 2. 
United States —- Foreign relations — Korea (South) I. United 
States. Dept. of State. Bureau of Public Affairs. II. Series. 
OCLC 12175880 


85-21885 


“May 1985.” 


S 1.128:N 81/4 
Northern Ireland. — [Washington, D.C.?] : Bureau of Public Af- 

fairs, Dept. of State, [1985] 

[2] p. ; 28 cm.— (Gist) Caption title. 
@ltem 864-B-4 

1. Northern Ireland — Foreign relations — United States. 2. 
United States— Foreign elations— Northern Ireland. 3. 
Northern Ireland — Politics and government — 1969- I. United 
States. Dept. of State. Bureau of Public Affairs. II. Series. 
OCLC 12059848 


85-21886 


“March 1985.” 


S 1.128:Or 3/985 
OECD’s arrangement on export credits. — [Washington, D.C.7] : 

Bureau of Public Affairs, Dept. of State, [1985] 

[2] p. ; 28 cm.— (Gist) Caption title. 
@ltem 864-B-4 

1. Foreign trade regulation— United States. 2. Export 
credit — United States. 3. Export credit. i 
Economic Co-operation and Development. 
Dept. of State. Bureau of Public Affairs. II. Series. OCLC 
12074823 


85-21887 


“April 1985.” 


S 1,128:T 22/985 
Controlling transfer of strategic technology. — [Washington, 

D.C.?] : Bureau of Public Affairs, Dept. of State, [1985] 

[2] p. ; 28 cm.— (Gist) Caption title. “April 1985.” 
@ltem 864-B-4 

1. United States — Foreign relations. 2. Technology trans- 
fer — United States. I. United States. Dept. of State. Bureau of 
Public Affairs. II. Series. OCLC 12088989 


85-21888 
S 1.128:Un 3/21/985 
US-Soviet relations. — [Washington, D.C.?] : 
Affairs, Dept. of State, [1985] 
[2] p. ; 28 cm.— (Gist) Caption title. 
@ltem 864-B-4 
1. United States— Foreign relations— Soviet Union. 2. 
Soviet Union — Foreign relations — United States. I. United 
States. Dept. of State. Bureau of Public Affairs. II. Series. 
OCLC 12054931 


85-21889 


Bureau of Public 
“April 1985.” 


S 1.128:Un 3/29/985 
US-Japan trade. — (Washington, D.C.?] : 
fairs, Dept. of State, [1985] 
[2] p. ; 28 cm.— (Gist) Caption title. 
@ltem 864-B-4 
1. United States — Foreign economic relations — Japan. 2. 
Japan — Foreign economic relations — United States. I. United 
States. Dept. of State. Bureau of Public Affairs. II. Series. 
OCLC 12054973 
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85-21890 
S 1.129:125 
Africa, the potential for higher food production : April 1985. — 
Washington, D.C. : U.S. Dept. of State, Bureau of Public Af- 
fairs, Office of Public Communication, Editorial Division, 1985. 
8 p. : ill, maps ; 28 cm.— (Special report ; no. 125) Cover 
title. @ltem 864-B-1 
1. Agricultural productivity — Africa. 2. Crop yields — 
Africa. I. United States. Dept. of State. Office of Public Com- 
munication. Editorial Division. I. Series: Special report 
(United States. Dept. of State. Bureau of Public Affairs) ; no. 
125. OCLC 12064935 


85-21891 
S 1.129:126 
The Nicaraguan peace anne ~ >a a documentary record : April 
1985. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Divi- 
sion, ite 
10 p. ; 28 cm.— (Special report ; no. 126) Caption title. 
Bibliography: p. 10. @ltem 864-B-1 
1. Peaceful change (Intcrnational relations) 2. Nicaragua — 
Foreign relations — United States. 3. United States — Foreign 
relations — Nicaragua. I. United States. Dept. of State. Office 
of Public Communication. Editorial Division. II. Series: Spe- 
cial report (United States. Dept. of State. Bureau of Public 
Affairs) ; no. 126. OCLC 12065293 


85-21892 
S 1.129:127 
Murphy, Thomas M. 

Vietnam, under two regimes : April 1985. — Washington, 
D.C. : U.S. Dept. of State, Bureau of Public Affairs, Office of 
Public Communication, Editorial Division, [1985] 

5 p. : ill, 1 map ; 28 cm.— (Special report ; no. 127) 
Caption title. @lItem 864-B-1 

1. Vietnam — History — 1975-— Addresses, essays, lectures. 
2. Civil rights — Vietnam — Addresses, essays, lectures. I. 
United States. Dept. of State. Office of Public Communication. 
Editorial Division. II. Title. III. Series: Special report 
(United States. Dept. of State. Bureau of Public Affairs) ; no. 
127. OCLC 12084457 


INTERNATIONAL DEVELOPMENT AGENCY 


State Dept. 
Washington, DC 20523 


85-21893 
S 18.52:55 
Tanzania seed multiplication / by C. Bryce (sic) Ratchford ... [et 
al.]. — [Washington, D.C.?] : U.S. Agency for International De- 
velopment, [1985] 

1 v. (various pagings) : ill, map ; 28 cm.— (A.LD. project 
impact evaluation report ; no. 55) Distributed to depository 
libraries in microfiche. “January 1985.” “PN-AAL-042”— 
Cover. Bibliography: p. ref-1 - ref-3. @Item 900-C-10 (micro- 
fiche) 

1. Seeds— Tanzania. 2. Seeds — Quality — Tanzania. 3. 
Seed industry and trade— Tanzania. I. United States. Agency 
for International Development. II. Ratchford, C. Brice. III. 
Series. OCLC 11997829 
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85-21894 


S 18.52/3:22 


Guanchias Limitada : a case study of an agrarian reform coopera- 


tive and its long-term relationship with a multinational firm in 
Honduras / by Carolyn M. McCommon ... [et al.]. — [Washing- 
ton, D.C.?] : U.S. Agency for International Development, [1985] 


50 p. in various pagings : ill., 1 map ; 28 cm.— (A.LD. 
evaluation special study ; no. 22) “Prepared under the auspices 
of the Kellogg Institute for International Studies at the Univer- 
sity of Notre Dame under AID contract no. AID/OTR-0085-0- 
00-3367-00.” Distributed to depository libraries in microfiche. 
“March 1985.” Bibliography: Ref-1. “PN-AAL-046”—Cover. 
— 900-C-12 (microfiche) 


marketing of farm produce — Honduras. 5. Agriculture, Coop- 
erative — Honduras. I. McCommon, Carolyn M. II. United 
States. Agency for International Development. III. Kellogg 
Institute for International Studies. IV. Series. OCLC 
11998068 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


85-21895 


SBA 1.1/2:985 


The State of small business : a report of the President transmitted 


to the Congress. Washington : U.S. G.P.O., 1982- Supt. of 
Docs., U.S. Govt. Print. Off., Washington, DC 20402 

v. ; 22 cm. 

Annual 

$10.00 

1982- “Together with the Annual report on small business 
and competition of the U.S. Small Business Administration.” 
May 1985. @ltem 901-A S/N 045-000-00223-3 ISSN 0735- 
1437 

1. Small business — United States — Periodicals. I. United 
States. President. II. United States. Small Business Administra- 
tion. III. United States. Small Business Administration. Annual 
report on small business and competition of the U.S. Small 
Business Administration. HD2346.U5S78 83-647757 338.6/ 
42/0973 ¢2 19 OCLC 08277547 


85-21896 


SBA 1.2:Am 3 


Small business : America at work : U.S. Small Business Week, 


May 5-11, 1985. — Washington, D.C. : Office of the Chief 
Counsel for Advocacy, U.S. Small Business Administration, 
[19857] 

48 p. : ill., ports. ; 28cm. Cover title. @Item 901-B 

1. Small business — United States — Awards. 2. Small Busi- 
ness Week. 3. Entrepreneur. I. United States. Small Business 
Administration. Office of the Chief Counsel for Advocacy. II. 
Title: America at work, U.S. Small Business Week, May 5-11, 
1985. OCLC 12064563 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


85-21897 


SI 1.2:R 22/6/985 


Raising funds / Reading Is Fundamental, Inc. — Washington, 


D.C. : Reading Is Fundamental, Inc., Smithsonian Institution, 
1985. 

19 p. ; 28 cm.— (The RIF book of ideas ; 2) Cover title. 
@ltem 910 





1. Reading Is Fundamental, inc. 2. Fund raising — United 
States. I. Reading Is Fundamental, inc. II. Series: RIF book 
of ideas ; 2. OCLC 12088870 


85-21898 
SI 1.27:399 
Clarke, Arthur Haddleton, 1926- 
The tribe Alasmidontini (Unionidae, Anodontinae) / Arthur 
H. Clarke. — Washington : Smithsonian Institution Press, 1980- 


v. : ill., maps ; 26 cm. — (Smithsonian contributions to zoolo- 
gy ; no. 399) Bibliography: v. 2, p. 72-75. Contents: pt. 2. 
Lasmigona and Simpsonaias. @lItem 910-D (microfiche) 

1. Unionidae — Classification. 2. Mollusks — Classification. 
I. Title. II. Title: Alasmidontini (Unionidae, Anodontinae) 
III. Series: Smithsonian contributions to zoology ; no. 399. 80- 
023747 OCLC 06533346 
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Washington, DC 20220 


85-21899 
T 1.1/3:984 
United States government annual report / compiled by the Finan- 

cial Management Service, U.S. Department of the Treasury. 
{Washington, D.C.] : The Service, 1984- Financial Manage- 
ment Service, Financial Reporting Division, Budget Reports 
Branch, Treasury Annex No. 1, Attn: GAO Bldg., Rm 1415, 
Washington, DC, 20226 

v. : ill. ; 28 cm. 

Annual 

1984- Other title: Annual report of the United States gov- 
ernment for the fiscal year ended September 30 ... (as cited in 
Secretary’s letter) Title from cover. 1984. @lItem 923 Has 
supplement: United States government annual report. Appendix 
Continues: Treasury combined statement of receipts, expendi- 
tures, and balances of the United States government for the 
fiscal year ended ... ISSN 0191-2062 

1. Finance, Public — United States — Periodicals 2. United 
States. Dept. of the Treasury — Periodicals I. United States. 
Dept. of the Treasury. Financial Management Service. PAR 
85-642258 OCLC 11771288 


85-21900 
T 1,1/3:984/app. 

United States government annual report. Appendix / compiled by 
the Financial Management Service, U.S. Dept. of the Treasury. 
(Washington, D.C.] : The Service, 1985- Financial Manage- 
ment Service, Financial Reporting Division, Budget Reports 
Branch, Treasury Annex No. 1, Attn: GAO Bldg., Rm. 1415, 
Wasington, DC 20226 

v. ; 28 cm. 

Annual 

1984- Spine title: Annual report. Appendix 1984. @Item 
923 Supplement to: United States government annual report 

1. Finance, Public — United States — Statistics — Periodicals. 
2. United States. Dept. of the Treasury — Statistics — Periodi- 
cals. I. United States. Dept. of the Treasury. Financial Man- 
agement Service. OCLC 11964956 


85-21901 
T 1.2:C 41 
Do you accept checks for cashing? : if so, you'll want to know 
about the new U.S. government check : introducing, your new 
government check. — Washington, D.C. : Dept. of the Treas- 
ury, Financial Management Service, [19847] 
[1] leaf : ill. ; 28 cm. Caption title. @Item 925 
1. Checks — United States. I. United States. Dept. of the 
Treasury. Financial Management Service. OCLC 12055079 
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85-21902 
T 1,2:C 41/2 
Everything you need to know about the new U.S. government 
check : introducing, your new government check. — Washing- 
ton, D.C. : Dept. of the Treasury, Financial Management Serv- 
ice, [19847] 
[1] leaf : ill. ; 28cm. Caption title. @lItem 925 
1. Checks — United States. I. United States. Dept. of the 
Treasury. Financial Management Service. OCLC 12055043 


85-21903 
T 1.2:R 32/6/972-86 
Revenue sharing : 1972-1986 : a plain-language explanation of the 
Revenue Sharing Program. — Washington, D.C. : Dept. of 
Treasury, Office of Revenue Sharing, 1985. 
24 p.; 24cm. “April 1985.” @Item 925 
1. Revenue sharing — United States. I. United States. Office 
of Revenue Sharing. OCLC 12074276 


85-21904 
T 1.2:Se 4/985 
United States. Dept. of the Treasury. 
Selling to the Department of the Treasury. — Rev. 4/85. — 
Washington, D.C. : Dept. of the Treasury, 1985. 
21 p. : ill, 1 form ; 27 cm. Includes index. “TDP 70- 
06.C”—Cover. @Item 925 
1. United States. Dept. of the Treasury I. Title. OCLC 
12089684 


85-21905 
T 1.4/3:37-84 
United States. Dept. of the Treasury. Office of the Secretary. 

United States of America, treasury notes of February 15, 
1990, series G-1990. — Washington : Dept. of the Treasury, 
Office of the Secretary, 1985. 

4 p. ; 27 cm. — (Department circular. Public debt series ; no. 
37-84) Caption title. Icludes supplement to Department circu- 
lar, public debt series—no. 37-84. “November 16, 1984.” 
@ltem 924 

1. Securities United States. 2. Debts, Public — United 
States. I. Title. II. Title: Treasury notes of February 15, 
1990, series G-1990. III. Series: United States. Dept. of the 
Treasury. Office of the Secretary. Department circular, public 
debt series ; no. 37-84. OCLC 12066221 


85-21906 
T 1.4/3:39-84 
United States. Dept. of the Treasury. Office of the Secretary. 

United States of America, treasury notes of December 31, 
1986, series AC-1986. — Washington : Dept. of the Treasury, 
Office of the Secretary, 1985. 

3 p. ; 27 cm. — (Department circular. Public debt series ; no. 
39-84) Caption title. Includes supplement to Department cir- 
cular, public debt series—no. 39-84. “December 13, 1984.” 
@ltem 924 

1. Securities— United States. 2. Debts, Public — United 
States. I. Title. II. Title: Treasury notes of December 31, 
1986, series AC-1986. III. Series: United States. Dept. of the 
Treasury. Office of the Secretary. Department circular, public 
debt series ; no. 39-84. OCLC 12066243 


85-21907 
T 1,4/3:40-84 
United States. Dept. of the Treasury. Office of the Secretary. 
United States of America, treasury notes of December 31, 
1988, series Q-1988. — Washington : Dept. of the Treasury, 
Office of the Secretary, 1985. 
4p. ; 27 cm. — ent circular. Public debt series ; no. 
40-84) Caption title. Includes supplement to Dept. circular, 
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public debt series—no. 40-84. “December 19, 1984.” @ltem 
924 

1. Securities — United States. 2. Debts, Public — United 
States. I. Title. II. Title: Treasury notes of December 31, 
1988. III. Series: United States. Dept. of the Treasury. Office 
of the Secretary. Department circular, public debt series ; no. 
40-84. OCLC 12098309 


85-21908 
T 1.4/3:41-84 
United States. Dept. of the Treasury. Office of the Secretary. 

United States of America, treasury notes of January 15, 1992, 
series D-1992. — Washington : Dept. of the Treasury, Office of 
the Secretary, 1985. 

4 p. ; 27 cm.— (Department circular. Public debt series ; no. 
41-84) Caption title. Includes supplement to Dept. circular, 
public debt series—no. 41-84. “December 26, 1984.” @Item 
924 

1. Securities— United States. 2. Debts, Public — United 
States. I. Title. II. Title: Treasury notes of January 15, 1992. 
Ill. Series: United States. Dept. of the Treasury. Office of the 

it circular, public debt series ; no. 41-84. 


Secretary. 
OCLC 12098323 
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85-21909 
T 17.2:D 79/985 
Drawback : a duty refund on certain exports. — Washington, 
D.C. : Dept. of the Treasury, U.S. Customs Service, 1985. 
1 folded sheet (8 p.) ; 21 x 10 cm. — (Customs publication ; 
no. 525) “March 1985.” @lItem 950 
1. Drawbacks — United States. 2. Customs administration — 
United States. I. U.S. Customs Service. II. Title: A duty 
refund on certain exports. III. Series. OCLC 12124952 


85-21910 
T 17.2:Un 3 
Welcome to the United States : customs declaration form en- 
closed. —[Washington, D.C.?] : Dept. of the Treasury, U.S. 
Customs Service, 1985. 
4 p.: 1 form ; 20 cm. — (Publication ; no. 535) Cover title. 
@ltem 950 
1. Customs administration — United States. 2. Customs ad- 
ministration and tourist — United States. I. U.S. Customs Serv- 
ice. II. Series: Customs publication ; no. 535. OCLC 
12065404 


85-21911 
T 17.5:P 41 
Results based performance management : staff study report / de- 
veloped by U.S. Customs Service, Office of Human Resources, 
Performance Management Steering Committee. — Washington, 
D.C. : The Committee, [1984] 
vi, 149, [6], [20] p. : ill., forms ; 28 cm. Cover title. “April 
1984.” Includes bibliographical references. @Item 950-A 
1. U.S. Customs Service 2. Organizational change — United 
States. 3. Customs administration— United States. I. U.S. 
Customs Service. Office of Human Resources. Performance 
Management Steering Committee. OCLC 12119306 
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85-21912 


T 22.2:5 57 


United States. Internal Revenue Service. 


Preparing for your job interview / prepared by Resources 
Management Federal Women’s Program.—Rev. 9-82.— 
[Washington, D.C.?] : Dept. of the Treasury, Internal Revenue 
Service, 1982. 

15 p. : forms ; 28 cm.— (Document ; 6690) Cover title. 
Bibliography: p. 7. @Item 956 

1. Employment interviewing — United States. I. Resources 
Management Federal Women’s Program (U.S.) II. Title. Ill. 
Series: Document (United States. Dept. of the Treasury) ; 6690. 
OCLC 12089168 


85-21913 


T 22.2:T 72/985 


Trend analyses and related statistics : districts, regions, service 


centers. —Rev. 2-85—[Washington, D.C.?] : Dept. of the 
Treasury, Internal Revenue Service, 1985. 

ii, 193 p. : ill. ; 28 cm.— (Document ; 6011 (Rev. 2-85)) 
Cover title. “At head of title: 1985 update. Includes bibliogra- 
phies. @ltem 956 

1. Taxation— United States — Statistics. 2. Demographic 
surveys — United States. 3. United States — Economic condi- 
tions, — 1981- I. United States. Internal Revenue Service. II. 
Series: Document (United States. Internal Revenue Service) ; 
6011 (Rev. 2-85) OCLC 12113708 


85-21914 


T 22.17/3:601/7/subpt.E 


United States. Internal Revenue Service. 


Statement of procedural rules : conference and practice re- 
quirements : subpart E of part 601 of title 26, Code of Federal 

Regulations. — Rev. 3-85. — [Washington, D.C.?] : Dept. of the 
Treasury, Internal Revenue Service, 1985. 

9 p. ; 28 cm.— (Publication ; 216) G.P.O. sales statement 
incorrect in publication. @Item 961 

1. Tax administration and procedure — United States. I. 
Title. II. Title: Conference and practice requirements. III. 
Series: Publication (United States. Internal Revenue Service) ; 
216. OCLC 12113429 


85-21915 


T 22.25:984-3/v.1 


United States. Internal Revenue Service. 


Internal revenue cumulative bulletin. Washington : Dept. of 
the Treasury, Internal Revenue Service : For sale by the Supt. 
of Docs., U.S. G.P.O., 1969- Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 

v. ; 26 cm. 

Semiannual 

$28.00 

1969-1- Spine title: Cumulative bulletin Title from cover. 
1984-3. Contents: v. 1. Text of law. Consolidates all items of 
a permanent nature published weekly in: United States. Internal 
Revenue Service. Internal revenue bulletin. @Item 960 S/N 
048-004-01878-1 ISSN 0364-0620 Has supplement: Bulletin 
index-digest system Continues: United States. Internal Revenue 
Service. Internal revenue bulletin. Cumulative bulletin ISSN 
0145-6040 Related records: United States. Internal Revenue 
Service. Internal revenue bulletin ISSN 0020-5761 

1. Taxation — Law and legislation — United States — Periodi- 
cals. I. Title. sc-77001586 OCLC 02779188 
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T 22.35/2:C 81/982/SB 
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book. [Washington, D.C.?] : Dept. of the Treasury, Internal 
Revenue Service, Statistics of Income Division, Dept. of the 
Treasury, Internal Revenue Service, Statistics of Income Divi- 
sion, 1201 E St., NW, Washington, DC 20224 

v. ; 31 cm. (Publication ; 1053 (Rev. 3-85)) 

Annual Caption title: Corporation source book of statistics 
of income (1980) Cover title: Corporation income tax returns 
(1980) 1982. Description based on: 1980. Vols. for (1980-) 
cover accounting periods ended July 1980/June 1981- @lItem 
964 Continues: Statistics of income. Corporation income tax 
returns, source book Related records: Statistics of income. 
Corporation income tax returns ISSN 0160-9920 

1. Corporations — Taxation — United States — Statistics — 
Periodicals. I. United States. Internal Revenue Service. Statis- 
tics of Income Division. II. Series: Publication (United States. 
Internal Revenue Service) ; 1053 (Rev. 3-85) OCLC 09629582 


85-21917 
T 22.44/2:493 
United States. Internal Revenue Service. 

Alternative tax withholding methods and tables : (including 
tables for withholding from qualified total distributions). — 
Rev. Jan. 1985. — [Washington, D.C.?] : Dept. of the Treasury, 
Internal Revenue Service, 1985. 

41 p. ; 28 cm.— (Publication ; 493) Caption title. Supple- 
ment to Circular E, Employer’s tax guide (Publication 15) 
@ltem 964-B 

1. Withholding tax— United States— Rates and tables. I. 
Title. II. Series: Publication (United States. Internal Revenue 
Service) ; 493. OCLC 12089472 


85-21918 
T 22.44/2:721 
United States. Internal Revenue Service. 

Comprehensive tax guide to U.S. Civil Service retirement 
benefits. — Rev. Jan. 83. — [Washington, D.C.?] : Dept. of the 
Treasury, Internal Revenue Service, 1984 (1985 printing) 

54 p. : forms ; 28 cm.— (Publication ; 721) Caption title. 
“Reprinted Sept. 1984.” Includes index. @Item 964-B 

1. Civil service retirement — United States. 2. Retirement 
income — Taxation — United States. 3. Income tax — United 
States. I. Title. II. Series: Publication (United States. Internal 
Revenue Service) ; 721. OCLC 12074595 


85-21919 
T 22.44/2:794 
United States. Internal Revenue Service. 

Favorable determination letter. — Rev. Mar. 1985. — [Wash- 
ington, D.C.?] : Dept. of the Treasury, Internal Revenue Serv- 
ice, 1985. 

[1] leaf ; 28 cm. — (Publication ; 794) Caption title. @lItem 
964-B 
1. Employee fringe benefits — Taxation — United States. 2. 

Income tax— United States. I. Title. II. Series: Publication 
(United States. Internal Revenue Service) ; 794. OCLC 
12175909 


85-21920 


T 22.44/2:850/4 
United States. Internal Revenue Service. 


English-Spanish glossary of words and phrases used in publi- 


cations issued by the Internal Revenue Service. — Rev. Apr. 

1985. — [Washington, D.C.?] : Dept. of the Treasury, Internal 

Revenue Service, 1985. 

Ps ; 28 cm.— (Publication ; 850) Caption title. @lItem 
1. Spanish language — Glossaries, vocabularies, etc. 2. Eng- 

lish language — Glossaries, vocabularies, etc. 3. Taxation — 


Government Publications — October 1985 


United States. I. Title. II. Series: Publication (United States. 
Internal Revenue Service) ; 850. OCLC 12059931 


85-21921 
T 22.48/2:984 
United States. Internal Revenue Service. Office of the Chief 
Counsel. 

Chief Counsel Office directory. [Washington, D.C.] : Dept. of 
the Treasury, Internal Revenue Service, Internal Revenue 
Service, Office of the Chief Counsel, Washington, DC 20224 

v. ; 23 cm. (Document / Department of the Treasury, Inter- 
nal Revenue Service ; 6546 (Rev. 4-84)) 

Semiannual Spring 1984. Description based on: spring 
1984; title from cover. @lItem 955-B ISSN 0882-9926 

1. United States. Internal Revenue Service. Office of the 
Chief Counsel — Directories — Telephone. I. Title. II. Series: 
Document (United States. Internal Revenue Service) ; 6546 
(Rev. 4-84) PAR 85-645018 OCLC 11936710 


ALCOHOL, TOBACCO AND FIREARMS 
BUREAU 
Treasury Dept. 
Washington, DC 20226 


85-21922 
T 70.2:F 51/3 
Firearms and ammunition curios and relics list. — [Washington, 
D.C.?] : Dept. of the Treasury, Bureau of Alcohol, Tobacco, 
and Firearms, 1985. 
iii, 58 p. ; 28 cm.— (ATF P ; 5300.11) Cover title. “12- 
84.” @Item 971-B 
1. Firearms — Miscellanea. 2. Firearms ownership — United 
States. I. United States. Bureau of Alcohol, Tobacco, and 
Firearms. II. Series. OCLC 12089384 


85-21923 
T 70.8:In 3 
Information to claimants. —[Washington, D.C.?] : Dept. of the 
Treasury, Bureau of Alcohol, Tobacco, & Firearms, [1985] 
4 p. ; 24 cm.— (ATF P ; 1850.1 (1/85)) @ltem 971-F 
1. Claims. 2. Forfeiture — United States. 3. Repossession — 
United States. I. United States. Bureau of Alcohol, Tobacco, 
and Firearms. II. Series. OCLC 12070805 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


85-21924 
TD 1.2:Sa 1/5/chap.3/pt.2 
Transportation Safety Institute (U.S.) 

Safety standards for motive power and equipment personnel : 
railroad safety program. —[Washington, D.C.?] : Transporta- 
tion Safety Institute, U.S. Dept. of Transportation, 1985- 

v. : ill., forms ; 29 cm. Cover title. Contents: ch. 3, pt. 2. 
Railroad freight car safety standards. @Item 982-C-1 

1. Railroads — Freight-cars — Standards — United States. 2. 
Railroads — United States— Safety appliances. I. Title. 
OCLC 12062411 


85-21925 
TD 1.2:T 68/34 

Transportation issues of the 1980’s : a summary of private and 
public sector views / U.S. Department of Transportation, Office 
of the Secretary of Transportation. — Washington, D.C. : The 
Office, [1981] 

iii, 74 p. ; 28 cm. Cover title. Distributed to depository 

libraries in microfiche. “January 1981.” Includes glossary and 
index of contributors. @lItem 982-C-1 (microfiche) 
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National Transportation Safety Board 


1. Transportation and state — United States. 2. Federal aid 
to transportatation — United States. 3. United States. Dept. of 
Transportation. I. United States. Office of the Secretary of 
Transportation. OCLC 12060666 


85-21926 


Richard D. II. United States. Federal Highway Administra- 
tion. Office of Traffic Operations. III. United States. Federal 
Highway Administration. Office of Highway Operations. IV. 
United States. Dept. of Transportation. V. Title. OCLC 
12019315 

TD 1.20/6:30/85/006 
Freeman, James, 1950- 

The effects of transportation deregulation on motor carrier 
service in Florida and Arizona / principal investigators, James 
Freeman, Richard Beilock.— Washington, D.C. : U.S. Depart- 
ment of Transportation, Office of the Secretary of Transporta- 
tion, University Research Program ; Springfield, Va. : National 
Technical Information Service [distributor], 1985. Secret 'S. Department of T: tation, [1985 

37, [67] p. : forms ; 28 cm. — (University research results) . 68 p. oer map ; 28 cm.— (SSTP) Sie to 
Fine! report. “University of Ploride"—Tech. rept. doc. p. depository libraries in microfiche. “January 1985.” “Technol- 
Distributed to depository libraries in microfiche. “May 8, ogy sharing”—P. [4] of cover. Includes bibliographical refer- 
1984. US. Department of Transportation, Office of Industry ences. “DOT-I-85-18” @ltem 982-I-15 (microfiche) 

Policy. Contract No.: DTRS5682-C-00022. @lItem 982-C-10 1. Bus lines—United States— Management. 2. Motor 
(microfiche) STRN: DOT/OST/P-30/85/006 fuels — Purchasing. I. Cabot Consulting Group. II. United 

1. Trucking — Florida. 2. Trocking— Arizona. 3. Carri- States. Urban Mass Transportation Administration. Office of 
ers— Florida. 4 Carriers— Arizona. I. Beilock, Richard. Planning Assistance. III. Series: Special studies in transporta- 
II. United States. Dept. of Transportation. Program of Universi- tion planning. OCLC 12057523 
ty Research. III. University of Florida. IV. Title. V. Series. : 

OCLC 11889042 85-21930 


85-21927 


85-21929 
TD 1.20/8:85-18 
Transportation energy management : fuel procurement strategies 
and contract options / prepared by Cabot Consulting Group ; 
prepared for Office of Planning Assistance, Urban Mass Trans- 
portation Administration. — Washington, D.C. : The Adminis- 
tration : Distributed by Technology Sharing Program, Office of 


TD 1.20/8:85-19 
TD 1.20/8:85-01 
Michelson, William M., 1940- 


Minkoff, Martin C. 
Park-and-ride alternatives study. — Arlington, Tex. : North 


The impact of changing women’s roles on transportation 
needs and usage / prepared by William Michelson. — Washing- 
ton, D.C. : University Research and Training Program, Urban 
Mass Transportation, U.S. Dept. of Transportation ; [Spring- 
field, Va. : National Technical Information Service, distributor], 
1984. 

xiv, 83, 32 p. : ill, forms ; 28 cm. Final report. July 1, 
1981—August 1983. “Institute of Transportation Studies and 
Program in Social Ecology, University of California, Irvine.” 
“In cooperation with Technology Sharing Program, Office of 
the Secretary of Transportation.” NTIS: PB84-182581. Dis- 
tributed to depository libraries in microfiche. “September 
1983.” Bibliography: p. 78-83. Contract No.: UMTA-CA-11- 
0024. @ltem 982-I-15 (microfiche) STRN: DOT-I-85-01 

1. Women — Ontario — Toronto — Transportation. 2. 
Women — California— Orange County— Transportation. 3. 
Women — Employment — Ontario— Toronto. 4. Women— 
Employment — California — Orange County. I. United States. 
Urban Mass Transportation Administration. University Research 
and Training Program. II. University of California, Irvine. In- 
stitute of Transportation Studies. III. University of California, 
Irvine. Program in Social Ecology. IV. Title. OCLC 
11806360 


85-21928 


TD 1.20/8:85-16 
Lunenfeld, Harold. 

Improving highway information at hazardous locations : 
seven case studies : summary of demonstration project no. 48 / 
prepared by Harold Lunenfeld and Richard D. Powers ; pre- 
pared for Office of Traffic Operations and Office of Highway 
Operations, Federal Highway Administration. — [Washington, 
D.C.] : U.S. Dept. of Transportation : Technology Sharing 
Program, Office of the Secretary of Transportation [distributor], 
1985. 

v, 69 p. : ill. ; 28cm. “Final report.” “Positive guidance”— 
Cover. Distributed to depository libraries in microfiche. 
“March 1985.” Bibliography: p. 69. “DOT-I-85-16.” @lItem 
982-I-15 (microfiche) 

1. Highway communications —Case studies. 2. Roads — 
United States— Safety measures— Case studies. I. Powers, 
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Central Texas Council of Governments, [1984] 

1 v. (various pagings) : ill., forms ; 28 cm.— (Technology 
sharing reprint series) (Special studies in transportation plan- 
ning) (Technical report series ; 38) “Urban Mass Transporta- 
tion Administration’—T.p. verso. “June 1984”—T.p. verso. 
“Programs of the U.S. Department of Transportation”—P. [4] 
of cover. Includes bibliographical references. “DOT-I-85- 
19”—P. [3] of cover. @Item 982-I-15 (microfiche) 

1. Fringe parking — Texas — Dallas Metropolitan Area. 2. 
Automobile parking — Texas — Dallas Metropolitan Area. 3. 
Commuting — Texas — Dallas Metropolitan Area. I. North 
Central Texas Council of Governments. II. United States. 
Urban Mass Transportation Administration. III. Title. IV. 
Series. V. Series. VI. Series: Technical report series (North 
Central Texas Council of Governments) ; 38. OCLC 12155686 


NATIONAL TRANSPORTATION SAFETY 
BOARD 
Washington, DC 20594 


85-21931 


TD 1.112:84/07 


Midair collision, McDonnell Douglas F-4C, Beech D-55 Baron, 


Cherry Point, North Carolina, January 9, 1983. — [Washington, 
D.C.] : National Transportation Safety Board ; [Springfield, Va. 
: National Technical Information Service, distributor], 1984. 

35 p. : ill, 1 map ; 28 cm. Cover title. At head of title: 
Aircraft accident report. “June 19, 1984”—Tech. rept. doc. p. 
NTIS: PB84-910407. @lItem 982-I-9 (microfiche) STRN: 
NTSB/AAR-84/07 

1. Aeronautics— North Carolina— Accidents. 2. Air- 
planes — Collision avoidance. I. United States. National Trans- 
portation Safety Board. OCLC 11262755 


85-21932 


TD 1.112/3:85/02 


United States. National Transportation Safety Board. 


Railroad accident report : rear end collision between Conrail 
trains OIPI-6 and ENPI-6X near Saltsburg, Pennsylvania, Feb- 
ruary 26, 1984. — Washington, D.C. : National Transportation 





Safety Board ; [Springfield, Va. : National Technical Informa- 
tion Service, distributor], 1985. 

ii, 32 p. : ill., forms, ; 28 cm. Railroad accident report. 
February 26, 1984. Cover title. NTIS: PB85-916302. In- 
cludes bibliographical references. Project No.: 4080. STRN: 
NTSB/RAR-85/02 

1. Railroads — Pennsylvania — Saltsburg — Accidents. 2. 
ConRail. I. Title. II. Title: Rear end collision between Con- 
rail trains OIPI-6 and ENPI-6X near Saltsburg, Pennsylvania, 
February 26, 1984. OCLC 12071042 


85-21933 


TD 1.116:85/02 
United States. National Transportation Safety Board. 

Marine accident report : ramming of the Poplar Street Bridge 
by the towboat M/V Erin Marie and its twelve-barge tow, St. 
Louis, Missouri, April 26, 1984 / National Transportation Safety 
Board. — Washington, D.C. : The Board ; [Springfield, Va. : 
National Technical Information Service, distributor, 1985] 

iii, 34 p. ;: ill, maps ; 28 cm. Cover title. Distributed to 
depository libraries in microfiche. Project No.: 3938A. 
@ltem 982-I-21 (microfiche) STRN: NTSB/MAR-85/02 

1. Marine accidents. 2. Bridges — Missouri — Saint Louis — 
Accidents. 3. Shipwrecks — Missouri — Saint Louis. I. Title. 
II. Title: Ramming of the Poplar Street Bridge by the towboat 
M/V Erin Marie and its twelve-barge tow, St. Louis, Missouri, 
April 26, 1984. OCLC 12065969 


85-21934 


TD 1.117:84/03 

Collapse of a suspended span of interstate route 95 highway 
bridge over the Mianus river, Greenwich, Connecticut, June 28, 
1983. —[Washington, D.C.] : National Transportation Safety 
Board ; [Springfield, Va. : National Technical Information Serv- 
ice, distributor], 1984. 

iii, 108 p. : ill., forms ; 28 cm. Cover title. At head of title: 
Highway accident report. Distributed to depository libraries in 
microfiche. “July 19, 1984”’—Tech. rept. doc. p. NTIS: 
PB84-916203. @lItem 982-I-20 (microfiche) STRN: NTSB/ 
HAR-84/03 

1. Bridge failures — Connecticut — Greenwich. 2. Bridges, 
Suspension — Maintenance and repair. I. United States. Na- 
tional Transportation Safety Board. OCLC 11213658 


85-21935 


TD 1.117:84/04 

Trailways Lines, Inc., bus, E.A. Holder, Inc., truck, rear end 
collision and bus run-off-bridge, U.S. Route 59, near Livingston, 
Texas, November 30, 1983. — Washington, D.C. : National 
Transportation Safety Board ; [Springfield, Va. : National Tech- 
nical Information Service, distributor, 1984] 

21 p. : ill. ; 28 cm. Cover title. At head of title: Highway 
accident report. Distributed to depository libraries in micro- 
fiche. “July 12, 1984”"—Tech. rept. doc. p. NTIS: PB84- 
916204. @lItem 982-I-20 (microfiche) S/N PB84-916204 @ 
National Technical Information Service STRN: NTSB/HAR- 
84/04 

1. Traffic accidents — Texas — Livingston. 2. Buses — 
Texas — Livingston — Accidents. 3. Trucks — Texas — Liv- 
ingston — Accidents. I. United States. National Transportation 
Safety Board. OCLC 11266479 


Government Publications — October 1985 


FEDERAL HIGHWAY ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


85-21936 


TD 2.8:En 3/2/app.J-L 


Highway safety engineering studies training course : case studies : 


appendices J-L. — Washington, D.C. : U.S. Dept. of Transpor- 
tation, Federal Highway Administration, 1985- 

1 v. (loose-leaf) : ill., forms ; 28 cm. Cover title. Distribut- 
ed to depository libraries in microfiche. “March 1985.” 
“HHI-22/3-85(1M)EW”—P. [4] of cover. @Item 982-G-19 
(microfiche) 

1. Traffic safety— Study and teaching — United States — 
Case studies. 2. Highway engineering — United States — Case 
studies. I. United States. Federal Highway Administration. 
OCLC 12060081 


85-21937 


TD 2.14/2:D 46/984 


Excellence in highway design / U.S. Department of Transporta- 


tion, Federal Highway Administration. [Washington, D.C.] : 
The Administration, Federal Highway Administration, Wash- 
ington, D.C. 20590 

v. : ill. (some col.) ; 28 cm. 

Biennial 

Began in 1980. 1984. Description based on: 1984; title from 
cover. @lItem 982-G-3 ISSN 0882-4258 Continues: High- 
way and its environment ISSN 0882-424X 

1. Roads — United States — Design — Awards — Periodicals. 
2. Roadside improvement — United States — Awards — Periodi- 
cals. I. United States. Federal Highway Administration. PAR 
85-641216 OCLC 11704877 


85-21938 


TD 2.30:82/007 


Heavy vehicle tests of tubular thrie beam retrofit bridge railings. 


— McLean, Va. : U.S. Dept. of Transportation, Federal High- 
way Administration ; Springfield, Va. : National Technical In- 
formation Service [distributor, 1985] 

iii, 29, [44] p. : ill. ; 28 cm. Final report. Nov. 1977-Aug. 
1980. Cover title. “Southwest Research Institute”-—tech. 
rept. std. t.p. Includes bibliographical references. “March 
1985.” Offices of Research and Development, Federal High- 
way Administration. Grant No.: DOT-FH-11-8130. Project No.: 
FCP no. 31G1-103. @lItem 982-G-11 (microfiche) STRN: 
FHWA/RD-82/007 

1. Bridge railings — Testing. I. United States. Federal High- 
way Administration. II. Southwest Research Institute. OCLC 
11974268 


85-21939 


TD 2.30:84/030 


Chi, Michael. 


Bridge formula application. — McLean, Va. : U.S. Dept. of 
Transportation, Federal Highway Administration, Research, 
Development, and Technology, Turner-Fairbank Highway Re- 
search Center ; Springfield, Va. : National Technical Informa- 
tion Service [distributor], 1984- 

v. : ill. ; 28 cm. Final report. Feb. 1982 - Dec. 1983. Title 
of Vol. 2: Procedure manual for bridge formula application. 
Cover title. “Chi Associates, Inc.”—Tech. rept. doc. p. Dis- 
tributed to depository libraries in microfiche. “November 
1984.” “HRD-10/12-84(410)EW”—Vol. 2, p. [4] of cover. 
Federal Highway Administration, Office of Engineering and 
Highway, Operations Research and Development. Contract 
No.: DTFH61-82-C-00009. Project No.: FCP 35L3-072. 
@ltem 982-G-11 (microfiche) STRN: FHWA/RD-84/030 
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Safety Office — Transportation Dept. 


1. Motor vehicle scales. 2. Weighing-machines. I. Turner- 
Fairbank Highway Research Center. II. Chi Associates. III. 
Title. IV. Title: Procedure manual for bridge formula applica- 
tion. OCLC 11852954 


85-21940 


U.S. Dept. of Transportation, Federal Aviation Administration : 
For sale by the Supt. of Docs., U.S. G.P.O., 1985- 

1 v. (loose-leaf) ; 28 cm. @lItem 431-C-13 S/N 950-028- 
00000-9 @ GPO $24.00 (U.S., includes basic manual and trans- 
mittals for an indefinite period) $30.00 (foreign) 

1. Aeronautics— Law and legislation — United States. 2. 
Blais, Ernest J. Airport noise — Law and legislation — United States. I. Title. 

Value engineering study of crack and joint sealing. — Il. Title: Airport noise compatibility planning. OCLC 

McLean, Va. : U.S. Dept. of Transportation, Federal Highway 12070450 

Administration ; Springfield, Va. : National Technical Informa- 

tion Service, [distributor, [1984] 85-21944 

iii, 40 p. : ill. ; 28 cm. Final report. Cover title. Distribut- 

ed to depository libraries in microfiche. “December 1984.” 

Bibliography: p. 36. “HRD-10/2-85(3M)EW”—P. [4] of cover. 

Federal Highway A Office of Implementation. 


TD 2.30/4:84-221 


TD 4.8/2:7210.47 
United States. Federal Aviation Administration. 
Traffic management system. —[Washington, D.C.?] 


dministration, 
@ltem 982-G-19 (microfiche) STRN: FHWA/TS-84-221 
1. Pavements, Concrete — Joints. 2. Pavements, Concrete — 
Maintenance and repair. 3. Pavements, Asphalt concrete — 
Cracking. 4. Sealing compounds. 5. Value analysis (Cost 
control) I. United States. Federal Highway Administration. 
Il. Title. OCLC 11951716 


85-21941 
TD 2.40:51-3 
Bridge deck repair and maintenance, San Diego, California. — 
Washington, D.C. : U.S. Dept. of Transportation, Federal 
Highway Administration, 1985. 


i, 15, [13] leaves : ill. ; 28 cm. — project ; no. 


(Demonstration 
51) Cover title. Distributed to depository libraries in micro- 
fiche. “Interim report.” “Demonstration Projects Program.” 
“FHWA-DP-51-3.” @Item 982.G-25 (micro- 


“May 1985.” 
fiche) 

1. Bridges — California — Floors — Maintenance and repair. 
I. United States. Federal Highway Administration. II. Series: 
Demonstration project (United States. Federal Highway Admin- 
istration) ; no. 51. OCLC 12166468 


SAFETY OFFICE 
Transportation Dept. 
Washington, DC 20590 


U.S.Dept. of Transportaton, Federal Aviation Administration, 
1985. 

1 v. (various pagings) : ill. ; 
Cover title. @lItem 431-C-4 

1. Air traffic control — United States. 2. Airports — United 
States — Management. I. Title. II. Series: United States. Fed- 
eral Aviation Administration. Order ; 7210.47. OCLC 
12156398 


28 cm.— ({Order] ; 7210.47) 


85-21945 


TD 4.8/5:90-42 D 


United States. Federal Aviation Administration. 


Traffic advisory practices at airports without operating con- 
trol towers. — Washington, D.C. : U.S. Dept. of Transporta- 
tion, Federal Aviation Administration, 1985- 

1 v. (loose-leaf) ; 28 cm. — (Advisory circular ; AC 90-42 D) 
Caption title. “4/15/85.” Cancels Advisory circular AC 90- 
42C, dated November 19, 1982. @lItem 431-A-27 

1. Airports — United States — Traffic control. 2. Air traffic 
control. I. Title. II. Series: United States. Federal Aviation 
Administration. Advisory circular ; AC 90-42 D. OCLC 
12178532 


85-21946 


85-21942 TD 4.8/5:90-43 F 


TD 3.103:152 United States. Federal Aviation Administration. 


Accident/incident bulletin. Washington, D.C. : U. S. Dept. of 


Transportation, Federal Railroad Administration, Office of 
Safety, Federal Railroad Administratin, Office of Safety, 400 
Seventh St., S.W., Washington, D.C., 20590 

v. : ill. ; 26-29 cm. 

Annual 

Began with no. 144, 1975. Title from cover. No. 152, cal- 
endar year 1983. Description based on: No. 149 (calendar year 
1980) @Item 681 ISSN 0163-4674 Continues: Accident bul- 
letin ISSN 0092-1645 

1. Railroads — United States — Accidents — Statistics — Peri- 
odicals. 2. Industrial safety— United States — Statistics — 
Periodicals. 3. Industrial hygiene— United States — Statis- 
tics — Periodicals. I. United States. Federal Railroad Adminis- 
tration. Office of Safety. HE1780.A2 78-648199 //r82 312/ 
44/0973 OCLC 04124987 


FEDERAL AVIATION ADMINISTRATION 
Transportation Dept. 
Washington, DC 20591 
85-21943 
TD 4.6:150/2 
United States. Federal Aviation Administration. 
Federal Aviation regulations. Part 150, Airport noise compat- 
ibility planning. — Rev. Jan. 18, 1985.— Washington, D.C. : 
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Operations reservations for high density traffic airports 
(HDTA’s). — Washington, D.C. : U.S. Dept. of Transportation, 
Federal Aviation Administration, 1985- 

1 v. (loose-leaf) ; 28 cm.— (Advisory circular ; AC no. 90- 
43F) Caption title. “April 22, 1985.” Cancels advisory cir- 
cular 90-43E, dated September 28, 1982. @lItem 431-A-27 

1. Airports — United States — Traffic control. I. Title. II. 
Series: United States. Federal Aviation Administration. Adviso- 
ry circular ; AC 90-43 F. OCLC 12136590 


85-21947 


TD 4.8/5:150/5200-12 A 


United States. Federal Aviation Administration. 


Fire department responsibility in protecting evidence at the 
scene of an aircraft accident. — Washington, D.C. : U.S. Dept. 
of Transportation, Federal Aviation Administration, [1985]- 

1 v. (loose-leaf) : ill. ; 28 cm. — (Advisory circular ; AC no. 
150/5200-12A) Caption title. “4/8/85.” Cancels AC 150/ 
5200-12, dated August 7, 1969. @lItem 431-A-27 

1. Airplanes — Fires and fire prevention. I. Title. II. Series: 
United States. Federal Aviation Administration. Advisory circu- 
lar ; AC 150/5200-12 A. OCLC 12136575 





85-21948 


TD 4.32/21:5 A 

Airline transport pilot : airplane—FAR part 121, aircraft dispatch- 
er, flight navigator : question book. — Washington, D.C. : U.S. 
Dept. of Transportation, Federal Aviation Administration, 


Aviation Standards National Field Office : For sale by the Supt, 


of Docs., U.S. G.P.O., 1985. 

1 v. (various pagings) : ill., maps ; 28 cm. Distributed to 
depository libraries in microfiche. “FAA-T-8080-5A”— 
Cover.” “AVN-130 09/88.”—Cover. “Expires September 1, 
1988”—Cover. @lItem 431-A-48 S/N 050-007-00694-2 @ 
GPO $12.00 

1. Airplanes — Piloting — Examinations, questions, etc. 2. 
Aeronautics — United States — Examinations, questions, etc. I. 
United States. Aviation Standards National Field Office. 
OCLC 12070499 


85-21949 


TD 4.52:985 


United States. Federal Aviation Administration. 


FAA directory / U.S. Department of Transportation, Federal 
Aviation Administration. [Washington, D.C.] : The Administra- 
tion : [Supt. of Docs., U.S. G.P.O., distributor, Supt. of Docs., 
U.S. Govt. Print. Off., Washington, D.C. 20402 

v. : maps ; 27 cm. 

Semiannual May 1984- 

Irre 

$7.75 Running title: Federal Aviation Administration direc- 
tory (June 1978)-19 Title from cover. May 1985. Descrip- 
tion based on: May 1979. @lItem 431-A-37 S/N 050-007- 
00699-3 ISSN 0192-057X 

1. United States. Federal Aviation Administration I. United 
States. Federal Aviation Administration. Federal Aviation Ad- 
ministration directory. II. Title. HE9803.A1F43f 79-642912 
//81 —353.008/77/025 OCLC 04554535 


85-21950 


TD 4.57:84-3 


FAA Forecast Conference. 


Annual FAA Forecast Conference proceedings / U.S. De- 
partment of Transportation. Washington, D.C. : U.S. Dept. of 
Transportation, Federal Aviation Administration, Office of 
Aviation Policy, U.S. Dept. of Transportation, Federal Avia- 
tion Administration, Office of Aviation Policy and Plans, Wash- 
ington, D.C. 20591 

v. : ill. ; 28 cm. 

Annual 

Began with Ist, 1975. Vol. for 6th conference classed: TD 
4.55:980; 8th- classed: TD 4.57: “FAA-APO-84-3”—Cover. 
9th, Feb. 1984. Description based on: 6th (Oct. 1980); title 
from cover. Vols. for (1984-) distributed to depository librar- 
ies in microfiche. @lItem 431-C-27 (microfiche) ISSN 0277- 
7258 

1. Aeronautics, Commercial — United States — Congresses. 
2. Aeronautics — United States — Congresses. I. United States. 
Office of Aviation Policy. 11. United States. Office of Aviation 
Policy and Plans. III. Title. HE9803.A35F3a 81-642673 
387.7/0973 OCLC 06541414 


85-21951 


TD 4.57:85-2 
United States. Office of Aviation Policy and Plans. 

FAA aviation forecasts. Washington, D.C. : U.S. Dept. of 
Transportation, Federal Aviation Administration : For sale by 
the Supt. of Docs., U.S. G.P.O. ; [Springfield, Va. : Available to 
the public through the National Technical Information Service, 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 

v. : ill. ; 28 cm. 

Annual 

$4.50 


Government Publications — October 1985 


Began with fiscal years 1982-1993. “FAA-APO-85-2”— 
/ Cover. Description based on: Fiscal years 1983-1994; title from 
cover. Report covers fiscal years 1985-1996. Vols. for 1983/ 
1994- distributed to depository libraries in microfiche. @Item 
431-C-27 (microfiche) S/N  050-007-00692-6 Continues: 
United States. Office of Aviation Policy. FAA aviation forecasts 
ISSN 0276-9212 
1. Aeronautics, Commercial — United States — Periodicals. 
2. Aeronautics — United States — Periodicals. I. Title. PAR 
83-644792 OCLC 09747825 


AIR TRAFFIC SERVICE 
Transportation Dept. 
Washington, DC 20590 


85-21952 
TD 4.317:8/984 

Controller chart supplement. Section 8, Preferred IFR routes, low 
and high altitude. [Washington, D.C.?] : Dept. of Transporta- 
tion, Federal Aviation Administration, Air Traffic Service, 
U.S. Dept. of Transportation, Federal Aviation Administration, 
Air Traffic Service, 800 Independence Ave., S.W., Washington, 
D.C. 20591 

v. ; 28 cm. 

Semiannual Title from cover. Mar. 15, 1984. Description 
based on: Mar. 15, 1984. 

1. Aeronautical charts— United States — Tables — Periodi- 
cals. 2. Navigation (Aeronautics) — Tables — Periodicals. 3. 
Airways — United States — Tables — Periodicals. I. United 
States. Air Traffic Service. II. United States. National Ocean 
Service. OCLC 12178275 


COAST GUARD 
Transportation Dept. 
Washington, DC 20590 


85-21953 
TD 5.4/3:61 
Don’t build a boat without them. — Washington, D.C. : U.S. 
Dept. of Transportation, U.S. Coast Guard, 1985. 
25 p. : ill. ; 28 cm. — (Boating safety circular ; 61) Caption 
title. “March 1985.” Bibliography: p. 12-13. @lItem 941-B 
1. Boatbuilding. 2. Boats and boating — United States — 
Safety measures. I. United States. Coast Guard. II. Series. 
OCLC 12089226 


85-21954 
TD 5.6:C 63/985 
United States. Coast Guard. 
United States Coast Guard regulations, 1985. — [W 
D.C.] : U.S. Dept. of Transportation, U.S. Coast Guard, [1985- ] 


1 v. (loose-leaf) ; 28 cm.— (COMDTINST ; M 5000.3 A) 
Cover title. Includes index. @lItem 943 

1. United States. Coast Guard I. Title. II. Series. OCLC 
12056913 


85-21955 
TD 5.8:Ac 8/press kit/985 
Press kit : 1985 National Safe Boating Week campaign. — [Wash- 
ington, D.C.? : U.S. Coast Guard, 1985- ] 
1 v. (loose-leaf) : forms ; 28 cm. Caption title. @lItem 934- 
A 
1. National Safe Boating Week. 2. Boats and boating — 
United States— Safety measures. I. United States. Coast 
Guard. OCLC 12070890 
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National Highway Traffic Safety Administration — Transportation Dept. 


85-21956 
TD 5.8:B 63/16 
Boating safety manual. — State ed. —[Washington, DC] : U.S 
Dept. of Transportation, U.S. Coast Guard, 1984. 
1 v. (various pagings) : ill., forms ; 28 cm.— (COMDTINST 
; M 16750.5 A) Cover title. @lItem 934-A 
1. Boats and boating — Safety measures — Handbooks, manu- 
als, etc. I. United States. Coast Guard. II. Series. OCLC 
11562028 


85-21957 
TD 5.9:v.2/985 
Light list / Department of Transportation, United States Coast 
Guard. W : The Coast Guard : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C., 20402 
v. : ill. (some col.) ; 26-28 cm. 
Annual 
$18.00 Contents: v. 2. Atlantic and Gulf coasts, Little River, 
South Carolina to Rio Grande, Texas and the Antilles. “CG- 
160.” 1985, v. 2. Description based on: 1981, v. 2. Issued in 
parts. Vols. for 1983 distributed to depository libraries in 
microfiche. Kept up to date by Notice to mariners, and by 
Local notice to mariners. @lItem 936 S/N 050-012-00208-8 
ISSN 0565-1557 
1. Aids to navigation — Lists — Periodicals. 2. Aids to navi- 
gation — United States — Periodicals. 3. Notices to mariners — 
United States — Periodicals. I. United States. Coast Guard. 
sn-82003992 OCLC 02923471 


85-21958 
TD 5.9:v.4/985 
Light list / Department of Transportation, United States Coast 
Guard. Washington : The Coast Guard : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C., 20402 
v. : ill. (some col.) ; 26-28 cm. 
Annual 
$9.50 “CG-159.” Contents: v. 4. Great Lakes, United 
States and Canada. 1985 ed., v. 4. Description based on: 
1981, v. 2. Issued in parts. Vols. for 1983 distributed to de- 
pository libraries in microfiche. Kept up to date by Notice to 
mariners, and by Local notice to mariners. @lItem 937 S/N 
050-012-00210-0 ISSN 0565-1557 
1. Aids to navigation — Lists — Periodicals. 2. Aids to navi- 
gation — United States — Periodicals. 3. Notices to mariners — 
United States — Periodicals. I. United States. Coast Guard. 
sn-82003992 OCLC 02923471 


NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 
Transportation Dept. 


85-21960 


TD 8.2:F 92/2 


Frontal occupant sled simulation correlation : 1980 Ford Mustang 


sled buck. — [Washington, DC] : U.S. Dept. of Transportation, 
National Highway Traffic Safety Administration ; Springfield, 
Va. : National Technical Information Service {distributor], 1985. 


1 v. (various pagings) : ill., forms ; 28 cm. Test report. 
November 1984. Cover title. “Vehicle Research and Test 
Center”—P. 1. “February 1985.” Contract No.: DTNH22-82- 
A-08401. @ltem 982-D-1 STRN: DOT HS-806 727 

1. Automobiles — United States — Crashworthiness — Test- 
ing. 2. Automobiles — United States— Design and construc- 
tion — Testing. 3. Mustang automobile. I. United States. Na- 
tional Highway Traffic Safety Administration. II. Vehicle Re- 
search and Test Center (U.S.) OCLC 12178719 


85-21961 


TD 8.2:F 92/3 


Beebe, M. (Michael), 1957- 


Frontal occupant sled simulation correlation : vehicle to fixed 
load cell barrier : 1980 Ford Mustang into a fixed load cell 
barrier at 29.9 mph. — [Washington, DC] : U.S. Dept. of Trans- 
— National Highway Traffic Safety Administration ; 

Va. : National Technical Information Service [dis- 
ear 1985. 

1 v. (various pagings) : ill, forms ; 28 cm. Test report. 
August 1984 - January 1985. Cover title. “Vehicle Research 
and Test Center”—Tech. rept. doc. p. “January 1985.” Con- 
tract No.: DTNH22-82-A-08401. @lItem 982-D-1 STRN: DOT 
HS 806 726 

1. Automobiles — United States — Crashworthiness — Test- 
ing. 2. Automobiles — United States — Design and construc- 
tion — Testing. 3. Mustang automobile. I. United States. Na- 
tional Highway Traffic Safety Administration. II. Vehicle Re- 
search and Test Center (U.S.) III. Title. OCLC 12182877 


85-21962 


TD 8.2:F 92/4 


Frontal crash responses : car-to-car impact test of 2 1983 Renault 


Fuegos with a closing velocity of 60.1 mph. — [Washington, 
DC] : U.S. Dept. of Transportation, National Highway Traffic 
Safety Administration ; Springfield, Va. : National Technical 
Information Service [distributor], 1985. 

1 v. (various pagings) : ill., forms ; 28 cm. Test report. 
November 1984. Cover title. “Vehicle Research and Test 
Center”—Tech. rept. doc. p. “February 1985.” Contract No.: 
DTNH22-82-A-08401. @Item 982-D-1 STRN: DOT HS 806 
725 

1. Automobiles— United States — Crashworthiness — Test- 
ing. 2. Automobiles — United States — Design and construc- 
tion — Testing. 3. Renault automobile. I. United States. Na- 
tional Highway Traffic Safety Administration. II. Vehicle Re- 
search and Test Center (U.S.) OCLC 12178041 


Washington, DC 20590 85-21963 


TD 8.2:F 92/10 
Frontal crash responses, car-to-FRB impact test of a 1984 Pontiac 
Fiero to a fixed load measuring barrier at 29.7 mph. — [Wash- 


85-21959 
TD 8.2:Al 1/28/984 
Alcohol and highway safety 1984 : a review of the state of the 


knowledge. — [Washington, D.C.?] : U.S. Dept. of Transporta- 
tion, National Highway Traffic Safety Administration, 1985. 

ix, 114 p.: ill. ; 28 cm. “February 1985”—P. [4] of cover. 
Bibliography: p. 99-114. “DOT-HS-806-569”—P. [4] of cover. 
@ltem 982-D-1 

1. Drinking and traffic accidents —- United States. 2. Drunk 
driving — United States. 3. Traffic safety — United States. I. 
United States. National Highway Traffic Safety Administration. 
OCLC 11872266 
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ington, DC] : U.S. Dept. of Transportation, National Highway 
Traffic Safety Administration ; Springfield, Va. : National Tech- 
nical Information Service [distributor], 1985. 

1 v. (various pagings) : ill., forms ; 28 cm. Test report. 
October 1984. Cover title. “Vehicle Research and Test 
Center”—P. i. “December 1984.” Contract No.: DTNH22- 
82-A-08401. @Item 982-D-1 STRN: DOT HS 806 734 

1. Automobiles — United States — Crashworthiness — Test- 
ing. 2. Automobiles — United States — Design and construc- 
tion— Testing. 3. Fiero automobile. I. United States. Nation- 





al Highway Traffic Safety Administration. II. Vehicle Re- 
search and Test Center (U.S.) OCLC 12185899 


85-21964 


Olson, P. L. 

Improved motorcycle and moped headlamps / P.L. Olson, 
and R.A. Abrams. — [Washington, D.C.] : U.S. Dept. of Trans- 
portation, National Highway Traffic Safety Administration ; 
Springfield, Va. : National Technical Information Service [dis- 
tributor], 1985. 

147 p. in various pagings : ill., forms ; 28 cm. Final. 6-30-80, 
4-30-82. Cover title. “Highway Safety Research Institute.” 
“May 1982.” Bibliography: p. 127-128. Contract No.: 
DTNH22-80-C-07031. @lItem 982-D-1 STRN: DOT HS 806 
376 

1. Motorcycles — Lighting. 2. Mopeds— Lighting. I. 
Abrams, R. II. United States. National Highway Traffic Safety 
Administration. III. University of Michigan. Highway Safety 
Research Institute. IV. Title. OCLC 11934203 


85-21965 


TD 8.2:H 34/8 


TD 8.2:R 31/17/v.1 
NHTSA heavy duty vehicle brake research program : report no. 
1—stopping capability of air braked vehicles. — [Washington, 
D.C.] : National Highway Traffic Safety Administration ; 
Springfield, Va. : National Technical Information Service [dis- 
tributor], 1985- 

v. : ill. ; 28 cm. Interim report. 1/79 — 9/84. Cover title. 
“April 1985.” Bibliography: p. 236. Contents: v. 1. Technical 
report. @lItem 982-D-1 STRN: DOT HS 806 738 

1. Trucks — Brakes — Testing. 2. Air-brakes— Testing. I. 
United States. National Highway Traffic Safety Administration. 
II. Title: Stopping capability of air braked vehicles. OCLC 
12170300 


85-21966 
TD 8.2:Si 1/4 
Countermeasures for side impact / M. Shaw ... [et al.]. — Wash- 
ington, D.C. : U.S. Dept. of Transportation, National Highway 
Traffic Safety Administration ; Springfield, Va. : National Tech- 
nical Information Service, [distributor], 1985. 

xvi, 192 p : ill., forms ; 28 cm. Final report. June 1979 - 
August 1982. Cover title. “Dynamic Science, Inc.” Bibliog- 
raphy: p. 192. Contract No.: DOT-HS-9-02177 @lItem 982- 
D-1 STRN: DOT-HS-806 319 

1. Crash injuries — Research — United States. 2. Automo- 
biles — United States — Crashworthiness. I. Shaw, M. (Morrie) 
II. United States. National Highway Traffic Safety Administra- 
tion. III. Dynamic Science, Inc. OCLC 12099399 


85-21967 
TD 8.8:D 84/4 
Guide for detecting drunk drivers at night. — 2nd ed. — [Wash- 
ington, D.C.?] : U.S. Dept. of Transportation, National High- 
way Traffic Safety Administration, [1982] (1985 printing) 
11 p. : ill. ; 23x 11cm. Cover title. “January 1982”—P. [4] 
of cover. “DOT HS 805 711”—P. [4] of cover. @lItem 982- 
D-3 
1. Drunk driving. I. United States. National Highway Traf- 
fic Safety Administration. OCLC 11036605 


85-21968 
TD 8.8:Sa 1/12 
The Profit in safety belts : guidelines for conducting an employer’s 
= —[Washington, D.C.? : Dept. of Transportation, 
1985 
39 p. : forms ; 22 cm. “May 1985”—P. [4] of cover. Bibli- 
ography: p. 23-24. “DOT HS 806 713”—P. [4] of cover. 
@ltem 982-D-3 
1. Automobiles — United States—Seat belts. I. United 
States. Dept. of Transportation. OCLC 12186128 
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RESEARCH AND SPECIAL PROGRAMS 
ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


85-21969 
TD 10.8:G 21/985 
Guidance manual for operators of small gas systems. — Rev. 
1985. — Washington, D.C. : U.S. Dept. of Transportation, Re- 
search and Special Programs Administration, 1985. 
227 p. : ill., forms, 1 map ; 28 cm. Cover title. Includes 
bibliographical references. @lItem 982-K-3 
1. Gas, Natural — United States — Pipe lines — Safety meas- 
ures — Handbooks, manuals, etc. I. United States. Dept. of 
Transportation. Research and Special Programs Administration. 
OCLC 12090012 


85-21970 
TD 10.11:50-82-4 

FY ... DOT awards to academic institutions / prepared by Office 
of University Research. [Washington, D.C.] : U.S. Dept. of 
Transportation, Research and Special Programs Administration ; 
[Springfield, Va. : Available through the National Technical 
Information Service, National Technical Information Service, 
Springfield, Va. 22161 

v. ; 28 cm. 

Annual “DOT/RSPA/DMA-50-82-4”—Cover. Previously 
classed: TD 1.20/7: 1981. Description based on: 1980; title 
from cover. Report year ends Sept. 30. Vols. for 1980- dis- 
tributed to depository libraries in microfiche. @lItem 982-K-5 
(microfiche) ISSN 0731-6852 Continues: Awards to academic 
institutions by the Department of Transportation ISSN 0099- 
2267 (DLC) 75646585 

1. Transportation — Research grants — United States — Peri- 
odicals. I. United States. Dept. of Transportation. Office of 
University Research. II. United States. Dept. of Transporta- 
tion. Research and Special Programs Administration. 
HE192.5.U49a 82-641273 380.5/072073 OCLC 08209132 


MARITIME ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


85-21971 
TD 11.12:983 
A Statistical analysis of the world’s merchant fleets. Washington, 
D.C. : U.S. Dept. of Commerce, Maritime Administration, 
U.S. Maritime Administration, Washington, DC 20590 
v. ; 26-32 cm. 
Annual, 1974- 
Biennial, 1956-73 
1956- Vols. for 1956-1958 classed in C 39.202:M 53/3 ; 1960- 
1979 classed in : C 39.224: ; 1980- classed in: TD 11.12: Jan. 1, 
1983. @lItem 237-A ISSN 0081-4768 
1. Merchant marine — Statistics —- Periodicals. 2. Merchant 
ships — Statistics — Yearbooks. I. United States. Maritime Ad- 
ministration. II. United States. Maritime Administration. Office 
of Trade Studies and Subsidy Contracts. Key Title: A statisti- 
cal analysis of the world’s merchant fleets showing age, size, 
speed, and draft by frequency groupings HE731.U64 58- 
060323 //r83 387.2/4 ¢2 19 OCLC 02569275 
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TD 11.13:980-81 
United States oceanborne foreign trade routes. Washington, D.C. : 

U.S. Dept. of Commerce, Maritime Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Maritime Administration, 
Washington, D.C., 20590 

v. : maps ; 22 x 28 cm. 

Annual 

Began with 1975/76. G.P.O. sales statement incorrect in 
publication. Previously classed: C 39.240: 1980-1981. De- 
scription based on: 1978. @lItem 333-H ISSN 0161-8830 
Continues: Essential United States foreign trade routes 

1. Merchant marine — United States — Statistics — Periodi- 
cals. 2. Shipping— United States — Statistics — Periodicals. 
3. United States — Commerce — Statistics — Periodicals. I. 
United States. Maritime Administration. HE745.U48b 78- 
643733 //r81  387.5/1 OCLC 04043773 


VETERANS ADMINISTRATION 
Washington, DC 20420 


85-21973 
VA 1.2:D 63/4 
Amesquita, Marshall D. 

Study of temporary 100 percent ratings for service-connected 
disabilities requiring inpatient treatment / by Marshall D. Ames- 
quita, Joseph W. Bauernfeind. — Washington, DC : Veterans 
Administration, Management and Organization Service, Office 
of Program Planning and Evaluation, 1985. 

ix, 162 p. : ill. ; 28 cm. “Temporary 100% ratings for serv- 
ice-connected disabilities requiring inpatient treatment: a report 
to Congress”—Cover. “Temporary 100% ratings—a report to 

—Spine title. “March 1985.” Bibliography: p. 99. 
“073-83-05”"—Cover. @ltem 985 

1. Veterans, Disabled — Medical care— United States. I. 
Bauernfeind, Joseph W. II. United States. Veterans Adminis- 
tration. Office of Program planning and Evaluation. Manage- 
ment and Organization Service. III. Title. IV. Title: Tempo- 
rary 100% ratings for service-connected disabilities requiring 
inpatient treatment: a report to Congress. V. Title: Temporary 
100% ratings: a report to Congress. OCLC 12130176 


85-21974 
VA 1.2:P 81/2 
Dienstfrey, Stephen J. 

State profiles of the veteran population : statistical portraits 
from the 1980 Census / Stephen J. Dienstfrey. — Washington, 
D.C. : Veterans Administration, Office of Information Manage- 
ment and Statistics, Statistical Policy and Research Service, 
Research Division, 1985. 

vi, 724 p. ; 28cm. “IM&SM 70-84-9”—Cover. “December 
1984”—Cover. @Item 985 

1. Veterans — United States — Statistics. 2. United States — 
Census, 20th, 1980. I. United States. Veterans Administration. 
Office of Information Management and Statistics. Research Di- 
vision. II. Title. OCLC 11790610 


85-21975 
VA 1.10:B 64/no.2 
A Guide to bone marrow transplant, 2. — Seattle, Wash. : Veter- 
ans Administration, Bone Marrow Transplant Unit, 1984. 
33 p. : ill. ; 28 cm. Cover title. “November, 1984”—P. [4] 
of cover. @Item 987 
1. Transplantation of organs, tissues, etc. 2. Marrow — 
Transplantation. 3. Veterans Administration Medical Center 
(Seattle, Wash.) I. United States. Veterans Administration. 
Bone Marrow Transplant Unit. OCLC 12095386 
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85-21976 
VA 1.20/4:3/2 
United States. Veterans Administration. Office of Procurement 
and Supply. , 
Federal supply catalog, introduction / Veterans Administra- 
tion. — Washington, DC : Veterans Administration, Office. of 
Procurement and Supply, 1985- 
1 v. (loose-leaf) : forms, 1 map ; 28 cm.— (VA catalog ; no. 
3) Cover title. “April 1985.” “Supersedes the introduction 
dated July 1983 and all changes thereto”—P. ii. @lItem 983-A- 
1 


1. United States. Veterans Administration I. Title. II. 
Series: United States. Veterans Administration. VA catalog ; no. 
3. OCLC 12059883 


85-21977 
VA 1.22:10-19/supp.3 
United States. Veterans Administration. 
Dental auxiliaries in the VA. — [Washington, D.C.?] : Veter- 
ans Administration, [1985] 
[1] leaf ; 28 cm.— (IB ; 10-19) Caption title. “January 
1985”—Leaf [1] “Supplement no. 3”—Leaf [1] @lItem 986-A 
1. Dental auxiliary personnel — United States. 2. United 
States. Veterans Administration I. Title. II. Series: Informa- 
tion bulletin (United States. Veterans Administration) ; IB 10-19. 
OCLC 12093676 


85-21978 
VA 1.22;90-4/3 
Could you use a multibillion dollar customer? : VA invites you to 
submit your product or service. — Washington, DC : Veterans 
Administration, Office of Procurement and Supply, [1985] 
7 p. ; 21 cm.— (Information bulletin ; 90-4) Cover title. 
“April 1985”—P. [4] of cover. @Item 986-A 
1. United States. Veterans Administration. 2. Government 
purchasing — United States. 3. Public contracts — United 
States. I. United States. Veterans Administration. Office of 
Procurement and Supply. II. Series: Information bulletin 
(United States. Veterans Administration) ; IB 90-4. OCLC 
12066983 


85-21979 
VA 1.63:985-86/bull. 

Veterans Administration Health Professional Scholarship Program 
: applicant information bulletin : 1985-86 school year, full time 
nursing students, baccalaureate and specified master’s degree 
programs. — Washington, DC : Veterans Administration, Dept. 
of Medicine and Surgery, Office of Academic Affairs. [1985] 

iii, 45 p. : forms ; 28 cm 1 application package for full-time 
nursing students. Title on cover: VA Health Professional 
Scholarship Program. “Veterans Administration, Health Pro- 
fessional Scholarhsip Program.” “January 1985.” @Item 985 

1. Nursing — Scholarships, fellowships, etc. — United States. 
I. United States. Veterans Administration. Office of Academic 
Affairs. II. United States. Veterans Administration. Health 
Professional Scholarship Program. III. Title: VA health pro- 
fessional scholarship program. OCLC 12074356 


85-21980 
VA 1.76:274 
Instructional program notes : dental assistant utilization : rubber 
base impression technique. — Washington, D.C. : Veterans Ad- 
ministration, [Dental Education Center, 1984- ] 
1 v. (loose-leaf) : 1 form ; 28 cm. Caption title. “Printed 
December 1984”—P. 4. Bibliography: p. 4. “274.” 
1. Dental assistants — United States. 2. Dental impressions. 
3. Dentistry — Technique. I. Veterans Administration Dental 
Education Center (U.S.) II. Title: Dental assistant utilization: 
rubber base impression technique. OCLC 12099721 





85-21981 
VA 1.76:275 
Instructional program notes : dental assistant utilization : amalgam 
procedure. — Washington, D.C. : Veterans Administration, 
[Dental Education Center, 1984- } 
1 v. (loose-leaf) : 1 form ; 28 cm. Caption title. 
December 1984”—P. 4. Bibliography: p. 4. “275.” 
1, Dental assistants — United States. 2. Dental amalgams. 
3. Dentistry — Technique. I. Veterans Administration Dental 
Education Center (U.S.) II. Title: Dental assistant utilization : 
amalgam procedure. OCLC 12100293 


85-21982 


“Printed 


VA 1.76:276 
Instructional program notes : dental assistant utilization : endodon- 
tics—the initial visit. — Washington, D.C. : Veterans Adminis- 
tration, [Dental Education Center, 1984- ] 
1 v. (loose-leaf) : 1 form ; 28 cm. Caption title. 
December, 1984”—P. 4. Bibliography: p. 4. “276.” 
1. Dental assistants — United States. 2. Endodontics. 3. 
Dentistry — Technique. I. Veterans Administration Dental 
Education Center (U.S.) II. Title: Dental assistant utilization: 
endodontics—the initial visit. OCLC 12100354 


85-21983 


“Printed 


VA 1.76:277 
Instructional program notes : dental assistant utilization : endodon- 
tics—filling the root canal. — Washington, D.C. : Veterans 
Administration, [Dental Education Center, 1984- ] 
1 v. (loose-leaf) : ill., 1 form ; 28 cm. Caption title. 
ed December 1984”—P. 4. Bibliography: p. 4. “277.” 
1. Dental assistants — United States. 2. Endodontics. 3. 
Root canal therapy. 4. Dentistry— Technique. I. Veterans 
Administration Dental Education Center (U.S.) II. Title: 
Dental assistant utilization: endodontics—filling the root canal. 
OCLC 12100469 


85-21984 


“Print- 


VA 1.76:301 
Instructional program notes : complete arch casts with removable 
dies. — Washington, D.C. : Veterans Administration, [Dental 
Education Center, 1984- ] 
1 v. (loose-leaf) : 2 forms ; 28 cm. Caption title. 
December 1984”—P. 4. Bibliography: p. 4. “301.” 
1. Dental casting. 2. Bridges (Dentistry) 3. Dentistry — 
Technique. I. Veterans Administration Dental Education 
Center (U.S.) II. Title: Complete arch casts with removable 
dies. OCLC 12100386 


85-21985 


“Printed 


VA 1.76:336 
Instructional program notes : clinical examination of the oral and 
perioral soft tissues. — Washington, D.C. : Veterans Adminis- 
tration, [Dental Education Center, 1984- ] 
1 v. (loose-leaf) : 2 forms ; 28 cm. Caption title. 
December 1984”—P. 4. Bibliography: p. 3. “336.” 
1. Mouth — Examination. 2. Mouth — Diseases — Diagnosis. 
3. Dentistry — Technique. I. Veterans Administration Dental 
Education Center (U.S.) II. Title: Clinical examination of the 
oral and perioral soft tissues. OCLC 12100372 


85-21986 


“Printed 


VA 1.76:351 
Instructional program notes : panelipse patient positioning. — 
Washington, D.C. : Veterans Administration, [Dental Educa- 
tion Center, 1984- ] 
1 v. (loose-leaf) : ill., 1 form ; 28 cm. Caption title. 
ed December 1984”—P. 4. Bibliography: p. 4. “351.” 
1. Teeth — Radiography. 2. Dental instruments and appara- 
tus — United States. 3. Dentistry— Technique. I. Veterans 
Administration Dental Education Center (U.S.) II. Title: Pane- 
lipse patient positioning. OCLC 12100446 


“Print- 
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85-21987 
VA 1.76:362 
Instructional program notes : impressioning for proper placement 
of the lingual bar major connector. — Washington, D.C. : Vet- 
erans Administration, [Dental Education Center, 1984- ] 
1 v. (loose-leaf) : ill., 2 forms ; 28 cm. Caption title. 
ed December 1984”—P. 4. Bibliography: p.4. “362.” 
1. Dental impressions. 2. Partial dentures. 3. Prosthodon- 
tics. 4. Dentistry— Technique. I. Veterans Administration 
Dental Education Center (U.S.) II. Title: Impressioning for 
proper placement of the lingual bar major connector. OCLC 
12100433 


85-21988 


“Print- 


VA 1.76:368 
Instructional program notes : denture base esthetics color tinting. 
— Washington, D.C. : Veterans Administration, [Dental Educa- 
tion Center, 1984- ] 
1 v. (loose-leaf) : 1 form ; 28 cm. Caption title. 
December 1984”—P. 4. Bibliography: p. 4. “368.” 
1. Dentures — Materials. 2. Color in dentistry. 3. Dentist- 
ry — Aesthetics. 4. Dentistry — Technique. I. Veterans Ad- 
ministration Dental Education Center (U.S.) II. Title: Denture 
base esthetics color tinting. OCLC 12100414 


85-21989 


“Printed 


VA 1.76:376 
Instructional program notes : root planing and gingival curettage. 
— Washington, D.C. : Veterans Administration, [Dental Educa- 
tion Center, 1984] 
6 p. : ill., 1 form ; 28 cm. Caption title. 
1984”—P. 6. Bibliography: p. 6. “376.” 
1. Teeth — Roots — Planing. 2. Subgingival curettage. 3. 
Gums — Diseases. 4. Dentistry — Technique. I. Veterans Ad- 
ministration Dental Education Center (U.S.) II. Title: Root 
planing and gingival curettage. OCLC 12099449 


85-21990 


“Printed December 


VA 1.76:380 
Instructional program notes : communicable diseases in the dental 
environment. — Washington, D.C. : Veterans Administration, 
[Dental Education Center, 1984- ] 
1 v. (loose-leaf) : 1 form ; 28 cm. Caption title. 
December 1984”—P. 4. Bibliography: p. 4. “380.” 
1. Dental personnel and patient. 2. Dentistry — Safety meas- 
ures. 3. Communicable diseases. I. Veterans Administration 
Dental Education Center (U.S.) II. Title: Communicable dis- 
eases in the dental environment. OCLC 12100268 


85-21991 


“Printed 


VA 1.76:381 
Instructional program notes : quick esthetic provisionalization. — 
Washington, D.C. : Veterans Administration, [Dental Educa- 
tion Center, 1984- ] 
1 v. (loose-leaf) : 2 forms ; 28 cm. Caption title. 
December 1984”—P. 4. Bibliography: p. 4. “381.” 
1. Teeth — Care and hygiene. 2. Dentistry — Technique. I. 
Veterans Administration Dental Education Center (U.S.) IL 
Title: Quick esthetic provisionalization. OCLC 12100397 


“Printed 


CONGRESS 


85-21992 
X.96/2:126/pt.26 
United States. Congress. 

Congressional record : proceedings and debates of the ... 
Congress. [Permanent ed.]. Washington : Govt. Print. Off., 
1874- Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 

v. : ill. ; 30 cm. 


Page 217 





Congressional Serial Set 


$59.00 

43rd Congress, Special session of the Senate of the United 
States (Mar. 4 to 26, 1873)- = Vol. 1- Issued for each session; 
the text is revised and rearranged from the daily edition. Be- 
ginning with the 80th Congress, 2nd session (Mar. 1947) in- 
cludes section called: Daily digest. 96th Congress, 2nd session, 
index, v. 126, pt. 26, Jan. 3-Dec. 16, 1980. Appendices issued 
for the 43rd-83rd Congress, Ist session, 1873-1953. Vols. for 
(June 16-21, 1980-) are distributed to some depository libraries 
in microfiche. Indices: An index is issued for each session 
which includes History of bills and resolutions. Preceded by 
the Debates and proceedings in the Congress of the United 
States, Ist-18th Congress, Ist session; the Register of debates in 
Congress, 18th Congress, 2nd session-25th Congress, Ist session; 
and the Congressional globe, 23rd-42nd Congress. @Item 993, 
993-A (microfiche) S/N 052-000-00660-1 ISSN 0883-1947 
Other editions available: United States. Congress. Congressional 
record. Daily ed. ISSN 0363-7239 Other editions available: 
United States. Congress. Congressional record. Biweekly ed. 
Other editions available: United States. Congress. Congressional 
record. Microfilm ed. 

1. Law— United States — Periodicals. 2. United States — 
Politics and government — Periodicals. I. Title. KF35 12- 
036438 //r563 328.73/02 OCLC 05058415 


85-21993 
X.97/1:127/pt.7-8 
United States. Congress. 

Congressional record : proceedings and debates of the ... 
Congress. [Permanent ed.]. Washington : Govt. Print. Off., 
1874- Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 

v. : ill. ; 30 cm. 

$34.00 (pt.7) $35.00 (pt.8) 

43rd Congress, Special session of the Senate of the United 


States (Mar. 4 to 26, 1873)- = Vol. 1- Issued for each session; 
the text is revised and rearranged from the daily edition. Be- 
ginning with the 80th Congress, 2nd session (Mar. 1947) in- 
cludes section called: Daily digest. 97th Congress, Ist session, 
v. 127, pt. 7, May 5-May 13, 1981; 97th Congress, Ist session, 


v.127, pt. 8, May 14-June 1, 1981. Appendices issued for the 
43rd-83rd Congress, Ist session, 1873-1953. Vols. for (June 16- 
21, 1980-) are distributed to some depository libraries in micro- 
fiche. Indices: An index is issued for each session which 
includes History of bills and resolutions. Preceded by the De- 
bates and proceedings in the Congress of the United States, 1st- 
18th Congress, Ist session; the Register of debates in Congress, 
18th Congress, 2nd session-25th Congress, Ist session; and the 
Congressional globe, 23rd-42nd Congress. @lItem 993, 993-A 
(microfiche) S/N 052-000-00669-4 (pt.7) ; 052-000-00670-8 
(pt.8) ISSN 0883-1947 Other editions available: United States. 
Congress. Congressional record. Daily ed. ISSN 0363-7239 
Other editions available: United States. Congress. Congressional 
record. Biweekly ed. Other editions available: United States. 
Congress. Congressional record. Microfilm ed. 

1. Law— United States — Periodicals. 2. United States — 
Politics and government — Periodicals. I. Title. KF35 12- 
036438 //r563 328.73/02 OCLC 05058415 


CONGRESSIONAL SERIAL SET 


85-21994 


Y 1.1/2:Serial 13487 
United States Congressional serial set. Washington : U.S. G.P.O., 


Spine title: U.S. Congressional serial set Prior to the 97th 
Congress, the serial set had no official name; it was popularly 
known as the Congressional serial set. HOUSE REPORTS. 
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... nos. 709-759, 97th Congress, 2nd session, 1982. @lItem 1008- 
E 
OCLC 03888071 


85-21995 
Y 1.1/2:Serial 13489 
United States Congressional serial set. Washington : U.S. G.P.O., 


Spine title: U.S. Congressional serial set Prior to the 97th 
Congress, the serial set had no official name; it was popularly 
known as the Congressional serial set. HOUSE REPORTS. 
... nos. 786-824, 97th Congress, 2nd session, 1982. @lItem 1008- 
E 

OCLC 03888071 


85-21996 
Y 1.1/2:Serial 13490 
United States Congressional serial set. Washington : U.S. G.P.O., 


Spine title: U.S. Congressional serial set Prior to the 97th 
Congress, the serial set had no official name; it was popularly 
known as the Congressional serial set. HOUSE REPORTS. 
... Nos. 825-872, 97th Congress, 2nd session, 1982. @lItem 1008- 
E . 


OCLC 03888071 


85-21997 
Y 1,1/2:Serial 13492 
United States Congressional serial set. Washington : U.S. G.P.O., 


Spine title: U.S. Congressional serial set Prior to the 97th 
Congress, the serial set had no official name; it was popularly 
known as the i serial set. HOUSE REPORTS. 
... nos. 900-944, 97th Congress, 2nd session, 1982. @lItem 1008- 


E 
OCLC 03888071 


85-21998 
Y 1.1/2:Serial 13493 
United States Congressional serial set. Washington : U.S. G.P.O., 


Spine title: U.S. Congressional serial set Prior to the 97th 
Congress, the serial set had no official name; it was popularly 
known as the Congressional serial set. HOUSE REPORTS. 
... nos. 945-989, 97th Congress, 2nd session, 1982. @lItem 1008- 
E 


OCLC 03888071 


85-21999 
Y 1,1/2:Serial 13494 
United States Congressional serial set. Washington : U.S. G.P.O., 


Spine title: U.S. Congressional serial set Prior to the 97th 
Congress, the serial set had no official name; it was popularly 
known as the Congressional serial set. HOUSE REPORTS. 
... nos. 990-1001, 97th Congress, 2nd session, 1982. @Item 
1008-E 


OCLC 03888071 


85-22000 
¥ 1.1/2:Serial 13497 
United States Congressional serial set. Washington : U.S. G.P.O., 


Spine title: U.S. Congressional serial set Prior to the 97th 
Congress, the serial set had no official name; it was popularly 
known as the Congressional serial set. SENATE DOCU- 
MENTS. .... nos. 2-5, 98th Congress, Ist session, 1983. @Item 
996-C 

OCLC 03888071 





85-22001 


¥ 1.1/2:Serial 13501 
United States Congressional serial set. Washington : U.S. G.P.O., 


Spine title: U.S. Congressional serial set Prior to the 97th 
Congress, the serial set had no official name; it was popularly 
known as the Congressional serial set. SENATE DOCU- 
MENTS. ... nos. 19-20, 98th Congress, Ist session, 1983. 
@ltem 996-C 

OCLC 03888071 


85-22002 
¥ 1,1/2:Serial 13503 
United States Congressional serial set. Washington : U.S. G.P.O., 


Spine title: U.S. Congressional serial set Prior to the 97th 
Congress, the serial set had no official name; it was popularly 
known as the Congressional serial set. SENATE TREATY 
DOCUMENTS. .... nos. 1-12, 98th Congress, Ist session, 1983. 
@ltem 996-C 

OCLC 03888071 


SENATE DOCUMENTS 


Senate documents are available from the Senate Document Room 
unless otherwise indicated. 


85-22003 
Y 1.1/3:98-34 
Highway bridge replacement and rehabilitation program : annual 

report of the Secretary of Transportation to the Congress of the 
United States in compliance with Section 144(i), Chapter 1 of 
Title 23, United States Code. Washington : U.S. G.P.O., 

v. ; 26 cm. (Senate document / 98th Congress, 2d session ; no. 
98-34) 

Annual 

Began with 1979. Description based on: Sth (Oct. 1984) 
Vols. for (5th, Oct. 1984-) distributed to some depository librar- 
ies in microfiche. @Item 996-A, 996-B (microfiche) ISSN 
0272-7382 Main series: Senate document (United States. Con- 
gress. Senate) Supersedes: Special bridge replacement program 
ISSN 0094-1549 

1. Bridges— United States — Statistics — Periodicals. 2. 
Federal aid to transportation— United States — Statistics — 
Periodicals. 3. Bridges— United States— Maintenance and 
repair — Periodicals. 4. Federal aid to transportation — United 
States — Periodicals. I. United States. Dept. of Transportation. 
II. Series: Senate document (United States. Congress (98th, 2nd 
session : 1984). Senate) ; no. 98-34. HE375.U54b 80-648198 
388.1/3 OCLC 06606213 


85-22004 
Y 1.1/3;99-2 
What is the most effective water policy for the United States? : 
national debate topic for high schools, 1985-1986, pursuant to 
Public Law 88-246 / compiled by the Congressional Research 
Service, Library of Congress. — Washington : U.S. G.P.O., 
1985. 

vii, 957 p. : ill., maps ; 24 cm. — (Document / 99th Congress, 
ist session, Senate ; no. 99-2) Distributed to some depository 
libraries in microfiche. Includes bibliographies. @lItem 996-A, 
996-B (microfiche) 

1. Water resources development — Government policy — 
United States. 2. Water quality— Government policy — 
United States. 3. Water-supply— Government policy — 


United States. I. Library of Congress. Congressional Research 


Service. II. Title: National debate topic for high schools, 1985- 
1986. III. Series: Senate document (United States. Congress 
(99th, 1st session : 1985). Senate) ; 99-2. OCLC 12158307 
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SENATE TREATY DOCUMENTS 


Senate documents are available from the Senate Document Room 
unless otherwise indicated. 


85-22005 
Y 1.1/4:99-6 

International Telecommunication Convention (Nairobi, 1982) : 
message from the President of the United States transmitting the 
International Telecommunication Convention, with annexes, and 
a final protocol to the Convention signed on behalf of the 
United States at Nairobi on November 6, 1982. — Washington : 
U.S. G.P.O., 1985. 

xii, 370 p. ; 24 cm. — (Treaty doc. ; 99-6) At head of title: 
99th Congress, Ist session. Senate. “Referred to the Committee 
on Foreign Relations.” Distributed to some depository libraries 
in microfiche. “May 15, 1985.” @lItem 996-A, 996-B (micro- 
fiche) 

1. International Telecommunication Union. 2. Telecommuni- 
cation — International cooperation. 3. Artificial satellites in 
telecommunication — Law and legislation. I. United States. 
President (1981- : Reagan) II. United States. Congress. Senate. 
Committee on Foreign Relations. III. Series. OCLC 
12184684 


SENATE REPORTS 


Senate reports are available from the Senate Document Room 

unless otherwise indicated. 

85-22006 

Y 1.1/5:99-5/v.1-2 

Developments in aging, 1984 : a report of the Special Committee 
on Aging, United States Senate, pursuant to S. Res. 354, March 
2, 1984, resolution authorizing a study of the problems of the 
oomre and aging. — Washington : U.S. G.P.O., 1985. 

: ill. ; 24 cm.— (Rept. / 99th Congress, Ist session, 
me nel 99-5, vols. 1-2) Distributed to some depository librar- 
ies in microfiche. “February 28 ... 1985.” Bibliography: pt. 1, 
p-. 368-391. Includes index. Contents: vol. 1. [No distinctive 
title] — vol. 2. Appendixes. @lItem 1008-C, 1008-D (micro- 
fiche) 

1. Aged — United States. I. United States. Congress. Senate. 
Special Committee on Aging. II. Series: United States. Con- 
gress (99th, Ist session : 1985). Senate. Report ; 99-5, vols. 1-2. 
OCLC 12093273 


85-22007 
Y 1,1/5:99-24 
United States. Congress. Senate. Committee on Rules and Admin- 
istration. 

Authorizing the printing, for committee use, of the report 
entitled “Developments in aging, 1984” : report (to accompany 
S. Res. 30). — [Washington, D.C.? : U.S. G.P.O., 1985] 

[2] p. ; 24 cm. — (Report / 99th Congress, Ist session, Senate 
; 99-24) Distributed to some depository libraries in microfiche. 
“April 3 ... 1985.” @lItem 1008-C, 1008-D (microfiche) 

1. Printing, Legislative— United States— Finance. 2. 
United States — Appropriations and expenditures. I. Title. II. 
Series: United States. Congress (99th, Ist session : 1985). Senate. 
Report ; 99-24. OCLC 12066233 


85-22008 
Y 1.1/5:99-26 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 
Title 46, United States Code amendment : report (to accom- 
pany S. 597). —[Washington, D.C.? : U.S. G.P.O., 1985] 
11 p. ; 24 cm.— (Report / 99th Congress, Ist session, Senate 
; 99-26) Caption title. Distributed to some depository libraries 
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Senate Reports 


in microfiche. “April 10, 1985.” @lItem 1008-C, 1008-D 
(microfiche) ; ie 

1. Maritime law — United States. 2. Coastwise shipping — 
Law and legislation— United States. I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). Senate. Report 
; 99-26. OCLC 12054568 


85-22009 
Y 1.1/5:99-27 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 

National Science Foundation Authorization Act for fiscal 
year 1986 : report (to accompany S. 903). — [Washington, 
D.C.? : U.S. G.P.O., 1985] 

33 p. ; 24 cm.— (Report / 99th Congress, Ist session, Senate 
; 99-27) Caption title. Distributed to some depository libraries 
in microfiche. “April 15, 1985.” @lItem 1008-C, 1008-D 
(microfiche) ; 

1. National Science Foundation (U.S.) 2. Federal aid to re- 
search — United States. 3. United States — Appropriations and 
expenditures, 1986. I. Title. II. Series: United States. Con- 
gress (99th, Ist session : 1985). Senate. Report ; 99-27. OCLC 
12066862 


85-22010 
Y 1.1/5:99-28 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 

Pipeline safety authorizations : report (to accompany S. 813). 
— [Washington, D.C.? : U.S. G.P.O., 1985] 

9 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-28) Caption title. Distributed to some depository libraries 
in microfiche. “April 15, 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. Gas, Natural — Pipe lines — Law and legislation — United 
States. 2. Hazardous substances — Transportation — Law and 
legislation — United States. I. Title. II. Series: United States. 
Congress (99th, Ist session : 1985). Senate. Report ; 99-28. 
OCLC 12054535 


85-22011 
Y 1.1/5:99-29 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 

Earthquake Hazards Reduction Act of 1977 authorization : 
= (to accompany S. 817). — [Washington : U.S. G.P.O., 
198 

8 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-29) Caption title. Distributed to some depository libraries 
in microfiche. “April 15, 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. Seismology — Research — Law and legislation — United 
States. 2. Seismology — Research — United States — Finance. 
3. Earthquake prediction — United States — Finance. I. Title. 
II. Series: United States. Congress (99th, Ist session : 1985). 
Senate. Report ; 99-29. OCLC 12069778 


85-22012 
Y 1.1/5:99-30 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 

Fire prevention and control authorization : report (to accom- 
pany S. 818). — [Washington : U.S. G.P.O., 1985] 

5 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-30) Caption title. Distributed to some depository libraries 
in microfiche. “April 15, 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. Fire prevention — Law and legislation — United States. 2. 
United States Fire Administration 3. National Fire Academy 
I. Title. II. Series: United States. Congress (99th, ist session : 
1985). Senate. Report ; 99-30. OCLC 12069813 
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85-22013 


Y 1,1/5:99-31 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

National Bureau of Standards authorization : report (to ac- 
company S. 796). —- [Washington : U.S. G.P.O., 1985] 

13 p. ; 24 cm. — (Report / 99th Congress, Ist session, Senate 
; 99-31) Caption title. Distributed to some depository libraries 
in microfiche. “April 16 ... 1985.” @Item 1008-C, 1008-D 
(microfiche) 

1. United States. National Bureau of Standards I. Title. II. 
Series: United States. Congress (99th, Ist session : 1985). Senate. 
Report ; 99-31. OCLC 12069720 


85-22014 


¥ 1,1/5:99-35 


United States. Congress. Senate. Committee on Governmental Af- 


fairs. 

Activities of the Committee on Governmental Affairs : report 
of the Committee on Governmental Affairs, United States 
Senate, and its subcommittees for the ... Congress. Washington : 
U.S. G.P.O., 

v. ; 24 cm. (Report / 99th Congress, Ist session, Senate ; 99- 
35) 

Biennial 98th . Description based on: 97th Con- 
gress. Vols. for (97th Congress-) distributed to some deposito- 
ry libraries in microfiche. @lItem 1008-C, 1008-D (microfiche) 
Main series: United States. Congress. Senate. Report 

1. United States. Congress. Senate. Committee on Govern- 
mental Affairs — Periodicals. 2. United States — Politics and 
government — Periodicals. I. Title. II. Series: United States. 
Congress (99th, Ist session : 1985). Senate. Report ; 99-35. 
OCLC 05036470 


85-22015 


Y 1.1/5:99-36 


United States. Congress. Senate. Committee on Labor and Human 


Resources. 

Saccharin Study and Labeling Act amendments of 1985 : 
report together with additional views (to accompany S. 484). — 
[Washington, D.C.? : U.S. G.P.O., 1985] 

14 p. ; 24 cm. — (Report / 99th Congress, Ist session, Senate 
; 99-36) Caption title. Distributed to some depository libraries 
in microfiche. “April 22 ... 1985.” @Item 1008-C, 1008-D 
(microfiche) 

1. Saccharin—Law and legislation— United States. 2. 
Sugar substitutes. 3. Sweeteners. I. Title. II. Series: United 
States. Congress (99th, Ist session : 1985). Senate. Report ; 99- 
36. OCLC 12098288 


85-22016 


Y 1,1/5:99-37 


United States. Congress. Senate. Committee on Foreign Relations. 


Promoting an end to apartheid in South Africa : report to- 
gether with additional views (to accompany S. 998). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1985] 

9 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-37) Caption title. Distributed to some depository libraries 
in microfiche. “April 24 ... 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. Blacks—South Africa— Segregation. I. Title. II. 
Series: United States. Congress (99th, 1st session : 1985). Senate. 
Report ; 99-37. OCLC 12098298 


85-22017 


Y 1.1/5:99-39 


United States. Congress. Senate. Committee on Foreign Relations. 


Foreign Relations Authorization Act, Fiscal Years 1986 and 
1987 : report of the Committee on Foreign Relations, United 





States Senate, on S. 1003 .... — Washington : U.S. G.P.O., 1985. 


iv, 38 p. : ill. ; 24 cm. — (Report / 99th Congress, Ist session, 
Senate ; 99-39) Distributed to some depository libraries in 
microfiche. “April 25 ... 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. United States. Dept. of State 2. United States Information 
Agency 3. United States. Board for International Broadcasting 
4. National Endowment for Democracy (U.S.) I. Title. II. 
Series: United States. Congress (99th, ist session : 1985). Senate. 
Report ; 99-39. OCLC 12096139 

85-22018 
Y 1,1/5:99-40 
United States. Congress. Senate. Committee on Rules and Admin- 
istration. 

Omnibus Committee funding resolution amendments : report 
(to accompany S. Res. 145). —[Washington, D.C.? : USS. 
G.P.O., 1985] 

4 p. ; 24cm.— (Report / 99th Congress, ist session, Senate ; 
no. 99-40) Caption title. Distributed to some depository li- 
braries in microfiche. “April 16 ... 1985.” @lItem 1008-C, 
1008-D (microfiche) 

1. United States Congress. Senate I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). Senate. Report 
; no. 99-40. OCLC 12093503 


85-22019 
Y 1.1/5:99-41 
United States. Congress. Senate. Committee on Armed Services. 

National Defense Authorization Act for fiscal year 1986 : 
report (to accompany S. 1029) ... together with additional views 
/ Committee on Armed Services, United States Senate. — 
Washington : U.S. G.P.O., 1985. 

iv, 433 p. ; 24 cm.— (Report / 99th Congress, Ist session, 
Senate ; 99-41) Distributed to some depository libraries in 
microfiche. “April 29 ... 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. United States 2. United States— Armed Forces — Mili- 
tary construction operations 3. Atomic weapons — Finance. 
I. Title. II. Series: United States. Congress (99th, Ist session : 
1985). Senate. Report ; 99-41. OCLC 12093974 


85-22020 
Y 1,1/5:99-42 
United States. Congress. Senate. Committee on Environment and 
Public Works. 

Amending the Public Buildings Act of 1959 : report (to ac- 
company S. 709). — [Washington, D.C.? : U.S. G.P.O., 1985] 

3 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-42) Distributed to some depository libraries in microfiche. 
“May 7 ... 1985.” @lItem 1008-C, 1008-D (microfiche) 

1. United States. General Services Administration I. Title. 
II. Series: United States. Congress (99th, Ist session : 1985). 
Senate. Report ; 99-42. OCLC 12152062 


85-22021 
Y 1,1/5:99-43 
United States. Congress. Senate. Committee on Rules and Admin- 
istration. 

Authorizing appropriations for the Federal Election Commis- 
sion for fiscal year 1986 : report (to accompany S. 1117). — 
[Washington, D.C.? : U.S. G.P.O., 1985] 

7 p. ; 24cm.— (Report / 99th Congress, Ist session, Senate ; 
99-43) Caption title. Distributed to some depository libraries 
in microfiche. “May 9 ... 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. United States. Federal Election Commission 2. United 
States — Appropriations and expenditures, 1986. I. Title. II. 
Series: United States. Congress (99th, ist session : 1985). Senate. 
Report ; 99-43. OCLC 12145793 
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85-22022 


Y 1.1/5:99-44 


United States. Congress. Senate. Committee on Rules and Admin- 


istration. 

Providing for the appointment of Barnabas McHenry as a 
citizen regent of the Board of Regents of the Smithsonian Insti- 
tution : report (to accompany S.J. Res. 81). — [Washington, 
D.C.? : U.S. G.P.O., 1985] 

4 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-44) Caption title. Distributed to some depository libraries 
in microfiche. “May 9 ... 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. McHenry, Barnabas, 1929- 2. Smithsonian Institution. 
Board of Regents I. Title. II. Series: United States. Congress 
(99th, Ist session : 1985). Senate. Report ; 99-44. OCLC 
12156190 


85-22023 


Y 1.1/5:99-45 


United States. Congress. Senate. Committee on Rules and Admin- 


istration. 

Establishing the Select Committee on the Two-Year Budget : 
report (to accompany S. Res. 159). —[Washington, D.C.? : 
U.S. G.P.O., 1985] 

2 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-45.) Caption title. Distributed to some depository libraries 
in microfiche. “May 9 ... 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. Budget — United States. 2. United States — Appropria- 
tions and expenditures. I. Title. II. Series: United States. 


Congress (99th, Ist session : 1985). Senate. Report ; 99-45. 
OCLC 12164060 


85-22024 


¥ 1,1/5:99-46 


United States. Congress. Senate. Committee on Environment and 


Public Works. 

Disaster Relief Act authorizations : report [to accompany S. 
1023]. — [Washington, D.C.? : U.S. G.P.O., 1985] 

3 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-46) Caption title. Distributed to some depository libraries 
in microfiche. “May 14 ... 1985.” @Item 1008-C, 1008-D 
(microfiche) 

1. Disaster relief — Law and legislation — United States. 2. 
United States. Federal Emergency Management Agency 3. 
United States— Appropriations and expenditures, 1986. I 
Title. II. Series: United States. Congress (99th, Ist session : 
1985). Senate. Report ; 99-46. OCLC 12164460 , 


85-22025 


Y 1.1/5:99-50 


United States. Congress. Senate. Committee on Environment and 


Public Works. 

Clean Water Act Amendments of 1985 : report of the Com- 
mittee on Environment and Public Works, United States Senate, 
to accompany S. 1128 together with additional views. — Wash- 
ington : U.S. G.P.O., 1985. 

iii, 124 p. ; 24 cm.— (Report / 99th Congress, Ist session, 
Senate ; 99-50) Distributed to some depository libraries in 
microfiche. “May 14 ... 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. Water — Pollution — Law and legislation — United States. 
2. Water quality — United States. 3. Water pollution control 
industry — United States — Technological innovations. 4. Fed- 
eral aid to water quality management — United States. I. Title. 
II. Series: United States. Congress (99th, Ist session : 1985). 
Senate. Report ; 99-50. OCLC 12156030 
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85-22026 
Y 1.1/5:99-51 
United States. Congress. Senate. Committee on Foreign Relations. 

Arms Control and Disarmament amendments of 1985 : report 
(to accompany S. 1132). —[Washington, D.C.? : U.S. G.P.O., 
1985] 

9 p. ; 24 cm. — (Report / 99th Congress, Ist session, Senate ; 
99-51) Caption title. Distributed to some depository libraries 
in microfiche. “May 14 ... 1985.” @lItem 1008-C, 1008-D 
(microfiche) 

1. United States. Arms Control and Disarmament Agency 2. 
United States — Appropriations and expenditures. I. Title. II. 
Series: United States. Congress (99th, ist session : 1985). Senate. 
Report ; no. 99-51. OCLC 12163622 


85-22027 
Y 1,1/5:99-52/pt.1 
United States. Congress. Senate. Committee on Education and 
Labor. 

Grandparents’ rights : report (to accompany S. Con. Res. 67) 
{including cost estimate of the Congressional Budget Office). — 
(Washington, D.C.? : U.S. G.P.O., 1985- ] 

v. ; 24cm. — (Rept. / 99th Congress, Ist session, Senate ; no. 
99-52, pt. 1) Caption title. Distributed to some depository 
libraries in microfiche. “April 22, 1985.” @Item 1008-C, 
1008-D (microfiche) 

1. Custody of children — United States. 2. Grandparents. I. 
Title. II. Series: United States. Congress (99th, Ist session : 
1985). Senate. Report ; no. 99-52, pt. 1. OCLC 12093464 


85-22028 
Y 1.1/5:99-53 
United States. Congress. Senate. Committee on Environment and 
Public Works. 

Authorization for the nonperforming arts functions of the 
John F. Kennedy Center : report (to accompany S. 710). — 
[Washington, D.C.? : U.S. G.P.O., 1985] 

3 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-53) Caption title. Distributed to some depository libraries 
in microfiche. “May 15 ... 1985.” @Item 1008-C, 1008-D 
(microfiche) 

1. John F. Kennedy Center for the Performing Arts (U.S.) 
2. Federal aid to the performing arts— United States. 3. 
United States — Appropriations and expenditures. I. Title. II. 
Series: United States. Congress (99th, Ist session : 1985). Senate. 
Report ; 99-53. OCLC 12185673 

85-22029 
Y 1,1/5:99-56 
United States. Congress. Senate. Committee on Environment and 
Public Works. 

Safe Drinking Water Act amendments of 1985 : report (to 

accompany S. 124) —[Washington, D.C.? : U.S. G.P.O., 1985] 


53 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate 
; 99-56) Caption title. Distributed to some depository libraries 
in microfiche. “May 15 ... 1985.” @Item 1008-C, 1008-D 
(microfiche) 

1. Drinking water — Law and legislation — United States. I. 
Title. II. Series: United States. Congress (99th, Ist session : 
1985). Senate. Report ; 99-56. OCLC 12178565 


85-22030 
Y 1.1/5:99-57 


United States. Congress. Senate. Committee on Environment and 
Public Works. 


Toxic Substances Conirol Act authorizations : report (to ac- 
company S. 1143). —[Washington, D.C.? : U.S. G.P.O., 1985] 


4 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-57) Caption title. Distributed to some depository libraries 
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(microfiche) 

1. Chemicals — United States — Safety measures. 2. Industri- 
al hygiene — Law and legislation — United States. 3. Environ- 
mental protection — United States. I. Title. II. Series: United 
States. Congress (99th, Ist session : 1985). Senate. Report ; 99- 
57. OCLC 12169049 


85-22031 
Y 1,1/5:99-58 
United States. Congress. Senate. Committee on Environment and 
Public Works. 

Authorizations for environmental research, development, and 
demonstrations : report (to accompany S. 1144). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1985] 

4 p. ; 24cm. — (Report / 99th Congress, Ist session, Senate ; 
99-58) Caption title. Distributed to some depository libraries 
in microfiche. “May 15 ... 1985.” @Item 1008-C, 1008-D 
(microfiche) 

1. United States. Environmental Protection Agency 2. Fed- 
eral aid to research— United States. I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). Senate. Report 
; 99-58. OCLC 12168964 


85-22032 
Y 1.1/5:99-62 
United States. Congress. Senate. Select Committee on Indian Af- 
fairs. 
Indian Health Care Amendments of 1985 : report (to accom- 
pany S. 277). —[Washington, D.C.? : U.S. G.P.O., 1985] 
89 p. ; 24 cm. — (Report / 99th Congress, Ist session, Senate 
; 99-62) Caption title. Distributed to some depository libraries 
in microfiche. “May 16 ... 1985.” @Item 1008-C, 1008-D 
(microfiche) 
1. Indians of North America — Medical care. I. Title. II. 
Series: United States. Congress (99th, Ist session : 1985). Senate. 
Report ; 99-62. OCLC 12164521 
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85-22033 
Y 1.1/7:98-119 
Cumulative report on rescissions and deferrals : communication 
from the Director, Office of Management and Budget, Execu- 
tive Office of the President ... Washington : U.S. G.P.O., 

v. ; 24. cm. (House document / 98th Congress, Ist session ; 98- 
119) 

Monthly Title from cover. Pursuant to section 1014(e) of 
Public Law 93-344. Oct. 1983. Description based on: Oct. 
1980. Vols. for (July 1983-) distributed to some depository 
libraries in microfiche. @lItem 996-A, 996-B (microfiche) 
ISSN 0271-8030 Main series: House document (United States. 
Congress. House) 

1. Executive impoundment of appropriated funds — United 
States — Statistics — Periodicals. 2. United States — Appro- 
priations and expenditures — Statistics — Periodicals. I. United 
States. Office of Management and Budget. II. Series: House 
document (United States. Congress (98th, Ist session : 1983). 
House) ; no. 98-119. HJ273.5.14U54a 80-645042 //r81 336.1 
OCLC 02864748 





85-22034 


Y 1.1/7:98-143 

Cumulative report on rescissions and deferrals : communication 
from the Director, Office of Management and Budget, Execu- 
tive Office of the President ... Washington : U.S. G.P.O., 

v. ; 24 cm. (House document / 98th Congress, 2d session ; 98- 
143) 

Monthly Title from cover. Pursuant to section 1014(e) of 
Public Law 93-344. Dec. 1983. Description based on: Oct. 
1980. Vols. for (July 1983-) distributed to some depository 
libraries in microfiche. @Item 996-A, 996-B (microfiche) 
ISSN 0271-8030 Main series: House document (United States. 
Congress. House) 

1. Executive impoundment of appropriated funds — United 
States — Statistics — Periodicals. 2. United States — Appro- 
priations and expenditures — Statistics — Periodicals. I. United 
States. Office of Management and Budget. II. Series: House 
document (United States. Congress (98th, 2nd session : 1983). 
House) ; no. 98-143. HJ273.5.14U54a 80-645042 //r81 336.1 
OCLC 02864748 


85-22035 


Y 1.1/7:98-144 

Cumulative report on rescissions and deferrals : communication 
from the Director, Office of Management and Budget, Execu- 
tive Office of the President ... Washington : U.S. G.P.O., 

v. ; 24 cm. (House document / 98th Congress, 2d session ; 98- 
144) 

Monthly Title from cover. Pursuant to section 1014(e) of 
Public Law 93-344. Jan. 1984. Description based on: Oct. 
1980. Vols. for (July 1983-) distributed to some depository 
libraries in microfiche. @lItem 996-A, 996-B (microfiche) 
ISSN 0271-8030 Main series: House document (United States. 
Congress. House) 

1. Executive impoundment of appropriated funds — United 


States — Statistics — Periodicals. 2. United States — Appro- 
priations and expenditures — Statistics — Periodicals. I. United 
States. Office of Management and Budget. II. Series: House 
document (United States. Congress (98th, 2nd session : 1984). 
House) ; no. 98-144. HJ273.5.14U54a 80-645042 //r81 336.1 
OCLC 02864748 


85-22036 


Y 1,1/7:98-171 

Cumulative report on rescissions and deferrals : communication 
from the Director, Office of Management and Budget, Execu- 
tive Office of the President ... Washington : U.S. G.P.O., 

v. ; 24 cm. (House document / 98th Congress, 2d session ; 98- 
171) 

Monthly Title from cover. Pursuant to section 1014(e) of 
Public Law 93-344. Feb. 1984. Description based on: Oct. 
1980. Vols. for (July 1983-) distributed to some depository 
libraries in microfiche. @Item 996-A, 996-B (microfiche) 
ISSN 0271-8030 Main series: House document (United States. 
Congress. House) 

1. Executive impoundment of appropriated funds — United 
States — Statistics — Periodicals. 2. United States — Appro- 
priations and expenditures — Statistics — Periodicals. I. United 
States. Office of Management and Budget. II. Series: House 
document (United States. Congress (98th, 2nd session : 1984). 
House) ; no. 98-171. HJ273.5.14U54a 80-645042 //r81 336.1 
OCLC 02864748 


85-22037 


Y 1.1/7:98-206 

Cumulative report on rescissions and deferrals : communication 

from the Director, Office of Management and Budget, Execu- 

tive Office of the President ... Washington : U.S. G.P.O., 
v. ; 24 cm. (House document / 98th Congress, 2d session ; 98- 

206) 
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Monthly Title from cover. Pursuant to section 1014(e) of 
Public Law 93-344. Apr. 1984. Description based on: Oct. 
1980. Vols. for (July 1983-) distributed to some depository 
libraries in microfiche. @Item 996-A, 996-B (microfiche) 
ISSN 0271-8030 Main series: House document (United States. 
Congress. House) 

1. Executive impoundment of appropriated funds — United 
States — Statistics — Periodicals. 2. United States — Appro- 
priations and expenditures — Statistics — Periodicals. 1. United 
States. Office of Management and Budget. II. Series: House 
document (United States. Congress (98th, 2nd session : 1984). 
House) ; no. 98-206. HJ273.5.14U54a 80-645042 //r81 336.1 
OCLC 02864748 


85-22038 


Y 1,1/7:98-221 


Cumulative report on rescissions and deferrals : communication 


from the Director, Office of Management and Budget, Execu- 
tive Office of the President ... Washington : U.S. G.P.O., 

v. ; 24 cm. (House document / 98th Congress, 1st session ; 98- 
221) 

Monthly Title from cover. Pursuant to section 1014(e) of 
Public Law 93-344. May 1984. Description based on: Oct. 
1980. Vols. for (July 1983-) distributed to some i 
libraries in microfiche. @Item 996-A, 996-B (microfiche) 
ISSN 0271-8030 Main series: House document (United States. 
Congress. House) 

1. Executive impoundment of appropriated funds — United 
States — Statistics — Periodicals. 2. United States — Appro- 
priations and expenditures — Statistics — Periodicals. I. United 
States. Office of Management and Budget. II. Series: House 
document (United States. Congress (98th, Ist session : 1984). 
House) ; no. 98-221. HJ273.5.14U54a 80-645042 //r81 336.1 
OCLC 02864748 


85-22039 


Y 1.1/7:99-6 


Cumulative report on rescissions and deferrals : communication 


from the Director, Office of Management and Budget, Execu- 
tive Office of the President ... Washington : U.S. G.P.O., 

v. ; 24 cm. (House document / 99th Congress, Ist session ; 99- 
6) 

Monthly Title from cover. Pursuant to section 1014(e) of 
Public Law 93-344. Dec. 1984. Description based on: Oct. 
1980. Vols. for (July 1983-) distributed to some depository 
libraries in microfiche. @lItem 996-A, 996-B (microfiche) 
ISSN 0271-8030 Main series: House document (United States. 
Congress. House) 

1. Executive impoundment of appropriated funds — United 
States — Statistics — Periodicals. 2. United States — Appro- 
priations and expenditures — Statistics — Periodicals. I. United 
States. Office of Management and Budget. II. Series: House 
document (United States. Congress (99th, Ist session : 1985). 
House) ; no. 99-6. HJ273.5.14U54a 80-645042 //r81 336.1 
OCLC 02864748 


85-22040 


Y 1,1/7:99-48 


United States. Board of Trustees of the Federal Supplementary 


Medical Insurance Trust Fund. 

[Annual report of the Board of Trustees of the Federal Sup- 
plementary Medical Insurance Trust Fund (1982)] Annual 
report of the Board of Trustees of the Federal Supplementary 
Medical Insurance Trust Fund : communication from the Board 
of Trustees, Federal Supplementary Medical Trust Fund ... 
Washington : U.S. G.P.O., 1982- 

v. ; 24 cm. (House document / 99th Congress, Ist session ; 99- 
48) 

Annual 
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1982- Pursuant to section 1841(b) of the Social Security Act, 
as amended. 1985. Vols. for (1982-) distributed to some de- 
pository libraries in microfiche. @Item 996-A, 996-B (micro- 
fiche) Main series: House document (United States. Congress. 
House) Continues: United States. Board of Trustees of the 
Federal Supplementary Medical Insurance Trust Fund. Annual 
report, Federal Supplementary Medical Insurance Trust Fund 

1. United States. Board of Trustees of the Federal Supplemen- 
tary Medical Insurance Trust Fund — Periodicals. 2. Insur- 
ance, Health— United States— Periodicals. 3. Trusts and 
trustees — United States— Periodicals. I. Title. II. Series: 
House document (United States. Congress (99th, Ist session : 
1985). House) ; no. 99-48. OCLC 09100902 


85-22041 
Y 1.1/7:99-49 
United States. Office of the Assistant Secretary of the Army (Civil 
Works) 

Disposition of Kentucky River, Kentucky Locks and Dams 5 
through 14 : communication from the Assistant Secretary of the 
Army (Civil Works), transmitting a report dated July 2, 1984, 
from the Chief of Engineers, Department of the Army .... — 
Washington : U.S. G.P.O., 1985. 

xvii, 204 p. : ill., forms, maps ; 24 cm. — (House document ; 
99-49) “Referred to the Committee on Public Works and 
Transportation.” Distributed to some depository libraries in 
microfiche. “April 1, 1985.” Bibliography: p. 178. @Item 
996-A, 996-B (microfiche) 

1. Flood dams and reservoirs — Kentucky — Kentucky River. 
2. Locks (Hydraulic engineering) — Kentucky — Kentucky 
River. I. United States. Congress. House. Committee on Public 
Works and Transportation. II. Title. III. Series: House docu- 
ment (United States. Congress (99th, Ist session : 1985). House) ; 
99-49. OCLC 12066841 


85-22042 
Y 1.1/7:99-55 
United States. General Accounting Office. 

Review of rescissions : communication from the Comptroller 
General of the United States, transmitting a review of the Presi- 
dent’s fifth special message proposing 226 new rescissions, pur- 
suant to 2 U.S.C. 685. — Washington : U.S. G.P.O., 1985. 

10 p. ; 24 cm. — (House document ; 99-55) “Referred to the 
Committee on Appropriations.” Distributed to some deposito- 
ry libraries in microfiche. “April 16, 1985.” @lItem 996-A, 
996-B (microfiche) 

1. Budget — United States. 2. Executive impoundment of ap- 
propriated funds — United States. I. United States. Congress. 
House. Committee on Appropriations. II. Title. III. Series: 
House document (United States. Congress (99th, Ist session : 
1985). House) ; 99-55. OCLC 12059875 


85-22043 
Y 1.1/7:99-57 
United States. Office of Management and Budget. 

1986 budget revisions : communication from the Director, 
Office of Management and Budget transmitting the President’s 
revised estimates of the 1986 budget, pursuant to 31 U.S.C. 
1106(b). — Washington : U.S. G.P.O., 1985. 

28 p. ; 24cm. — (House document ; 99-57) “Referred to the 
Committee on Appropriations.” Distributed to some deposito- 
ry libraries in microfiche. “April 18, 1985.” @lItem 996-A, 
996-B (microfiche) 

1. Budget— United States. I. United States. Congress. 
House. Committee on Appropriations. II. Title. III. Series: 
House document (United States. Congress (99th, Ist session : 
1985). House) ; 99-57. OCLC 12059835 
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85-22044 


Y 1.1/7:99-58 


United States. President (1981- : Reagan) 


Developments concerning the national emergency with re- 
spect to Iran : message from the President of the United States 
transmitting a further report on developments concerning the 
national emergency with respect to Iran, pursuant to 50 U.S.C. 
1703. — Washington : U.S. G.P.O., 1985. 

3 p. ; 24. cm. — (House document ; 99-58) “Referred to the 
Committee on Foreign Affairs.” Distributed to some deposito- 
ry libraries in microfiche. “April 22, 1985.” @lItem 996-A, 
996-B (microfiche) 

1. Iran—Claims vs. United States. 2. United States — 
Claims vs. Iran. 3. Iran — Foreign relations — United States. 
4. United States— Foreign relations—Iran. I. Reagan, 
Ronald. II. United States. Congress. House. Committee on 
Foreign Affairs. III. Title. IV. Series: House document 
(United States. Congress (99th, Ist session : 1985). House) ; 99- 
58. OCLC 12093668 


85-22045 


¥ 1.1/7:99-59 


United States. President (1981- : Reagan) 


Proposed additions to the National Wilderness Preservation 
System and to the National Wild and Scenic Rivers System : 
message from the President of the United States transmitting 
proposed additions to the National Wilderness Preservation 
System and to the National Wild and Scenic Rivers System, 
pursuant to Public Law 88-577, section 7. — Washington : U.S. 
G.P.O., 1985. 

2 p. ; 24 cm. — (House document ; 99-59) “Referred to the 
Committee on Interior and Insular Affairs.” Distributed to 
some depository libraries in microfiche. “April 29, 1985.” 
@ltem 996-A, 996-B (microfiche) 

1. Wilderness areas— West (U.S.) 2. Wild and scenic 


rivers — United States. I. Reagan, Ronald. II. United States. 
Congress. House. Committee on Interior and Insular Affairs. 
Ill. Title. IV. Series: House document (United States. Con- 


gress (99th, ist session : 
12084270 


1985). House) ; 99-59. OCLC 


85-22046 


Y 1.1/7:99-60 


United States. President (1981- : Reagan) 


Intent to designate 32 countries as least-developed beneficiary 
developing countries : communication from the President of the 
United States, transmitting notice of the intent to designate 32 
countries as least-developed beneficiary developing countries, 
pursuant to 19 U.S.C. 2464(c)(6)(B)ii). — Washington : U.S. 
G.P.O., 1985. 

[1] p. ; 24 cm. — (House document ; 99-60) “Referred to the 
Committee on Ways and Means.” Distributed to some deposi- 
tory libraries in microfiche. “April 29, 1985.” @lItem 996-A, 
996-B (microfiche) 

1. Developing countries. 2. Economic assistance, Ameri- 
can — Developing countries. I. Reagan, Ronald. II. United 
States. Congress. House. Committee on Ways and Means. III. 
Title. IV. Series: House document (United States. Congress 
(99th, ist session : 1985). House) ; 99-60. OCLC 12084634 


85-22047 


¥ 1.1/7:99-61 


United States. President (1981- : Reagan) 


Establishment of a free trade area between the United States 
and Israel : message from the President of the United States 
transmitting the text of the agreement on the establishment of a 
free trade area between the government of the United States 
and the government of Israel .... — Washington : U.S. G.P.O., 
1985. 





154 p. : forms ; 24 cm.— (House document ; 99-61) “Re- 
ferred to the Committees on Ways and Means, Government 
Operations, and Rules. Distributed to some depository libraries 
in microfiche. “April 29, 1985.” @lItem 996-A, 996-B (micro- 
fiche) 

1. Customs unions. 2. United States — Foreign economic re- 
lations — Israel. 3. Israel— Foreign economic relations — 
United States. I. Reagan, Ronald. II. United States. Con- 
gress. House. Committee on Ways and Means. III. United 
States. Congress. House. Committee on Government Oper- 
ations. IV. United States. Congress. House. Committee on 
Rules. V. Title. VI. Series: House document (United States. 
Congress (99th, Ist session : 1985). House) ; 99-61. OCLC 
12069858 


85-22048 


Y 1,1/7:99-62 
United States. Supreme Court. 

Amendments to the Federal rules of bankruptcy procedure : 
communication from the Chief Justice of the United States 
transmitting amendments to the Federal rules of bankruptcy 
procedure prescribed by the Court, pursuant to 28 U.S.C. 2075. 
— Washington : U.S. G.P.O., 1985. 

iii, 12 p. ; 24 cm. — (House document ; 99-62) “Referred to 
the Committee on the Judiciary.” (No. 13 on record) Distrib- 
uted to some depository libraries in microfiche. “April 30, 
1985.” @Item 996-A, 996-B (microfiche) 

1. Bankruptcy — United States. I. United States. Congress. 
House. Committee on the Judiciary. II. Title. III. Series: 
House document (United States. Congress (99th, Ist session : 
1985). House) ; 99-62. OCLC 12151967 


85-22049 


Y 1,1/7:99-63 
United States. Supreme Court. 

Amendments to the Federal Rules of Civil Procedure : com- 
munication from the Chief Justice of the United States transmit- 
ting amendments to the Federal Rules of Civil Procedure pre- 
scribed by the Court, pursuant to 28 U.S.C. 2072. — Washing- 
ton : U.S. G.P.O., 1985. 

iii, 37 p. ; 24 cm. — (House document ; 99-63) “Referred to 
the Committee on the Judiciary.” Distributed to some deposi- 
tory libraries in microfiche. “April 30, 1985.” @lItem 996-A, 
996-B (microfiche) 

1. Complaints (Civil procedure)— United States. 2. Civil 
procedure — United States. 3. Court rules — United States. I. 
United States. Congress. House. Committee on the Judiciary. 
II. Title. III. Series: House document (United States. Congress 
(99th, Ist session : 1985). House) ; 99-63. OCLC 12164782 


85-22050 


Y 1.1/7:99-64 
United States. Supreme Court. 

Amendments to the Federal rules of criminal procedure : 
communication from the Chief Justice of the Supreme Court 
transmitting amendments to the Federal rules of criminal proce- 
dure prescribed by the Court, pursuant to 28 U.S.C. 3771. — 
Washington : U.S. G.P.O., 1985. 

iii, 23 p. ; 24 cm. — (House document ; 99-64) “Referred to 
the Committee on the Judiciary.” “April 30, 1985.” @lItem 
996-A, 996-B (microfiche) 

1. Criminal procedure— United States. I. United States. 
Congress. House. Committee on the Judiciary. II. Title. III. 
Series: House document (United States. Congress (99th, Ist ses- 
sion : 1985). House) ; 99-64. OCLC 12113125 
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Y¥ 1.1/7:99-65 
United States. President (1981- : Reagan) 

National emergency with respect to Nicaragua : message 
from the President of the United States transmitting notification 
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of the exercise of authority under the International Emergency 
Economic Powers Act with respect to Nicaragua, pursuant to 
50 U.S.C. 1703. — Washington : U.S. G.P.O., 1985. 

4 p. ; 24 cm. — (House document ; 99-65) “Referred to the 
Committee on Foreign Affairs.” Distributed to some deposito- 
ry libraries in microfiche. ‘May 1, 1985.” @Item 996-A, 996- 
B (microfiche) 

1. War and emergency legislation — United States. 2. Nica- 
ragua. I. Reagan, Ronald. II. United States. Congress. House. 
Committee on Foreign Affairs. III. Title. IV. Series: House 
document (United States. Congress (99th, Ist session : 1985). 
House) ; 99-65. OCLC 12164711 


85-22052 
Y 1.1/7:99-66 
United States. Office of Management and Budget. 

Cumulative report on rescissions and deferrals, May 1985 : 
communication from the Director, Office of Management and 
Budget, transmitting the cumulative report on rescissions and 
deferrals of budget authority as of May 1, 1985, pursuant to 2 
U.S.C. 685(e). — Washington : U.S. G.P.O., 1985. 

iii, 25 p. ; 24 cm. — (House document ; 99-66) “Referred to 
the Committee on Appropriations.” Distributed to some depos- 
itory libraries in microfiche. “May 9, 1985.” @lItem 996-A, 
996-B (microfiche) 

1. Budget — United States. 2. United States — Appropria- 
tions and expenditures. 3. Executive impoundment of appropri- 
ated funds — United States. I. United States. Congress. House. 
Committee on Appropriations. II. Title. III. Series: House 
document (United States. Congress (99th, Ist session : 1985). 
House) ; 99-66. OCLC 12155982 


HOUSE REPORTS 


House reports are available from the House Documents Room 
unless otherwise indicated. 


85-22053 
¥ 1,1/8:98-63 
United States. Congress. House. Committee on the Judiciary. 

Transferring responsibility for furnishing certified copies of 
Miller Act payment bonds from the Comptroller General to the 
officer that awarded the contract : report (to accompany H.R. 
596) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 19837] 

7 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-63) Caption title. “April 14.” 

1. Public contracts — United States. 2. Insurance, Surety and 
fidelity — United States. 3. Buildings — Contracts and specifi- 
cations — United States. I. Title. II. Series: United States. 
Congress (98th, Ist session : 1983). House. Report ; no. 98-63. 
OCLC 12117896 


85-22054 
Y 1,1/8:98-123 
United States. Congress. House. Committee on Banking, Finance, 
and Urban Affairs. 

Housing and Urban-Rural Recovery Act of 1983 : report 
together with minority, and supplemental minority views (in- 
cluding cost estimate of the Congressional Budget Office) (to 
accompany H.R. 1). — [Washington, D.C.? : U.S. G.P.O., 1983- 
] 


v. ; 24 cm. — (Report / 98th Congress, Ist session, House of 
Representatives ; no. 98-123) Caption title. Distributed to 
some depository libraries in microfiche. “May 13, 1983.” 

1. Housing — Law and legislation — United States. 2. Com- 
munity development — Law and legislation — United States. I. 
Title. II. Series: United States. Congress (98th, Ist session : 
1983). House. Report ; no. 98-123. OCLC 10129306 
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85-22055 
Y 1.1/8:98-161 
United States. Congress. House. Committee on Education and 
Labor. 
Domestic Volunteer Service Act amendments of 1983 : report 
with additional and dissenting views (to accompany 
H.R. 2655) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1983] 

54 p. ; 24 cm. — (Report / 98th Congress, Ist session, House 
of Representatives ; no.98-161) Caption title. Distributed to 
some depository libraries in microfiche. “May 16, 1983.” 
@ltem 1008-C, 1008-D (microfiche) 

1. United States. Volunteers in Service to America I. Title. 
II. Series: United States. Congress (98th, Ist session : 1983). 
House. Report ; no. 98-161. OCLC 12122391 


85-22056 
Y 1.1/8:98-162 
United States. Congress. House. Committee on Education and 
Labor. 

Foreign Language Assistance for National Security Act of 
1983 : report (to acompany H.R. 2708) (including cost estimate 
of the Congressional Budget Office). — [Washington, D.C.? : 
U.S. G.P.O., 1983] 

12 p. ; 24cm. — (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-162) Caption title. “May 16, 
1983.” 

1. Federal aid to education — United States. 2. Languages, 
Modern — Scholarships, fellowships, etc.— United States. I. 
Title. II. Series: United States. Congress (98th, Ist session : 
1983). House. Report ; no. 98-162. OCLC 09985770 


85-22057 
Y 1,1/8:98-172 
United States. Congress. House. Committee on Interior and Insu- 
lar Affairs. 

Facilitating economic development in the territories of the 
United States through the mobilization of private capital and 
skills, and for other purposes : report (to accompany H.R. 2955) 
(including the cost estimate of the Congressional Budget Office). 
— [Washington, D.C.? : U.S. G.P.O., 1983] 

4 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; 98-172) Caption title. “May 16, 1983.” 

1. Economic assistance, Domestic. 2. United States — Terri- 
tories and possessions. 3. Finance, Public — United States. I. 
Title. II. Series: United States. Congress (98th, Ist session : 
1983). House. Report ; no. 98-172. OCLC 12122378 


85-22058 
Y 1,1/8:98-173 
United States. Congress. House. Committee on Interior and Insu- 
lar Affairs. 

Authorizing appropriations for the Navajo and Hopi Indian 
Relocation Commission : report (to accompany H.R. 1746) (in- 
cluding the cost estimate of the Congressional Budget Office). 
— [Washington, D.C.? : U.S. G.P.O., 1983] 

4 p. ; 24 cm.— (Report / 98th Congress, 1st session, House 
of Representatives ; no.98-173) Caption title. “May 16, 1983.” 

1. Navajo and Hopi Indian Relocation Commission 2. 
United States — Appropriations and expenditures. I. Title. II. 
Series: United States. Congress (98th, Ist session : 1983). House. 
Report ; no. 98-173. OCLC 12117882 


85-22059 
Y 1.1/8:98-179 
United States. Congress. House. Committee on Government Oper- 
ations. 

State and local fiscal assistance amendments of 1983 : report 
together with additional and dissenting views (to accompany 
H.R. 2780) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1983} 
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43 p. ; 24cm. — (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-179) Caption title. “May 16, 
1983.” 

1. Economic assistance, Domestic — Law and legislation — 
United States. 2. Revenue sharing — Law and legislation — 
United States. 3. Intergovernmental fiscal relations — United 
States — States. I. Title. II. Series: United States. Congress 
(98th, Ist session : 1983). House. Report ; no. 98-179. OCLC 
12119800 


85-22060 


Y 1.1/8:98-181 


United States. Congress. House. Committee on the Judiciary. 


Department of Justice Authorization Act, fiscal year 1984 : 
report together with additional and supplemental views (to ac- 
company H.R. 2912) (including cost estimate of the Congres- 
sional Budget Office). —[Washington, D.C.? : U.S. G.P.O., 
1983] 

31 p. : ill. ; 24 cm.— (Report / 98th Congress, Ist session, 
House of Representatives ; no. 98-181) Caption title. “May 
16, 1983.” Includes bibliographical references. 

1. United States. Dept. of Justice 2. United States — Appro- 
priations and expenditures, 1984. I. Title. II. Series: United 
States. Congress (98th, Ist session : 1983). House. Report ; no. 
98-181. OCLC 12117911 


85-22061 


Y 1.1/8:98-198/pt.3 


United States. Congress. House. Committee on Energy and Com- 


merce. 

Hazardous Waste Control and Enforcement Act of 1983 : 
report together with minority views (to accompany H.R. 2867) 
(including cost estimate of the Congressional Budget Office). — 
[Washington, D.C.? : U.S. G.P.O., 1983]- 

v. ; 24 cm.— (Rept. / 98th Congress, Ist session, House of 
Representatives ; no. 98-198, pt. 3) Caption title. “Committee 
on the Judiciary’—Pt. 3. “June 17, 1983”—Pt. 3. @lItem 
1008-C, 1008-D (microfiche) 

1. Waste disposal in the ground — Law and legislation — 
United States. 2. Hazardous substances— Law and legisla- 
tion — United States. I. United States. Congress. House. Com- 
mittee on the Judiciary. II. Title. III. Series: United States. 
Congress (98th, Ist session : 1983). House. Report ; no. 98-198, 
pt. 3. OCLC 09722979 


85-22062 


¥ 1.1/8:98-201 


United States. Congress. House. Committee on the Judiciary. 


Legal Services Act Amendments of 1983 : report together 
with additional and dissenting views (to accompany H.R. 2909) 
(including cost estimate of the Congressional Budget Office). — 
(Washington, D.C. : U.S. G.P.O., 1983] 

58 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-201) Caption title. “May 17, 
1983.” Includes bibliographical references. 

1. Legal Services Corporation. 2. Legal services — United 
States. I. Title. II. Series: United States. Congress (98th, 1st 
session : 1983). House. Report ; no. 98-201. OCLC 12163759 


85-22063 


Y 1.1/8:98-202 


United States. Congress. House. Committee on Public Works and 


Transportation. 

Emergency Public Works Employment Act of 1983 : report 
together with additional, supplemental, and minority views (to 
accompany H.R. 2544) (including cost estimate of the Congres- 
sional Budget Office). —[Washington, D.C. : U.S. G.P.O., 
1983] 





28 p. ; 24 cm. — (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-202) Caption title. “May 17, 
1983.” 

1. United States — Public works. 2. Public service employ- 
ment — United States. 3. Intergovernmental fiscal relations — 
United States— States. I. Title. II. Series: United States. 
Congress (98th, Ist session : 1983). House. Report ; no. 98-202. 
OCLC 12163706 


85-22064 
Y 1.1/8:98-215 
A Review of the scientific and technological issues in the regula- 
tion of cotton dust in primary cotton textile industry : report / 
by the Committee on Science and Technology, together with 
minority views. — Washington : U.S. G.P.O., 1983. 

viii, 171 p. : ill., 2 forms ; 24 cm.— (House report ; no. 98- 
215) “May 24, 1983.” Includes bibliographic references. 

1. Cotton textile industry — United States — Dust control. 2. 
Cotton textiles— Dust control. I. United States. Congress. 
House. Committee on Science and Technology. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
3; no. 98-215. OCLC 12115285 


85-22065 
Y 1.1/8:98-216 
Review of the scientific basis of the Environmental Protection 
Agency’s carcinogenic risk assessment on formaldehyde : report 
/ by the Committee on Science and Technology together with 
additional and minority views.— Washington : U.S. G.P.O., 
1983. 

vii, 201 p. : ill. ; 24 cm. — (House report ; no. 98-216) “May 
24, 1983.” Bibliography: p. 144-145. 

1. United States. Environmental Protection Agency. 2. 
Formaldehyde — Toxicology. 3. Carcinogens. I. United 
States. Congress. House. Committee on Science and Technolo- 

II. Series: United States. Congress (98th, Ist session : 


By. 
1983). House. Report ; no. 98-216. OCLC 10114228 
85-22066 


Y 1,1/8:98-218 
United States. Congress. House. Committee on Energy and Com- 
merce. 

Health planning amendments of 1983 : report together with 
additional and dissenting views (to accompany H.R. 2934) (in- 
cluding cost estimate of the Congressinal Budget Office). — 
[Washington D.C.? : U.S. G.P.O., 1983] 

43 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-218) Caption title. “May 24, 
1983.” Includes bibliographical references. 

1. Health planning — Law and legislation — United States. I. 
Title. II. Series: United States. Congress (98th, Ist session : 
1983). House. Report ; no. 98-218. OCLC 12128364 


85-22067 
Y 1.1/8;98-224 
United States. Congress. House. Committee on Rules. 

Waiving certain points of order against consideration of H.R. 
3132 : report (to accompany H. Res. 210). —[Washington, 
D.C.? : U.S. G.P.O., 1983] 

[1] leaf ; 24 cm.— (Report / 98th Congress, Ist session, 
House of Representatives ; no. 98-224) Caption title. “May 
25, 1983.” 

1. Bills, Legislative— United States. I. Title. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
; no. 98-224. OCLC 12127297 


85-22068 
¥ 1.1/8:98-225 
United States. Congress. House. Committee on Rules. 
Waiving certain points of order against consideration of H.R. 
3133 : report (to accompany H. Res. 211). — [Washington, 
D.C.? : U.S. G.P.O., 1983] 
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[1] leaf ; 24 cm.— (Report / 98th Congress, Ist session, 
House of Representatives ; no. 98-225) Caption title. “May 
25, 1983.” 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
; no. 98-225. OCLC 12127286 


85-22069 


Y 1.1/8:98-229 


United States. Congress. House. Committee on Appropriations. 


Treasury, Postal Service, and general government appropria- 
tion bill, 1984 : report with additional views (to accompany 
H.R. 3191). — [Washington, D.C.? : U.S. G.P.O., 1983] 

82, [7] p. : ill. ; 24 cm.— (Report / 98th Congress, Ist 
session, House of Representatives ; no. 98-229) Caption title. 
“June 2, 1983.” 

1. United States. Dept. of the Treasury 2. United States 
Postal Service 3. United States. Executive Office of the Presi- 
dent 4. United States — Appropriations and expenditures, 1984. 
I. Title. II. Series: United States. Congress (98th, Ist session : 
1983). House. Report ; no. 98-229. OCLC 12128252 


85-22070 


Y 1.1/8:98-230 


United States. Congress. House. Committee on Interior and Insu- 


lar Affairs. 

Providing that per capita payments to Indians may be made 
by tribal governments, and for other purposes : report (to ac- 
company S. 419) (including the cost estimate of the Congres- 
sional Budget Office). — [Washington, D.C.? : U.S. G.P.O., 
1983) 

6 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-230) Caption title. “June 3, 1983.” 

1. Indians of North America— Claims. 2. Indians of North 
America — Financial affairs. I. Title. II. Series: United States. 
Congress (98th, Ist session : 1983). House. Report ; no. 98-230. 
OCLC 12129724 


85-22071 


Y 1,1/8:98-239 


United States. Congress. House. Committee on Public Works and 


Transportation. 

Jack D. Watson Post Office Building : report (to accompany 
H.R. 3151). — [Washington, D.C.? : U.S. G.P.O., 1983] 

2 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-239) Caption title. “June 9, 1983.” 

1. Jack D. Watson Post Office Building (Fort Worth, Tex.) 
2. Postal service — Texas — Fort Worth — Buildings. I. Title. 
II. Series: United States. Congress (98th, Ist session : 1983). 
House. Report ; no. 98-239. OCLC 12127600 


85-22072 


Y 1,1/8:98-253 


United States. Congress. House. Committee on Appropriations. 


Department of the Interior and related agencies appropriation 
bill, 1984 : report (to accompany H.R. 3363). — [Washington, 
D.C.? : U.S. G.P.O., 1983] 

134, [18] p. ; 24 cm. — (Report / 98th Congress, Ist session, 
House of Representatives ; no. 98-253) Caption title. “June 
21, 1983.” 

1. United States. Dept. of the Interior 2. United States — 
Appropriations and expenditures, 1984. I. Title. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
; no. 98-253. OCLC 12140747 
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85-22073 
Y 1.1/8:98-293 
United States. Congress. House. Committee on Agriculture. 
Addition to the Green Mountain National Forest : report (to 
accompany H.R. 24) (including Congressional Budget Office 
estimate). — [Washington, D.C.? : U.S. G.P.O., 1983] 
6 p. ; 24. cm.— (Report / 98th Congress, Ist session, House 
i ; no. 98-293) Caption title. “July 14, 


1. Green Mountain National Forest (Vt. and N.Y.) 2. Na- 
tional parks and reserves— Vermont. 3. National parks and 
reserves—New York (State) I. Title. II. Series: United 
States. (98th, Ist session : 1983). House. Report ; no. 
98-293. OCLC 12127250 


85-22674 
Y 1.1/8:98-304 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 2230 : report (to 
accompany H. Res. 2773). — [Washington, D.C.? : U.S. G.P.O., 
1983] 

[1] leaf ; 24 cm.— (Report / 98th Congress, Ist session, 
House of Representatives ; no. 98-304) Caption title. “July 
20, 1983.” 

1. Bills, Legislative— United States. I. Title. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
; no. 98-304. OCLC 12127260 


85-22075 
Y 1.1/8:98-305 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 2867 : report (to 
accompany H. Res. 274). — [Washington, D.C.? : U.S. G.P.O., 
1983] 

[1] leaf ; 24 cm.— (Report / 98th Congress, Ist session, 
House of Representatives ; no. 98-305) Caption title. “July 
20, 1983.” 

1. Bills, Legislative— United States. I. Title. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
; no. 98-305. OCLC 12127266 


85-22076 
Y 1.1/8:98-323 
United States. Congress. House. Committee on Public Works and 
Transportation. 

Relating to the contempt citation of Anne M. (Gorsuch) Bur- 
ford : report together with additional views (to accompany H. 
Res. 180). — [Washington, D.C.? : U.S. G.P.O., 1983] 

61 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-323) Caption title. “July 27, 
1983.” Includes bibliographical references. 

1. Gorsuch, Anne McGill, 1942- 2. Contempt of court — 
United States. 3. Contempt of legislative bodies — United 
States. 4. United States. Environmental Protection Agency. 
5. Disclosure in accounting. 6. United States — Officials and 
employees — Discipline. I. Title. II. Series: United States. 
Congress (98th, Ist session : 1983). House. Report ; no. 98-323. 
OCLC 12138495 


85-22077 
Y 1,1/8:98-364 
United States. Congress. House. Committee on Public Works and 
Transportation. 
Colonel Homer Garrison, Jr. Federal Building : report (to 


oa H.R. 1748). —[Washington, D.C.? : U.S. G.P.O., 
1983 


2 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 


of Representatives ; no. 98-364) Caption title. “September 20, 
1983.” 


1. Colonel Homer Garrison, Jr. Federal Building (Lufkin, 
Tex.) 2. Lufkin (Tex.)— Public buildings. I. Title. II. 
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Series: United States. Congress (98th, Ist session : 1983). House. 
Report ; no. 98-364. OCLC 12127221 


85-22078 
Y 1.1/8:98-380 
Report of the Committee on Veterans’ Affairs pursuant to section 
302(b) of the Congressional Budget Act of 1974. — Washington 
: U.S. G.P.O., 1983. 
iii, 2 p. ; 24 cm.— (Report / 98th Congress, Ist session, 
House of Representatives ; no. 98-380) “September 26, 1983.” 
1. Budget — United States. 2. United States. Congress. 
House. Committee on Veterans’ Affairs I. United States. Con- 
gress. House. Committee on Veterans’ Affairs. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
; no. 98-380. OCLC 12129907 


85-22079 
Y 1.1/8:98-419 
United States. Congress. House. Committee on Interior and Insu- 
lar Affairs. 

Extending the lease terms of federal oil and gas lease no. U- 
39711 : report (to accompany H.R. 3618). — [Washington, 
D.C.? : U.S. G.P.O., 1983] 

3 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; 98-419) Caption title. “October 19, 
1983.” 

1. Oil and gas leases— Utah. I. Title. II. Series: United 
States. Congress (98th, Ist session : 1983). House. Report ; no. 
98-419. OCLC 12129946 


85-22080 
Y 1.1/8:98-434 
United States. Congress. House. Committee on the Judiciary. 
La Paz Enterprises, Limited : report (to accompany H. Res. 
57). — [Washington, D.C.? : U.S. G.P.O., 1983] 
5 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-434) Caption title. “October 24, 
1984.” 
1. La Paz Enterprises. 2. Claims. I. Title. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
; no. 98-434. OCLC 12141282 


85-22081 
Y 1.1/8:98-447 
United States. Congress. House. Committee on Rules. 
Providing for consideration of H.R. 1904 : report (to accom- 
pany H. Res. 350). — [Washington, D.C.? : U.S. G.P.O., 1983] 


[1] leaf ; 24 cm.— (Report / 98th Congress, Ist session, 
House of Representatives ; no. 98-447) Caption title. “Octo- 
ber 27, 1983.” 

1. Bills, Legislative-—- United States. I. Title. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
; no. 98-447. OCLC 12165796 


85-22082 
Y 1.1/8:98-449 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 2114 : report (to 
accompany H. Res. 352). — [Washington, D.C.? : U.S. G.P.O., 
1983] 

[1] leaf ; 24 cm.— (Report / 98th Congress, Ist session, 
House of Representatives ; no. 98-449) Caption title. “Octo- 
ber 27, 1983.” 

1. Bills, Legislative— United States. I. Title. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
; no. 98-449. OCLC 12165727 





85-22083 
¥ 1.1/8:98-451 
United States. Congress. House. Committee on House Administra- 
tion. 

Authorizing the Librarian of Congress to study the changing 
role of the book in the future : report (to accompany S. Con. 
Res. 50). — [Washington, D.C.? : U.S. G.P.O., 1983] 

3 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-451) Caption title. “October 31, 
1983.” 

1. Library of Congress. 2. Books — United States. I. Title. 
II. Series: United States. Congress (98th, Ist session : 1983). 
House. Report ; no. 98-451. OCLC 12164356 

85-22084 
Y 1.1/8:98-516 
United States. Congress. House. Committee on Merchant Marine 
and Fisheries. 

Restoration of coastwise trading privileges to the vessel “La 
Jolie” : report (to accompany S. 1015) (including cost estimate 
of the Congressional Budget Office). — [Washington, D.C.? : 
US. G.P.O., 1983] 

4 p. ; 24 cm.— (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-516) Caption title. “November 9, 
1983.” 

1. Coastwise shipping — United States. 2. La Jolie (Ship) I. 
Title. II. Series: United States. Congress (98th, Ist session : 
1983). House. Report ; no. 98-516. OCLC 12163770 


85-22085 
Y 1.1/8:98-518 
United States. Congress. House. Committee on Merchant Marine 
and Fisheries. 
Revitalization of the domestic cruise industry : report togeth- 
er with dissenting and separate views (to accompany H.R. 2883) 
(including cost estimate of the Congressional Budget Office). — 


(Washington, D.C.? : U.S. G.P.O., 1983] 

20 p. ; 24 cm. — (Report / 98th Congress, Ist session, House 
of Representatives ; no. 98-518) Caption title. “November 9, 
1983.” 

1. Ocean travel. 2. Tourist trade — United States. I. Title. 
II. Series: United States. Congress (98th, Ist session : 1983). 
House. Report ; no. 98-518. OCLC 12170012 


85-22086 
Y 1.1/8:98-520 
United States. Congress. House. Committee on Ruies. 

Providing for the consideration of House Joint Resolution 413 
: report (to accompany H. Res. 367). —[Washington, D.C.? : 
US. G.P.O., 1983] 

[1] leaf ; 24 cm.— (Report / 98th Congress, Ist session, 
House of Representatives ; no. 98-520) Caption title. ‘“No- 
vember 9, 1983.” 

1. Bills, Legislative— United States. I. Title. II. Series: 
United States. Congress (98th, Ist session : 1983). House. Report 
; no. 98-520. OCLC 12169638 


85-22087 
Y 1.1/8:98-748 
United States. Congress. House. Committee on Education and 
Labor. 

Education Amendments of 1984 : report together wih minori- 
ty and supplemental views (to accompany H.R. 11) (including 
cost estimate of the Congressional Budget Office). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984] 

123 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-748) Caption title. “May 15, 1984.” 

1. Adult education— Law and legislation — United States. 
2. Federal aid to adult education — United States. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; 98-748. OCLC 12175718 
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85-22088 


Y 1.1/8:98-759 


United States. Congress. House. Committee on the Judiciary. 


Department of Justice Appropriation Authorization Act, 
fiscal year 1985 : report (to accompany H.R. 5468) (including 
cost estimate of the Congressional Budget Office). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1984] 

28 p. ; 24. cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-759) Caption title. “May 15, 1984.” 
Includes bibliographical references. 

1. United States. Dept. of Justice 2. United States — Appro- 
priations and expenditures, 1985. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 98- 
759. OCLC 12173506 


85-22089 


Y 1.1/8:98-784 


United States. Congress. House. Committee on Interior and Insu- 


lar Affairs. 

Enhancing the economic development of Guam, the Virgin 
Islands, American Samoa, the Northern Mariana Islands, and 
for other purposes : report (to accompany H.R. 5531). — 
[Washington, D.C.? : U.S. G.P.O., 1984] 

22 p. ; 24 cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-784) Caption title. “May 15, 1984.” 

1. United States — Territories and possessions. 2. Economic 
assistance, Domestic — Pacific Islands (Trust Territory) 3. 
Economic assistance, Domestic — Virgin Islands of the United 
States. 4. Pacific Islands (Trust Territory) — Industries. 5. 
Virgin Islands of the United States — Industries. I. Title. II. 
Series: United States. Congress (98th, 2nd session : 1984). 
House. Report ; 98-784. OCLC 12174180 


85-22090 


Y¥ 1,1/8:98-795 


United States. Congress. House. Committee on Energy and Com- 


merce. 

Railroad Safety Improvement Act of 1984 : report together 
with minority and dissenting views (to accompany H.R. 5585) 
(including cost estimate of the Congressional Budget Office). — 
(Washington, D.C.? : U.S. G.P.O., 1984] 

26 p. ; 24 cm.— (Report / 98th Congress, 2d session, House 
of Representatives ; 98-795) Caption title. “May 21, 1984.” 

1. Railroads — Safety regulations — United States. 2. Rail- 
road law — United States. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). House. Report ; 98-795. 
OCLC 12174131 


85-22091 


Y 1,1/8:98-822 


United States. Congress. House. Committee on the Judiciary. 


Vietnam Veterans of America, Inc. : report (to accompany 
H.R. 4772) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1984] 

4 p. ; 24 cm.— (Report / 98th Congress, 2d session, House 
of Representatives ; 98-822) Caption title. “June 6, 1982” [i.e. 
1984]. 

1. Vietnam Veterans of America, Inc. I. Title. II. Series: 
United States. Congress (98th, 2nd session : 1984). House. 
Report ; 98-822. OCLC 12169523 


85-22092 


Y 1.1/8:98-850 


United States. Congress. House. Committee on Appropriations. 


Military construction appropriation bill, 1985 : report (to ac- 
company H.R. 5898). —[Washington, D.C.? : U.S. G.P.O., 
1984] 

111 p. ; 24cm. — (Report / 98th Congress, 2d session, House 
of Representatives ; 98-850) Caption title. “June 20, 1984.” 
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1. United States. Dept. of Defense 2. United States — Ap- 
propriations and expenditures, 1985. 3. United States — Armed 
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tion. I. Title. II. Series: United States. Congress (98th, 2nd 
session : 1984). House. Report ; 98-850. OCLC 12175603 
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Y 1.1/8:98-882 
United States. Congress (98th, 2nd session : 1984). House. 

Bankruptcy Amendments of 1984 : conference report (to ac- 
company H.R. 5174). —[Washington, D.C.? : U.S. G.P.O., 
1984] 

64 p.; 24cm. Caption title. “June 29, 1984.” 

1. Bankruptcy — United States. 2. Bank failures — Law and 
legislation — United States. I. Title. II. Series: United States. 
Congress (98th, 2nd session : 1984). House. Report ; 98-882. 
OCLC 11986441 
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Y 1.1/8:98-1176 
United States. Congress. House. Select Committee on Hunger. 
Progress report of the Select Committee on Hunger. Wash- 
ington : U.S. G.P.O., 
v. ; 24 cm. (Report / 98th Congress, 2d session ; 98-1176) 
Annual 


1984- 1984. Vols. for 1984- distributed to some depository 
libraries in microfiche. @Item 1008-C, 1008-D (microfiche) 
Main series: United States. Congress. House. Report 

1. United States. Congress. House. Select Committee on 
Hunger — Periodicals. 2. Hunger — Periodicals. 3. Malnutri- 
tion — Periodicals. I. Title. II. Series: United States. Con- 
gress (98th, 2nd session : 1985). House. Report ; 98-1176. 
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85-22095 
Y 1.1/8:98-1195 
United States. Congress. House. Select Committee on Children, 
Youth, and Families. 

Report on the activities in the 98th Congress of the Select 
Committee on Children, Youth, and Families, House of Repre- 
sentatives, years 1983 and 1984 (pursuant to Rule xi (1)(d)). — 
Washington : U.S. G.P.O., 1985. 

v, 59 p. ; 24 cm. — (House report ; 98-1195) Distributed to 
some depository libraries in microfiche. “January 2, 1985.” 
Includes bibliographies. @lItem 1008-C, 1008-D (microfiche) 

1. United States. Congress. House. Select Committee on Chil- 
dren, Youth, and Families. 2. Children— Uniied States — 
Social conditions. 3. Youth— United States — Social condi- 
tions. 4. Family — United States. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 98- 
1195. OCLC 12054908 

85-22096 
Y 1.1/8:98-1196 
United States. Congress. House. Permanent Select Committee on 
Intelli ; 

Report on the activities of the Permanent Select Committee 
on Intelligence of the House of Representatives during the ... 
Congress pursant to clause 1(d) rule XI of the rules of the 
House of Representatives. Washington : U.S. G.P.O., 1985- 

v. ; 24 cm. (House report / 98th Congress, 2d session ; 98- 


Biennial 

98th Congress- At head of title: Union calendar no. 679. 
98th Congress. Vols. for 98th Congress- distributed to some 
depository libraries in microfiche. @Item 1008-C, 1008-D 
(microfiche) Main series: United States. Congress. House. 
Report Continues: United States. Congress. House. Permanent 
Select Committee on Intelligence. Annual report 

1. United States. Congress. House. Permanent Select Commit- 
tee on Intelligence. — Periodicals. 2. Intelligence service — 
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United States— Periodicals. I. Title. II. Series: United 
States. Congress (98th, 2nd session : 1984). House. Report ; 98- 
1196. OCLC 11684028 
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Y 1.1/8:99-6/pt.2 


Farm Emergency Credit Act of 1985 : supplemental report (to 


accompany H.R. 1035). 
1985]- 

v. ; 24 cm.— (Rept. / 99th Congress, Ist session, House of 
Representatives ; 99-6, pt. 2) Caption title. “Committee on 
Agriculture.” Description based on pt. 2. Distributed to some 
depository libraries in microfiche. “February 26, 1985”—Pt. 2. 
@ltem 1008-C, 1008-D (microfiche) 

1. Agricultural credit — United States. I. United States. Con- 
gress. House. Committee on Agriculture. II. Series: United 
States. Congress (99th, Ist session : 1985). House. Report ; 99-6, 
pt. 2. OCLC 12094150 


— [Washington, D.C.? : U.S. G.P.O., 


85-22098 


Y 1.1/8:99-17/pt.2 


United States. Congress. House. Committee on Armed Services. 


New GI Bill amendments of 1985 : report (to accompany 
H.R. 752 ... referred jointly to the Committee on Veterans’ 
Affairs and the Committee on Armed Services) (including cost 
estimate of the Congressional Budget Office). — [Washington, 
D.C.? : U.S. G.P.O., 1985- ] 

v. ; 24 cm.— (Rept. / 99th Congress, ist session, House of 
Representatives ; 99-17, pt. 2) Caption title. Distributed to 
some depository libraries in microfiche. “March 20, 1985.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Veterans — Education— United States. 2. Veterans — 
Legal status, laws, etc.— United States. I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). House. Report 
; 99-17, pt. 2. OCLC 12066706 


85-22099 


Y 1,1/8:99-18/pt.2 


United States. Congress. House. Committee on Education and 


Labor. 

American Conservation Corps Act of 1985 : report together 
with dissenting views (to accompany H.R. 99 ... referred jointly 
to the Committee on Education and Labor and the Committee 
on Interior and Insular Affairs) (including cost estimate of the 
Congressional Budget Office). —[Washington, D.C.? : U.S. 
G.P.O., 1985- ] 

v. ; 24 cm.— (Rept. / 99th Congress, ist session, House of 
Representatives ; 99-18, pt. 2) “Minority, additional, and indi- 
vidual views”—Pt. 2. Distributed to some depository libraries 
in microfiche. “May 2, 1985”—Pt. 2. @lItem 1008-C, 1008-D 
(microfiche) 

1. American Conservation Corps. 2. United States — Public 
lands. 3. Indians of North America—Land tenure. 4. 
Youth — Employment — United States. I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). House. Report 
; 99-18, pt. 2. OCLC 11991459 


85-22100 


Y 1.1/8:99-38 


United States. Congress. House. Committee on Education and 


Labor. 

Reaffirming commitment to the Job Corps program : report 
together with minority and supplemental views (to accompany 
H. Res. 72) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1985] 

8 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-38) Caption title. Distributed to some 
depository libraries in microfiche. “April 4, 1985.” @lItem 
1008-C, 1008-D (microfiche) 





1. Job Corps (U.S.) I. Title. II. Series: United States. Con- 
gress (99th, Ist session : 1985). House. Report ; 99-38. OCLC 
12066954 


85-22101 


Y 1.1/8:99-43 
United States. Congress. House. Committee on Science and Tech- 
nology. 

Authorizing appropriations to the National Bureau of Stand- 
ards for fiscal year 1986, and for other purposes : report togeth- 
er with additional views (to accompany H.R. 1617) (including 
cost estimate of the Congressional Budget Office). — [Washing- 
ton : U.S. G.P.O., 1985] 

39 p. ; 24 cm. — (Report / 99th Congress, Ist session, House 
of Representatives ; 99-43) Caption title. Distributed to some 
depository libraries in microfiche. “April 16, 1985.” @Item 
1008-C, 1008-D (microfiche) 

1. United States. National Bureau of Standards I. Title. II. 
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85-22105 


Y 1.1/8:99-54 


United States. Congress. House. Committee on Science and Tech- 


nology. 

Department of Energy civilian research and development au- 
thorization act for fiscal years 1986, 1987, and 1988 : report 
together with additional and dissenting views (to accompany 
H.R. 1798) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1985] 

84 p. ; 24 cm. — (Report / 99th Congress, Ist session, House 
of Representatives ; 99-54) Caption title. Distributed to some 
depository libraries in microfiche. “April 22, 1985.” @Item 
1008-C, 1008-D (microfiche) 

1. United States. Dept. of Energy 2. Energy development — 
United States. 3. United States — Appropriations and expendi- 
tures. I. Title. II. Series: United States. Congress (99th, Ist 
session : 1985). House. Report ; 99-54. OCLC 12093646 


Series: United States. Congress (99th, 1st session : 1985). House. 
Report ; 99-43. OCLC 12069687 
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Y 1,1/8:99-55/pt.1 
United States. Congress. House. Committee on Science and Tech- 
nology. 


Department of Energy civilian energy programs authorization 


Y 1.1/8:99-45 
United States. Congress. House. Committee on Government Oper- 


ations. 

Unnecessary firing of tactical missiles demands DOD’s atten- 
tion : first report / by the Committee on Government Oper- 
ations. — Washington : U.S. G.P.O., 1985. 

v, 13 p. ; 24 cm.— (House report ; 99-45) Distributed to 
some depository libraries in microfiche. “April 17, 1985.” In- 
cludes bibliographical references. @Item 1008-C, 1008-D 
(microfiche) 

1. Antiaircraft missiles. 2. Antitank missiles. I. Title. II. 
Series: United States. Congress (99th, Ist session : 1985). House. 
Report ; 99-45. OCLC 12059905 


act for fiscal years 1986, 1987, and 1988 : report together with 
additional and dissenting views (to accompany H.R. 1799) (in- 
cluding cost estimate of the Congressional Budget Office). — 
[Washington, D.C.? : U.S. G.P.O., 1985- ] 

v. ; 24 cm.— (Rept. / 99th Congress, Ist session, House of 
Representatives ; 99-55, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “April 22, 1985”—Pt. 
1. @ltem 1008-C, 1008-D (microfiche) 

1. United States. Dept. of Energy 2. Energy development — 
United States. 3. United States — Appropriations and expendi- 
tures. I. Title. II. Series: United States. Congress (99th, Ist 
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United States. Congress. House. Committee on Government Oper- ae Y 1.1/8:99-56 
ations. “ 


The impact of the budget p on Cthies ‘of ‘Tas " United States. Congress. House. Committee on Government Oper- 


General : second report / by the Committee on Government 
Operations. — Washington : U.S. G.P.O., 1985. 

v, 14 p. ; 24 cm.— (House report ; 99-46) Distributed to 
some depository libraries in microfiche. “April 17, 1985. In- 
cludes bibliographical references. @Item 1008-C, 1008-D 
(microfiche) 

1. Investigations. 2. Budget — United States. I. Title. II. 
Title: Offices of Inspector General. III. Series: United States. 
Congress (99th, Ist session : 1985). House. Report ; 99-46. 
OCLC 12054678 
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¥ 1.1/8:99-53 
United States. Congress. House. Committee on Merchant Marine 
and Fisheries. 

Amending the Panama Canal Act of 1979 regarding the pay- 
ment of interest on the U.S. investment in the Panama Canal : 
report (to accompany H.R. 664) (including cost estimate of the 
Congressional Budget Office). —[Washington, D.C.? : U.S. 
G.P.O., 1985] 

8 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-53) Caption title. Distributed to some 
depository libraries in microfiche. “April 22, 1985.” @Item 
1008-C, 1008-D (microfiche) 

1. Panama Canal (Panama)— Finance. 2. United States. 
Panama Canal Commission. I. United States. Panama Canal 
Act of 1979. II. Title. III. Series: United States. Congress 
(99th, Ist session : 1985). House. Report ; 99-53. OCLC 
12100311 


ations. 

National Endowment for the Humanities and the Equal Em- 
ployment Opportunity Commission : sixth report by the Com- 
mittee on Government Operations together with dissenting, ad- 
ditional, and additional dissenting views. — Washington : U.S. 
G.P.O., 1985. 

v, 35 p. ; 24 cm.— (House report ; 99-56) Distributed to 
some depository libraries in microfiche. “April 22, 1985.” in- 
cludes bibliographical references. @lItem 1008-C, 1008-D 
(microfiche) 

1. National Endowment for the Humanities. 2. United 
States. Equal Employment Opportunity Commission. 3. Re- 
cruiting of employees— United States. I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). House. Report 
; 99-56. OCLC 12066976 
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Y 1.1/8:99-57 


United States. Congress. House. Committee on Rules. 


Providing for the consideration of H.R. 1555 : report (to 
accompany H. Res. 140). — [Washington, D.C.? : U.S. G.P.O., 
1985] 

[1] leaf ; 24 cm.— (Report / 99th Congress, Ist session, 
House of Representatives ; 99-57) Caption title. Distributed 
to some depository libraries in microfiche. “April 24, 1985.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative — United States. I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). House. Report 
; no. 99-57. OCLC 12093521 


Page 231 





House Reports 


85-22109 
Y¥ 1.1/8:99-58 
United States. Congress. House. Committee on House Administra- 
tion. 

Relating to election of a Representative from the Eighth 
Congressional District of Indiana : report together with dissent- 
ing and addtional views (to accompany H. Res. 146). — [Wash- 
ington, D.C.? : U.S. G.P.O., 1985] 

96 p. ; 24 cm. — (Report / 99th Congress, Ist session, House 
of Representatives ; 99-58) Caption title. Distributed to some 
depository libraries in microfiche. Includes bibliographical ref- 
erences. “April 29, 1985.” @lItem 1008-C, 1008-D (micro- 
fiche) 

1. McCloskey, Frank. 2. McIntyre, Richard. 3. United 
States. Congress. House 4. Elections — Indiana. I. Title. II. 
Series: United States. Congress (99th, ist session : 1985). House. 
Report ; 99-58. OCLC 12076826 


85-22110 
Y 1.1/8:99-59 
United States. Congress. House. Committee on Merchant Marine 
and Fisheries. 

Panama Canal Commission Authorization Act, fiscal year 
1986 : report (to accompany H.R. 1784) (including cost estimate 
of the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1985] 

13 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-59) Caption title. Distributed to some 
depository libraries in microfiche. “April 29, 1985.” @Item 
1008-C, 1008-D (microfiche) 

1. United States. Panama Canal Commission I. Title. II. 
Series: United States. Congress (99th, Ist session : 1985). House. 
Report ; 99-59. OCLC 12099774 


85-22111 
Y 1.1/8:99-60 
United States. Congress. House. Committee on Merchant Marine 
and Fisheries. 

Authorization for appropriations of maritime programs for 
fiscal year 1986 : report (to accompany H.R. 1157) (including 
cost estimate of the Congressional Budget Office). — [Washing- 
ton, D.C.? : U.S. G.P.O., 1985] 

18 p. ; 24 cm.— (Report / 99th Congress, 1st session, House 
of Representatives ; 99-60) Caption title. Distributed to some 
depository libraries in microfiche. “May 1, 1985.” @Item 
1008-C, 1008-D (microfiche) 

1. United States. Maritime Administration 2. United States. 
Federal Maritime Commission 3. United States — Appropria- 
tions and expenditures, 1986. I. Title. II. Series: United 
States. Congress (99th, Ist session : 1985). House. Report ; 99- 
60. OCLC 12113324 


85-22112 
Y 1.1/8:99-61 
United States. Congress. House. Committee on the Judiciary. 

Relief of certain former flight engineers of Western Airlines : 
report (to accompany H.R. 484). —[Washington, D.C.? : U.S. 
G.P.O., 1985] 

44 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-61) Caption title. Distributed to some 
depository libraries in microfiche. “May 6, 1985.” Includes 
bibliographical references. @lItem 1008-C, 1008-D (microfiche) 

1. Western Airlines. 2. Flight engineers — United States. I. 
Title. II. Series: United States. Congress (99th, Ist session : 
1985). House. Report ; 99-61. OCLC 12147986 
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Y 1.1/8:99-62 


United States. Congress. House. Committee on the Judiciary. 


Meals on Wheels of the Monterey Peninsula, Inc. : report (to 
accompany H.R. 1095). —[Washington, D.C.? : U.S. G.P.O., 
1985] 

4 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-62) Caption title. Distributed to some 
depository libraries in microfiche. “May 6, 1985.” @lItem 
1008-C, 1008-D (microfiche) 

1. Meals on Wheels of the Monterey Peninsula, Inc. I. Title. 
II. Series: United States. Congress (99th, Ist session : 1985). 
House. Report ; 99-62. OCLC 12141504 
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Y 1.1/8:99-63 


United States. Congress. House. Committee on the Judiciary. 


Army and Navy Union of the United States of America : 
report (to accompany H.R. 897) (including Congressional 
Budget Office cost estimate). — Washington, D.C.? : U.S. 
G.P.O., 1985] 

4 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-63) Caption title. Distributed to some 
depository libraries in microfiche. “May 6, 1985.” @lItem 
1008-C, 1008-D (microfiche) 

1. Army and Navy Union of the United States of America, 
Inc. I. Title. II. Series: United States. Congress (99th, Ist 
session : 1985). House. Report ; 99-63. OCLC 12145869 
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¥ 1.1/8:99-64 


United States. Congress. House. Committee on Ways and Means. 


United States-Israel free trade area : report (to accompany 
H.R. 2268) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1985] 

34 p. ; 24 cm. — (Report / 99th Congress, Ist session, House 
of Representatives ; 99-64) Caption title. Distributed to some 
depository libraries in microfiche. “May 6, 1985.” @Item 
1008-C, 1008-D (microfiche) 

1. United States — Commercial treaties. 2. Israel — Commer- 
cial treaties. 3. Customs unions. I. Title. II. Series: United 
States. Congress (99th, Ist session : 1985). House. Report ; 99- 
64. OCLC 12141444 
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Y 1.1/8:99-65 


United States. Congress. House. Committee on Rules. 


Providing for the consideration of H.R. 1157 : report (to 
accompany H. Res. 157). — [Washington, D.C.? : U.S. G.P.O., 
1985] 

[1] leaf ; 24 cm.— (Report / 99th Congress, Ist session, 
House of Representatives ; 99-65) Caption title. Distributed 
to some depository libraries in microfiche. “May 7, 1985.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative— United States. I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). House. Report 
; 99-65. OCLC 12145807 
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Y 1.1/8:99-66 


United States. Congress. House. Committee on Rules. 


Providing for the consideration of H.R. 1784 : report (to 
accompany H. Res. 158). —[Washington, D.C.? : U.S. G.P.O., 
1985] 
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1. Pearl Harbor Survivors Association. I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). House. Report 
; 99-71. OCLC 12156574 
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Y 1,1/8:99-67 
United States. Congress (99th, Ist session : 1985). House. 

Repeal of contemporaneous recordkeeping requirements : 
conference report (to accompany H.R. 1869). —- [Washington, 
D.C.? : U.S. G.P.O., 1985] 
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of Representatives ; 99-67) Caption title. Distributed to some 
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1. Business records — Law and legislation — United States. 
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Congress (99th, Ist session : 1985). House. Report ; 99-67. 
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United States. Congress. House. Committee on Education and 
Labor. 

Report of the Committee on Education and Labor, pursuant 
to section 302(b) of the Congressional Budget Act of 1974. — 
Washington : U.S. G.P.O., 1985. 

iii, 2 p. ; 24 cm.— (Report / 99th Congress, Ist session, 
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United States. Congress (99th, Ist session : 1985). House. Report 
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United States. Congress. House. Committee on Ways and Means. 

Social security minor and technical changes act of 1985 : 
report (to accompany H.R. 2005) (including cost estimate of the 
Congressional Budget Office). —[Washington, D.C.? : U.S. 
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25 p. ; 24 cm. — (Report / 99th Congress, Ist session, House 
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1. Social security — Law and legislation — United States. 2. 
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United States. Congress. House. Committee on the Judiciary. 

Daughters of Union Veterans of the Civil War, 1861-1865 : 
report (to accompany H.R. 1806). — [Washington, D.C.? : U.S. 
G.P.O., 1985] 
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United States. Congress. House. Committee on the Judiciary. 
Pearl Harbor Survivors Association : report (to accompany 

H.R. 1042). — [Washington, D.C.? : U.S. G.P.O., 1985] 


Authority for additional federal employee health benefits 
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of the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1985] 

14 p. ; 24cm. — (Report / 99th Congress, Ist session, House 
of Representatives ; 99-72) Caption title. Distributed to some 
depository libraries in microfiche. “May 9, 1985.” @Item 
1008-C, 1008-D (microfiche) 

1. Insurance, Government employees’ health — United States. 
I. Title. II. Series: United States. Congress (99th, Ist session : 
1985). House. Report ; 99-72. OCLC 12148028 


85-22124 


Y 1.1/8:99-73 


United States. Congress. House. Committee on Education and 


Labor. 

Commemorating the twentieth anniversary of Head Start : 
report (to accompany H. Con. Res. 95) (including cost estimate 
of the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1985] 

4 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-73) Caption title. Distributed to some 
depository libraries in microfiche. “May 9, 1985.” @lItem 
1008-C, 1008-D (microfiche) 

1. Project Head Start (U.S.) I. Title. II. Series: United 
States. Congress (99th, Ist session : 1985). House. Report ; 99- 
73. OCLC 12140820 


85-22125 


Y¥ 1.1/8:99-74 


United States. Congress. House. Committee on Education and 


Labor. 

Observing the twentieth anniversary of the Older Americans 
Act : report together with supplemental views (to accompany 
H. Con. Res. 132) (including cost estimate of the Congressional 
Budget Office). —[Washington, D.C.? : U.S. G.P.O., 1985] 

5 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-74) Caption title. Distributed to some 
depository libraries in microfiche. “May 9, 1985.” @lItem 
1008-C, 1008-D (microfiche) 

1. tUnited States.fOlder Americans Act of 1965. 2. Aged — 
Government policy — United States. 3. Aged — Legal status, 
laws, etc. — United States. I. Title. II. Series: United States. 
Congress (99th, ist session : 1985). House. Report ; 99-74. 
OCLC 12185638 


85-22126 


Y 1,1/8:99-75 


United States. Congress. House. Committee on Merchant Marine 


and Fisheries. 

Nongame fish and wildlife conservation authorization : report 
(to accompany H.R. 1406) (including cost estimate of the Con- 
gressional Budget Office). — [Washington, D.C.? : U.S. G.P.O., 
1985] 

8 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-75) Caption title. Distributed to some 
depository libraries in microfiche. “May 9, 1985.” @lItem 
1008-C, 1008-D (microfiche) 
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House Reports 


1. Fishery law and legislation — United States. 2. Fishery 
conservation — United States — Finance. 3. Wildlife conserva- 
tion — United States— Finance. I. Title. II. Series: United 
States. Congress (99th, Ist session : 1985). House. Report ; 99- 
75. OCLC 12141023 


85-22127 
Y 1.1/8:99-76/pt.1 
United States. Congress. House. Committee on Foreign Affairs. 

Anti-Apartheid Act of 1985 : report together with minority 
views (to accompany H.R. 1460 which on March 7, 1985, was 
referred jointly to the Committee on Foreign Affairs, the Com- 
mittee on Banking, Finance, and Urban Affairs, and the Com- 
mittee on Rules) (including cost estimate of the Congressional 
Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1985- ] 

v. ; 24. cm.— (Rept. / 99th Congress, Ist session, House of 
Representatives ; 99-76, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 9, 1985”—Pt. 1. 
@ltem 1008-C, 1008-D (microfiche) 

1. Blacks — South Africa — Segregation. 2. Economic sanc- 
tions, American — South Africa. 3. Investments, American — 
South Africa. 4. Foreign trade regulation — United States. I. 
United States. Congress. House. Committee on Banking, Fi- 
nance, and Urban Affairs. II. United States. Congress. House. 
Committee on Rules. III. Title. IV. Series: United States. 
Congress (99th, Ist session : 1985). House. Report ; 99-76, pt.1. 
OCLC 12140968 


85-22128 
Y 1.1/8:99-77 
United States. Congress. House. Committee on the Judiciary. 
Gerald M. Hendley : report (te accompany H.R. 1529). — 
[Washington, D.C.? : U.S. G.P.O., 1985] 
3 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-77) Caption title. Distributed to some 
depository libraries in microfiche. “May 9, 1985.” @lItem 


1008-C, 1008-D (microfiche) 

1. Hendley, Gerald M. 2. Ciaims. 
United States. Congress (99th, Ist session : 1985). House. Report 
; 99-77. OCLC 12156162 


I. Title. II. Series: 


85-22129 
Y 1,1/8:99-78 
United States. Congress. House. Committee on the Judiciary. 

Mary E. Stokes : report (to accompany H.R. 1783). — 
(Washington, D.C.? : U.S. G.P.O., 1985] 

3 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-78) Caption title. Distributed to some 
depository libraries in microfiche. “May 9, 1985.” @Item 
1008-C, 1008-D (microfiche) 

1. Stokes, Mary E. 2. Claims. I. Title. II. Series: United 
States. Congress (99th, Ist session : 1985). House. Report ; 99- 
78. OCLC 12156511 

85-22130 
Y 1,1/8:99-79 
United States. Congress. House. Committee on the Judiciary. 

Audrey O. Lewis and Emerson B. Vereen : report (to accom- 
pany H.R. 1010). — [Washington, D.C.? : U.S. G.P.O., 1985] 

28 p. ; 24 cm. — (Report / 99th Congress, Ist session, House 
of Representatives ; 99-79) Caption title. Distributed to some 
depository libraries in microfiche. “May 9, 1985.” @ltem 
1008-C, 1008-D (microfiche) 

1. Claims. 2. Lewis, Audrey O. 3. Vereen, Emerson B. I. 
Title. II. Series: United States. Congress (99th, Ist session : 
1985). House. Report ; 99-79. OCLC 12165845 

85-22131 
Y 1.1/8:99-80/pt.1 
United States. Congress. House. Committee on Ways and Means. 

Medicare and Medicaid Patient and Program Protection Act 

of 1985 : report (to accompany H.R. 1868 ... referred jointly to 
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the Committee on Ways and Means and the Committee on 
Energy and Commerce) (including cost estimate of the Congres- 
sional Budget Office). —[Washington, D.C.? : U.S. G.P.O., 
1985- ] 

v. ; 24 cm.— (Report / 99th Congress, Ist session, House of 
Representatives ; 99-80, pt.1) Caption title. Distributed to 
some depository libraries in microfiche. “May 10, 1985”—Pt. 
1. @ltem 1008-C, 1008-D (microfiche) 

1. Medicare. 2. Medicaid. I. Title. II. Series: United 
States. Congress (99th, Ist session : 1985). House. Report ; 99- 
80, pt.1. OCLC 12147657 


85-22132 
Y 1.1/8:99-81 
United States. Congress. House. Committee on Armed Services. 

Department of Defense Authorization Act, 1986 : report of 
the Committee on Armed Services, U.S. House of Representa- 
tives, on H.R. 1872 together with additional and dissenting 
views. — Washington : U.S. G.P.O., 1985. 

xv, 469 p. : ill. ; 24 cm.— (Report / 99th Congress, Ist 
session, House of Representatives ; 99-81) Distributed to some 
depository libraries in microfiche. “May 10, 1985.” @Item 
1008-C, 1008-D (microfiche) 

1. United States. Dept. of Defense 2. United States. Dept. of 
Defense 3. United States— Appropriations and expenditures, 
1986. I. Title. II. Series: United States. Congress (99th, Ist 
session : 1985). House. Report ; 99-81. OCLC 12123440 


85-22133 
Y 1.1/8:99-82 
United States. Congress. House. Committee on Post Office and 
Civil Service. 

Permanent authority for flexible and compressed work sched- 
ules : report (to accompany H.R. 1534) (including cost estimate 
of the Congressional Budget Office). —[Washington, D.C.? : 
U.S. G.P.O., 1985] 

8 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-82) Caption title. Distributed to some 
depository libraries in microfiche. “May 13, 1985.” @lItem 
1008-C, 1008-D (microfiche) 

1. Hours of labor, Flexible — Law and legislation — United 
States. 2. Four-day week—Law and _ legislation — United 
States. 3. United States — Officials and employees. I. Title. 
II. Series: United States. Congress (99th, Ist session : 1985). 
House. Report ; 99-82. OCLC 12136831 


85-22134 
Y 1.1/8:99-83 
United States. Congress. House. Committee on Interior and Insu- 
lar Affairs. 

Providing certain authority to reduce erosion within the Cuy- 
ahoga Valley National Recreation Area : report (to accompany 
H.R. 934) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1985] 

7 p. ; 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-83) Caption title. Distributed to some 
depository libraries in microfiche. “May 13, 1985.” @lItem 
1008-C, 1008-D (microfiche) 

1. Cuyahoga Valley National Recreation Area (Ohio) 2. Soil 
conservation — Ohio — Cuyahoga Valley National Recreation 
Area. I. Title. II. Series: United States. Congress (99th, Ist 
session : 1985). House. Report ; 99-83. OCLC 12146003 


85-22135 
Y 1.1/8:99-84 
United States. Congress. House. Committee on Interior and Insu- 
lar Affairs. 
Providing for the inclusion of the Washington Square area 
within Independence National Park, and for other purposes : 
report (to accompany H.R. 105) (including cost estimate of the 





Congressional Budget Office). —[Washington, D.C.? : U.S. 
G.P.O., 1985] 

8 p. ; 24. cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-84) Caption title. Distributed to some 
depository libraries in microfiche. “May 13, 1985.” @lItem 
1008-C, 1008-D (microfiche) 

1. Independence National Historical Park (Pa.) I. Title. II. 
Series: United States. Congress (99th, Ist session : 1985). House. 
Report ; 99-84. OCLC 12140781 


85-22136 
Y 1.1/8:99-85 
United States. Congress. House. Committee on the Judiciary. 

Selection of court of appeals in multiple appeals of agency 
orders : report (to accompany H.R. 439). — [Washington, D.C.? 
: U.S. G.P.O., 1985] 

16 p. ; 24 cm. — (Report / 99th Congress, Ist session, House 
of Representatives ; 99-85) Caption title. Distributed to some 
depository libraries in microfiche. “May 13, 1985.” Includes 
bibliographical references. @lItem 1008-C, 1008-D (microfiche) 

1. Appellate courts — United States. 2. Judicial review of 
administrative acts— United States. I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). House. Report 
; 99-85. OCLC 12141059 


85-22137 
Y 1,1/8:99-86/pt.1 
United States. Congress. House. Committee on Merchant Marine 
and Fisheries. 

Emergency Wetlands Resources Act of 1985 : report (to 
accompany H.R. 1203) (including cost estimate of the Congres- 
sional Budget Office). — [Washington, D.C.? : U.S. G.P.O., 
1985- ] 

v. ; 24cm. — (Rept. / 99th Congress, Ist session, House ; 99- 
86, pt. 1) Caption title. Distributed to some d itory librar- 
ies in microfiche. “May 13, 1985”—Pt. 1. Oltem 1008-C, 
1008-D (microfiche) 

1. Wetlands — Law and legislation — United States. 2. Wild- 
life refuges — Law and legislation— United States. 3. Birds, 
Protection of — United States. I. Title. II. Series: United 
States. Congress (99th, Ist session : 1985). House. Report ; 99- 
86, pt. 1. OCLC 12140943 


85-22138 
Y 1,1/8:99-88 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of H.R. 1872 : report (to 
accompany H. Res. 169). — [Washington, D.C.? : U.S. G.P.O., 
1985] 

[1] leaf ; 24 cm.— (Report / 99th Congress, 1st session, 
House of Representatives ; 99-88) Caption title. Distributed 
to some depository libraries in microfiche. “May 14, 1985.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Bills, Legislative— United States. I. Title. II. Series: 
United States. Congress (99th, Ist session : 1985). House. Report 
; 99-88. OCLC 12151665 


85-22139 
Y 1,1/8;99-89 
United States. Congress. House. Committee on Banking, Finance, 
and Urban Affairs. 

Export-Import Bank Act amendments of 1985 : report togeth- 
er with minority and dissenting views (to accompany H.R. 
1787) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1985] 

17 p. ; 24cm. — (Report / 99th Congress, Ist session, House 
of Representatives ; 99-89) Caption title. Distributed to some 
depository libraries in microfiche. “May 14, 1985.” @Item 
1008-C, 1008-D (microfiche) 4 

1. Export-Import Bank of the United States. 2. Banks and 
banking, International. 3. Export credit— United States. I. 
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Title. II. Series: United States. Congress (99th, Ist session : 
1985). House. Report ; 99-89. OCLC 12145817 


85-22140 


Y 1,1/8:99-91 


United States. Congress. House. Committee on Banking, Finance, 


and Urban Affairs. 

Activities of the Export-Import Bank of the United States : 
report together with dissenting views (to accompany H. Con. 
Res. 76) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1985] 

5 p. ; 23 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-91) Caption title. Distributed to some 
depository libraries in microfiche. “May 14, 1985.” @Item 
1008-C, 1008-D (microfiche) 

1. Export-Import Bank of the United States. 2. Banks and 
banking, International. 3. Export credit — United States. 4. 
United States —Commerce. I. Title. II. Series: United States. 
Congress (99th, Ist session : 1985). House. Report ; 99-91. 
OCLC 12156425 


85-22141 


Y 1.1/8:99-93/pt.1 


United States. Congress. House. Committee on Interior and Insu- 


lar Affairs. 

Authorizing appropriations for the Nuclear Regulatory Com- 
mission for fiscal year 1986 and fiscal year 1987 : report (to 
accompany H.R. 1711) (including the cost estimate of the Con- 
co aes Budget Office). — [Washington, D.C.? : U.S. G.P.O., 
1985]- 

v. ; 24 cm.— (Report / 99th Congress, Ist session, House of 
Representatives ; 99-93, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 14, 1985.” 
@ltem 1008-C, 1008-D (microfiche) 

1. U.S. Nuclear Regulatory Commission 2. United States — 
Appropriations and expenditures, 1986-1987. I. Title. IL 
Series: United States. Congress (99th, Ist session : 1985). House. 
Report ; 99-93, pt. 1. OCLC 12156671 


85-22142 


Y 1,1/8:99-94/pt.1 


United States. Congress. House. Committee on Interior and Insu- 


lar Affairs. 

Reauthorizing and amending the Indian Health Care Im- 
provement Act, and for other purposes : report (to accompany 
H.R. 1426) (including the cost estimate of the Congressional 
Budget Office). — [Washington, D.C.? : U.S. G.P.O., 1985- ] 

v. : ill. ; 24cm.— (Rept. / 99th Congress, Ist session, House 
of Representatives ; 99-94, pt. 1) Caption title. Distributed to 
some depository libraries in microfiche. “May 14, 1985.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Federal aid to medical education — United States. 2. Indi- 
ans of North America — Health and hygiene. 3. Federal aid to 
health facilities United States. I. Title. II. Series: United 
States. Congress (99th, Ist session : 1985). House. Report ; 99- 
94, pt. 1. OCLC 12109015 


85-22143 


Y 1.1/8:99-98 


United States. Congress. House. Committee on Education and 
Labor 


Library Services and Construction Act technical amendments 
: report together with individual views (to accompany H.R. 
1997) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1985] 

12 p. ; 24 cm. — (Report / 99th Congress, Ist session, House 
of Representatives ; 99-98) Caption title. Distributed to some 
depository libraries in microfiche. “May 15, 1985.” @Item 
1008-C, 1008-D (microfiche) 
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Senate 


1. Federal aid to libraries — United States. 2. Federal aid to 
education — United States. 3. Indians of North America — 
Legal status, laws, etc. I. Title. II. Series: United States. 
Congress (99th, Ist session : 1985). House. Report ; 99-98. 
OCLC 12141778 


85-22144 
Y¥ 1.1/8:99-115/pt.1 
United States. Congress. House. Committee on Public Works and 
Transportation. 

National Development Investment Act : report (to accompa- 
ny H.R. 10 which on January 3, 1985, was referred jointly to 
the Committee on Public Works and Transportation and the 
Committee on Banking, Finance and Urban Affairs) (including 
cost estimate of the Congressional Budget Office). — [Washing- 
ton, D.C. : U.S. G.P.O., 1985- ] 

v. ; 24 cm.— (Rept. / 99th Congress, Ist session, House of 
Representatives ; 99-115/pt.1) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1985.” 
@ltem 1008-C, 1008-D (microfiche) 

1. Economic assistance, Domestic — Law and legislation — 
United States. I. United States. Congress. House. Committee 
on Banking, Finance, and Urban Affairs. II. Title. III. Series: 
United States. Congress (99th, Ist session : 1985). House. Report 
; 99-115/pt.1. OCLC 12140994 


85-22145 
Y 1.1/8:99-128 
United States. Congress. House. Committee on Armed Services. 
Military Construction Authorization Act, 1986 : report to- 
gether with dissenting views (to accompany H.R. 1409) (includ- 
ing cost estimate of the Congressional Budget Office). — 
[Washington, D.C.? : U.S. G.P.O., 1985] 
210 p. ; 24 cm. — (Report / 99th Congress, Ist session, House 
of Representatives ; 99-128) Caption title. Distributed to 
some depository libraries in microfiche. “May 15, 1985.” 


@ltem 1008-C, 1008-D (microfiche) 
1. United States — Armed Forces — Military construction op- 


erations — Law and legislation. 2. United States. Dept. of De- 
fense 3. United States— Appropriations and expenditures, 
1986. I. Title. II. Series: United States. Congress (99th, Ist 
session : 1985). House. Report ; 99-128. OCLC 12170366 


85-22146 
¥ 1.1/8:99-133/pt.1 
United States. Congress. House. Committee on the Budget. 

First concurrent resolution on the budget—fiscal year 1986 : 
report of the Committee on the Budget, House of Representa- 
tives, to accompany H. Con. Res. 152 ... together with addition- 
al, minority, and additional dissenting views. — Washington : 
USS. G.P.O., 1985-. 

v. : ill. ; 24cm. — (Rept. / 99th Congress, Ist session, House 
of Representatives ; 99-133, pt. 1) Distributed to some deposi- 
tory libraries in microfiche. “May 20, 1985”—Pt. 1. “Serial 
no. R-1”—Pt. 1. @lItem 1008-C, 1008-D (microfiche) 

1. Fiscal policy— United States. 2. Finance, Public — 
United States. 3. Budget—Law and legislation — United 
States. I. Title. II. Series: United States. Congress (99th, 1st 
session : 1985). House. Report ; 99-133, pt. 1. OCLC 12168943 


85-22147 
Y 1.1/8:99-145 
United States. Congress. House. Committee on Energy and Com- 
merce. 
Health professions educational assistance amendments of 1985 
: report together with additional views (to accompany H.R. 
2410) (including cost estimate of the Congressional Budget 
Office). — [Washington, D.C.? : U.S. G.P.O., 1985] 
77 p. 24 cm.— (Report / 99th Congress, Ist session, House 
of Representatives ; 99-145) Caption title. Distributed to 


Page 236 


some depository libraries in microfiche. 
@ltem 1008-C, 1008-D (microfiche) 

1. Federal aid to medical education — United States. 2. Med- 
ical education — Law and legislation — United States. I. Title. 
II. Series: United States. Congress (99th, Ist session : 1985). 
House. Repori ; 99-145. OCLC 12178958 


85-22148 


“May 23, 1985.” 


¥ 1.1/8:99-150 
United States. Congress. House. Committee on Government Oper- 
ations. 

Strategic petroleum reserve : budget and policy implications 
of the proposed moratorium : tenth report / by the Committee 
on Government Operations, together with additional views. — 
Washington : U.S. G.P.O., 1985. 

v, 55 p. ; 24 cm.— (House report ; 99-150) Distributed to 
some depository libraries in microfiche. “May 30, 1985.” In- 
cludes bibliographical references. @Item 1008-C, 1008-D 
(microfiche) 

1. Petroleum — Texas — Reserves. 2. Petroleum — Louisi- 
ana — Reserves. 3. Moratorium— Government policy — 
United States. I. Title. II. Series: United States. Congress 
(99th, Ist session : 1985). House. Report ; 99-150. OCLC 
12170417 


SENATE 


85-22149 
Y 1,3:S.pub.99-7 
United States. Congress. Senate. 

United States Senate telephone directory. Washington, D.C. : 
The Senate : For sale by the Supt. of Docs., U.S. G.P.O., [1983- 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 

v. ; 26 cm. (S. pub. ; 99-7) 

Irregular 

$7.00 

May 1983- Spine title: Senate telephone directory May 1983- 
Title from cover. May 1985. @lItem 998-A-1 S/N 052-001- 
00253-9 Main series: United States. Congress. Senate. S. pub. 
Continues: United States. Congress. Senate. Telephone directory 

1. United States. Congress. Senate — Directories — Tele- 
phone. I. Title. II. Series: United States. Congress (99th, Ist 
session : 1985). Senate. S. pub. ; 99-7. OCLC 09629120 


85-22150 
Y¥ 13/89 
United States. Congress. Senate. Historical Office. 

Senate history / Senate Historical Office, Office of the Secre- 
tary, United States Senate. Washington, D.C. : The Senate His- 
torical Office, [1978- Senate Historical Office, Office of the 
Secretary, United States Senate, Washington, D.C. 20510 

v. : ill. ; 28 cm. 

o. 1] (July 1978)- Title from caption. No. 9, July 1984. 
No. 2, May 1979 incorrectly called no. 2, July 1978. @Item 
998-D 

1. United States. Congress. Senate — History — Periodicals. 

I. Title. sn-85010592 OCLC 08486407 


ADVISORY COMMISSION ON 
INTERGOVERNMENTAL RELATIONS 
Washington, DC, 20575 


85-22151 
Y 3.Ad 9/8:18/984 
Significant features of fiscal federalism. Washington, D.C. : Advi- 
sory Commission on Intergovernmental Relations, Advisory 
Commission of Intergovernmental Relations, Washington, D.C. 
20575 
v. : ill. ; 27 cm. 





Annual Previously classed: Y 3.Ad 9/8:2 F 31/6/ “M-141” 
1984 ed. Description based on: 1979-80 ed. Issue for 1976/77 
published in 3 vols. @Item 1049-D ISSN 0146-9002 

1. Intergovernmental fiscal relations — United States — Peri- 
odicals. 2. Grants-in-aid — United States — Periodicals. 3. Fi- 
nance, Public — United States — Periodicals. I. United States. 
Advisory Commission on Intergovernmental Relations. 
HJ275.U52a 77-647862 //182 336.1/85/0973 OCLC 
03049237 


CONSUMER PRODUCT SAFETY COMMISSION 
Washington, DC 20207 


85-22152 
Y 3.C 76/3:2 El 2/rev. 

Home electrical safety audit : room by room checklist / U.S. 
Consumer Product Safety Commission. — Rev. 10/84. — Wash- 
ington, D.C. : The Commission, 1984. 

11 p.: forms ; 28cm. Caption title. @lItem 1062-C 

1. Dwellings — United States — Safety measures. 2. Dwell- 
ings — United States — Fires and fire prevention. 3. Household 
applicances, Electric— United States— Safety measures. I. 
U.S. Consumer Product Safety Commission. OCLC 12164167 


85-22153 
Y 3.C 76/3:5 St 2/985 
United States. 
Compilation of statutes administered by CPSC / prepared by 
the Office of the General Counsel. — Washington, D.C. : U.S. 
Consumer Product Safety Commission, [1985] 
109 p. ; 28 cm. “February 25, 1985.” “Unofficial compila- 
tion for convenience only.” Includes index. @lItem 1062-C-4 
i. Product safety — Law and legislation — United States. I. 
U.S. Consumer Product Safety Commission. II. U.S. Con- 
sumer Product Safety Commission. Office of the General Coun- 
sel. III. Title. OCLC 11963607 


85-22154 
Y 3.C 76/3:11-3 H 33 
CPSC warns of springtime hazards. — Washington, D.C. : U.S. 
Consumer Product Safety Commission, [1985] 
3 leaves : ill. ; 28 cm. — (Seasonal safety alert) Caption title. 
“Spring 1985.” @lItem 1062-C-15 
1. Product safety. 2. Gardening — United States — Equip- 
ment and supplies — Safety measures. I. U.S. Consumer Prod- 
uct Safety Commission. II. Series. OCLC 12101010 


85-22155 
Y 3.C 76/3:11-3 P 75 
Grandparents, prevent your grandchildren from being poisoned! 
— Washington, D.C. : U.S. Consumer Product Safety Commis- 
sion, [1985] 
[1] leaf : ill. ; 28 cm.— (Consumer product safety alert) 
Caption title. “April 1985.” @lItem 1062-C-15 
1. Poisons — Safety measures. I. U.S. Consumer Product 
Safety Commission. II. Series. OCLC 12059807 


FEDERAL ELECTION COMMISSION 
Washington, DC 20463 


85-22156 
Y 3.El 2/3:1/984 
United States. Federal Election Commission. 

Annual report / Federal Election Commission. Washington, 
D.C. : Federal Election Commission, Office of Publications, 
Federal Election Commission, 1325 K St., NW, Washington, 
D.C. 20463 

v. ; 27 cm. 

Annual 

Began with 1975. 1984. Description based on: 1980. 
@ltem 1091-A ISSN 0145-7284 


Government Publications — October 1985 


1. Election law — United States — Periodicals. 2. United 
States. Federal Election Commission — Periodicals. I. United 
States. Federal Election Commission. Office of Publications. 
Key Title: Annual report - Federal Election Commission II. 
Title. KF4886.A63 76-649565 //181 353.09/1 OCLC 
02291683 


85-22157 
Y 3.El 2/3:2 St 2/4 
State computer access to FEC data. —[Washington, D.C.?] : 
Federal Election Commission, [1985] 
8 p.: ill. ; 23 x 10cm. “May 1985.” Includes bibliograph- 
ical references. @lItem 1091-A 
1. Political action committees — United States. 2. Campaign 
funds — United States. 3. United States. Federal Election 
Commission. I. United States. Federal Election Commission. 
OCLC 12128596 


85-22158 
Y 3.El 2/3:5 C 15/3 
The Federal Election Commission : the first 10 years, 1975-1985. 
— [Washington, D.C.?] : The Commission, [1985] 
12 p. : col. ill ; 28 cm. Cover title. “April 14, 1985”—P. [2] 
of cover. Includes bibliographical references. @lItem 1091-A 
1. United States. Federal Election Commission. I. United 
States. Federal Election Commission. II. Title: First 10 years, 
1975-1985. OCLC 12122754 


85-22159 
Y 3.El 2/3:15/983/no.9 


Y 3.El 2/3:15/983/no.10/v.1-4 
FEC reports on financial activity, 1983-1984 interim report. — 

Washington, D.C. : Federal Election Commission, [1985]- 

v. : ill. ; 22 x 28 cm. Description based on no. 9. Chiefly 
tables. Contents: no. 9. U.S. Senate and House campaigns — 
no. 10. Party and non-party political committees (v. I. Summary 
tables, v. II. State and local party detailed tables, v. III. Non- 
party detailed tables (corporate and labor), v. IV. Non-party 
detailed tables (no connected organization trade/membership/ 
health, cooperative, corporation without stock)). @Item 1091- 
A 

1. Campaign funds — United States. I. United States. Feder- 
al Election Commission. OCLC 12089754 


NATIONAL ADVISORY COUNCIL ON INDIAN 
EDUCATION 
Washington, DC 20004 


85-22160 
Y 3.In 2/10:1/983 
United States. National Advisory Council on Indian Education. 
Annual report to the Congress of the United States / National 
Advisory Council on Indian Education. Washington, D.C. : The 
Council : [Supt. of Docs, U.S. G.P.O., distributor, Supt. of 
Docs., U.S. Govt. Print. Off., Washington, DC 20402 
v. ; 24cm. 
$2.25 
Began with Ist, 1973/74. Distinctive title: Indian Education 
Act, Indian students have the right to excellence in education 
10th report covering fiscal year 1983, Mar. 1984. Description 
based on: 7th (June 1980) Vols. for 1973-1974 issued in 2 parts. 
@ltem 1070-B-5 S/N 065-000-00206-0 ISSN 0093-7924 
1. Indians of North America — Education — Periodicals. 
Key Title: Annual report to the Congress of the United States 
from the National Advisory Council on Indian Education I. 
Title. E97.U58885a 74-642845 //r83 371.9/7/97073 OCLC 
01793008 
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International Joint Commission, Canada-United States 


INTERNATIONAL JOINT COMMISSION, 
CANADA-UNITED STATES 
Washington, DC 20440 

85-22161 
Y 3.1n 8/28:2 G 79/985 
International Joint Commission. 
Great Lakes diversions and consumptive uses : a report to the 
ee So ee ee eee _ 


“January 1985.” Includes 
bibliographical references. @lItem 1061-F-2 
1. Water-supply — Great Lakes Region. 2. Water resources 
development — Great Lakes Region. 3. Great Lakes — Water 
diversion. I. Title. OCLC 12185724 


NATIONAL COMMISSION ON LIBRARIES 
AND INFORMATION SCIENCE 
Washington, DC 20036 
85-22162 


Y 3.L 61:1/983-84 
United States. National Commission on Libraries and Information 
Science 


[Annual report (1980-1981)] Annual report / National Com- 
mission on Libraries and Information Science. Washington, D.C. 
: The Commission : For sale by the Supt. of Docs., U.S. G.P.O., 
1982- Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20204 

v. : ports. ; 23 cm. 

Annual 

$5.00 

1980-81- Running title: NCLIS annual report (1980-1981-) 
Distinctive title: Library and information services in a learning 
society 1983-84 1983-84. @lItem 1061-F S/N 052-003-00991- 
9 ISSN 0091-2972 Continues: United States. National Com- 
mission on Libraries and Information Science. Annual report to 
the President and the Congress 

1. United States. National Commission on Libraries and Infor- 
mation Science — Periodicals. 2. Libraries — United States — 
Periodicals. 3. Information science — Periodicals. I. Title. 
OCLC 08986809 


NUCLEAR REGULATORY COMMISSION 
Washington, DC 20555 
85-22163 
Y 3.N 88:8 Se 5 
Senior executive service handbook. — Washington, DC : U.S. 
Nuclear Regulatory Commission, [1985] 

31 p.; 23cm. Cover title. “March 1985.” “NUREG/BR- 
0091”—P. [3] of cover. @Item 1051-H-18 

1. U.S. Nuclear Regulatory Commission I. U.S. Nuclear 
Regulatory Commission. OCLC 12093555 

85-22164 
Y 3.N 88:10/0675/supp.28 
Safety evaluation report related to the operation of Diablo 
Canyon Nuclear Power Plant, Units 1 and 2, docket nos. 50-275 
and 50-323 : Pacific Gas and Electric Company. — Washington, 
D.C. : U.S. Nuclear Regulatory Commission, Office of Nuclear 
Reactor Regulation, [1985] 

1 v. (various pagings) : ill., forms ; 28 cm. Running title: 
Diablo Canyon SSER 28. Distributed to depository libraries in 
microfiche. “April 1985.” Division of Licensing, Office of 
Nuclear Reactor Regulation, U.S. Nuclear Regulatory Commis- 
sion. @lItem 1051-H-2 (microfiche) STRN: NUREG-0675, sup- 
plement no. 28 
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1. Atomic power-plants — California — Safety measures. 2. 
Atomic power-plants — Environmental aspects — California. 3. 
Nuclear facilities — California — Evaluation. I. U.S. Nuclear 
Regulatory Commission. Office of Nuclear Reactor Regulation. 
II. Title: Diablo Canyon Nuclear Power Plant. III. Title: 
Diablo Canyon SSER 28. OCLC 12130300 


85-22165 


Y 3.N 88:10/0675/supp.30 


Safety evaluation report related to the operation of Diablo 


Canyon Nuclear Power Plant, Units 1 and 2, docket nos. 50-275 
and 50-323 : Pacific Gas and Electric Company. — Washington, 
D.C. : U.S. Nuclear Regulatory Commission, Office of Nuclear 
Reactor Regulation, 1985. 

1 v. (various pagings) : ill., forms ; 28 cm. Running title: 
Diablo Canyon SSER 30. Distributed to depository libraries in 
microfiche. “April 1985.” Bibliography: p. 6-1 - 6-2. Divi- 
sion of Licensing, Office of Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission. 1051-H-2 (microfiche); wd/ 
ku/ku] @lItem 1051-H-2 (microfiche) STRN: NUREG-0675, 
supplement no. 30 

1. Atomic power-plants — California — Safety measures. 2. 
Atomic power-plants — Environmental aspects — California. 3. 
Nuclear facilities — California — Evaluation. I. U.S. Nuclear 
Regulatory Commission. Office of Nuclear Reactor Regulation. 
II. Title: Diablo Canyon Nuclear Power Plant. III. Title: 
Diablo Canyon SSER 30. OCLC 12060578 


85-22166 


Y 3.N 88:10/0675/supp.31 


Safety evaluation report related to the operation of Diablo 


Canyon Nuclear Power Plant, Units 1 and 2, docket nos. 50-275 
and 50-323 : Pacific Gas and Electric Company. — Washington, 
D.C. : U.S. Nuclear Regulatory Commission, Office of Nuclear 
Reactor Regulation, 1985. 

1 v. (various pagings) ; 28 cm. Running title: Diablo Canyon 
SSER 31. Distributed to depository libraries in microfiche. 
“April 1985.” Includes bibliographies. Division of Licensing, 
Office of Nuclear Reactor Regulation, U.S. Nuclear Regulatory 
Commission. @lItem 1051-H-2 (microfiche) STRN: NUREG- 
0675, supplement no. 31 

1. Atomic power-plants — California — Safety measures. 2. 
Atomic power-plants — Environmental aspects — California. 3. 
Nuclear facilities — California — Evaluation. I. U.S. Nuclear 
Regulatory Commission. Office of Nuclear Reactor Regulation. 
II. Title: Diablo Canyon Nuclear Power Plant. III. Title: 
Diablo Canyon SSER 31. OCLC 12155986 


85-22167 


Y 3.N 88:10/0713/v.5 


Occupational radiation exposure at commercial nuclear power re- 


actors ... annual report. Washington, D.C. : Licensee Operations 
Evaluation Branch, Office of Management and Program Analy- 
sis, U.S. Nuclear Regulatory Commission : Available from GPO 
Sales Program, Division of Technical Information and Docu- 
ment Control, U.S. Nuclear Regulatory Commission ; Spring- 
field, VA : National Technical Information Service [distributor, 
NRC/GPO Sales Program, U.S. Nuclear Regulatory Commis- 
sion, Washington, DC 20555 

v. : ill. ; 28 cm. 

Annual 

Began with 1978. “NUREG-0713, vol. 5” 1983. Descrip- 
tion based on: 1979. Vols. for (1980-) distributed to depository 
libraries in microfiche. @lItem 1051-H-2 (microfiche) ISSN 
0271-1915 Continues: Occupational radiation exposure at light 
water cooled power reactors ISSN 0198-8077 

1. Atomic power plants—Hygenic aspects — Statistics — 
Periodicals. 2. Nuclear reactors —Hygenic aspects — Statis- 
tics — Periodicals. 3. Radiation -- Dosage — Statistics — Peri- 





odicals. I. U.S. Nuclear Regulatory Commission. Office of Nu- 
clear Regulatory Research. Division of Radiation Programs and 
Earth Sciences. II. U.S. Nuclear Regulatory Commission. 
Office of Resource Management. Management Information 
Branch. III. U.S. Nuclear Regulatory Commission. Licensee 
Operations Evaluation Branch. Key Title: Occupational radi- 
ation exposure at commercial nuclear power reactors 
RC965.A8B76 80-644547 //r82 363.1/79 OCLC 05927301 


85-22168 


Y 3.N 88:10/0797/supp.9 
U.S. Nuclear Regulatory Commission. Office of Nuclear Reactor 
Regulation. 

Safety evaluation report related to the operation of Comanche 
Peak Steam Electric Station, units 1 and 2, docket nos. 50-445 
and 50-446 : Texas Utilities Generating Company, et al. — 
Washington, D.C. : U.S. Nuclear Regulatory Commission, 
Office of Nuclear Reactor Regulation, 1985. 

1 v. (various pagings) ; 28 cm. Running title: Comanche 
Peak SSER 9. Technical. February 1985 - March 1985. Dis- 
tributed to depository libraries in microfiche. “March 1985.” 
Bibliography: p. L-17 - L-18. @lItem 1051-H-2 (microfiche) 
STRN: NUREG-0797, supplement no. 9 

1. Texas Utilities Generating Company. 2. Atomic power- 
plants — Environmental aspects— Texas. 3. Atomic power- 
plants — Texas — Safety measures. I. Title. II. Title: Coman- 
che Peak Steam Electric Station. III. Title: Comanche Peak 
SSER 9. OCLC 12183255 


85-22169 


Y¥ 3.N 88:10/0797/supp.10 
U.S. Nuclear Regulatory Commission. Office of Nuclear Reactor 
Regulation. 

Safety evaluation report related to the operation of Comanche 


Peak Steam Electric Station, units 1 and 2, docket nos. 50-445 
and 50-446 : Texas Utilities Generating Company, et al. — 
Washington, D.C. : U.S. Nuclear Regulatory Commission, 
Office of Nuclear Reactor Regulation, [1985] 

1 v. (various pagings) ; 28 cm. Running title: Comanche 
Peak SSER 10. Technical. March 1985 - April 1985. Distrib- 
uted to depository libraries in microfiche. “April 1985.” In- 
cludes bibliographies. @lItem 1051-H-2 (microfiche) STRN: 
NUREG.-0797, supplement no. 10 

1. Atomic power-plants— Environmental aspects — Texas. 
2. Atomic power-plants — Texas — Safety measures. I. Title. 
II. Title: Comanche Peak Steam Electric Station. III. Title: 
Comanche Peak SSER 10. OCLC 12156088 


85-22170 


Y 3.N 88:10/0798/supp.5 

Safety evaluation report related to the operation of Enrico Fermi 
Atomic Power Plant, Unit no. 2, docket no. 50-341 : Detroit 
Edison Company, et al. — Washington, D.C. : U.S. Nuclear 
Regulatory Commission, Office of Nuclear Reactor Regulation, 
[1985] 

1 v. (various pagings) : ill. ; 28 cm. R title: Fermi 
SSER 5. Technical. September 1984 - March 1985. Distribut- 
ed to depository libraries in microfiche. Includes bibliogra- 
phies. “March 1985.” Division of Licensing, Office of Nucle- 
ar Reactor Regulation, U.S. Nuclear Commission. 
@ltem 1051-H-2 (microfiche) STRN: NUREG-0798, supple- 
ment no. 5 

1. Detroit Edison Company. 2. Atomic power-plants — 
Michigan — Safety measures. 3. Nuclear engineering — Michi- 
gan. I. U.S. Nuclear Regulatory Commission. Office of Nucle- 
ar Reactor Regulation. II. Title: Enrico Fermi Atomic Power 
Plant. III. Title: Fermi SSER 5. OCLC 12156336 
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85-22171 


Y 3.N 88:10/0829 


Integrated plant safety assessment : systematic evaluation program, 


San Onofre Nuclear Generating Station, Unit 1 : Southern Cali- 
fornia Edison Company, docket no. 50-206 : draft report. — 
Washington, D.C. : U.S. Nuclear Regulatory Commission, 
Office of Nuclear Reactor Regulation, [1985] 

1 v. (various pagings) : ill. ; 28 cm. Technical evaluation. 
“April 1985.” Distributed to depository libraries in microfiche. 
Includes bibliographies. @lItem 1051-H-2 (microfiche) STRN: 
NUREG-0829 draft 

1. Pressurized water reactors — Evaluation. 2. Nuclear fa- 
cilities — California — Safety measures. 3. Atomic power- 
plants — California — Safety measures. I. U.S. Nuclear Regula- 
tory Commission. Office of Nuclear Reactor Regulation. II. 
Title: San Onofre Nuclear Generating Station, Unit 1. OCLC 
12169245 


85-22172 


Y 3.N 88:10/0847/supp.4 


Safety evaluation report related to the operation of Watts Bar 


Nuclear Plant, Units 1 and 2, docket nos. 50-390 and 50-391 : 
Tennessee Valley Authority. — Washington, D.C. : U.S. Nucle- 
ar Regulatory Commission, Office of Nuclear Reactor Regula- 
tion, 1985. 

1 v. (various pagings) ; 28 cm. Running title: Watts Bar 
SSER 4. Distributed to depository libraries in microfiche. 
“March 1985.” Bibliography: p. B-1 - B-2. @lItem 1051-H-2 
(microfiche) STRN: NUREG-0847, supplement no. 4 

1. Atomic power-plants — Tennessee — Safety measures. 2. 
Atomic power-plants — Tennessee — Design and construction. 
3. Nuclear facilities — Tennessee — Evaluation. 1. U.S. Nucle- 
ar Regulatory Commission. Office of Nuclear Reactor Regula- 
tion. II. Title: Watts Bar Nuciear Plant, Units 1 and 2, docket 
nos. 50-390 and 50-391. III. Title: Watts Bar SSER 4. OCLC 
12171404 


85-22173 


Y 3.N 88:10/0881/supp.5 


Safety evaluation report related to the operation of Wolf Creek 


Generating Station, Unit no. 1, docket no. STN 50-482 : Kansas 
Gas and Electric Company, et ai. — Washington, D.C. : U.S. 
Nuclear Regulatory Commission, Office of Nuclear Reactor 
Regulation, [1985] 

1 v. (various pagings) : ill. ; 28 cm. Technical. December 
1983-March 1985. Running title: Wolf Creek SSER 5. Dis- 
tributed to depository libraries in microfiche. “March 1985.” 
Includes bibliographies. @lItem 1051-H-2 (microfiche) STRN: 
NUREG-0881, supplement no. 5 

1. Atomic power-plants — Kansas — Safety measures. 2. Nu- 
clear facilities — Kansas — Evaluation. I. U.S. Nuclear Regula- 
tory Commission. Office of Nuclear Reactor Regulation. II. 
Title: Wolf Creek Generating Station, Unit no. 1, docket no. 
STN 50-482. III. Title: Wolf Creek SSER 5. OCLC 
12059955 


85-22174 


Y 3.N 88:10/1031/supp.1 


Safety evaluation report related to the operation of Millstone 


Nuclear Power Station, Unit no. 3 : docket no. 50-423, North- 
east Nuclear Energy Company. — [Washington, D.C.?] : U.S. 
Nuclear Regulatory Commission, Offic e of Nuclear Reactor 
Regulation, [1985] 

1 v. (various pagings) ; 28 cm. Technical. August 1984 - 
March 1985. Running title: Millstone 3 SSER 1. Distributed 
to depository libraries in microfiche. “March 1985.” Includes 
bibliographies. Division of Licensing, Office of Nuclear Reac- 
tor Regulation, U.S. Nuclear Regulatory Commission. @Item 
1051-H-2 (microfiche) STRN: NUREG-1031, supplement no. 1 
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Nuclear Regulatory Commission 


1. Atomic power-plants — Connecticut — Safety measures — 
Evaluation. 2. Atomic power-plants— Environmental as- 
pects — Connecticut. 3. Nuclear facilities — Connecticut — 
Evaluation. I. U.S. Nuclear Regulatory Commission. Office of 
Nuclear Reactor Regulation. II. Title: Millstone Nuclear 
Power Station, Unit no. 3. III. Title: Millstone 3 SSER 1. 
OCLC 12060486 


85-22175 
Y 3.N 88:10/1033 
Final environmental statement related to the operation of WPPSS 
Nuclear Project No. 3, docket no. 50-508, Washington Public 
Power Supply System. — Washington, D.C. : U.S. Nuclear 
Regulatory Commission, Office of Nuclear Reactor Regulation, 
1985. 

1 v. (various pagings) : ill., maps ; 28 cm. Distributed to 
depository libraries in microfiche. “May 1985.” Includes bib- 
liographies. @Item 1051-H-2 (microfiche) STRN: NUREG- 
1033 FES 

1. Atomic power-plants — Environmental aspects — Washing- 
ton (State) 2. Nuclear facilities Environmental aspects — 
Washington (State) I. U.S. Nuclear Regulatory Commission. 
Office of Nuclear Reactor Regulation. II. Title: WPPSS Nu- 
clear project no. 3. OCLC 12178217 


85-22176 
Y 3.N 88:10/1061/v.2 


Y 3.N 88:10/1061/v.5 
U.S. Nuclear Regulatory Commission. Piping Review Committee. 
Pipe Crack Task Group. 

Report of the U.S. Nuclear Regulatory Commission Piping 
Review Committee / prepared by the Pipe Crack Task 
Group. — Washington, D.C. : The Committee, 1984- 

v. : ill. ; 28 cm. Regulatory report—Vol. 2. Regulatory— 
Vol. 5. Distributed to depository libraries in microfiche. 
“Date published: April 1985”—Vols. 2, 5. Includes bibliogra- 
phies. Contents: v. 2. Evaluation of seismic designs: a review 
of seismic design requirements for nuclear power plant piping / 
prepared by the Seismic Design Task Group — v. 5. Summary: 
Piping Review Committee conclusions and recommendations / 
prepared by the Piping Review Committee. @lItem 1051-H-2 
(microfiche) STRN: NUREG-1061 

1. Boiling water reactors— Safety measures. 2. Atomic 
power-plants— United States— Safety measures. 3. Pipe, 
Steel. I. Title. II. Title: Report of the US Nuclear Regula- 
tory Commission Piping Review Committee. OCLC 11508644 


85-22177 


Y3.N $8:10/1065/rev.1 


Emeigh, C. W. 

Acceptance criteria for the low enriched uranium reform 
amendments / C.W. Emeigh, G.E. Gundersen, C.J. Withee. — 
Washington, D.C. : Division of Safeguards, Office of Nuclear 
Material Safety and Safeguards, U.S. Nuclear Regulatory Com- 
mission, 1985. 

1 v. (various pagings) ; 28 cm. Technical. Distributed to 
depository libraries in microfiche. “Date published: April 
1985.” Bibliography: p. R-1. @Item 1051-H-2 (microfiche) 
STRN: NUREG-1065, revision 1 

1. Uranium. 2. Nuclear fuels — United States. 3. Nuclear 
facilities — Licenses — United States. I. Gundersen, G. E. II. 
Withee, C. J. III. U.S. Nuclear Regulatory Commission. Office 
of Nuclear Material Safety and Safeguards. Division of Safe- 
guards. IV. Title. OCLC 12060416 
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85-22178 


Y 3.N 88:10/1085 


Final environmental statement related to the operation of Nine 


Mile Point Nuclear Station, Unit no. 2 : docket no. 50-410 : 
Niagara Mohawk Power Corporation, Rochester Gas and Elec- 
tric Corporation, Central Hudson Gas and Electric Corporation, 
New York State Electric and Gas Corporation, Long Island 
Lighting Company. — Washington, D.C. : U.S. Nuclear Regu- 
latory Commission, Office of Nuclear Reactor Regulation, 
[1985] 

1 v. (various pagings) : ill. maps ; 28 cm. Distributed to 
depository libraries in microfiche. “May 1985.” Includes bib- 
liographies. @lItem 1051-H-2 (microfiche) STRN: NUREG- 
1085 FES 

1. Atomic power-plants— Environmental aspects — New 
York (State) 2. Nuclear facilities — Environmental aspects — 
New York (State) I. U.S. Nuclear Regulatory Commission. 
Office of Nuclear Reactor Regulation. II. Title: Nine Mile 
Point Nuclear Station, Unit no. 2. OCLC 12176125 


85-22179 


Y 3.N 88:10/1089 


Technical specifications, Fermi - 2, docket no. 50-341 : appendix 


“A” to license no. NPF-33. — Washington, D.C. : U.S. Nuclear 
a. Commission, Office of Nuclear Reactor Regulation, 
[1985 

1 v. (various pagings) : ill, maps ; 28 cm. TGechnical. 
Running title: Fermi - Unit 2. Distributed to depository librar- 
ies in microfiche. “March 1985.” Includes bibliographical ref- 
erences and index. Division of Licensing, Office of Nuclear 
Reactor Regulation, U.S. Nuclear Regulatory Commission. 
@ltem 1051-H-2 (microfiche) STRN: NUREG-1089 

1. Atomic fower-plants— Environmental aspects — Michi- 
gan. 2. Atomic power-plants — Michigan — Safety measures. 
3. Nuclear engineering — Michigan. I. U.S. Nuclear Regula- 
tory Commission. Office of Nuclear Reactor Regulation. II. 
Title: Fermi - Unit 2. OCLC 12156362 


85-22180 


Y 3.N 88:10/1096 


U.S. Nuclear Regulatory Commission. Office of Nuclear Reactor 


Regulation. 

Safety evaluation report related to the renewal of the operat- 
ing license for the TRIGA training and research reactor at the 
University of Utah, docket no. 50-407. — Washington, D.C. : 
U.S. Nuclear Regulatory Commission, Office of Nuclear Reac- 
tor Regulation, 1985. 

1 v. (various pagings) : ill., 2 maps ; 28 cm. Running title: 
University of Utah SER. Distributed to depository libraries in 
microfiche. “March 1985.” Bibliography: p. 19-1 - 19-2. 
@ltem 1051-H-2 (microfiche) STRN: NUREG-1096 

1. Nuclear reactors — Utah — Safety measures. 2. Nuclear 
facilities — Utah — Evaluation. 3. Nuclear facilities — Li- 
censes— Utah. I. Title. II. Title: University of Utah SER. 
OCLC 12171449 


85-22181 


Y 3.N 88:10/1112 


U.S. Nuclear Regulatory Commission. Office of Nuclear Material 


Safety and Safeguards. 

Environmental assessment for renewal of special nuclear ma- 
terial license no. SNM-368, docket no. 70-371, UNC Naval 
Products, Division of UNC Resources, Inc. — Washington, 
D.C. : U.S. Nuclear Regulatory Commission, Office of Nuclear 
Material Safety and Safeguards, [1985] 

1 v. (various pagings) : ill, maps ; 28 cm. Environmental 
assessment. Distributed to depository libraries in microfiche. 
“January 1985.” Includes bibliographies. Division of Fuel 
Cycle and Material Safety, Office of Nuclear Material Safety 





and Safeguards, U.S. Nuclear Regulatory Commission. @Item 
1051-H-2 (microfiche) STRN: NUREG-1112 

1. Nuclear facilities — Licenses — United States. 2. Materi- 
als — Environmental aspects— United States. 3. Radioactive 
decontamination — United States. I. Title. OCLC 12070434 


85-22182 
Y 3.N 88:10/1115 
Categorization of reactor safety issues from a risk perspective. — 
Washington, D.C. : Division of Risk Analysis and Operations, 
Office of Nuclear Regulatory Research, U.S. Nuclear Regula- 
tory Commission, 1985. 

1 v. (various pagings) : ill. ; 28 cm. Final. Distributed to 
depository libraries in microfiche. “Date published: March 
1985.” Bibliography: p. 70. @Item 1051-H-2 (microfiche) 
STRN: NUREG-1115 

1. Nuclear reactors — United States— Safety measures. 2. 
Nuclear facilities — United States— Safety measures. I. U.S. 
Nuclear Regulatory Commission. Division of Risk Analysis and 
Operations. OCLC 12178658 


85-22183 
Y 3.N 88:10/1118 
U.S. Nuclear Regulatory Commission. Office of Nuclear Material 
Safety and Safeguards. 

Environmental assessment for renewal of special nuclear ma- 
terial license no. SNM-1107, docket no. 70-1151, Westinghouse 
Electric Corporation, Nuclear Fuel Fabrication Plant. — Wash- 
ington, D.C. : U.S. Nuclear Regulatory Commission, Office of 
Nuclear Material Safety and Safeguards, 1985. 

1 v. (various pagings) : ill., maps ; 28 cm. Technical. Dis- 
tributed to depository libraries in microfiche. “May 1985.” 
Includes bibliographies. Division of Fuel Cycle and Material 
Safety, Office of Nuclear Material Safety and Safeguards, U.S. 
Nuclear Regulatory Commission. @lItem 1051-H-2 (micro- 
fiche) STRN: NUREG-1118 

1. Nuclear facilities — Licenses — South Carolina. 2. Materi- 
als — Environmental aspects — South Carolina. 3. Radioactive 
decontamination — South Carolina. I. Title. OCLC 12178513 


85-22184 
Y 3.N 88:10/1131 
Wood, R. S. (Robert S.) 

Financial analysis of potential retrospective premium assess- 
ments under the Price-Anderson system / R.S. Wood. — Wash- 
ington, D.C. : U.S. Nuclear Regulatory Commission, Office of 
State Programs, 1985. 

v, 14 p.; 28 cm. Distributed to depository libraries in micro- 
fiche. “Date published: April 1985. @lItem 1051-H-2 (micro- 
fiche) STRN: NUREG-1131 

1. Atomic power industry — United States — Accidents — In- 
vestigations. 2. Liability for nuclear damages — United States. 
I. U.S. Nuclear Regulatory Commission. Office of State Pro- 
grams. II. Title. OCLC 12166672 


85-22185 
Y 3.N 88:25/1755/add.1 
Moore, Emmett Burris, 1929- 

Technology, safety, and costs of decommissioning nuclear 
reactors at multiple-reactor stations : effects on decommissioning 
of interim inability to dispose of wastes offsite / prepared by 
E.B. Moore, Jr. — Washington, D.C. : Division of 
Technology, Office of Nuclear Regulatory Research, U.S. Nu- 
clear Regulatory Commission, 1985. 

1 v. (various pagings) ; 28 cm. “Pacific Northwest Laborato- 
ry.” Distributed to depository libraries in microfiche. ‘Date 
published: April 1985.” Includes bibliographies. Contract 
No.: B2117. @Item 1051-H-11 (microfiche) STRN: NUREG/ 
CR-1755, addendum 1 


1. Nuclear facilities — United States — Decommissioning. 2. 
Nuclear facilities — Decommissioning — Costs. 3. Radioactive 
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waste disposal — United States — Costs. 1. U.S. Nuclear Regu- 
latory Commission. Office of Nuclear Regulatory Research. Di- 
vision of Engineering Technology. II. Pacific Northwest Lab- 
oratory. III. Title. OCLC 12151496 


85-22186 


Y 3.N 88:25/2482/v.6 


Review of DOE waste package program. — Washington, D.C. : 


Division of Waste Management, Office of Nuclear Material 
Safety and Safeguards, U.S. Nuclear Regulatory Commission, 
1982- 

v. : ill, maps ; 28 cm. Technical. October 1983 - May 
1984—Vol. 6. “Prepared by the Nuclear Waste Management 
Division, Department of Nuclear Energy, Brookhaven National 
Laboratory, Associated Universities, Inc.”—Vol. 6. Distribut- 
ed to depository libraries in microfiche. “Date published: 
March 1985”—Vol. 6. Includes bibliographies. Contents: v. 6. 
Subtask 1.1, National waste package program, October 1983- 
March 1984 / P. Soo, editor, contributors, E. Veakis, P. Soo. 
Contract No.: NRC FIN A3164. @lItem 1051-H-11 (micro- 
fiche) STRN: NUREG/CR-2482 STRN: BNL-NUREG-51494 

1. Hazardous substances — United States — Packing. 2. Ra- 
dicactive substances — United States — Packing. 3. Containers. 
4. Radioactive waste disposal — United States — Safety meas- 
ures. I. Davis, M. S. II. U.S. Nuclear Regulatory Commis- 
sion. Division of Waste Management. III. Brookhaven Nation- 
al Laboratory. Nuclear Waste Management Division. OCLC 
08825638 


85-22187 


Y 3.N 88:25/2805/v.2 


LWR pressure vessel surveillance dosimetry improvement pro- 


gram. Quarterly progress report / Hanford Engineering Devel- 
opment Laboratory ; prepared for Division of Engineering 
Technology, Office of Nuclear Regulatory Research, U.S. Nu- 
clear Regulatory Commission. Washington, DC : The Division : 
NRC/GPO Sales Program, U.S. Nuclear Regulatory Commis- 
sion, [distributor] ; Springfield, Va. : National Technical Infor- 
mation Service, [distributor, NRC/GPO Sales Program, U.S. 
Nuclear Regulatory Commission, Washington, DC 20555 Na- 
tional Technical Information Service, Springfield, VA 22161 

v. : ill. ; 28 cm. 

Quarterly 

Apr.-June 1982- “NUREG/CR-2805, Vol. 2”; “HEDL- 
TME 82-19”; “R5” “NRC FIN no. B5988-7” Apr.-June 
1982. Vols. for Apr.-June 1982- distributed to depository li- 
braries in microfiche. @ltem 1051-H-11 (microfiche) Contin- 
ues: LWR pressure vessel dosimetry improvement program. 
Quarterly progress report 

1. Neutron flux — Testing — Periodicals. 2. Light water re- 
actors — Periodicals. 3. Nuclear pressure vessels — Periodicals. 
4. Radiation dosimetry — Periodicals. I. U.S. Nuclear Regula- 
tory Commission. Office of Nuclear Regulatory Research. Divi- 
sion of Engineering Technology. II. Hanford Engineering De- 
velopment Laboratory. OCLC 10203412 


83-22188 


Y 3.N 88:25/3019 


Monroe, R. E. (Robert Edward), 1929- 


Recommended welding criteria for use in the fabrication of 
shipping containers for radioactive materials / prepared by R.E. 
Monroe, H.H. Woo, and R.G. Sears. — Washington, D.C. : Di- 
vision of Fuel Cycle and Material Safety, Office of Nuclear 
Material Safety and Safeguards, U.S. Nuclear Regulatory Com- 
mission, 1985. 

vii, 8 p. ; 28 cm. “Lawrence Livermore National Laborato- 
ry.” Distributed to depository libraries in microfiche. “March 
1985.” Bibliography: p. 7-8. Contract No.: FIN A0291. 
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@ltem 1051-H-11 (microfiche) STRN: NUREG/CR-3019 
STRN: UCRL-53044 

1. Radioactive substances — Transportation. 2. Containers. 
3. Weiding. I. Woo, H.H. II. Sears, R.G. III. U.S. Nuclear 
Regulatory Commission. Division of Fuel Cycle and Material 
Safety. IV. Lawrence Livermore National Laboratory. V. 
Title. OCLC 12099192 


85-22189 
Y 3.N 88:25/3174/v.2 
Geophysical-geological studies of possible extensions of the New 
Madrid fault zone / prepared by WJ. Hinze ... [et al.].— 
Washington, D.C. : U.S. Nuclear Regulatory Commission, 
1983- 

v. : ill, maps ; 28 cm. Annual. October 1982 - September 
1983—Vol. 2. “Purdue University, Department of Geosci- 
ences.” Distributed to depository libraries in microfiche. 
“Date published: April 1985”—Vol. 2. Includes bibliographies. 
Prepared for Division of Radiation Programs and Earth Sci- 
ences, Office of Nuclear Regulatory Research, U.S. Nuclear 
Regulatory Commission (vol. 2). Contract No.: NRC-04-81-195- 
01. Contract No.: B8077. @lItem 1051-H-11 (microfiche) 
STRN: NUREG/CR-3174 

1. Faults (Geology) — United States. 2. Seismology — Re- 
search — United States. 3. Geophysics — Research — United 
States. I. Hinze, William J. II. U.S. Nuclear Regulatory 
Commission. III. Purdue University. Dept. of Geosciences. 
OCLC 11297525 


85-22190 
Y 3.N 88:25/3279/v.1 
Nuclear reactor safety (Washington, D.C.) 

Nuclear reactor safety / prepared for Division of Reactor 
Safety Reseach, Office of Nuclear Regulatory Research, U.S. 
Nuclear Regulatory Commission. Washington, D.C. : The Divi- 
sion : Available from GPO Sales Program, Division of Techni- 
cal Information and Document Control, U.S. Nuclear Regula- 
tory Commission ; Springfield, Va. : Available from National 
Technical Information Service, GPO Sales Program, Division 
of Technical Information and Document Control, U.S. Nuclear 
Regulatory Commission, Washington, D.C. 20555 National 
Technical Information Service, Springfield, Va. 22161 

v. : ill. ; 28 cm. 

Quarterly “Los Alamos National Laboratory.” “NUREG/ 
CR-3279, vol. 1”; “LA-9822-PR”; “R4, R7, and R8” “NRC 
FIN nos. A7014-2, A7016, A7049, A7217, A7015, A7027, 
A7053, A7228. Jan. 1-Mar. 31, 1983. Description based on: 
Oct. 1-Dec. 31, 1980. Vols. for (Oct. 1-Dec. 31, 1980-) distrib- 
uted to depository libraries in microfiche. @lItem 1051-H-11 
(microfiche) Continues: Nuclear reactor safety, quarterly 
progress report 

1. Nuclear reactors — Safety measures — Periodicals. 2. Nu- 
clear reactors — Accidents — Periodicals. I. U.S. Nuclear Reg- 
ulatory Commission. Office of Nuclear Regulatory Research. 
Division of Accident Evaluation. II. Los Alamos National 
Laboratory. III. U.S. Nuclear Regulatory Commission. Divi- 
sion of Reactor Safety Research. OCLC 09478009 


85-22191 
Y¥ 3.N 88:25/3391/v.4 

LWR pressure vessel surveillance dosimetry improvement pro- 
gram. Quarterly progress report / Hanford Engineering Devel- 
opment Laboratory ; prepared for Division of Engineering 
Technology, Office of Nuclear Regulatory Research, U.S. Nu- 
clear Regulatory Commission. Washington, DC : The Division : 
NRC/GPO Sales Program, U.S. Nuclear Regulatory Commis- 
sion, [distributor] ; Springfield, Va. : National Technical Infor- 
mation Service, [distributor, NRC/GPO Sales Program, U.S. 
Nuclear Regulatory Commission, Washington, DC 20555 Na- 
tional Technical Information Service, Springfield, VA 22161 

v. : ill. ; 28 cm. 
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Quarterly 

Apr.-June 1982- “NUREG/CR-3391, Vol. 4”; “RS” “NRC 
FIN no. B5988” Oct.-Dec. 1983. Vols. for Apr.-June 1982- 
distributed to depository libraries in microfiche. @lItem 1051- 
H-11 (microfiche) Continues: LWR pressure vessel dosimetry 
improvement program. Quarterly progress report 

1. Neutron flux — Testing — Periodicals. 2. Light water re- 
actors — Periodicals. 3. Nuclear pressure vessels — Periodicals. 
4. Radiation dosimetry — Periodicals. I. U.S. Nuclear Regula- 
tory Commission. Office of Nuclear Regulatory Research. Divi- 
sion of Engineering Technology. II. Hanford Engineering De- 
velopment Laboratory. OCLC 10203412 


85-22192 


Y 3.N 88:25/3589/v.2 


Reactor safety research quarterly report, April-June 1983, vol. 26 


/ [prepared by Sandia National Laboratories]. — Washington, 
D.C. : Division of Accident Evaluation, Office of Nuclear Reg- 
ulatory Research, U.S. Nuclear Regulatory Commission : Avail- 
able from GPO Sales Program, Division of Technical Informa- 
tion and Document Control, U.S. Nuclear Regulatory Commis- 
sion ; Springfield, Va. : National Technical Information Service, 
1984- 

v.: ill. ; 28cm. Technical; quarterly. April-June 1983. Dis- 
tributed to depository libraries in microfiche. “July 1984”— 
Vol. 2. Description based on vol. 2. Includes bibliographies. 
Contract No.: A-1016, etc. Grant No.: DOE 40-550-75. @Item 
1051-H-11 (microfiche) STRN: NUREG/CR-3589 (2 of 4) 
STRN: SAND 84-2425 (2 of 4) 

1. Light water reactors — United States — Testing. 2. Nucle- 
ar reactors — United States — Safety measures. I. U.S. Nuclear 
Regulatory Commission. Office of Nuclear Regulatory Re- 
search. Division of Accident Evaluation. II. Sandia National 
Laboratories. OCLC 12060995 


85-22193 


Y 3.N 88:25/3589/v.3-4 


Reactor safety research quarterly report, July-September 1983 and 


October-December 1983, vol. 27 and 28 / [prepared by Sandia 
National Laboratories]. — Washington, D.C. : Division of Acci- 
dent Evaluation, Office of Nuclear Regulatory Research, U.S. 
Nuclear Regulatory Commission : Available from GPO Sales 
Program, Division of Technical Information and Document 
Control, U.S. Nuclear Regulatory Commission ; Springfield, Va. 
: National Technical Information Service, 1984- 

v. : ill. ; 28 cm. Technical; quarterly. July-September 1983 
and October-December 1983. Distributed to depository librar- 
ies in microfiche. “July 1984.” Includes bibliographies. Con- 
tract No.: A-1016, ... Grant No.: DOE 40-550-75. @lItem 1051- 
H-11 (microfiche) STRN: NUREG/CR-3589 (3 and 4) STRN: 
SAND 84-2425 (3 and 4) 

1. Light water reactors — United States — Testing. 2. Nucle- 
ar reactors — United States — Safety measures. I. U.S. Nuclear 
Regulatory Commission. Office of Nuclear Regulatory Re- 
search. Division of Accident Evaluation. II. Sandia National 
Laboratories. OCLC 12155898 


85-22194 


Y 3.N 88:25/3626/v.2 


Maintenance personnel performance simulation (MAPPS) model / 


Arthur I. Siegel ... [et al.] ; principal investigator, H.E. Knee ; 
prepared by the Oak Ridge National Laboratory for the U.S. 
Department of Energy. — Washington, D.C. : U.S. Nuclear 
Regulatory Commission, 1984- 

v. : ill. ; 28 cm. “Engineering Physics and Mathematics 
Division.” Distributed to depository libraries in microfiche. 
“Date published: December 1984”—Vol. 2. Includes biblio- 
graphical references. Contents: v. 2. Description of model con- 
tent, structure, and sensitivity testing. Contract No.: B0461. 





Contract No.: DE-ACO05-840R21400. Nuclear Regulatory 
Commission. Contract No.: DOE Interagency agreement 40- 
550-75. @ltem 1051-H-11 (microfiche) STRN: NUREG/CR- 
3626 STRN: ORNL/TM-9041 

1. Atomic power-plants— United States. 2. Atomic work- 
ers — United States. I. Siegel, Arthur I. II. Knee, H. E. III. 
U.S. Nuclear Regulatory Commission. IV. Oak Ridge National 
Laboratory. Engineering Physics and Mathematics Division. 
OCLC 11483779 


85-22195 


Y 3.N 88:25/3647 


Reese, Robert T. 


Design and fabrication of a 1/8-scale steel containment model 
/ Robert T. Reese, Daniel S. Horschel. — Washington, D.C. : 
Division of Engineering Technology, Mechanical/Structural 
Engineering Branch, Office of Nuclear Regulatory Research, 
U.S. Nuclear Regulatory Commission : Available from GPO 
Sales Program, Division of Technical Information and Docu- 
ment Control, U.S. Nuclear Regulatory Commission ; Spring- 
field, Va. : Available from National Technical Information 
Service, [1985] 

1 v. (various pagings) : ill. ; 28 cm. “Sandia National Lab- 
oratories.” Distributed to depository libraries in microfiche. 
“Printed February 1985.” Bibliography: Appendix C, p. 18. 
Contract No.: NRC FIN. no. B1249. @Item 1051-H-11 
(microfiche) STRN: NUREG/CR-3647 STRN: SAND 84-0048 

1. Building, Iron and steel. 2. Buildings United States — 
Design and construction. 3. Nuclear reactors — United 
States — Containment. I. Horschel, Daniel S. II. U.S. Nucle- 
ar Regulatory Commission. Office of Nuclear Regulatory Re- 
search. Mechanical/Structural Engineering Branch. III. Sandia 
National Laboratories. IV. Title. OCLC 12145854 


85-22196 


Y 3.N 88:25/3746/v.2 
Lippincott, E. P. 

LWR pressure vessel surveillance dosimetry improvement 
program / prepared by E.P. Lippincott, W.N. McElroy. — 
Washington, DC : Division of Engineering Technology, Office 
of Nuclear Regulatory Research, U.S. Nuclear Regulatory 
Commission, 1984- 

v. : ill. ; 28 cm. Semiannual. April - September 1984 (v.2). 
“Hanford Engineering Development Laboratory.” Distributed 
to depository libraries in microfiche. “Date published: April 
1985”—Vol. 2. Includes bibliographies. Contract No.: B5988. 
@item 1051-H-11 (microfiche) STRN: NUREG/CR-3746 
STRN: HEDL-TME 84-21 (v.2) 

1. Nuclear pressure vessels — Observations. 2. Radiation do- 
simetry. 3. Light water reactors. 4. Metals — Effect of radi- 
ation on. I. McElroy, W. N. (William Nordell), 1926- II. U.S. 
Nuclear Regulatory Commission. Office of Nuclear Regulatory 
Research. Division of Engineering Technology. III. Hanford 
Engineering Development Laboratory. IV. Title. OCLC 
11852924 


85-22197 


Y 3.N 88:25/3804/v.3 
Physics of reactor safety quarterly report / Argonne National 
Laboratory, Applied Physics Division ; prepared for the Divi- 
sion of Reactor Safety Research, U.S. Nuclear Regulatory Com- 
mission. Washington, D.C. : The Division ; Springfield, Va. : 
Available from National Technical Information Service, GPO 
Sales Program, Division of Technical Information and Docu- 
ment Control, U.S. Nuclear Regulatory Commission, Washing- 
ton, D.C. 20555 National Technical Information Service, 
Springfield, Va., 22161 

v. : ill. ; 28 cm. 

Quarterly “NUREG/CR-3804, vol. 3”; “ANL-84-35, vol. 
3”; “R7” “Interagency agreement DOE 40-550-75”; “NRC 
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FIN nos. A2015 and A2045” Jan.-Sept. 1984. Description 
based on: Jan.-Mar. 1978. Vols. for (Jan.-Mar. 1983-) distribut- 
ed to depository libraries in microfiche. @Item 1051-H-11 
(microfiche) 

1. Nuclear reactors — United “States — Safety measures — 
Periodicals. 2. Liquid metal fast breeder reactors — Safety 
measures — Periodicals. I. Argonne National Laboratory. Ap- 
plied Physics Division. II. Argonne National Laboratory. 
Components Technology Division. III. U.S. Nuclear Regula- 
tory Commission. Division of Reactor Safety Research. IV. 
U.S. Nuclear Regulatory Commission. Office of Nuclear Regu- 
latory Research. Division of Accident Evaluation. OCLC 
08333410 


85-22198 


Y 3.N 88:25/3820/v.3 


Thermal/hydraulic analysis research program quarterly report / 


[prepared by] Sandia National Laboratories ; prepared for Ana- 
lytical Models Branch, Division of Accident Evaluation, Office 
of Nuclear Regulatory Research, U.S. Nuclear Regulatory 
Commission. Washington, D.C. : The Branch : Available from 
GPO Sales Program, Division of Technical Information and 
Document Control, U.S. Nuclear Regulatory Commission ; 
Springfield, Va. : Available from National Technical Informa- 
tion Service, GPO Sales Program, Division of Technical In- 
formation and Document Control, U.S. Nuclear Regulatory 
Commission, Washington, D.C. 20555 National Technical Infor- 
mation Service, Springfield, Va. 22161 

v. : ill. ; 28 cm. 

Quarterly “NUREG/CR-3820”; “SAND84-1025/3 of 4”; 
“R4” “Memorandum of understanding DOE 40-550-75”; 
“NRC FIN no. A-1205 and A-1374” July-Sept. 1984. De- 
scription based on: Oct.-Dec. 1981. Vols. for (July-Dec. 1983- 
) distributed to depository libraries in microfiche. @Item 1051- 
H-11 (microfiche) 

1. Thermal analysis — Periodicals. 2. Pressurized water reac- 
tors — Loss of coolant — Periodicals. I. U.S. Nuclear Regula- 
tory Commission. Office of Nuclear Regulatory Research. Divi- 
sion of Accident Evaluation. Analytical Models Branch. II. 
Sandia National Laboratories. III. U.S. Nuclear Regulatory 
Commission. Division of Reactor Safety Research. IV. U.S. 
Nuclear Regulatory Commission. Office of Nuclear Regulatory 
Research. Division of Accident Evaluation. Reactor Systems 
Research Branch. OCLC 09473348 


85-22199 


Y 3.N 88:25/3866 


TRAC-PD2 independent assessment / compiled and edited by 


Thad D. Knight ; [prepared by Vera Metzger]. — Washington, 
DC : Division of Accident Evaluation, Office of Nuclear Regu- 
latory Research, U.S. Nuclear Regulatory Commission : Avail- 
able from GPO Sales Program, Division of Technical informa- 
tion and Document Control, U.S. Nuclear Regulatory Commis- 
sion ; Springfield, VA : National Technical Information Service, 
1984. 


xxxviii, 403 p. : ill. ; 29cm. Informal. “Los Alamos Nation- 
al Laboratory.” Distributed to depository libraries in micro- 
fiche. “Date published: December 1984.” Bibliography: p. 
399-402. Contract No.: A7053. @lItem 1051-H-11 (micro- 
fiche) STRN: NUREG/CR-3866 STRN: LA-10166-MS 

1. Pressurized water reactors — Loss of coolant. 2. Pressur- 
ized water reactors—- Blowdown. 3. Pressurized water reac- 
tors — Critical heat flux. 4. Light water reactors — Accidents. 
I. Knight, T. D. II. Metzger, Vera. III. U.S. Nuclear Regula- 
tory Commission. Office of Nuclear Regulatory Research. Divi- 
sion of Accident Evaluation. IV. Los Alamos National Labo- 
ratory. OCLC 12076784 
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85-22200 
Y 3.N 88:25/3900/v.2 
Long-term performance of materials used for high-level waste 
packaging / compiled by D. Stahl, N.E. Miller. — Washington, 
D.C. : Division of Radiation Programs and Earth Sciences, 
Office of Nuclear Regulatory Research, U.S. Nuclear Regula- 
tory Commission, 1984- 

v. : ill. ; 28 cm. Quarterly. July - September 1984—Vol. 2. 
“Battelle’s Columbus Laboratories.” Distributed to depository 
libraries in microfiche. “Date published: January 1985”—Vol. 
2. Includes bibliographies. Contract No.: B6764. Contract 
No.: NRC 04-82-015. @Item 1051-H-11 (microfiche) STRN: 
NUREG/CR-3900 

1. Radioactive waste disposal in the ground — United States. 
2. Radioactive substances — United States — Storage. I. Stahl, 
D. IL. Miller, N_E. (Neil E.), 1926- III. U.S. Nuclear Regula- 
tory Commission. Office of Nuclear Regulatory Research. Divi- 
sion of Radiation Programs and Earth Sciences. IV. Battelle 
Memorial Institute. Columbus Laboratories. OCLC 11604887 


85-22201 
Y 3.N 88:25/3905/v.1/rev.1 


Y 3.N 88:25/3905/v.2-4 
Sequence coding and search system for licensee event reports. — 
Washington, D.C. : Office for Analysis and Evaluation of Oper- 
ational Data, U.S. Nuclear Regulatory Commission, 1985. 

4 v. : ill, forms ; 28 cm. Topical. “Nuclear Operations 
Analysis Center, Oak Ridge National Laboratory.” “Rev. 1°— 
Vol. 1. Distributed to depository libraries in microfiche. 
“Date published: August 1985.” Includes bibliographies and 
index. Contents: v. 1. User’s guide / prepared by N.M. Green, 
G.T. Mays, M.P. Johnson — v. 2. Code listings / prepared by 
R.B. Gallaher ... [et al.] — v. 3. Coder’s manual / prepared by 
R.B. Gallaher ... [et al.] — v. 4. Coder’s manual / prepared by 
R.B. Gallaher ... [et al.]. Contract No.: A9451. Oltem 1051- 
H-11 (microfiche) STRN: NUREG/CR-3905 STRN: ORNL/ 
NSIC-223 

1. Atomic power-plants — United States — Data processing. 
I. Greene, N. M. II. U.S. Nuclear Regulatory Commission. 
Office for Analysis and Evaluation of Operational Data. III. 
Nuclear Operations Analysis Center (U.S.) OCLC 12178614 

85-22202 
Y 3.N 88:25/3922/v.1-2 
Survey and evaluation of system interaction events and sources / 
G.A. Murphy ... [et al.].— Washington, D.C. : Division of 
Safety Technology, Office of Nuclear Reactor Regulation, U.S. 
Nuclear Regulatory Commission, 1985. 

2 v.: ill. ; 28cm. Technical. “Nuclear Operations Analysis 
Center, Oak Ridge National Laboratory.” “Subcontractor: 
JBF Associates, Inc.” Distributed to depository libraries in 
microfiche. “Date published: January 1985.” Bibliography: v. 
1, p. 63. Contents: v. 1. Main report and appendices A and B. 
— v. 2. Appendices C and D. Contract No.: B0789. @Item 
1051-H-11 (microfiche) STRN: NUREG/CR-3922 STRN: 
ORNL/NOAC-224 


issue: February 1985.” Bibliography: p. 58-60. Division of 
Accident Evaluation, Office of Nuclear Regulatory Research, 
U.S. Nuclear Regulatory Commission. Contract No.: BO0127. 
Project No.: Interagency agreement DOE 40-551-75. U.S. De- 
partment of Energy. Contract No.: DC-AC05-840R21400. 
@ltem 1051-H-11 (microfiche) STRN: NUREG/CR-3930 
STRN: ORNL/TM-9316 

1. Nuclear facilities — United States — Accidents — Investiga- 
tion. 2. Fission products— Measurement. I. Collins, J. L. 
II. U.S. Nuclear Regulatory Commission. Office of Nuclear 
Regulatory Research. III. Oak Ridge National Laboratory. 
Chemical Technology Division. OCLC 12141374 


85-22204 


Y¥ 3.N 88:25/3981 


Bioaccumulation of P-32 in bluegill and catfish / prepared by B. 


Kahn ... [et al.].— Washington, D.C. : Division of Radiation 
Programs and Earth Sciences, Office of Nuclear Regulatory 
Research, U.S. Nuclear Regulatory Commission, 1985. 

xi, 159 p. : ill. ; 28 cm. Technical. July 1981 - June 1983. 
“Nuclear Engineering and Health Physics Program, School of 
Mechanical Engineering, Georgia Institute of Technology.” 
Distributed to depository libraries in microfiche. “Date pub- 
lished: February 1985.” Bibliography: p. 49-51. Contract No.: 
NRC FIN no. B-7478. @lItem 1051-H-11 (microfiche) STRN: 
NUREG/CR-3981 

1. Marine radioecology. 2. Phosphorus — Isotopes. 3. Blue- 
gill— Effect of radioactive substances on. 4. Catfishes — 
Effect of radioactive substances on. I. Kahn, B. (Bernd) II. 
U.S. Nuclear Regulatory Commission. Office of Nuclear Regu- 
latory Research. Division of Radiation Programs and Earth 
Sciences. III. Georgia Institute of Technology. Nuclear Engi- 
neering and Health Physics Program. OCLC 12125391 


85-22205 


Y 3.N 88:25/4004 


Foley, W. J. 


Closeout of IE bulletin 79-25 : failures of Westinghouse BFD 
relays in safety-related systems / prepared by W.J. Foley, R.S. 
Dean, A. Hennick. — Washington, D.C. : Division of Emergen- 
cy Preparedness and Engineering Response, Office of Inspection 
and Enforcement, U.S. Nuclear Regulatory Commission, 1985. 


1 v. (various pagings) ; 28 cm. Technical. 7/10/84 - 1/18/85. 
“PARAMETER, Inc.” Distributed to depository libraries in 
microfiche. ‘Date published: April 1985.” Bibliography: p. B- 
7. Contract No.: B-1302. Project No.: Task order no. 66. 
@ltem 1051-H-11 (microfiche) STRN: NUREG/CR-4004 
STRN: PARAMETER IE-144 

1. Electric relays— Safety measures. 2. Atomic power- 
plants— United States— Equipment and _ supplies — Safety 
measures. I. Dean, R. S. II. Hennick, A. III. U.S. Nuclear 
Regulatory Commission. Office of Inspection and Enforcement. 
Division of Emergency Preparedness and Engineering Re- 


sponse. IV. Parameter, Inc. OCLC 12178291 
85-22206 


1. System analysis. I. Murphy, G. A. II. U.S. Nuclear Reg- 
ulatory Commission. Office of Nuclear Reactor Regulation. Di- 
vision of Safety Technology. III. Nuclear Operations Analysis 
Center (U.S.) IV. JBF Associates. OCLC 12064974 


85-22203 


Y 3.N 88:25/4030/final rp. 
Radionuclide migration in groundwater : final report / prepared 
by J.S. Fruchter ... [et al.].— Washington, D.C. : Division of 


Y 3.N 88:25/3930 Radiation Programs and Earth Sciences, Office of Nuclear Reg- 


Observed behavior of cesium, iodine, and tellurium in the ORNL 


fission product release program / J.L. Collins ... [et al.l : pre- 
pared by the Oak National Laboratory. — Washington, DC : 
U.S. Nuclear Regulatory Commission, Office of Nuclear Regu- 
latory Research, [1985] 

xiii, 61 p. : ill. ; 28 cm. “Chemical Technology Division.” 
Distributed to depository libraries in microfiche. “Date of 
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ulatory Research, U.S. Nuclear Regulatory Commission, 1985. 


xi, 41 p.: ill.; 28cm. Technical. “Pacific Northwest Labo- 
ratory.” Distributed to depository libraries in microfiche. 
“Date published: March 1985.” Includes bibliographies. Con- 
tract No.: B2380. @lItem 1051-H-11 (microfiche) STRN: 
NUREG/CR-4030 STRN: PNL-5299 
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1. Radioisotopes in sanitary engineering. 2. Water, Under- 
ground — Pollution — United States. I. Fruchter, J. S. II. 
U.S. Nuclear Regulatory Commission. Office of Nuclear Regu- 
latory Research. Division of Radiation Programs and Earth 
Sciences. III. Pacific Northwest Laboratory. OCLC 
12060348 


85-22207 


I. Melber, Barbara D. II. White, A. S. III U.S. Nuclear 
Regulatory Commission. Division of Human Factors Safety. 
IV. Battelle Human Affairs Research Centers. V. Pacific 
Northwest Laboratory. VI. Title. OCLC 12155901 


85-22210 
Y 3.N 88:25/4068 
Sailor, Vance L. 
Summary of historical experience with releases of radioactive 
materials from commercial nuclear power plants in the United 


Y 3.N 88:25/4042 
Huang, C. (Chi-hua) 


A 3-dimensional computer model to simulate fluid flow and 
contaminant transport through a rock fracture system / pre- 
pared by C. Huang, D.D. Evans. — Washington, D.C. : Divi- 
sion of Radiation Programs and Earth Sciences, Office of Nu- 
clear Regulatory Research, U.S. Nuclear Regulatory Commis- 
sion, 1985. 

vii, 108 p. : ill. ; 28 cm. Technical. September 1983 - Octo- 
ber 1984. “Department of Hydrology and Water Resources, 
University of Arizona.” Distributed to depository libraries in 
microfiche. “Date published: January 1985.” Contract No.: 
FIN B7291. @lItem 1051-H-11 (microfiche) STRN: NUREG/ 
CR-4042 

1. Fluid dynamics — Computer programs. 2. Rocks — Frac- 
ture. 3. Water, Underground — Pollution— United States — 
Mathematical models. I. Evans, D. D. (Daniel D.) II. US. 
Nuclear Regulatory Commission. Office of Nuclear Regulatory 
Research. Division of Radiation Programs and Earth Sciences. 
III. University of Arizona. Dept. of Hydrology and Water Re- 
sources. IV. Title. V. Title: A three-dimensional computer 
model to simulate fluid flow and contaminant transport through 
a rock fracture system. OCLC 12084541 


85-22208 
Y 3.N 88:25/4046 
Jarrell, Donald B. 
Determining critical flow valve characteristics using extrapo- 


lation techniques / Donald B. Jarrell.— Washington, D.C. : 
U.S. Nuclear Regulatory Commission : Available from GPO 
Sales Program, Division of Technical Information and Docu- 
ment Control, U.S. Nuclear Regulatory Commission ; Spring- 


field, Va. : National Technical Information Service, 1985. 

vi, 12, A-9 p. : ill. ; 28 cm. “EG&G Idaho, Inc.” “Idaho 
National Engineering Laboratory, operated by the U.S. Depart- 
ment of Energy”—Cover. “Published January 1985.” Distrib- 
uted to depository libraries in microfiche. Bibliography: p. A- 
9. “NUREG/CR-4046.” “EGG-2357.” @Item  1051-H-11 
(microfiche) 

1. Pressure vessels— Valves. 2. Pressurized water reac- 
tors— Loss of coolant. 3. Fluid dynamic measurements. I. 
U.S. Nuclear Regulatory Commission. II. EG&G Idaho. III. 
Idaho National Engineering Laboratory. IV. Title. OCLC 
12059834 


85-22209 
Y 3.N 88:25/4051 
Saari, L. M. 
Assessment of job-related educational qualifications for nucle- 
ar power plant operators / prepared by L.M. Saari, B.D. 
Melber, A.S. White. — Washington, D.C. : Division of Human 
Factors Safety, Office of Nuclear Reactor Regulation, U.S. Nu- 
clear Regulatory Commission, 1985. 
1 v. (various pagings) : ill. ; 28 cm. Technical. “Battelle 
Human Affairs Research Centers.” “Pacific Northwest Labo- 
ratory.” Distributed to depository libraries in microfiche. 
“Date published: April 1985.” Bibliography: p. R-1. Contract 
No.: B2360. @lItem 1051-H-11 (microfiche) STRN: NUREG/ 
CR-4051 STRN: PNL-5303 STRN: BHARC-400/84/025 

1. Nuclear engineering— United States— Curricula. 2. 
Atomic workers—United States—Job descriptions. 3. 
Atomic power-plants — United States — Personnel management. 


States / prepared by V.L. Sailor, J.J. Colbert. — Washington, 
D.C. : Division of Safety Technology, Office of Nuclear Reac- 
tor Regulation, U.S. Nuclear Regulatory Commission, 1985. 

xvi, 56 p. : ill. ; 28 cm. Technical. “Brookhaven National 
Laboratory.” Distributed to depository libraries in microfiche. 
“Date published: March 1985.” Bibliograhy: p. 53-56. Con- 
tract No.: A-3770. @Item 1051-H-11 (microfiche) STRN: 
NUREG/CR-4068 STRN: BNL-NUREG-51843 

1. Atomic power-plants — United States — Accidents. 2. Ra- 
dioactive pollution of the atmosphere. 3. Radioactive waste 
disposal — United States. I. Colbert J. J. (John J.) IL US. 
Nuclear Regulatory Commission. Office of Nuclear Reactor 
Regulation. Division of Safety Technology. III. Brookhaven 
National Laboratory. IV. Title. OCLC 12064898 


85-22211 


Y 3.N 88:25/4070/v.1- 
Y 3.N 88:25/4070/v.3 


Bivalve fouling of nuclear power plant service-water systems. — 


Washington, D.C. : Division of Radiation Programs and Earth 
Sciences, Office of Nuclear Regulatory Research, U.S. Nuclear 
Regulatory Commission, 1984- 

v. : ill, maps ; 28 cm. Distributed to depository libraries in 
microfiche. “Pacific Northwest Laboratory’—Vol. 3. “Date 
published: April 1985”—Vol. 3. Bibliography: p. 49-51. Con- 
tents: v. 3. Factors that may intensify the safety consequences of 
biofouling / C.H. Henager, Sr., P.M. Daling, K.I. Johnson. 
Contract No.: B2463-4. @lItem 1051-H-11 (microfiche) STRN: 
NUREG/CR-4070 STRN: PNL-5300 

1. Fouling. 2. Marine fouling organisms. 3. Atomic power- 
plants — United States — Water-supply. I. Neitzel, D. A. IL 
U.S. Nuclear Regulatory Commission. Office of Nuclear Regu- 
latory Research. Division of Radiation Programs and Earth 
Sciences. III. Pacific Northwest Laboratory. OCLC 
11859392 


85-22212 


Y 3.N 88:25/4101 


Assay of long-lived radionuclides in low-level wastes from power 


reactors / prepared by J.E. Cline ... [et al.]. — Washington, D.C. 
: Division of Waste Management, Office of Nuclear Material 
Safety and Safeguards, U.S. Nuclear Regulatory Commission, 
1985. 

1 v. (various pagings) : ill. ; 28 cm. Technical. June 1982 - 
February 1985. “Science Applications International Corpora- 
tion.” Distributed to depository libraries in microfiche. “Date 
published: April 1985.” Contract No.: B7356. @lItem 1051-H- 
11 (microfiche) STRN: NUREG/CR-4101 

1. Radioisotopes. 2. Radiochemical analysis. 3. Radioactive 
wastes — Management. I. Cline, James E. II. U.S. Nuclear 
Regulatory Commission. Division of Waste Management. III. 
Science Applications International Corporation. OCLC 
12155783 
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Y 3.N 88:25/4160 


Moeller, M. P. 


Historical summary of occupational radiation exposure experi- 
ence in U.S. commercial nuclear power plants / prepared by 
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M.P. Moeller, G.A. Stoetzel, L.H. Munson. — Washington, 
D.C. : Division of Safety Technology, Office of Nuclear Reac- 
tor Regulation, U.S. Nuclear Regulatory Commission, 1985. 

1 v. (various pagings) : ill. ; 28 cm. Technical. “Pacific 
Northwest Laboratory.” Distributed to depository libraries in 
microfiche. “Date published: April 1985.” Bibliography: p. 
19-20. Contract No.: FIN B-2954. @lItem 1051-H-11 (micro- 
fiche) STRN: NUREG/CR-4160 STRN: PNL-5404 

1. Radiation — Dosage. 2. Radiation — Safety measures. 3. 
Atomic power-plants— United States-— Safety measures. I. 
Stoetzel, G. A. II. Munson, L. H. III. U.S. Nuclear Regula- 
tory Commission. Office of Nuclear Reactor Regulation. Divi- 
sion of Safety Technology. IV. Pacific Northwest Laboratory. 
V. Title. OCLC 12156173 


85-22214 
Y 3.N 88:25/4170 
Polky, J. N. 

An ultra-high speed residue processor for SAFT inspection 
system image enhancement : final report / prepared by J.N. 
Polky, D.D. Miller. — Washington, D.C. : Division of Engi- 
neering, Office of Nuclear Regulatory Research, U.S. Nuclear 
Regulatory Comsniasion, 1985. 

v, 35 p. : ill. ; 28 cm. Technical. October 1983 to March 
1984. “Sigma Research, Inc.” Distributed to depository li- 
braries in microfiche. “Date published: March 1985.” Bibliog- 
raphy: p. 25-26. Contract No.: D1133. @lItem 1051-H-11 
(microfiche) STRN: NUREG/CR-4170 

1. Nuclear facilities — United States— Inspection. 2. Ultra- 
sonic imaging. 3. Ultrasonic testing. 4. Signal processing. I. 
Miller, D. D. II. U.S. Nuclear Regulatory Commission. Office 
of Nuclear Regulatory Research. Division of Engineering Tech- 
nology. III. Sigma Research, inc. IV. Title. OCLC 
12100874 


85-22215 
Y 3.N 88:25/4174 
Rock mass sealing : experimental assessment of borehole plug 
performance : annual report, June 1983 - May 1984 / prepared 
by J.J.K. Daemen ... [et al.]. — Washington, D.C. : Division of 
Radiation Programs and Earth Sciences, Office of Nuclear Reg- 
ulatory Research, U.S. Nuclear Regulatory Commission, 1985. 


xxiii, 360 p. : ill. ; 28 cm. Technical-annual report. June 1, 
1983 - May 31, 1984. “Department of Mining and Geological 
Engineering, University of Arizona.” Distributed to depository 
libraries in microfiche. “Date published: March 1985.” In- 
cludes bibliographies. Contract No.: NRC FIN B6627. Con- 
tract No.: NRC-04-78-271. @lItem 1051-H-11 (microfiche) 
STRN: NUREG/CR-4174 

1. Rocks — Permeability. 2. Borehole mining. I. Daemen, 

J. J. K. (Jaak J. K.) II. U.S. Nuclear Regulatory Commission. 
Office of Nuclear Regulatory Research. Division of Radiation 
Programs and Earth Sciences. III. University of Arizona. 
Dept. of Mining and Geological Engineering. OCLC 12070725 


85-22216 
Y 3.N 88:25/4180 
Jaross, R. A. 

State-of-the-art of solid-state motor controllers / by R.A. 
Jaross, T.P. Mulcahey, and E.R. Koehl. — Washington, D.C. : 
Division of Engineering Technology, Office of Nuclear Regula- 
tory Research, U.S. Nuclear Regulatory Commission, [1984] 

ix, 111 p. : ill. ; 28cm. Final report. FY 1983-84. “Compo- 
nents Technology Division, Argonne National Laboratory.” 
Distributed to depository libraries in microfiche. “September 
1984.” Bibliography: p. 97-98. Contract No.: A2247. Project 
No.: Interagency agreement DOE 40-550-75. @lItem 1051-H- 
11 (microfiche) STRN: NUREG/CR-4180 STRN: ANL-84-102 

1. Solid state electronics. 2. Electric motors. 3. Electric 
controllers — Defects. I. Mulcahey, T. P. II. Koehl, E. R. 
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III. U.S. Nuclear Regulatory Commission. Office of Nuclear 
Regulatory Research. Division of Engineering Technology. 
IV. Argonne National Laboratory. Components Technology 
Division. V. Title. OCLC 12113211 


85-22217 


Y 3.N 88:25/4210 


Baybutt, Paul. 


MATADOR : a computer code for the analysis of radionu- 
clide behavior during degraded core accidents in light water 
reactors / prepared by P. Baybutt, S. Raghuram, H.I. Avci. — 
Washington, D.C. : Division of Risk Analysis and Operations, 
Office of Nuclear Regulatory Research, U.S. Nuclear Regultory 
Commission, 1985. 


1 v. (various pagings) ; ill. ; 28 cm. “Battelle’s Columbus 


Laboratories.” Distributed to depository libraries in micro- 
fiche. “Date published: April 1985.” Bibliography: p. R-1 - 
R-2. Contract No.: B7499. @lItem 1051-H-11 (microfiche) 
STRN: NUREG/CR-4210 STRN: BMI-2125 

1. Light water reactors — United States — Accidents — Data 
processing. 2. Radioactivity—Data processing. 3. Pressur- 


ized water reactors — Cores — Data processing. I. Raghuram, 
S. Il. Avci, H. I. (Halil 1) Ill. US. online 
Commission. Division of Risk Analysis and 

Battelle Memorial Institute. Columbus Laboratories. V. : 
OCLC 12156252 


85-22218 
Avci, H. 1. (Halil L) 


Y 3.N 88:25/4211 


MATADOR (Methods for the Analysis of Transport And 
Deposition Of Radionuclides) code description and user’s 
manual / prepared by H.I. Avci, S. Raghuram, P. Baybutt. — 
Washington, D.C. : Division of Risk Analysis and 
Office of Nuclear Regulatory Research, U.S. Nuclear Regultory 
Commission, 1985. 

1 v. (various pagings) ; ill. ; 28 cm. “Battelle’s Columbus 
Laboratories.” Distributed to ’ depository libraries in Maa 
fiche. “Date published: April 1985.” Bibliography: p. R-1. 
Contract No.: B7499. @lItem 1051-H-11 (microfiche) ‘STRN: 
NUREG/CR-4211 STRN: BMI-2126 

1. Light water reactors — United States — Accidents — Data 
processing. 2. Radioactivity— Data processing. 3. Pressur- 
ized water reactors — Cores — Data processing. I. Raghuram, 
S. II. Baybutt, Paul. III. US. Nuclear Regulatory Commis- 
sion. Division of Risk Analysis and Operations. IV. Battelle 
Memorial Institute. Columbus Laboratories. V. Title. OCLC 
12156104 


85-22219 


Y 3.N 88:25/4226 


Buschbach, T. C. (Thomas Charles), 1923- 


New Madrid seismotectonic study : activities during fiscal 
year 1983 / prepared by T.C. Buschbach. — Washington, D.C. : 
Division of Radiation Programs and Earth Sciences, Office of 
Nuclear Regulatory Research, U.S. Nuclear Regulatory Com- 
mission, 1985. 

xii, 137 p. : ill, maps ; 28 cm. Annual. Oct. 1982 - Sept. 
1983. “Saint Louis University.” Distributed to depository li- 
braries in microfiche. ‘Date published: April 1985.” Includes 
bibliographies. Contract No.: B 7242. Contract No.: NRC-04- 
80-229. @ltem 1051-H-11 (microfiche) STRN: NUREG/CR- 
4226 

1. Seismology — Missouri— New Madrid — Observations. 
2. Seismology — Research — Missouri— New Madrid. I. U.S. 
Nuclear Regulatory Commission. Office of Nuclear Regulatory 
Research. Division of Radiation Programs and Earth Sciences. 
II. St. Louis University. III. Title. OCLC 12130243 
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TECHNOLOGY ASSESSMENT OFFICE 
Washington, DC 20510 


Y 3.N 88:25/4237 
Mobility of radionuclides in high chloride environments : a case 
study of waters within and near the Delaware Basin, Southeast- 
ern New Mexico / prepared by H.J. Simpson ... [et al.].— 
Washington, D.C. : Division of Radiation Programs and Earth 


85-22223 
Y 3.T 22/2:2 Oi 5/7 
Oil and gas technologies for the Arctic and deepwater. — Wash- 


Sciences, Office of Nuclear Regulatory Research, U.S. Nuclear 
Regulatory Commission, 1985. 

viii, 65 p. : ill., forms, 2 maps ; 28 cm. Topical. “Lamont- 
Doherty Geological Observatory, Columbia University.” Dis- 
tributed to depository libraries in microfiche. ‘Date published: 
April 1985.” Bibliography: p. 51-55. Contract No.: B7057. 
@ltem 1051-H-11 (microfiche) STRN: NUREG/CR-4237 

1. Radiosotopes in hydrology — Case studies. 2. Radioactive 
substances in rivers, lakes, etc. — New Mexico — Case studies. 
3. Chlorides. I. Simpson, Harry James. II. U.S. Nuclear Reg- 
ulatory Commission. Office of Nuclear Regulatory Research. 
Division of Radiation Programs and Earth Sciences. III. 
Lamont-Doherty Geological Observatory. OCLC 12151415 


NATIONAL ADVISORY COMMITTEE ON 
OCEANS AND ATMOSPHERE 
Washington, DC 20230 


85-22221 


Y 3.0c 2:2 N 81 


United States. National Advisory Committee on Oceans and At- 


mosphere. 

North Pacific fur seals : current problems and opportunities 
concerning conservation and management : a special report to 
the President and the Congress / National Advisory Committee 
on Oceans and Atmosphere. — Washington, D.C. : The Com- 
mittee, [1985] 

xiii, 84 p. : ill, 1 map ; 28 cm. “March 1985.” Bibliogra- 
phy: p. 53-64. @ltem 1070-J 

1. Northern fur seal. 2. Northern fur seal — Law and legisla- 
tion— North Pacific Ocean. 3. Sealing— Law and legisla- 
tion— North Pacific Ocean. 4. Bering Sea controversy. I. 
Title. OCLC 12113137 


SELECTIVE SERVICE SYSTEM 
Washington, DC 20435 


85-22222 


Y¥ 3.Se 4:1/984 
United States. Selective Service System. 

Semiannual report of the director of Selective Service. 
[Washington, D.C.?] : Selective Service System, Selective 
Service System, National Headquarters, Washington, DC 20435 

v. : ill. ; 23 cm. 

Semiannual 

Began with July/Dec. 1967. Other title: Director’s semian- 
nual report -19 Title from cover. Apr. 1-Sept 30, 1984. De- 
scription based on: Apr. 1-Sept. 30, 1980. @lItem 1076 Con- 
tinues: United States. Selective Service System. Annual report 
of the Director of Selective Service 1950/51-1966/67 

1. United States. Selective Service System 2. United 
States — Armed Forces — Recruiting, enlistment, etc. — Year- 
books. 3. Military service, Compulsory — United States — 
Yearbooks. I. Title. UB343.U55b 80-643371 355.2/2363/ 
0973 OCLC 02987119 


ington, D.C. : Congress of the U.S., Office of Technology 
Assessment : For sale by the Supt. of Docs., U.S. G.P.O., [1985] 


ix, 227 p. : ill., maps ; 26cm. “May 1985”—P. [4] of cover. 
Includes bibliographical references and index. “OTA-O-270”"— 
P. [4] of cover. @lItem 1070-M S/N 052-003-00995-1 @ GPO 
$8.50 

1. Petroleum engineering — Arctic regions. 2. Offshore oil 
industry — United States. 3. Oil well drilling — Technological 
innovations. 4. Gas industry— United States. I. United 
States. Congress. Office of Technology Assessment. OCLC 
12056823 


85-22224 


Y 3.T 22/2:2 Oi 5/7/sum. 


Oil and gas technologies for the Arctic and deepwater : summary. 


— Washington, D.C. : Congress of the U.S., Office of Technol- 
ogy Assessment, [1985] 

47 p. : ill, maps ; 24cm. Cover title. “May 1985”—P. [4] 
of cover. Includes bibliographical references. “OTA-O- 
271”—P. [4] of cover. @lItem 1070-M 

1. Petroleum engineering — Arctic regions. 2. Offshore oil 
industry — United States. 3. Oil well drilling — Technological 
innovations. 4. Gas industry— United States. I. United 
States. Congress. Office of Technology Assessment. OCLC 
12090846 


85-22225 


Y 3.T 22/2:2 P 92/sum. 


Preventing illness and injury in the workplace : summary. — 


Washington, D.C. : Congress of the U.S., Office of Technology 
Assessment, [1985] 

43 p. ; 24 cm. Cover title. “April 1985”—P. [4] of cover. 
Includes bibliographies. “OTA-H-257”—P. [4] of cover. 
@ltem 1070-M 

1. Industrial safety — United States. 2. Industrial hygiene — 
United States. 3. Labor and laboring classes — Diseases and 
hygiene — United States. I. United States. Congress. Office of 
Technology Assessment. OCLC 12070281 


85-22226 


Y 3.T 22/2:2 Su 7 


Superfund strategy. — Washington, D.C : Congress of the U.S., 


Office of Technology Assessment : For sale by the Supt. of 
Docs., U.S. G.P.O., [1985] 

vii, 282 p. : ill. ; 26 cm. Includes bibliographical references 
and index. “April 1985”—P. [4] of cover. “OTA-ITE-252”— 
P. [4] of cover. @Item 1070-M S/N 052-003-00994-3 @ GPO 
$10.00 

1. Liability for hazardous substances pollution damages — 
United States. 2. Hazardous waste sites— United States. 3. 
Hazardous wastes— United States— Management. I. United 
States. Congress. Office of Technology Assessment. OCLC 
12113401 
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TENNESSEE VALLEY AUTHORITY 
Knoxville, TN 37902 


85-22227 
Y 3.T 25:1-16/984/v.1 
Tennessee Valley Authority. 

Power program summary. Knoxville, Tenn. : Tennessee 
Valley Authority, [1980- Tennessee Valley Authority, 400 
Commerce Ave., Knoxville, Tenn. 37902 

v. : ill. ; 28 cm. 

Annual 

Fiscal year ended Sept. 30, 1980- Title from cover. “TVA/ 
P&E/P&E INFO-85/14”"—P. 1 Vol. 1 for the fiscal year 
ended Sept. 30, 1984. Report year for v. 1 ends Sept. 30; for v. 
2 ends June 30. Issued 1980- in 2 v.: v. 1, ; v. 2, Financial and 
statistical report for municipal and cooperative distributors of 
TVA power. Merger of: Tennessee Valley Authority. Oper- 
ations. Municipal and cooperative distributors of TVA power; 
Tennessee Valley Authority. Power annual report; and, Tennes- 
see Valley Authority. OEDC annual report. @Item 1082-A 
ISSN 0730-4889 

1. Electric utilities Tennessee River Valley — Periodicals. 
2. Electric power — Tennessee River Valley — Periodicals. 3. 
Tennessee Valley Authority I. Tennessee Valley Authority. 
Financial and statistical report for municipal and cooperative 
distributors of TVA power. II. Title. HD9685.U6A1362b 
81-649565 363.6/2 OCLC 07665790 


85-22228 
Y 3.T 25:3-2/Y-165 
Fertilizer summary data. Muscle Shoals, Ala. : National Fertilizer 
Development Center, Tennessee Valley Authority, Tennessee 
Valley Authority, National Fertilizer Development Center, 
Muscle Shoals, Ala. 35660 

v. : ill. ; 28 cm. (Bulletin ; Y-165) 

Began with 1968. “TVA/OACD-81/18”—P. [4] of cover. 
1980. Description based on: 1980. Vols. for (1980-) distribut- 
ed to depository libraries in microfiche. @lItem 1083-B (micro- 
fiche) ISSN 0146-1850 

1. Fertilizers— United States — Statistics — Periodicals. I. 
National Fertilizer Development Center (U.S.) II. Series: Bul- 
letin (National Fertilizer Development Center (U.S.)) ; Y-165. 
$631.U5 80-645383 //1843 [S631.U48] 338.1/62 OCLC 
01286708 


AGING, Special Committee on, 
Senate 
Washington, DC 20510 


85-22229 
Y 4.Ag 4:S.prt.98-290 
10th anniversary of the Employee Retirement Income Security 
Act of 1974 : a report of conference proceedings / Special 
Committee on Aging, September 11, 1984. — Washington : U.S. 
G.P.O., 1985. 

v, 89 p. ; 24 cm.— (S. prt. ; 98-290) At head of title: 98th 
Congress, 2d session. Committee print. G.P.O. sales statement 
incorrect in publication. Distributed to some depository librar- 
ies in microfiche. “April 1985.” @lItem 1009-B-1, 1009-C-1 
(microfiche) 

1. Pension trusts — Law and legislation — United States. I. 
United States. Congress. Senate. Special Committee on Aging. 
II. Title: Tenth anniversary of the Employee Retirement 
Income Security Act of 1974, a report of conference proceed- 
ings. III. Series: United States. Congress (98th, 2nd session : 
1984). Senate. S. prt. ; 98-290. OCLC 12074759 
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85-22230 


Y 4.Ag 4:S.prt.99-38 


United States. Congress. Senate. Special Committee on Aging. 


Publications list / prepared by the staff of the Special Com- 
mittee on Aging, United States Senate. Washington : U.S. 
G.P.O., 

v. ; 24 cm. (S. prt. ; 99-38) 

Annual Title from cover. At head of title: 99th Congress, 
1st session. Committee print. Issues prior to the 98th Congress 
were classed: Y 4.Ag 4:P96/ 87th-98th Congresses, Feb. 1961- 
Dec. 1984. Description based on: Feb. 1961-Dec. 1978. Vols. 
for (Feb. 1961-Dec. 1982-) distributed to some depository li- 
braries in microfiche. @lItem 1009-B-1, 1009-C-1 (microfiche) 
Main series: United States. Congress. Senate. S. prt. 

1. United States. Congress. Senate. Special Committee on 
Aging — Bibliography — Periodicals. 2. Aged — Legal status, 
laws, etc.— United States — Bibliography — Periodicals. I. 
Title. II. Series: United States. Congress (99th, Ist session : 
1985). Senate. S. prt. ; 99-38. OCLC 05036100 


AGING, Select Committee on, 
House 
Washington, DC 20515 


85-22231 


Y 4.Ag 4/2:F 86/11 


United States. Congress. House. Select Committee on Aging. Sub- 


committee on Health and Long-Term Care. 

Fraudulent medical degrees : hearing before the Subcommit- 
tee on Health and Long-Term Care of the Select Committee on 
Aging, House of Representatives, Ninety-eighth Congress, 
second session, December 7, 1984. — Washington : USS. 
G.P.O., 1985. 

iv, 293 p. : ill., forms ; 24cm. Distributed to some deposito- 
ry libraries in microfiche. “Comm. pub. no. 98-495.” @Item 
1009-B-2, 1009-C-2 (microfiche) 

1. Medical colleges — United States — Corrupt practices. 2. 
Medical education policy — United States. 3. Physicians — Li- 
censes — United States. 4. False certification — United States. 
I. Title. OCLC 12095114 


85-22232 


Y 4.Ag 4/2:M 66/2 


United States. Congress. House. Select Committee on Aging. 


Minority elderly and low-income needs : New York : hearing 
before the Select Committee on Aging, House of Representa- 
tives, Ninety-eighth Congress, second session, March 2, 1984 
New York, NY. — Washington : U.S. G.P.O., 1985. 

iii, 65 p. : ill. ; 24cm. Distributed to some depository librar- 
ies in microfiche. “Comm. pub. no. 98-493.” @lItem 1009-B-2, 
1009-C-2 (minority) 

1. Aged—New York (N.Y.) 2. Minorities—New York 
(N.Y.) I. Title. OCLC 12124527 


85-22233 


Y 4.Ag 4/2:01 1/28 


United States. Congress. House. Select Committee on Aging. 


Reauthorization of the Older Americans Act : New Jersey 
perspective : hearing before the Select Committee on Aging, 
House of Representatives, Ninety-eighth Congress, second ses- 
sion, March 19, 1984, Elizabeth, NJ. — Washington : U.S. 
G.P.O., 1985. 

iii, 99 p. ; 24 cm. Distributed to some depository libraries in 
microfiche. “Comm. pub. no. 98-494.” @lItem 1009-B-2, 
1009-C-2 (microfiche) 

1. Old age assistance — Law and legislation — United States. 
2. Old age assistance—New Jersey. I. Title. OCLC 
12124629 





85-22234 


Y 4.Ag 4/2:So 1/33/v. 3 
United States. Congress. House. Select Committee on Aging. 

Reductions in social security benefit levels : the notch : hear- 
ing before the Select Committee on Aging, House of Represent- 
atives, Ninety-eighth Congress, second session. — Washington : 
US. G.P.O., 1984- 

v. : ill. ; 24cm. Distributed to some depository libraries in 
microfiche. “October 31, 1984, Council Bluffs, IA”—Vol. III. 
“Comm. pub. no. 98-472”—Vol. III. @Item 1009-B-2, 1009-C- 
2 (microfiche) 

1. Social security— United States. I. Title. KIF27.5.A3 
1984k 85-601088 368.4/3/00973 ¢2 19 OCLC 11633796 


85-22235 


Y 4.Ag 4/2:V 88 
United States. Congress. House. Select Committee on Aging. 
Volunteerism and private sector initiatives for older Nebras- 
kans : hearing before the Select Committee on Aging, House of 
Representatives, Ninety-eighth Congress, second session, July 
13, 1984, Omaha, NE. — Washington : U.S. G.P.O., 1985. 
iii, 166 p. : ill., forms ; 24cm. Distributed to some deposito- 
ry libraries in microfiche. “Comm. pub. no. 98-496.” @Item 
1009-B-2, 1009-C-2 (microfiche) 
1. Aged — Nebraska. 2. Old age assistance — Nebraska. 3. 
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20/ 1986. Description based on: 1983. Vols. for {1983-) dis- 
tributed to some depository libraries in microfiche. @lItem 
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House of Representatives, Ninety- 
eighth Congress, second session, hear- 
ings held in Washington, D.C., 85- 
22316 


United States. Congress. House. Committee 
on International Relations. 

Fiscal year ... arms control impact state- 
ments : statements submitted to the 
Congress by the President pursuant to 
section 36 of the Arms Control and 
Disarmament Act., 85-22297 


United States. Congress. House. Committee 
on Merchant Marine and Fisheries. 
Amending the Panama Canal Act of 1979 
regarding the payment of interest on 
the U.S. investment in the Panama 
Canal : report (to accompany H.R. 
664) (including cost estimate of the 
Congressional Budget Offfice)., 85- 
22104 

Authorization for appropriations of mari- 
time programs for fiscal year 1986 : 
report (to accompany H.R. 1157) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22111 

Emergency Wetlands Resources Act of 
1985 : report (to accompany H.R. 
1203) (including cost estimate of the 

ional Budget Office)., 85- 

22137 

The Merchant Marine Act, 1936, the 
Shipping Act of 1984, and related acts 
(as amended through the 98th Con- 
gress)., 85-22333 

Nongame fish and wildlife conservation 
authorization : report (to accompany 
H.R. 1406) (including cost estimate of 
the Congressional Budget Office)., 85- 
22126 

Panama Canal Commission Authorization 
Act, fiscal year 1986 : report (to ac- 
company H.R. 1784) (including cost es- 
timate of the Congressional Budget 
Office)., 85-22110 

Restoration of coastwise trading privi- 
leges to the vessel “La Jolie” : report 

(to accompany S. 1015) (including cost 

estimate of the Congressional Budget 

Office)., 85-22084 

Revitalization of the domestic cruise in- 
dustry : report together with dissenting 
and separate views (to accompany 
H.R. 2883) (including cost estimate of 
the —— Budget Office)., 85- 


United States. Congress. House. Committee 
on Post Office and Civil Service. 
Authority for additional federal employee 

health benefits plans : report (to ac- 
ee: H.R. $73) (including cost es- 
timate of the i Budget 
Office)., 85-22123 


Permanent authority for flexible and 
compressed work schedules : report (to 
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accompany H.R. 1534) (including cost 
estimate of the Congressional Budget 
Office)., 85-22133 


Title 5, United States code : government 
organization and employees /, 85- 
22335 


United States. Congress. House. Committee 
on Public Works and Transportation. 
Colonel Homer Garrison, Jr. Federal 
Building : report (to accompany H.R. 
1748)., 85-22077 

Disposition of Kentucky River, Kentucky 
Locks and Dams 5 through 14 : com- 
munication from the Assistant Secre- 
tary of the Army (Civil Works), trans- 
mitting a report dated July 2, 1984, 
from the Chief of Engineers, Depart- 
ment of the Army ...., 85-22041 

Emergency Public Works Employment 
Act of 1983 : report together with ad- 
ditional, supplemental, and minority 
views (to accompany H.R. 2544) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22063 

Jack D. Watson Post Office Building : 
report (to accompany H.R. 3151)., 85- 
22071 


National Development Investment Act : 
report (to accompany H.R. 10 which 
on January 3, 1985, was referred joint- 
ly to the Committee on Public Works 
and Transportation and the Committee 
on Banking, Finance and Urban Af- 
fairs) (including cost estimate of the 

Congressional Budget Offfice)., 85- 
22144 

Relating to the contempt citation of Anne 
M. (Gorsuch) Burford : report together 
with additional views (to accompany 
H. Res. 180)., 85-22076 


Anti-Apartheid Act of 1985 : report to- 
gether with minority views (to accom- 
pany H.R. 1460 which on March 7, 
1985, was referred jointly to the Com- 
mittee on Foreign Affairs, the Commit- 
tee on Banking, Finance, and Urban 
Affairs, and the Committee on Rules) 
(including cost estimate of the Con- 
gressional Budget Office)., 85-22127 

Establishment of a free trade area be- 
tween the United States and Israel : 

from the President of the 
United States transmitting the text of 
the agreement on the establishment of a 
free trade area between the govern- 
ment of the United States and the gov- 
ernment of Israel ...., 85-22047 


Providing for consideration of H.R. 1904 


: report (to accompany H. Res. 350)., 
85-22081 
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of H.R. 
H. Res. 


Providing for the consideration 
1157 : report (to accompany 
157)., 85-22116 


Providing for the consideration 
1555 : report (to accompany 
140)., 85-22108 

Providing for the consideration 
1784 : report (to accompany 
158)., 85-22117 


Providing for the consideration 
1872 : report (to accompany 
169)., 85-22138 

Providing for the consideration 
2114 : report (to accompany 
352)., 85-22082 

Providing for the consideration 
2230 : report (to accompany 
2773)., 85-22074 

Providing for the consideration 
2867 : report (to accompany 
274)., 85-22075 


Providing for the consideration of House 
Joint Resolution 413 : report (to ac- 
company H. Res. 367)., 85-22086 

Waiving certain points of order against 
consideration of H.R. 3132 : report (to 
accompany H. Res. 210)., 85-22067 

Waiving certain points of order against 
consideration of H.R. 3133 : report (to 
accompany H. Res. 211)., 85-22068 


United States. Congress. House. Committee 
on Science and Technology. 

Authorizing appropriations to the Nation- 
al Bureau of Standards for fiscal year 
1986, and for other purposes : report 
together with additional views (to ac- 
company H.R. 1617) (including cost es- 
timate of the Congressional Budget 
Office)., 85-22101 


Department of Energy civilian energy 
programs authorization act for fiscal 
years 1986, 1987, and 1988 : report to- 
gether with additional and dissenting 
views (to accompany H.R. 1799) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22106 


Department of Energy civilian research 
and development authorization act for 
fiscal years 1986, 1987, and 1988 : 
report together with additional and dis- 
senting views (to accompany H.R. 
1798) (including cost estimate of the 
Congressional Budget Offfice)., 85- 
22105 

A Review of the scientific and technolog- 
ical issues in the regulation of cotton 
dust in primary cotton textile industry : 
report /, 85-22064 

Review of the scientific basis of the Envi- 
ronmental Protection Agency’s carci- 
nogenic risk assessment on formalde- 
hyde : report /, 85-22065 

1985 science and technology posture 
hearing with the Director of the Office 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 


of H.R. 
H. Res. 





U.S. Congress. House. Committee on the 


of Science and Technology Policy : 
hearing before the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-ninth Con- 
gress, second session, February 5, 
1985., 85-22341 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Investigations and Oversight. 

Oversight : Federal Emergency Manage- 
ment Agency : hearings and meetings 
of the Subcommittee on Investigations 
and Oversight of the Committee on 
Science and Technology, House of 
Representatives, Ninety-eighth Con- 
gress, second session., 85-22339 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Natural Resources, Agriculture 
Research, and Environment. 

Tropical forest development projects : 
status of environmental and agricultur- 
al research : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, September 19, 1984., 85-22338 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Space Science and Applications. 

Space activities of the United States, 
Soviet Union, and other launching 
countries/organizations, 1957-1984 
report /, 85-22340 


United States. Congress. House. Committee 
on Science and Technology. Subcommittee 
on Transportation, Aviation, and 
Materials. 

Fiscal year 1986 Department of Energy 
authorization (transportation programs) 
: hearing before the Subcommittee on 
Transportation, Aviation, and Materials 
of the Committee on Science and 
Technology, U.S. House of Represent- 
atives, Ninety-ninth Congress, first ses- 
sion, February 27, 1985., 85-22342 


United States. Congress. House. Committee 
on Standards of Official Conduct. 
Rules of procedure /, 85-22346 


United States. Congress. House. Committee 
on the Budget. 

First concurrent resolution on the 
budget—fiscal year 1986 : report of the 
Committee on the Budget, House of 
Representatives, to accompany H. Con. 
Res. 152 ... together with additional, 
minority, and additional dissenting 
views., 85-22146 

Impact of budget proposals on agricul- 
ture and farm commodities issues : 
hearing before the Committee on the 
Budget, House of Representatives, 
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Ninety-ninth Congress, first session, 
February 15, 1985, Atchison, KS., 85- 
22273 


Impact of budget proposals on income 
maintenance programs, trade and eco- 
nomic policy, state and local issues : 
hearing before the Committee on the 
Budget, House of Representatives, 
Ninety-ninth Congress, first session, 
February 14, 1985, San Francisco, CA., 
85-22272 


United States. Congress. House. Committee 
on the Judiciary. 

Amendments to the Federal rules of 
bankruptcy procedure : communication 
from the Chief Justice of the United 
States transmitting amendments to the 
Federal rules of bankruptcy procedure 
prescribed by the Court, pursuant to 28 
U.S.C. 2075., 85-22048 

Amendments to the Federal Rules of 
Civil Procedure : communication from 
the Chief Justice of the United States 
transmitting amendments to the Feder- 
al Rules of Civil Procedure 
by the Court, pursuant to 28 U.S.C. 
2072., 85-22049 


Amendments to the Federal rules of 
criminal procedure : communication 
from the Chief Justice of the Supreme 
Court transmitting amendments to the 
Federal rules of criminal procedure 
prescribed by the Court, pursuant to 28 
U.S.C. 3771., 85-22050 

Army and Navy Union of the United 
States of America : report (to accom- 
pany H.R. 897) (including Congression- 
al Budget Office cost estimate)., 85- 
22114 


Audrey O. Lewis and Emerson B. 
Vereen : report (to accompany H.R. 
1010)., 85-22130 

Daughters of Union Veterans of the Civil 
War, 1861-1865 : report (to accompany 
H.R. 1806)., 85-22121 


Department of Justice Appropriation Au- 
thorization Act, fiscal year 1985 : 
report (to accompany H.R. 5468) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22088 


Department of Justice Authorization Act, 
fiscal year 1984 : report together with 
additional and supplemental views (to 
accompany H.R. 2912) (including cost 
estimate of the Congressional Budget 
Office)., 85-22060 

Gerald M. Hendiey : report (to accompa- 
ny H.R. 1529)., 85-22128 

Hazardous Waste Control and Enforce- 
ment Act of 1983 : report together 
with minority views (to accompany 
H.R. 2867) (including cost estimate of 
the Congressional Budget Office)., 85- 
22061 
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U.S. Congress. House. Committee on the 


La Paz Enterprises, Limited : report (to 
accompany H. Res. 57)., 85-22080 

Legal Services Act Amendments of 1983 
: Feport together with additional and 
dissenting views (to accompany H.R. 
2909) (including cost estimate of the 
— Budget Offfice)., 85- 


mite E. Stokes : report (to accompany 
H.R. 1783)., 85-22129 

Meals on Wheels of the Monterey Penin- 
sula, Inc. : report (to accompany H.R. 
1095)., 85-2113 

Pearl Harbor Survivors Association -: 
report (to accompany H.R. 1042)., 85- 
22122 

Relief of certain former flight engineers 
of Western Airlines : rt (to accom- 
pany H.R. 484)., 85-22112 

Selection of court of appeals in multiple 
appeals cf agency orders : report (to 
accompany H.R. 439)., 85-22136 

Transferring responsibility for furnishing 
certified copies of Miller Act payment 
bonds from the Comptroller General to 
the officer that awarded the contract : 
repozt (to accompany H.R. 596) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22053 


Vietnam Veterans of America, Inc. : 
report (to accompany H.R. 4772) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22091 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on Courts, 
Civil Liberties, and the Administration of 
Justice. 

Legal Services Corporation, general 
oversight : hearing before the Subcom- 
mittee on Courts, Civil Liberties, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-eighth Con- 
gress, second session, on Legal Serv- 
ices Corporation general oversight, 
February 29, 1984., 85-22318 

Trademark Reform Act of 1983 : hearing 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-eighth ae second ses- 
sion, on H.R. 4460 ... June 28, 1984., 
85-22319 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on Crime. 
Diversion of prescription drugs to illegal 

channels and Dangerous Drug Diver- 
sion Control Act : hearings before the 
Subcommittee on Crime of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-eighth Congress, 
first and second sessions, on H.R. 4698 
«- June 29, 1983, and February 22, 
1984., 85-22323 
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Protection of children against sexual ex- 
ploitation : hearing before the Subcom- 
mittee on Crime of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-eighth first ses- 
sion, on H.R. 3062 and related bills ... 
June 16, 1983., 85-22322 


Subpoena power for President’s Commis- 
sion on Organized Crime : hearing 
before the Subcommittee on Crime of 
the Committee on the Judiciary, House 
of Representatives, Ninety-eighth Con- 
gress, second session, on H.J. Res. 490 
... April 5, 1984., 85-22324 


Trademark Counterfeiting Act of 1984 : 
hearings before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, first session on H.R. 
2447 ... October 20, November 3, 1983, 
and February 9, 1984., 85-22325 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Criminal Justice. 

Exclusionary rule in criminal trials : over- 
sight hearings before the Subcommittee 
on Criminal Justice of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion ... March 10 and April 20, 1983., 
85-22326 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on 
Monopolies and Commercial Law. 
Acquisitions and joint ventures among 

large corporations : hearings before the 
Subcommittee on Monopolies and 
Commercial Law of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, first and 
second sessions, on H.R. 3561, H.R. 
5042, and H.R. 5137 ... July 14 and 28, 
1983; October 6, 1983; and March 23, 
1984., 85-22321 


Bankruptcy law and repurchase agree- 
ments : hearing before the Subcommit- 
tee on Monopolies and Commercial 
Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 2852 and H.R. 3418 ... May 2, 
1984., 85-22320 


United States. Congress. House. Committee 
on Veterans’ Affairs. 

Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
85-22078 


United States. Congress. House. Committee 
on Veterans’ Affairs, Subcommittee on 
Education, Training, and Employment. 
Implementation of the Emergency Veter- 

ans’ Job Training Act of 1983 : hearing 
before the Subcommittee on Education, 
Training, and Employment of the 
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Committee on Veterans’ Affairs, House 
of Representatives, Ninety-ninth Con- 
gress, first session, February 14, 1985., 
85-22354 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Hospitals and Health Care. 

VA fiscal year 1986 medical program 
budgets : hearings before the Subcom- 
mittee on Hospitals and Health Care of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, February 7, 
1985., 85-22353 


United States. Congress. House. Committee 

on Ways and Means. 

Background and issues relating to House 
bills for reauthorization and financing 
of the Superfund : scheduled for a 
hearing before the Committee on Ways 
and Means on May 9, 1985 /, 85- 
22351 


Children in poverty /, 5-22355 


Description of revenue provisions of 
H.R. 1930 and background relating to 
proposed transfer of Conrail to Norfolk 
Southern Corporation : scheduled for a 
hearing before the Committee on Ways 
and Means on May 1, 1985 /, 85- 
22348 


Description of the tax treatment of im- 
puted interest on deferred payment 
sales of property (and H.R. 242 and 
H.R. 2069) : scheduled for a hearing 
before the Committee on Ways and 
Means on April 24, 1985 /, 85-22347 


Establishment of a free trade area be- 
tween the United States and Israel : 
message from the President of the 
United States transmitting the text of 
the agreement on the establishment of a 
free trade area between the govern- 
ment of the United States and the gov- 
ernment of Israel ...., 85-22047 

Generation-skipping transfer tax : hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, October 2, 1984., 85-22356 

Intent to designate 32 countries as least- 
developed beneficiary developing 
countries : communication from the 
President of the United States, trans- 
mitting notice of the intent to designate 
32 countries as least-developed benefi- 
ciary developing countries, pursuant to 
19 U.S.C. 2464(c)(6)(B)ii)., 85-22046 

Medicare and Medicaid Patient and Pro- 
gram Protection Act of 1985 : report 
(to accompany H.R. 1868 ... referred 
jointly to the Committee on Ways and 
Means and the Committee on Energy 





and Commerce) (including cost esti- 





October 1985 


mate of the Congressional Budget 
Office)., 85-22131 


Social security minor and_ technical 
changes act of 1985 : report (to accom- 
pany H.R. 2005) (including cost esti- 
mate of the Congressional Budget 
Office)., 85-22120 


United States-Israel free trade area : 
report (to accompany H.R. 2268) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22115 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Oversight. 

Child abuse and day care : joint hearing 
before the Subcommittee on Oversight 
of the Committee on Ways and Means, 
and Select Committee on Children, 
Youth, and Families, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, September 17, 1984., 
85-22359 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Public Assistance and Unemployment 
Compensation. 

AFDC quality control program : hearing 
before the Subcommittee on Public As- 
sistance and Unemployment Compensa- 
tion of the Committee on Ways and 
Means, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, October 3, 1984., 85-22358 


United States. Congress. House. Committee 
on Ways and Means. Subcommittee on 
Select Revenue Measures. 

Miscellaneous tax bills : hearing before 
the Subcommittee on Select Revenue 
Measures of the Committee on Ways 
and Means, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, October 3, 1984., 85-22357 

Special limitations on the use of net oper- 
ating loss carryovers and other tax at- 
tributes of corporations : scheduled for 
a hearings before the Subcommittee on 
Select Revenue Measures of the Com- 
mittee on Ways and Means, on May 
22, 1985 /, 85-22352 


United States. Congress. House. Permanent 

Select Committee on Intelligence. 

Report on the activities of the Permanent 
Select Committee on Intelligence of 
the House of Representatives during 
the ... Congress pursant to clause 1(d) 
tule XI of the rules of the House of 
Representatives. 85-22096 


Rules of procedure for the Permanent 
Select Committee on Intelligence, U.S. 
House of Representatives., 85-22317 


Minority elderly and low-income needs : 
New York : hearing before the Select 





U.S. Congress. Joint Economic Committee. 


Committee on Aging, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, March 2, 1984 New 
York, NY., 85-22232 


Reauthorization of the Older Americans 
Act : New Jersey perspective : hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety- 
eighth Congress, second session, March 
19, 1984, Elizabeth, NJ., 85-22233 

Reductions in social security benefit 
levels : the notch : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-eighth Con- 
gress, second session., 85-22234 

Volunteerism and private sector initia- 
tives for older Nebraskans : hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety- 
eighth Congress, second session, July 
13, 1984, Omaha, NE., 85-22235 


United States. Congress. House. Select 
Committee on Aging, Subcommittee on 
Health and Long-Term Care. 

Fraudulent medical degrees : hearing 
before the Subcommittee on Health 
and Long-Term Care of the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, December 7, 1984., 
85-22231 


United States. Congress. House. Select 
Committee on Children, Youth, and 
Families. 

Child abuse and day care : joint hearing 
before the Subcommittee on Oversight 
of the Committee on Ways and Means, 
and Select Committee on Children, 
Youth, and Families, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, September 17, 1984., 
85-22359 


Improving child care services : what can 
be done? : hearings before the Select 
Committee on Children, Youth, and 
Families, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, hearings held in Washington, DC, 
on September 5 and September 6, 
1984., 85-22274 


Report on the activities in the 98th Con- 
gress of the Select Committee on Chil- 
dren, Youth, and Families, House of 
Representatives, years 1983 and 1984 
(pursuant to Rule xi (1)(d))., 85-22095 


United States. Congress. House. Select 
Committee on Hunger. 
Progress report of the Select Committee 
on Hunger., 85-22094 
Special report on applying United States 
food surpluses to the problems of 
hunger /, 85-22312 
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United States. Congress. House. Select 
Committee on Narcotics Abuse and 
Control, 

Rules of the Select Committee on Nar- 
cotics Abuse and Control : adopted 
April 3, 1985, 99th Congress, Ist ses- 
sion., 85-22334 


United States. Congress. Joint Committee on 
Taxation. 
Background and issues relating to House 
bills for reauthorization and financing 
of the Superfund : scheduled for a 
hearing before the Committee on Ways 
and Means on May 9, 1985 /, 85- 
22351 


Description of revenue provisions of 
H.R. 1930 and background relating to 
proposed transfer of Conrail to Norfolk 
Southern Corporation : scheduled for a 
hearing before the Committee on Ways 
and Means on May 1, 1985 /, 85- 
22348 


Description of the tax treatment of im- 
puted interest on deferred payment 
sales of property (and H.R. 242 and 
H.R. 2069) : scheduled for a hearing 
before the Committee on Ways and 
Means on April 24, 1985 /, 85-22347 


Description of the tax treatment of im- 
puted interest on deferred payment 
sales of property (and S. 56, S. 71, S. 
217, S. 251, S. 729 and H.R. 2475, as 
reported by the House Committee on 
Ways and Means) : scheduled for a 
hearing before the Subcommittee on 
Taxation and Debt Management of the 
Senate Committee on Finance on May 
20, 1985 /, 85-22349 


Schedule of present federal excise taxes 
(as of January 1, 1985) /, 85-22350 


Special limitations on the use of net oper- 
ating loss carryovers and other tax at- 
tributes of corporations : scheduled for 
a hearings before the Subcommittee on 
Select Revenue Measures of the Com- 
mittee on Ways and Means, on May 
22, 1985 /, 85-22352 


United States. Congress. Joint Economic 
Committee. 
Committee publications and policies gov- 
erning their distribution., 85-22280 
The U.S. climate for entrepreneurship 
and innovation : a study /, 85-22278 


United States. Congress. Joint Economic 
Committee. Subcommittee on Trade, 
Productivity, and Economic Growth. 
American exports why have they 

lagged? : a study /, 85-22279 


United States. Congress. Joint Economic 
Committee. Subcommittee on International 
Trade, Finance, and Security Economics. 
Department of Justice investigation of 

false shipbuilding claims : joint hearing 
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U.S. Congress. Joint Economic Committee. 


before the Subcommittee on Adminis- 
trative Practice and Procedure of the 
Committee on the Judiciary, United 
States Senate, and Subcommittee on 
Internationai Trade, Finance, and Se- 
curity Economics of the Joint Econom- 
ic Committee, Congress of the United 
States, Ninety-eighth Congress, second 
session ... October 1, 1984., 85-22329 


Oil and gas technologies for the Arctic 
and deepwater., 85-22223 


Oil and gas technologies for the Arctic 
and deepwater : summary., 85-22224 

Preventing illness and injury in the work- 
place : summary., 85-22225 

Superfund strategy., 85-22226 


United States. Congress. Senate. 
United States Senate telephone directo- 
ry., 85-22149 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on Dept. 
of Defense. 

Department of Defense support for drug 
interdiction : hearing before a subcom- 
mittee of the Committee cn Appropria- 
tions, United States Senate, Ninety- 
eighth Congress, second session : spe- 
cial hearing, Department of Defense, 
Department of the Treasury (U.S. Cus- 
toms Service)., 85-22255 


Agencies. 

Oversight hearing on FEMA flood insur- 
ance program : hearing before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-eighth Congress, second session 
: special hearing., 85-22256 


United States. Congress. Senate. Commitiee 
on Appropriations. Subcommittee on 
Military Construction. 

Military construction authorization and 
appropriation for fiscal year 1985 : 
joint hearings before the Subcommittee 
on Military Construction of the Com- 
mittee on Armed Services, on S. 2364 
.. and the Subcommittee on Military 
Construction of the Committee on Ap- 
propriations, on H.R. 5898 ... United 
States Senate, Ninety-eighth Congress, 
second session, March 20, 21, 22, 23, 
1984., 85-22258 


United States. Congress. Senate. Committee 

on Armed Services. 

National Defense Authorization Act for 
fiscal year 1986 : report (to accompany 
S. 1029) ... together with additional 
views /, 85-22019 

Nomination of John W. Shannon to be 
Assistant Secretary of the Army (In- 
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stallations and Logistics) hearing 
before the Committee on Armed Serv- 
ices, United States Senate, Ninety-ninth 
Congress, first session ... January 23, 
1985., 85-22260 


United States. Congress. Senate. Committee 
on Armed Services. Subcommittee on 
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South Africa : the case against sanctions : 
April 16, 1985., 85-21853 

Southern Africa : constructive engage- 
ment., 85-21867 

U.S.-Soviet relations : May 1985., 85- 
21868 

The U.S. and the Middle East : a partner- 
ship for the future., 85-21863 

U.S. diplomacy and the search for peace 
/, 85-21860 

The U.S. response to apartheid in South 
Africa : April 17, 1985., 85-21855 

The United States and Central America : 
a moment of decision : April 22, 1985 / 
, 85-21858 

The United States and Israel : partners 
for peace and freedom : April 21, 1985 
/, 85-21857 


Vietnam, under two regimes 
1985., 85-21892 


85-21870 
notes, Mauritania. 85- 
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United States. Dept. of State. Office of 
Small and Disadvantaged Business 
Utilization. 

A Guide to doing business with the De- 
partment of State /, 85-21845 


United States. Dept. of the Air Force. 
Medical services : veterinary, medical 
food inspection., 85-20521 


Operator’s, organizational, direct support 
and general support maintenance 
manual (including repair parts and spe- 
cial tools lists) : tractor, wheeled, ware- 
house, gas, 4000 Ib drawbar pull, NSN 
3930-01-047-8722, Northwestern model 
JG40PT-15, Army model MHE 251., 
85-20566 


United States. Dept. of the Army. 
Army Modernization Information Memo- 
randum (AMIM) /, 85-20577 


Basic facts about Army ROTC., 85- 
20601 


Bicentennial of the Mount Vernon Con- 
ference, March 28, 1985, Mount 
Vernon Virginia : a commemorative 
program of the United States Army., 
85-20481 


Calibration procedure for carrier devi- 
ation meter, Marconi, type TF 791D., 
85-20588 


Calibration procedure for digital card 
tester AN/USM-465A (Genrad, model 
2225A)., 85-20591 


Calibration procedure for instrument 
shunt, Guildline model 9711, and mul- 
tirange instrument shunt, Rubicon 
model 2759., 85-20584 


Calibration procedure for pulse genera- 
tor, Hewlett-Packard, models 214A, 
214B, and 214B W/Option 001., 85- 
20587 


Calibration procedure for radio test set 
AN/GRM-114 and AN/GRM-114A 
(IFR, models 1000S and 1100S)., 85- 
20589 


Calibration procedure for RF millivolt- 
meter, AN/URM-155 (ME-288) and 
Hewlett-Packard, models 411A, 
411AR, and H03-411A., 85-20586 


Calibration procedure for signal genera- 
tor SG-1144/U., 85-20590 


Calibration procedure for sweep genera- 
tors, AN/USM-308(V), AN/USM- 
308(V)1, AN/USM-308(V)2, and AN/ 
USM-308(V)3, including generator sub- 
assemblies MX-8333(P)/USM-308(V), 
MX-8364(P)/USM-308(V), and MX- 
8364A(P)/USM-308(V) with electronic 
test equipment plug-in units ..., 85- 
20592 

Calibration procedure for test set, guided 
missile system 11499000, TOW air- 
borne system., 85-20585 





Calibration procedures for tool kit, 
guided missile 4935-791-0079, torque 
kit, wrench (spark-proof) 4935-791- 
0051, and screwdriver bit, socket set, 
torque handle 5120-021-2040., 85- 
20600 


Communications procedures and adminis- 
tration : annex B., 85-20479 


Direct and general support maintenance 
repair parts and special tools lists (in- 
cluding depot maintenance repair parts 
and special tools lists) tractor, 
wheeled, industrial, diesel driven, 
MED DBP, w/dozer, w/backrip scari- 
fier, w/drawbar, trailer pintle and hy- 
draulic scraper controls, NSN 2420-00- 
088-9384, (Clark model 290M), w/rops, 
NSN 2420-01-059-0090., 85-20525 


Direct support and general support main- 
tenance repair parts and special tools 
lists : auger, earth, skid mounted, 9 foot 
boring depth, NSN 3820-00-931-4509, 
Texoma Enterprises model 254-10., 
85-20532 


Direct support and general support main- 
tenance repair parts and special tools 
lists : concrete - mobile mixer, body 
M919, model 8CM - 24/F, NSN 3895- 
01-028-4391., 85-20543 


Direct support and general support main- 
tenance repair parts and special tools 
lists : distributor, liquid bituminous ma- 
terial, tankless type, trailer mtd., 4 to 
24 ft. spraybar, 375 GPM pump, gaso- 
line driven, NSN 3895-00-767-0247, 
Seaman-Gunnison model MTD., 85- 
20534 


Direct support and general support main- 
tenance repair parts and special tools 
lists : roller, motorized, gasoline engine 
, 3 rolls, 10 to 12 ton, w/sprinkler, 
NSN 3895-00-255-5054, General Steel 
Tank model 1503., 85-20540 


Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, fork lift, electric, solid 
rubber tires, 4,000 Ib capacity, 100 in 
lift, Army model MHE 208, NSN 
3930-00-494-8151, Baker model FTD- 
040-EE and 180 in lift, NSN 3930-00- 
236-6253., 85-20564 


Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, forklift, gasoline engine 
driven, pneumatic-tired, 4,000 Ibs ca- 
pacity, 144” lift height Army model 
MHE-221, NSN 3930-00-151-4428 
Baker model FJF-040., 85-20565 

Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, telephone maintenance, 
utility C/S, 36,000 GVW, 6x4 W/WN, 
W/E Army model M876, NSN 2320- 
00-000-0114., 85-20556 


Direct support and general support main- 
tenance repair parts and special tools 
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lists : truck, tractor, commercial, heavy 
equipment transporter, C-HET, 85,000 
GVWR, 8x6, Army model M911, NSN 
2320-01-025-3733., 85-20558 


Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools lists) : 
crane, truck mounted, GED, 3/4 cubic 
yard, 20 ton, with clamshell, dragline, 
and backhoe attachments, NSN 3810- 
00-151-4431, Harnischfeger Corp model 
M320T2., 85-20530 


Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools lists) : 
mixer, bituminous material, non-self 
loading, DED, NSN 3895-00-933-0577, 
Barber-Greene model KA60, compo- 
nent of mixing plant, asphalt 100-150 
ton per hour, NSN 3895-00-936-8613., 
85-20537 


Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools lists) : 
mixer, rotary tiller DED, 4 wheel, 
pneumatic tired, self-propelled, NSN 
3895-00-883-0437, FWD Corporation 
model B2-1171., 85-20539 


Drill sergeant handbook of lesson plans 
(EOCT)., 85-20485 
Equipment improvement 
maintenance digest DRAGON 
Medium Antitank/Assault Weapon 
System (third quarter, CY 1984)., 85- 

20594 


Equipment improvement report and 
maintenance digest : TOW heavy anti- 
tank/assault weapon system (third 
quarter, CY 1984)., 85-20593 


Equipment improvement report and 
maintenance digest (US Army Tank- 
Automotive Command) : commercial 
automotive equipment (July thru Dec - 
2nd half CY 84)., 85-20595 


Equipment improvement report and 
maintenance digest (US Army Tank- 
Automotive Command) : construction 
equipment (July thru Sep-3rd gtr CY 
84)., 85-20596 

Equipment improvement report and 
maintenance digest (US Army Tank- 
Automotive Command) : construction 
equipment (Oct thru Dec - 4th gtr CY 
84)., 85-20597 

Equipment serviceability criteria for ar- 
mament subsystem, helicopter, 7.62 
millimeter machine gun, caliber .50 ma- 
chine gun, door mounted, M59, (used 
on UH-1D and UH-1H helicopters), 
(1005-133-8224)., 85-20545 
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Equipment serviceability criteria for 
flamethrower, portable, M9A1-7, NSN 
1040-00-089-5034., 85-20523 

Equipment serviceability criteria for gen- 
erator set, electric, portable, DED, 
SKID MTD, 15 KW, 120/208 and 
240/416 VAC, 3 phase, 4 wire, 50 HZ, 
convertible to 12.5 KW, 240/416 VAC, 
3 phase, 4 wire, 50 HZ, liquid cooled, 
fully inclosed by housing, JETA MDL 
MD-151815-W and MD-151815-WA, 
US motors MDL _ 15US-10327B-A, 
WINPOWER MDL D.-ISHI18-M ...., 
85-20544 

Equipment serviceability criteria for 
Howitzer, light, towed, 105-MM, M101 
(1015-332-9728) and M 101A1 (1015- 
322-9752)., 85-20546 

Equipment serviceability criteria for 
howitzer, medium, towed, 155-MM, 
M114 (1025-322-9755) and MII4Al1 
(1025-322-9768)., 85-20547 

Equipment serviceability criteria for 
Rawin sets AN/GMD-1A (6660-224- 
6137) and AN/GMD-1B (6660-599- 
8252)., 85-20569 


Everything you always wanted to know 
about your uniform but were afraid to 
ask., 85-20491 


Hand receipt catalog covering content of 
: sets, kits, and outfits components list 
for tool kit locomotive electrician, 
(NSN 5180-00-7 16-8753) (LIN 
W44375)., 85-20574, 85-20575 


Handbook for administration of the indi- 
vidual training evaluation program., 
85-20579 

Handbook of Army personnel tests., 85- 
20582 


Inspection and certification program for 
radiacmeters (dosimeters) IM-90/PD, 
IM-930/UD, IM-1470/PD, and IM- 
1850/UD., 85-20598 

Leadership makes the difference. 85- 
20580 


Management information control : list of 
approved recurring management infor- 
mation requirements., 85-20522 

Medical services : veterinary, medical 
food inspection., 85-20521 

Military police : military working dogs., 
85-20578 

Munitions restricted or suspended., 85- 
20583 


M60A3 TTS procedure guide., 85-20490 


Operator and organizational maintenance 
manual : assembly and emplacement 
servicing and handling equipment 
(Nike-Hercules and improved Nike- 
Hercules air defense guided missile 
system)., 85-20553 

Operator and organizational maintenance 
manual : 762-mm rockets MGR-1A and 
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MGR-1B, (Honest John rocket 


system)., 85-20548 


Operator and organizational maintenance 
manual for TOW 2 Weapon System, 
guided missile system M220E4 (1440- 
01-104-9834), (TOW 2 Heavy Antitank 
Assault Weapon System)., 85-20549 

Operator and organizational maintenance 
manual for TOW 2 Weapon System 
training set, i missile system 
M70E2, (TOW 2 Heavy Antitank As- 
sault Weapon System)., 85-20561 


Operator, organizational, direct support, 
and general support (intermediate sup- 
port) maintenance manual and repair 
parts and special tools list (including 
depot maintenance repair parts and 
special tools) : digital processor test set 
AN/USM-433., 85-20570 

Operator’s and aviation intermediate 
maintenance (AVIM) manual including 
repair parts and special tools list for 
engine shop, P/N SC-4920-97-CL-A60, 
NSN 4920-01-139-4536., 85-20572 


Operator’s manual : Information and Co- 
ordination Central, guided missile 
system, truck mounted, AN/MSQ-116, 
Patriot Air Defense Guided Missile 
System., 85-20551 


Operator’s manual : launcher, rocket, ar- 
mored vehicle mounted, M270, (1055- 
01-092-0596), Multiple Launch Rocket 
System., 85-20550 


Operator’s manual : launching station 
M901 guided missile semitrailer mount- 
ed, Patriot Air Defense Guided Missile 
System., 85-20552 


Operator’s, organizational, direct support, 
and general support maintenance (in- 
cluding repair parts and special tools 
lists) : trailer, flatbed, 10-ton, 4-wheel, 
M345, (NSN 2330-00-200-1737)., 85- 
20559 


Operator’s, organizational, direct support 
and general support maintenance 
manual (including repair parts and spe- 
cial tools lists) : tractor, wheeled, ware- 
house, gas, 4000 Ib drawbar pull, NSN 
3930-01-047-8722, Northwestern model 
JG40PT-15, Army model MHE 251., 
85-20566 


Operator’s, organizational, direct support 
and general support maintenance 
manual including (repair parts and spe- 
cial tools list) : truck, lift, fork, gasoline 
engine driven, pneumatic rubber tire, 
4000 pound capacity, 144 inch lift, 
TCM model FG30N7(T) MHE 259, 
NSN 3930-01-146-3990., 85-20567 


Organizational, direct support, and gener- 
al support maintenance : care, mainte- 
nance, and repair of pneumatic tires 
and inner tubes., 85-20560 


Organizational, direct support and gener- 
al support maintenance manual includ- 
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ing repair parts and special tools list 
for control-indicator, C-10965/MLQ- 
34, part number 5051600-1, NSN 5865- 
01-109-3983., 85-20571 


Organizational, direct support and gener- 
al support maintenance repair parts and 
special tools list including depot main- 
tenance repair parts and special tools 
for propellant draining kit, guided mis- 
sile, 10293020, 1450-00-140-3490, Lance 
Field Artillery Missile System., 85- 
20554 

Organizational direct support, and gener- 
al support maintenance repair parts and 
special tools lists : heater, bituminous, 
trailer mounted, 3 tank car heating ca- 
pacity, oil-fired steam boiler, gasoline 
engine, driven feed water pump, NSN 
3895-00-062-7912, Cleaver Brooks 
model PSM 50M., 85-20535 

Organizational maintenance repair parts 
and special tools lists : auger, earth, 
skid mounted, 9 foot boring depth, 
NSN 3820-00-931-4509, Texoma Enter- 
prises model 254-10., 85-20531 

Organizational maintenance repair parts 
and special tools lists : concrete - 
mobile mixer, body M919, model 8CM 
- 24/F, NSN 3895-01-028-4391., 85- 
20542 

Organizational maintenance repair parts 
and special tools lists : crane-shovel, 
crawler mounted, diesel engine driven, 
12-1/2 ton capacity, rated, w/3/4 cu 
yd, NSN _ 3810-00-937-3939, Thew- 
Lorain model L36M., 85-20527 

Organizational maintenance repair parts 
and special tools lists : crane-shovel, 
crawler mounted, 12-1/2 ton, 3/4 cu. 
yd, diesel engine driven, NSN 3810-00- 
869-3092, Bucyrus-Erie model 22BM., 
85-20528 

Organizational maintenance repair parts 
and special tools lists : crane, truck 
mounted, GED, 3/4 cubic yard, 20 
ton, with clamshell, dragline, and back- 
hoe attachments, NSN 3810-00-151- 
4431, Harnischfeger Corp model 
M320T2., 85-20529 

Organizational maintenance repair parts 
and special tools lists : crane, truck, 
warehouse, 10,000 Ib. capacity, GED, 
pneumatic tires, Army model MHE 
216, NSN 3950-00-197-4935, Pettibone 
model 10FM., 85-20568 

Organizational maintenance repair parts 
and special tools lists : crane, wheel 
mounted, 20 ton at 10 foot radius, 2 
engines, diesel engine driven, 4x4 air 
transportable, phase III, w/blade, bull- 
dozer, earth moving, w/block,tackle, 
20 ton, w/doom, crane, 30 foot, Army 
model M2380, NSN 3810-00-763-7728, 
American Hoist and Derrick model 
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2380 and Army model M2385 ..., 
20526 

Organizational maintenance repair parts 
and special tools lists : distributor, 
liquid bituminous material, tankless 
type, trailer mtd., 4 to 24 ft. spraybar, 
375 GPM pump, gasoline driven, NSN 
3895-00-767-0247, | Seaman-Gunnison 
model MTD., 85-20533 

Organizational maintenance repair parts 
and special tools lists : mixer, bitumi- 
nous material, non-self loading, DED, 
NSN 3895-00-933-0577, Barber-Greene 
model KA60, component of mixing 
plant, asphalt, 100-150 ton per hour, 
NSN 3895-00-936-8613., 85-20536 

Organizational maintenance repair parts 
and special tools lists : mixer, rotary 
tiller ded, 4 wheel, pneumatic tired, 
self-propelled, NSN 3895-00-883-0437, 
FWD Corporation model B2-lI71., 85- 
20538 

Organizational maintenance repair parts 
and special tools lists : non-tilt mixer, 
concrete, NSN 3895-00-444-1531, T.L. 
Smith Company model 499A., 85- 
20541 

Organizational maintenance repair parts 
and special tools lists tractor, 
wheeled, industrial, diesel driven, med 
DBP, w/dozer, w/backrip scarifier, w/ 
drawbar, trailer pintle and hydraulic 
scraper controls, NSN 2420-00-088- 
9384 (Clark model 290M), w/ROPS, 
NSN 2420-01-059-0090., 85-20524 

Organizational maintenance repair parts 
and special tools lists : truck, fork lift, 
electric, solid rubber tires, 4,000 Ib. ca- 
pacity, 100 in. lift, Army model MHE 
208, NSN 3930-00-494-8151, Baker 
model FTD-040-EE and 180 in lift, 
NSN 3930-00-236-6253., 85-20563 

Organizational maintenance repair parts 
and special tools lists : truck, lift, fork, 
power shift GED, 6,000 Ib capacity, 
100 in., 128 in., 168 in. lift Army model 
MHE 205, 100 in. NSN 3930-00-935- 
7856, 128 in. NSN 3930-00-935-7855, 
168 in. NSN 3930-00-935-7857, Allis 
Chalmers model F-60-24PS., 85-20562 

Organizational maintenance repair parts 
and special tools lists : truck, telephone 
maintenance, utility C/S, 36,000 GVW, 
6x4 W/WN, W/E Army model M876, 
NSN 2320-00-000-0114., 85-20555 

Organizational maintenance repair parts 
and special tools lists : truck, tractor, 
commercial, heavy equipment trans- 
porter, C-HET, 85,000 GVWR, 8x6, 
Army model M911, NSN 2320-01-025- 
3733., 85-20557 


REQUEST manager’s handbook., 
20581 

Return procedures under interim contrac- 
tor support (ICS) depot level for navi- 


85- 


85- 
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gation set, 
85-20573 
Standard characteristics (dimensions, 
weight, and cube) for transportability 
of military vehicles and other outsize/ 
overweight equipment (in TOE LIN 
item number sequence)., 85-20599 


United States. Dept. of the Army. Command 
Information Division. 
Report to the Officer Corps : results of 
the professional development of offi- 
cers study surveys., 85-20484 


United States. Dept. of the Interior. 
Proposed St. George Basin sale 89 /, 
85-21147 


YCC program report., 85-21149 


Youth Conservation Corps, annual report 
to the President and the Congress., 
85-21150 


United States. Dept. of the Interior. Office 
of Inspector General. 
Semiannual report /, 85-21136 


United States. Dept. of the Navy. 
Hand receipt catalog covering content of 
: sets, kits, and outfits components list 
for tool kit, photographic repair TK- 
109/GF, (NSN _  5180-00-856-9653), 
(LIN W47526)., 85-20576 


United States. Dept. of the Treasury. 
Selling to the Department of the Treas- 
ury., 85-21904 


United States. Dept. of the Treasury. 

Financial Management Service. 

Do you accept checks for cashing? : if so, 
you'll want to know about the new 
U.S. government check : introducing, 
your new government check., 85- 
21901 


Everything you need to know about the 
new U.S. government check : introduc- 
ing, your new government check., 85- 
21902 


United States government annual report / 
, 85-21899 


United States government annual report. 
Appendix /, 85-21900 


United States. Dept. of the Treasury. Office 
of the Secretary. 
United States of America, treasury notes 
of December 31, 1986, series AC-1986., 
85-21906 


United States of America, treasury notes 
of December 31, 1988, series Q-1988., 
85-21907 

United States of America, treasury notes 
of February 15, 1990, series G-1990., 
85-21905 


United States of America, treasury notes 
of January 15, 1992, series D-1992., 
85-21908 
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Doppler AN/ASN-128., 





United States. Dept. of Transportation. 
Code of federal regulations. 23, High- 
ways., 85-20220 


Highway bridge replacement and reha- 
bilitation program : annual report of 
the Secretary of Transportation to the 
Congress of the United States in com- 
pliance with Section 144(i), Chapter 1 
of Title 23, United States Code., 85- 
22003 


Improving highway information at haz- 
ardous locations : seven case studies : 
summary of demonstration project no. 
48 /, 85-21928 


The Profit in safety belts : guidelines for 
conducting an employer’s program., 
85-21968 


United States. Dept. of Transportation. 
Office of University Research. 
FY ... DOT awards to academic institu- 
tions /, 85-21970 


United States. Dept. of Transportation. 
Program of University Research. 
The effects of transportation deregulation 
on motor carrier service in Florida and 
Arizona /, 85-21926 


United States. Dept. of Transportation. 
Research and Special Programs 
Administration. 

FY ... DOT awards to academic institu- 
tions /, 85-21970 


Guidance manual for operators of small 
gas systems., 85-21969 


United States. District Court (New York : 

Eastern District) 

Report of the special master pertaining to 
the disposition of the settlement fund : 
in re “Agent Orange” product liability 
litigation /, 85-21393 


United States. Drug Enforcement 
Administration. 
Registrant facts /, 85-21402 


United States. Embassy (Canada) 
Marketing in Canada /, 85-20444 


United States. Employees’ Compensation 
Appeals Board. 
Decisions of the Employees’ Compensa- 
tion Appeals Board. Index digest., 85- 
21416 


United States. Employment Standards 
Administration. Wage and Hour Division. 
Various industries in American Samoa : 

an economic report., 85-21418 


United States. Environmental Protection 


Bacterial colonization of point-of-use 
water treatment devices /, 85-20825 
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Toxic Substances Control Act (TSCA) : 


report to Congress for fiscal year ... /, 
85-20843 


canmaking subcategory of the coil 
coating, point source category., 85- 
20832 

Development document for effluent limi- 
tations guidelines and standards for the 
copper forming point source category., 
85-20833 

Development document for effluent limi- 
tations guidelines and standards for the 
plastics molding and forming point 
source category., 85-20834 


Engineering 

Review of national emission standards for 
mercury., 85-20878 

Review of new source performance 
standards for ammonium sulfate manu- 
facture /, 85-20876 

Vinyl chloride : relief valve standard., 
85-20881 


United States. Environmental Protection 


Health assessment document for 1, 1, 1- 
Trichloroethane (methyl chloroform) : 
final report., 85-20840 


United States. Environmental Protection 
Agency. Great Lakes National Program 
Office. 


Contaminant analysis of 1982 fall run 
coho salmon (Oncorhynchus Kisutch) 
/, 85-20871 

Lake Erie intensive study 1978-1979 : 
final report /, 85-20873 

Lake Erie intensive survey, 1978-1979 /, 
85-20827 

The Maumee River basin pilot watershed 
study /, 85-20828 


United States. Environmental Protection 
Agency. Ground-Water Monitoring Work 


Group. 

Planning Workshop to develop recom- 
mendations for a Ground-water Moni- 
toring Strategy /, 85-20872 


United States. Environmental Protection 
Agency. Office of Air Quality Planning 
and Standards. 

Agricultural benefits sector analysis for 


ozone : methods evaluation and demon- 
stration /, 85-20875 


Fugitive dust control demonstration stud- 
ies : user’s guide., 85-20842 

Locating and estimating air emissions 
from sources of chromium., 85-20877 
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Northeast Corridor Regional Modeling 
Project : ozone and precursor transport 
in New York City and Boston during 
the 1980 field program /, 85-20879 


Potential causes of elevated PMON and 
PMOS concentrations in the inhalable 
particulate network /, 85-20880 


United States. Environmental Protection 
Agency. Office of Ground-Water 
Protection. 

Planning Workshop to develop recom- 
mendations for a Ground-water Moni- 
toring Strategy /, 85-20872 


Resource document for the Ground- 
Water Monitoring Strategy Workshop., 
85-20874 


United States. Environmental Protection 
Agency. Office of Health and 
Environmental Assessment. 

Workshop proceedings : approaches for 
improving the assessment of human ge- 
netic risk—human biomonitoring., 85- 
20869 


United States. Environmental Protection 
Agency. Office of Pesticide Programs. 
Guidance for the reregistration of pesti- 

cide products containing pendimethalin 
(108501) /, 85-20882 


United States. Environmental Protection 
Agency. Office of Pesticides and Toxic 
Substances. 

Chemical activities status report /, 85- 
20883 

Guidance for the reregistration of pesti- 
cide products containing pendimethalin 
(108501) /, 85-20882 


United States. Environmental Protection 
Agency. Office of Research and 
Development. 

The acidic deposition phenomenon and 
its effects : critical assessment review 
papers /, 85-20841 


United States. Environmental Protection 
Agency. Office of Solid Waste and 
Emergency Response. 

Solid waste leaching procedure manual : 
draft technical resource document for 
public comment., 85-20836 


United States. Environmental Protection 
Agency. Office of the Inspector General. 
Semiannual report /, 85-20824 


United States. Environmental Protection 
Agency. Office of Water. 
Development document for effluent limi- 
tations guidelines and standards for the 
copper forming point source category., 
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United States. Environmental Protection 
Agency. Office of Water Regulations and 
Standards. Industrial Technology Division. 
Development document for effluent limi- 

tations guidelines and standards for the 
plastics molding and forming point 
source category., 85-20834 


United States. Environmental Protecticn 
Agency. Region V. 
Directory of environmental databases for 
region 5 /, 85-20826 


United States. Environmental Protection 

Agency. Region IV. 

Seventh Annual Environmental Review 
Conference, October 20-21, 1983, Presi- 
dential Hotel, Atlanta, Georgia. 85- 
20829 


United States. Environmental Protection 
Agency. Stationary Source Compliance 
Division. 

Wet scrubber inspection and evaluation 
manual /, 85-20835 


United States. Federal Aviation 
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20372 
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two-story residential plumbing systems 
with reduced-size vents /, 85-20370 


Guideline for choosing a data manage- 


ment approach., 85-20363 


An IEEE 802.4 token bus network simu- 
lation /, 85-20377 


Influence of vertical compressive stress 
on shear resistance of concrete block 
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United States. Naval Education and Training 
Support Command. Chief of Naval 
Technical Training. 

Assignment book for advanced first-term 
avionics course class Al C-100-2010 : 
unit II /, 85-20662 

Student’s guide for aviation structural 
mechanic E (safety equipment) course, 
class Al, C-602-2015. Unit 1, Indoctri- 
nation and introduction /, 85-20661 


United States. Naval Military Personnel 
Command. 
Sea padres : some chaplains of “the old 
Navy” /, 85-20673 


United States. Naval Ocean Research and 
Development Activity. 
High-resolution spatial processing in un- 
derwater acoustics /, 85-20633 


United States. Naval Oceanography 
Command. 

Selected worldwide marine weather 
broadcasts., 85-20406 


United States. Naval Technical Training 
Command. 


Accelerometers, Q-6A : programmed in- 
struction., 85-20663 

Microwave amplifiers, AB-4-1-16A : pro- 
grammed instruction., 85-20658 

Resonant cavities : programmed instruc- 
tion., 85-20659 


United States. Navy Dept. 

Basic electricity and electronics student 
handout no. 201 : summaries progress 
checks for modules 20, lessons 1-5., 
85-20635 


Basic electricity and electronics student 
handout no. 202 : summaries progress 
checks for modules 20 lessons 6&7, 
20T lesson 1, 21 lesson 1., 85-20636 


Basic electricity and electronics student 
handout no. 203 : summaries progress 
checks for modules 21, lessons 2, 3, & 
4., 85-20637 


Basic electricity and electronics student 
handout no. 204 : summaries progress 
checks for modules 21, lessons 5, 5-1, 
5-2., 85-20638 
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U.S. Navy Dept. 


Basic electricity and electronics student 
handout no. 205 : summaries progress 
checks for modules 21T, lessons 1&2., 
85-20639 


Basic electricity and electronics student 
handout no. 206 : summaries progress 
checks for modules 22, lessons 1, 2&3., 
85-20640 


Basic electricity and electronics student 
handout no. 207 : summaries progress 
checks for modules 22, lesson 4., 85- 
20641 


Basic electricity and electronics student 
handout no. 208 : summaries progress 
checks for modules 23, lessons 1&2., 
85-20642 


Basic electricity and electronics student 
handout no. 209 : summaries progress 
checks for modules 23, lesson 3., 85- 
20643 


Basic electricity and electronics student 
handout no. 210 : summaries progress 
checks for modules 24, lesson 1., 85- 
20644 


Basic electricity and electronics student 
handout no. 212 : summaries progress 
checks for modules 25, lessons 1&2., 
85-20645 


Basic electricity and electronics student 
handout no. 301 : summary progress 
check and job program for module 30- 
1., 85-20646 

Basic electricity and electronics student 
handout no. 302 : summary progress 
check and job program for module 30- 
2., 85-20647 

Basic electricity and electronics student 
handout no. 303 : summaries progress 
checks and job programs for modules 
30-2A & 30-3., 85-20648 

Basic electricity and electronics student 
handout no. 304 : summaries progress 
checks for modules 30-4 to 31-1., 85- 
20649 


Basic electricity and electronics student 
handout no. 305 : summary progress 
check and job program for module 31- 
2., 85-20650 

Basic electricity and electronics student 
handout no. 306 : summary progress 
checks and job program for module 31- 
3., 85-20651 

Basic electricity and electronics student 
handout no. 307 : summary progress 
check and job program for module 31- 
4., 85-20652 

Basic electricity and electronics student 
handout no. 308 : summary progress 
check and job program for module 32- 
1., 85-20653 


Basic electricity and electronics student 
handout no. 309 : summary, progress 
check and job program for module 32- 
2., 85-20654 
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Basic electricity and electronics student 
handout no. 310 : summaries progress 
checks and job programs for modules 
32-3 & 32-4., 85-20655 

Basic electricity and electronics student 
handout no. 312 : summaries progress 
checks for modules 33-4 & 34-1. 85- 
20656 

Basic electricity and electronics student 
handout no. 313 : summary, progress 
check for modules 34-2., 85-20657 

Job program I for lesson topic 2.7 : publi- 
cation maintenance., 85-20634 

Medical services : veterinary, medical 
food inspection., 85-20521 


Other regulations & procedures., 
21417 


United States. Office of Aviation Policy. 
Annual FAA Forecast Conference pro- 
ceedings /, 85-21950 


United States. Office of Aviation Policy and 
Plans. 
Annual FAA Forecast Conference pro- 
ceedings /, 85-21950 


FAA aviation forecasts., 


85- 


85-21951 


United States. Office of Child Support 
Enforcement. 
Handbook on child support enforcement., 
85-21132 


United States. Office of Coal Utilization and 

Extraction. 

Cogeneration technology alternatives 
study (CTAS). Volume II, Comparison 
and evaluation of results [microform] / 
, 85-21494 


United States. Office of Education. 

Progress of education in the United 
States of America : report for the ... 
International Conference of [i.e. on] 
Education., 85-20708 


United States. Office of Export 

Administration. 

Enforcement and administrative proceed- 
ings., 85-20445 

Overview of the export administration 
program., 85-20439 

A summary of U.S. Export Administra- 
tion regulations., 85-20437 


United States. Office of Family Assistance. 
State Data and Program Characteristics 
Branch. 

Characteristics of state plans for aid to 
families with dependent children under 
the Social Security Act, Title IV-A, 
and for Guam, Puerto Rico, & Virgin 
Islands., 85-21045 


Research tables based on Characteristics 
of state plans for aid to families with 
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dependent children : need, eligibility, 
administration in effect., 85-21046 


United States. Office of Federal Coordinator 
for Meteorological Services and 
Supporting Research. 

National severe local storms operations 
plan /, 85-20389 


United States. Office of Federal Supply and 
Services. 


Customer service bureaus., 85-21030 


United States. Office of Juvenile Justice and 


Delinquency Prevention. 
Project New Pride., 85-21407 


United States. Office of Management and 

Budget. 

Cumulative report on rescissions and de- 
ferrals : communication from the Di- 
rector, Office of Management and 
Budget, Executive Office of the Presi- 
dent .-» 85-22033, 85-22034, 85- 
22035, 85-22036, 85-22037, 85- 
22038, 85-22039 


Cumulative report on rescissions and de- 
ferrals, May 1985 : communication 
from the Director, Office of Manage- 
ment and Budget, transmitting the cu- 
mulative report on rescissions and de- 
ferrals of budget authority as of May 1, 
1985, pursuant to 2 U.S.C. 685(e)., 85- 
22052 


Guidelines for program income., 
21836 

Information collection budget of the 
United States government., 85-21837 


1986 budget revisions : communication 
from the Director, Office of Manage- 
ment and Budget transmitting the 
President’s revised estimates of the 1986 
budget, pursuant to 31 U.S.C. 1106(b)., 
85-22043 


85- 


United States. Office of Marine Pollution 
Assessment. 
Effects of petroleum residues on interti- 
dal organisms of Bermuda /, 85-20387 


United States. Office of Naval Research. 
Active microwave measurements of sea 
ice under fall conditions [microform] : 
the RADARSAT/FIREX fall experi- 
ment /, 85-21695 


United States. Office of Personnel 
Management. 
Basic Federal personnel manual., 
21832 


Compensation report., 85-21833 
United States. Office of Refugee 
Resettlement. 


85- 


Southeast Asian refugee self-sufficiency 
study : final report /, 85-21042 





October 1985 


United States. Office of Revenue Sharing. 
Revenue sharing : 1972-1986 : a plain- 
language explanation of the Revenue 
Sharing Program., 85-21903 


United States. Office of Solid Waste. Waste 
Management and Economics Division. 
Permit writers’ guidance manual for the 

location of hazardous waste land stor- 
age and disposal facilities, 85-20831 


United States. Office of Space and 
Terrestrial Applications. Technology 
Transfer Division. 

Spinoff /, 85-21439 


United States. Office of Space Flight. 

Applications of Tethers in Space [micro- 
form] : executive summary, 15-17 June 
1983, Williamsburg, Virginia /, 85- 
21700 

Applications of tethers in space, 15-17 
June 1983, Williamsburg, Virginia [mi- 
croform] /, 85-21701 


United States. Office of Space Science and 
Applications. 
Planetary geology in the 1980s /, 
21654 


United States. Office of Special Education. 
Captioning and Adaptation Branch. 
Lesson guide for captioned films, XIX : a 
training and utilization guide, 85- 
20697 


85- 


United States. Office of Special Education 

and Rehabilitative Services. 

Alliances in health and education for dis- 
abled children and youth : directions 
for the 80s., 85-20725 

Empirical identification of social proto- 
cols relating to the employability of 
handicapped youth /, 85-20750 


United States. Office of Special Education 
and Rehabilitative Services. Division of 
Innovation and Development. 
Speech-language pathology and audiol- 

ogy : an educational perspective for the 
future /, 85-20782 


United States. Office of Surface Mining, 
Reclamation, and Enforcement. 
Comprehensive impacts of permit deci- 
sions under Tennessee federal program 
: final environmental impact statement 
/, 85-21148 

A Review of the unsuitability criteria in 
federai coal leasing /, 85-21355 


United States. Office of the Assistant 
Secretary of Defense (Installations and 


Logistics) 
DOD directory of contract administra- 


tion services components., 85-20470 
MAPAD : Military assistance program 
address directory system., 85-20472 
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United States. Office of the Assistant 
Secretary of the Army (Civil Works) 
Disposition of Kentucky River, Kentucky 

Locks and Dams 5 through 14 : com- 
munication from the Assistant Secre- 
tary of the Army (Civil Works), trans- 
mitting a report dated July 2, 1984, 
from the Chief of Engineers, Depart- 
ment of the Army ...., 85-22041 


United States. Office of the Director of 
Defense Research and 
DOD directory of contract administra- 
tion services components., 85-20470 


United States. Office of the Federal 


Register. 

Code of federal regulations. 1, General 
provisions., 85-20228 

Code of federal regulations. 5, Adminis- 
trative personnel., 85-21032 


Code of federal regulations. 18, Conser- 
vation of power and water resources., 
85-20211 


Code of federal regulations. 20, Employ- 
ees benefits, 85-20212 


Code of federal regulations. 21, Food and 
drugs., 85-20213, 85-20214, 85- 
20215, 85-20216, 85-20217, 85- 
20218, 85-20219 


Code of federal regulations. 23, High- 
ways., 85-20220 
Code of federal regulations. 24, Housing 


and urban development., 85-20221, 
85-20222 


Code of federal regulations. 26, Internal 
revenue., 85-20223, 85-20224, 85- 
20225, 85-20226, 85-20227 


Code of federal regulations. 49, Transpor- 
tation., 85-21033 


Supplement to 1985 organization of fed- 
eral executive departments and agen- 
cies : agencies and functions of the fed- 
eral government established, continued, 
abolished, transferred, or changed in 
name by legislative or executive action 
during calendar year 1984 /, 85-22310 


United States. Office of the Secretary of 
Transportation. 


Transportation issues of the 1980’s : a 
summary of private and public sector 
views /, 85-21925 


United States. Office of the Under Secretary 
of Defense for Research and Engineering. 
DOD directory of contract administra- 
tion services components., 85-20470 

Transition from development to produc- 
tion : solving the risk equation : draft., 
85-20449 


United States. Office of Vocational and 
Adult Education. 
Anticipating future influences on voca- 
tional education /, 85-20764 
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U.S. President (1981- : Reagan) 


Assessing cooperative vocational educa- 
tion students’ time use at their training 
stations /, 85-20707 

Beyond a dream : an instructor’s guide 
for small business exploration /, 85- 
20703 


Critical evaluation for vocational educa- 
tion /, 85-20704 


Economic and noneconomic effects of al- 
ternative transitions through school to 
work /, 85-20705 


Literacy for a technological world /, 
85-20722 


Proceedings of the national study tours 
on military preparedness /, 85-20743 

Skills for the changing workplace : an 
electronics instructor’s guide /, 85- 
20706 


The Unfinished agenda : the role of voca- 
tional education in the high school /, 
85-20702 


Updating teachers for tomorrow’s tech- 
nology : a strategy for action /, 85- 
20731 


Vocational education and youth employ- 
ment /, 85-20732 


United States. Patent and Trademark Office. 
Consolidated listing of recent Official ga- 
zette notices, re Patent and Trademark 
Office practices and procedures., 85- 
20381 
Manual of patent examining form para- 
graphs., 85-20382 


Manual of patent examining procedure., 
85-20383 


United States, President. 

Fiscal year ... arms control impact state- 
ments : statements submitted to the 
Congress by the President pursuant to 
section 36 of the Arms Control and 
Disarmament Act., 85-22297 


The State of small business : a report of 
the President transmitted to the Con- 
gress., 85-21895 


United States. President (1981- : Reagan) 

Democracy, peace, and progress /, 
21864 

Developments concerning the national 
emergency with respect to Iran : mes- 
sage from the President of the United 
States transmitting a further report on 
developments concerning the national 
emergency with respect to Iran, pursu- 
ant to 50 U.S.C. 1703., 85-22044 

Establishment of a free trade area be- 
tween the United States and Israel : 
message from the President of the 
United States transmitting the text of 
the agreement on the establishment of a 
free trade area between the govern- 
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U.S. President (1981- : Reagan) 
ment of the United States and the gov- 
ernment of Israel ...., 85-22047 

Intent to designate 32 countries as least- 
developed beneficiary developing 
countries : communication from the 
President of the United States, trans- 
mitting notice of the intent to designate 
32 countries as least-developed benefi- 

ciary developing countries, t to 
19 USC. 2464(c\6)(B)ii)., 85-22046 

International Telecommunication Con- 
vention (Nairobi, 1982) : message from 
the President of the United States 
transmitting the International Telecom- 
munication Convention, with annexes, 
and a final protocol to the Convention 
signed on behalf of the United States at 
Nairobi on November 6, 1982., 85- 
22005 


National emergency with respect to 
Nicaragua : message from the President 
of the United States transmitting notifi- 
cation of the exercise of authority 
under the International Emergency 
Economic Powers Act with respect to 
Nicaragua, pursuant to 50 U.S.C. 1703., 
85-22051 

President Reagan supports Ni 
peace process : April 4, 1985., 85- 
21852 

Proposed additions to the National Wil- 
derness Preservation System and to the 
National Wild and Scenic Rivers 
System : message from the President of 
the United States transmitting proposed 
additions to the National Wilderness 
Preservation System and to the Nation- 
al Wild and Scenic Rivers System, pur- 
suant to Public Law 88-577, section 7., 
85-22045 


Employment programs for veterans with 
disabilities, 85-21834 

Supervising adults with learning disabil- 
ities., 85-21835 


United States. Selective Service System. 
Semiannual report of the director of Se- 
lective Service., 85-22222 


United States. Small Business 

Administration. 

Annual report on small business and com- 
petition of the U.S. Small Business Ad- 
ministration., 85-21895 

The State of small business : a report of 
the President transmitted to the Con- 
gress., 85-21895 


United States. Small Business 
Administration. Office of the Chief 
Counsel fer Advocacy. 

Small business : America at work : U.S. 
Small Business Week, May 5-11, 1985., 
85-21896 
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United States. Social Security 
Administration. 

A Guide to supplemental security 
income., 85-21044 


SSI for aged, disabled, and blind people., 
85-21038 

Your social security check = deres social 
security check : udenfor U.S.A., 85- 
21039 

Your social security check = vase seky 
socialneho zabezpecenia : pocas Vasej 


nepritomnosti v Spojenych statoch 
americkych., 


85-21040 


United States. Social Security 
Administration. Assistance Payments 
Administration. 

Characteristics of state plans for aid to 
families with dependent children under 
the Social Security Act, Title IV-A, 
and for Guam, Puerto Rico, & Virgin 
Islands., 85-21045 


United States. Social Security 
Administration. Office of Research and 


Statistics. 

Program and demographic characteristics 
of supplemental security income benefi- 
ciaries /, 85-21047 


1974 followup of disabled & nondisabled 
adults., 85-21041 


Program and demographic characteristics 
of supplemental security income benefi- 
ciaries /, 85-21047 

The 1982 new beneficiary survey., 
21043 


United States. Soil Conservation Service. 
Soil survey of Athens County, Ohio /, 
85-20202 


Soil survey of Bay County, Florida /, 
85-20203 


Soil survey of Lawrence County, Indiana 
/, 85-20204 


Soil survey of Waupaca County, Wiscon- 
sin /, 85-20205 


United States. Superintendent of Documents. 
Agricultural research, statistics, and eco- 
nomic reports., 85-21021 
Architecture., 85-21023 


Canning, freezing, and storage of foods., 
85-21012 


Census of manufactures., 85-21020 
Census of mineral industries, 85-21028 
Construction industry., 85-21024 
Educational statistics, 85-21016 

Food, diet and nutrition., 85-21026 
Foreign area studies., 85-21022 
Gardening., 85-21027 
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85- 





The home., 85-21014 

Insects., 85-21013 

National and world economy., 85-21017 

Publications relating to the 1985-86 high 
school debate : United States water 
policy : what is the most effective 
water policy for the United States?, 
85-21015 

Publications [sic] en espanol 
publications)., 85-21019 

Subversive activities, 85-21025 

Vital and health statistics, 85-21018 


United States. Supreme Court. 

Amendments to the Federal rules of 
bankruptcy procedure : communication 
from the Chief Justice of the United 
States transmitting amendments to the 
Federal rules of bankruptcy procedure 
prescribed by the Court, pursuant to 28 
U.S.C. 2075., 85-22048 


Amendments to the Federal Rules of 
Civil Procedure : communication from 
the Chief Justice of the United States 
transmitting amendments to the Feder- 
al Rules of Civil Procedure prescribed 
by the Court, pursuant to 28 U.S.C. 
2072., 85-22049 

Amendments to the Federal rules of 
criminal procedure : communication 
from the Chief Justice of the Supreme 
Court transmitting amendments to the 
Federal rules of criminal procedure 
prescribed by the Court, pursuant to 28 
U.S.C. 3771., 85-22050 


= (Spanish 


United States. Tax Court. 
Election of small tax case procedure & 
preparation of petitions., 85-21409 
Reports of the United States Tax Court / 
, 85-21410 


United States. Urban Mass Transportation 
Administration. 
Park-and-ride 

21930 


alternatives study., 85- 


United States. Urban Mass Transportation 
Administration. Office of Planning 
Assistance. 

Transportation energy management : fuel 
procurement strategies and contract 
options /, 85-21929 


The impact of changing women’s roles 
on transportation needs and usage /, 
85-21927 


United States. Veterans Administration. 
Dental auxiliaries in the VA., 85-21977 





October 1985 


United States. Veterans Administration. 
Bone Marrow Transplant Unit. 
A Guide to bone marrow transplant, 2., 
85-21975 


United States. Veterans Administration. 
Health Professional Scholarship Program. 
Veterans Administration Health Profes- 

sional Scholarship Program : applicant 
information bulletin : 1985-86 school 
year, full time nursing students, bacca- 
laureate and specified master’s degree 
programs., 85-21979 


United States. Veterans Administration. 

Office of Academic Affairs. 

Veterans Administration Health Profes- 
sional Scholarship Program : applicant 
information bulletin : 1985-86 school 
year, full time nursing students, bacca- 
laureate and specified master’s degree 
programs., 85-21979 


United States. Veterans Administration. 
Office of Information Management and 
Statistics. Research Division. 

State profiles of the veteran population : 
statistical portraits from the 1980 
Census /, 85-21974 


United States. Veterans Administration. 
Office of Procurement and Supply. 
Could you use a multibillion dollar cus- 
tomer? : VA invites you to submit your 
product or service., 85-21978 


Federal supply catalog, introduction /, 
85-21976 


United States. Veterans Administration. 
Office of Program planning and 
Evaluation. Management and Organization 
Service. 

Study of temporary 100 percent ratings 
for service-connected disabilities re- 
quiring inpatient treatment /, 85- 
21973 


United States. Wildlife Permit Office. 
Convention on international trade in en- 
dangered species of wild fauna and 
flora., 85-21335 


United States Air Force Academy. 
When you fly in Colorado Springs— 
look out for the unexpectedlll, 85- 
20694 


United States Army Command and General 
Staff College. Combat Studies Institute. 
The Soviet airborne experience /, 85- 

20632 


Toward combined arms warfare : a 


survey of 20th-century tactics, doc- 
trine, and organization /, 85-20631 


United States Army Medical Equipment and 
Optical School. 
Burdick EK-5A /, 85-20630 





U.S. Travel Service. Office of Research and 


United States Army Soldier Support 
Institute. 
Close a registry section., 85-20518 


International mail—determining classifi- 
cations and prohibitions., 85-20515 


International mail processing mail for air 
service, postage rates and special serv- 
ices fees., 85-20516 

Maintain stamp stock., 85-20517 


Prepare/process record of proceedings 
under Article 15, UCMJ : (DA form 
2627)., 85-20513 


United States Information Agency. Library 
Programs Division. Collections 
Development Branch. 

Afro-American life, history and culture /, 
85-21372 


United States Information Agency. 
Television and Film Service. 
Programs available for purchase /, 85- 
21373 


United States International Trade 
Commission. 
Annual report /, 85-21377 


In the matter of certain apparatus for 
flow injection analysis and components 
thereof : investigation no. 337-TA-151., 
85-21386 


In the matter of certain bag closure clips 
: investigation no. 337-TA-170 : Com- 
mission advisory opinion., 85-21388 

In the matter of certain modular structur- 
al systems : investigation no. 337-TA- 
164., 85-21387 

Photo albums and photo album filler 
pages from Hong Kong and the Re- 
public of Korea : determinations of the 
Commission in investigations no. 731- 
TA-240 and 241 (preliminary) under 
the Tariff Act of 1930, together with 
the information obtained in the investi- 
gations., 85-21391 

Potassium chloride from the U.S.S.R. : 
determination of the Commission in in- 
vestigation no. 731-TA-187 (final) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 85-21389 

Rock salt from Canada : determination of 
the Commission in investigation no. 
731-TA-239 (preliminary) under the 
Tariff Act of 1930, together with the 
information obtained in the investiga- 
tion., 85-21390 

Summary of trade and tariff information : 
coated, filled, bonded, and laminated 
fabrics : TSUS items 355.02 (pt.), 
355.25 (pt.) 355.50-356.45, 359.10 (pt.), 
359.50 (pt.)., 85-21378 


Summary of trade and tariff information : 
dolls and stuffed toy animals : TSUS 
items 737.21-737.30., 85-21384 
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Summary of trade and tariff information : 
floor coverings of textile materials : 
TSUS items 360.04-361.56., 85-21379 


Summary of trade and tariff information : 
glass mirrors : TSUS items 544.51- 
544.55., 85-21382 


Summary of trade and tariff information : 
iron and steel : TSUS items 606.13- 
606.19 and 606.55-610.93., 85-21383 


Summary of trade and tariff information : 
miscellaneous rubber and plastics prod- 
ucts TSUS items 770.05-770.80, 
771.05-771.15, 772.03-772.15, 772.25, 
772.35-772.42, 772.65-772.81, 772.95- 
774.45, and 774.55-774.70., 85-21385 


Summary of trade and tariff information : 
sweaters : TSUS items 379.00-379.06, 
379.11, 379.15, 379.26, 379.28, 379.35, 
379.37, 379.40, 379.41, 379.66, 379.72, 
379.74, 379.76, 379.86, 379.90, 379.92, 
379.98, 383.00-383.03, 383.10, 383.13, 
383.18, 383.20, 383.23-383.27, 383.30, 
383.52, 383.55, 383.58, 383.60, 383.63, 
383.77, 383.80, 383.86, 383.95, and 
791.74., 85-21380 


Summary of trade and tariff information : 
synthetic organic dyes : TSUS items 
409.46-410.24(pt.) and 410.36-410.44., 
85-21381 


United States Naval Academy. 
Sailing /, 85-20674 


United States Postal Service. 
How your letter gets there : family color- 
ing book., 85-21825 
Postal employee’s guide to safety., 
21828 
Telephone directory /, 85-21829 


Zip4 codes, why they add up for business 
mailers., 85-21827 


85- 


United States Postal Service. Marketing 
Services Division. 
Competitors and competition of the U.S. 
Postal Service., 85-21830 


United States Postal Service. Sequoia 
District. 
The Santa Ana General Mail Facility : a 
case study in the activation of a major 
postal facility /, 85-21826 


United States Travel Service. 
Vacation travel by Canadians in the 
United States /, 85-20384 


United States Travel Service. Office of 
Policy and Research. 
Vacation travel by Canadians in the 
United States /, 85-20384 


United States Travel Service. Office of 
Research and Analysis. 
Vacation travel by Canadians in the 
United States /, 85-20384 
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United Technologies Research Center. 


United Technologies Research Center. 

External fuel vaporization study. Phase 
II, Interim report [microform] / , 85- 
21762 

High-temperature optically activated 
GaAs power switching for aircraft dig- 
ital electronic control [microform] / , 
85-21780 

Refinement and evaluation of helicopter 
real-time self-adaptive active vibration 
controller algorithms /, 85-21665 


Education in Pathology. 
Tumors and pseudotumors of the serous 
membranes /, 85-20453 


University of Alabama. 

Second Symposium on Space Industriali- 
zation [microform] : proceedings of a 
symposium sponsored by NASA Mar- 
shall Space Flight Center, the Ameri- 
can Institute of Aeronautics and Astro- 
nautics, and The University of Ala- 
bama and held at Huntsville Hilton 
Inn, Huntsville, Alabama, February 13- 
15, 1984., 85-21795 


University of Alabama in Huntsville. 
Active regions [microform] / , 85-21697 


University of Arizona. 
If teachers were thought of as execu- 
tives—implication for teacher prepara- 
tion and certification /, 85-20777 


University of Arizona. Dept. of Hydrology 
and Water Resources. 

A 3-dimensional computer model to sim- 
ulate fluid flow and contaminant trans- 
port through a rock fracture system /, 
85-22207 


University of Arizona. Dept. of Mining and 

Geological Engineering. 

Rock mass sealing : experimental assess- 
ment of borehole plug performance : 
annual report, June 1983 - May 1984 /, 
85-22215 


University of California, Irvine. Institute of 
Transportation Studies. 
The impact of changing women’s roles 
on transportation needs and usage /, 
85-21927 


The impact of changing women’s roles 
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radio source identifications [microform] 
: Veron-Cetty and Veron 1983 /, 85- 
21641 


Documentation for the machine-readable 
version of the ANS ultraviolet photom- 
etry catalogue of point sources (Wesse- 
lius et al. 1982) [microform] / , 85- 
21644 


Documentation for the machine-readable 
version of the revised AFGL infrared 
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sky survey catalog (Price and Murdock 
1983) [microform] /, 85-21643 
NSSDC and WDC-A-R&S document 
availability and distribution services 
[microform.], 85-21642 


World Data Center A for Solid Earth 
Geophysics. 
Earthquake data services and publications 
(including Tsunami)., 85-20410 


Worrall, Diana M. 
The broad-band x-ray spectrum of a QSO 
sample [microform] , 85-21533 


Wortmann, Franz Xaver. 
A possibility of avoiding surface rough- 
ness due to insects [microform] /, 85- 
21453 


Wright, J. J. 
Optical contacting for gravity probe star 
tracker [microform] /, 85-21620 


Wu, S. T. (Shi-Tsan), 1933- 
Active regions [microform] / , 


Wusatowski, Tadeusz. 
Kasprzyk airfoil [microform] : the first 
wind-tunnel tests /, 85-21489 


85-21697 


Wyatt, David H. 
Computers and ESL /, 85-20800 


Wyett, L. 
Non-intrusive speed sensor [microform] : 
NAS8-34658 final report, phase I, RI/ 
RD84-232 /, 85-21703 


Wylie, Rebecca L. 
Public health laboratory data base man- 
agement system : microbiology/immu- 





nology/epidemiology documentation /, 
85-21100 


Wyly, Robert S. 
Field hydraulic performance of one- and 
two-story residential plumbing systems 
with reduced-size vents /, 85-20370 


Y 


Yamamoto, Hiroshi. 

Influence of aluminum oxide film on ther- 
mocompression bonding of gold wire 
to evaporated aluminum film [micro- 
form] /, 85-21475 


Yang, Jaw-Yen. 
Second- and third-order upwind differ- 
ence schemes for hyperbolic conserva- 
tion laws [microform] /, 85-21555 


Yasnowsky, Phillip N. 

A summary of current and historical fed- 
eral income tax treatment of mineral 
exploration and development expendi- 
tures /, 85-21293 


Yin, Robert K. 
Design issues in qualitative research : the 
case of knowledge utilization studies /, 
85-20720 


Federal support for research on the 
family : an American political quanda- 
ry /, 85-20728 


Yorke, Thomas H. 

Distribution and transport of trace sub- 
stances in the Schuylkill River Basin 
from Berne to Philadelphia, Pennsylva- 
nia /, 85-21158 
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Zissa, D. E. 


Young, Archie C. 

Mars exploration Venus swingby and 
conjunction class mission modes, time 
period 2000 to 2045 [microform] / , 
85-21621 


Youth Conservation Corps (U.S.) 
YCC program report., 85-21149 
Youth Conservation Corps, annual report 
to the President and the Congress., 
85-21150 


Yussen, Steven R. 
Investigating children’s story productions 
/ , 85-20746 


Z 


Zeisser, M. H. 
Energy efficient engine combustor test 
hardware detailed design report [mi- 
croform] /, 85-21688 


Zelahy, J. W. 

Materials for advanced turbine engines. 
Project 3, Project completion report. 
Volume II, Advanced blade tip seal 
system [microform] /, 85-21685 


Zissa, D. E. 

Optical analysis of the star-tracker tele- 
scope for gravity probe [microform] / , 
85-21619 

Optical contacting for gravity probe star 
tracker [microform] /, 85-21620 

Signal-to-noise ratio for the wide field/ 
planetary camera of the space telescope 
[microform] /, 85-21617 








A 


The ability to respond to toxic chemical 
emergencies : hearing before the Commit- 
tee on Environment and Public Works, 
United States Senate, Ninety-ninth Con- 
gress, first session, February 18, 1985— 
Newark, NJ., 85-22337 

Accelerometers, Q-6A : programmed in- 
struction., 85-20663 

Acceptance criteria for the low enriched 
uranium reform amendments /, 85- 
22177 

Accident bulletin, 85-21942 

Accident/incident bulletin., 85-21942 

ACEE program rationale and implementa- 
tion [microform] /, 85-21531 

The acidic deposition phenomenon and its 
effects : critical assessment review papers 
/, 85-20841 

Acquired immunodeficiency syndrome 
(AIDS) : sixth update and supplement, 
January 1985 through April 1985, 582 ci- 
tations, including addendum /, 85-21076 

Acquisition and deposit of unpublished tele- 
vision transmission programs : [symbol 
for section] 201.22, 37 C.F.R., 85-21431 

Acquisition of knowledge about reading in 
the preschool period : an update and ex- 
tension /, 85-20798 

Acquisitions and joint ventures among large 
corporations : hearings before the Sub- 
committee on Monopolies and Commer- 
cial Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, first and second ses- 
sions, on H.R. 3561, H.R. 5042, and H.R. 
5137 ... July 14 and 28, 1983; October 6, 
1983; and March 23, 1984., 85-22321 

An Act to Amend the Biomass Energy and 
Alcohol Fuels Act of 1980 to Clarify the 
Intention of Section 221 of the Act., 85- 
20231 

An Act to Amend Title 28, United States 
Code, with Respect to the United States 
Sentencing Commission., 85-20229 

An Act to Declare That the United States 
Holds in Trust for the Cocopah Indian 
Tribe of Arizona Certain Land in Yuma 
County, Arizona., 85-20230 

Active corporation income tax returns, 
source book, 85-21916 

Active microwave measurements of sea ice 
under fall conditions [microform] : the 
RADARSAT/FIREX fall experiment /, 
85-21695 


Active regions [microform] / , 85-21697 





Title Index 


Activities of the Committee on Govern- 
mental Affairs : report of the Committee 
on Governmental Affairs, United States 
Senate, and its subcommittees for the ... 
Congress., 85-22014 

Activities of the Export-Import Bank of the 
United States : report together with dis- 
senting views (to accompany H. Con. 
Res. 76) (including cost estimate of the 
Congressional Budget Office)., 85-22140 

Adding steam to control dust in mineral 
processing /, 85-21287 

Addition to the Green Mountain National 
Forest : report (to accompany H.R. 24) 
(including Congressional Budget Office 
estimate)., 85-22073 

Adequacy of U.S. Customs Service oper- 
ations and administrative organization on 
the West Coast : hearing before the Com- 
mittee on Small Business, United States 
Senate, Ninety-ninth Congress, first ses- 
sion ... Seattle WA—February 15, 1985., 
85-22344 

Adjustment of hospital utilization rates, 
United States, 1965-80., 85-21092 

Administration of the Toxic Substances 
Control Act, 85-20843 

Administrative personnel, 85-21032 

Administrative policies., 85-21306 

Adolescents’ participation in developmental 
activity : a method of assessment /, 85- 
20755 

Adult development : implications for adult 
education /, 85-20796 

Advanced laser stratospheric monitoring 
systems analyses [microform] / , 85- 
21709 

Advanced manufacturing development of a 
composite empennage component for L- 
1011 aircraft. Phase IV, Final report. 
Manufacturing development [microform] 
/, 85-21678 

Advanced onboard storage concepts for 
natural gas-fueled automotive vehicles 
[microform] /, 85-21769 

Aeronautical facilities catalogue /, 85- 
21812 

AFCS climatic zone labor adjustment fac- 
tors /, 85-20623 

AFDC quality control program : hearing 
before the Subcommittee on Public As- 
sistance and Unemployment Compensa- 
tion of the Committee on Ways and 
Means, House of Representatives, Ninety- 
eighth Congress, second session, October 
3, 1984., 85-22358 

Affordable housing 
guide /, 85-21134 


: a selected resource 


Do not order from index; see indicated entry 





AFOS-ERA 
20399 

Africa, the potential for higher food pro- 
duction : April 1985., 85-21890 

African famine situation : briefing and 
markup before the Committee on Foreign 
Affairs, House cf Representatives, 
Ninety-ninth Congress, first session, on 
H.R. 1096, January 30 and February 19, 
1985., 85-22296 

Africa’s food needs : the U.S. response., 
85-21866 

Afro-American life, history and culture /, 
85-21372 

Aggregate costs to the United States of tar- 
iffs and quotas on imports : general tariff 
cuts and removal of quotas on automo- 
biles, steel, sugar, and textiles : an eco- 
nomic policy analysis /, 85-20996 

Agricultural benefits sector analysis for 
ozone : methods evaluation and demon- 
stration /, 85-20875 

Agricultural research, statistics, and eco- 
nomic reports., 85-21021 

Agriculture in US foreign economic policy., 
85-21877 

Agriculture, rural development, and related 
agencies appropriations for 1986 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, House of Rep- 
resentatives, Ninety-ninth Congress, first 
session /, 85-22241, 85-22242 

Aid to families with dependent children, 
85-21045 

Aileron controls for wind turbine applica- 
tions [microform] /, 85-21632 

Air data position-error calibration using 
state reconstruction techniques [micro- 
form] /, 85-21571 

Air Force Aerospace Medical Research 
Laboratory /, 85-20679 

Airborne command post communications 
equipment specialist (AFSC 32855) /, 
85-20682 

Airborne communications systems operator 
(AFSC 11650) /, 85-20681 

Aircraft landing dynamics facility carriage 
weld test program [microform] / , 85- 
21540 

Aircraft propellers, 85-20286 

Aircraft surface coatings [microform] : sum- 
mary report /, 85-21663 

Airline transport pilot : airplane—FAR part 
121, aircraft dispatcher, flight navigator : 
question book., 85-21948 


forecast verification /, 85- 
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Alcohol advertising : hearing before the 


Alcohol advertising : hearing before the 
Subcommittee on Children, Family, 
Drugs, and Alcoholism of the Committee 
on Labor and Human Resources, United 
States Senate, Ninety-ninth Congress, 
first session, on reviewing advertisements 
and television commercials promoting the 
sale and consumption of alcoholic bever- 
ages, February 7, 1985., 85-22331 

Alcohol and highway safety 1984 : a review 
of the state of the knowledge., 85-21959 

Algorithm for astronomical, point source, 
signal to noise ratio calculations [micro- 
form] /, 85-21806 

All about eating for two /, 85-21082 

Allergy-clinical immunology specialist 
course : training manual., 85-20629 

Alliances in health and education for dis- 
abled children and youth : directions for 
the 80s., 85-20725 

Along-track deflection of the vertical from 
Seasat : GEBCO overlays /, 85-20395 

Alphanumeric computer output microform 
quality test slide., 85-20362 

Alternative tax withholding methods and 
tables : (including tables for withholding 
from qualified total distributions)., 85- 
21917 

Alturas Resource Area : resource manage- 
ment plan, record of decision., 85-21351 

Amending the Panama Canal Act of 1979 
regarding the payment of interest on the 
U.S. investment in the Panama Canal : 
report (to accompany H.R. 664) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 85-22104 

Amending the Public Buildings Act of 1959 
: report (to accompany S. 709)., 85- 
22020 

Amendments to the Federal rules of bank- 
ruptcy procedure : communication from 
the Chief Justice of the United States 
transmitting amendments to the Federal 
rules of bankruptcy procedure prescribed 
by the Court, pursuant to 28 U.S.C. 
2075., 85-22048 

Amendments to the Federal Rules of Civil 
Procedure : communication from the 
Chief Justice of the United States trans- 
mitting amendments to the Federal Rules 
of Civil Procedure prescribed by the 
Court, pursuant to 28 U.S.C. 2072., 85- 
22049 

Amendments to the Federal rules of crimi- 
nal procedure : communication from the 
Chief Justice of the Supreme Court trans- 
mitting amendments to the Federal rules 
of criminal procedure prescribed by the 
Court, pursuant to 28 U.S.C. 3771., 85- 
22050 


American Conservation Corps Act of 1985 : 
report together with dissenting views (to 
accompany H.R. 99 ... referred jointly to 
the Committee on Education and Labor 
and the Committee on Interior and Insu- 
lar Affairs) (including cost estimate of the 
Congressional Budget Office)., 85-22099 
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American exports : why have they lagged? 
:astudy /, 85-22279 

American Indian elderly : a national profile 
/, 85-21124 

American servicemen missing in Indochina., 
85-21878 

Analysis and testing of a new method for 
drop size measurement using laser light 
scatter interferometry [microform] / , 
85-21768 

An analysis of course-taking patterns in sec- 
ondary schools as related to student char- 
acteristics /, 85-20710 

Analysis of edge detection algorithms on 
DIAL /, 85-20613 

Analysis of multiresource production for 
national assessments and appraisals /, 
85-20200 

Analysis techniques for tracer studies of ox- 
idation [microform] /, 85-21789 

Analytical model of the structureborne inte- 
rior noise induced by a propeller wake 
[microform] /, 85-21718 

Analytical solution of Ist and 2nd ordinary 
differential equations using the reduce 2 
algebra manipulation program [micro- 
form] /, 85-21462 

Andean tectonics [microform] : implications 
for satellite geodesy /, 85-21594 

Annual F.A.A. Forecast Conference pro- 
ceedings, 85-21950 

Annual FAA Forecast Conference proceed- 
ings /, 85-21950 

Annual housing survey, Baltimore, Md., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 85-20323 

Annual housing survey, Chicago, IIl., stand- 
ard metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas, 85-20322 

Annual housing survey, Honolulu, Hawaii, 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 85-20317 

Annual housing survey, Houston, Tex., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 85-20318 

Annual housing survey, Minneapolis-St. 
Paul, Minn., standard metropolitan statis- 
tical area. Housing characteristics for se- 
lected metropolitan areas, 85-20320 

Annual housing survey, New York, N.Y., 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 85-20319 

Annual housing survey, San Antonio, TX, 
standard metropolitan statistical area. 
Housing characteristics for selected met- 
ropolitan areas, 85-20321 

Annual housing survey, 
report, 85-20325 

Annual housing survey: supplementary re- 
ports. No. 1. Summary of housing char- 
acteristics for selected metropolitan areas, 
85-20325 
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Annual housing survey, United States and 
regions. Part D, Housing characteristics 
of recent movers, 85-20316 

Annual housing survey, United States and 
regions. Part D. Housing characteristics 
of recent movers, 85-20316 

Annual report /, 85-21070, 85-21377, 
85-21399, 85-22096, 85-22156, 85- 
22162 

Annual report. Appendix, 85-21900 

Annual report. Outer Continental Shelf Oil 
and Gas Leasing and Production Pro- 
gram /, 85-21371 

Annual report - Federal Election Commis- 
sion, 85-22156 

Annual report - United States International 
Trade Commission, 85-21377 

Annual report, Federal Supplementary 
Medical Insurance Trust Fund, 85- 
22040 

Annual report of the Attorney General of 
the United States. 85-21392 

Annual report of the Board of Trustees of 
the Federal Supplementary Medical In- 
surance Trust Fund : communication 
from the Board of Trustees, Federal Sup- 
plementary Medical Trust Fund .., 85- 
22040 

Annual report of the Board of Trustees of 
the Federal Supplementary Medical In- 
surance Trust Fund (1982), 85-22040 

Annual report of the Chief of Engineers, 
U.S. Army, 85-20605, 85-20606 

Annual report of the director, National In- 
stitute of Arthritis, Diabetes, and Diges- 
tive and Kidney Diseases., 85-21068 

Annual report of the Director of Selective 
Service, 85-22222 

Annual report of the Register of Copy- 
rights for the fiscal year ending ..., 85- 
21423 

Annual report of the United States govern- 
ment for the fiscal year ended September 
30 ... (as cited in Secretary’s letter), 85- 
21899 

Annual report of the United States Tariff 
Commission, 85-21377 

Annual report on Alaska’s mineral re- 
sources., 85-21156 

Annual report. Part I, Office of the Direc- 
tor, 85-21070 

Annual report. Part II, National Caries Pro- 
gram, 85-21070 

Annual report. Part IV, Intramural re- 
search, 85-21070 

Annual report to the Congress of the 
United States /, 85-22160 

Annual report to the Congress of the 
United States from the National Advisory 
Council on Indian Education, 85-22160 

Annual report to the President and the 
Congress, 85-21150, 85-22162 

Annual report (1980-1981), 85-22162 

Answers to your questions about metastatic 
cancer., 85-21062 
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Anti-Apartheid Act of 1985 : report togeth- 
er with minority views (to accompany 
H.R. 1460 which on March 7, 1985, was 
referred jointly to the Committee on For- 
eign Affairs, the Committee on Banking, 
Finance, and Urban Affairs, and the 
Committee on Rules) (including cost esti- 
mate of the Congressional Budget 
Office)., 85-22127 

Anticipating future influences on vocational 
education /, 85-20764 

Appendices, investigation of the question of 
the right of Frank McCloskey or Richard 
McIntyre, from the Eighth Congressional 
District of Indiana, to a seat in the 
Ninety-ninth Congress pursuant to House 
resolution 1 : meetings and hearings 
before the Task Force on the Indiana 
Eighth Congressional District of the 
Committee on House Administration, 
House of Representatives, Ninety-ninth 
Congress, first session, counties of Craw- 
ford ..... 85-22311 

Application of the ONERA model of dy- 
namic stall [microform] /, 85-21807 

Applications of Tethers in Space [micro- 
form] : executive summary, 15-17 June 
1983, Williamsburg, Virginia /, 85- 
21700 

Applications of tethers in space, 15-17 June 
1983, Williamsburg, Virginia [microform] 
/, %5-21701 

Approximation methods for inverse prob- 
lems involving the vibration of beams 
with tip bodies [microform] /, 85-21728 

Aqua dynamics : physical conditioning 
through water exercises., 85-21049 

AQUIRE : Aquatic Information Retrieval 
Toxicity Data Base : project description, 
guidelines, and procedures /, 85-20830 

Architecture., 85-21023 

Architecture of dermatophyte cell walls 
[microform] : electron microscopic and 
biochemical analysis /, 85-21461 

Archival moving image materials : a cata- 
loging manual /, 85-21437 

Areas irrigadas., 85-21733 

Arms control : the first round in Geneva /, 
85-21862 

Arms Control and Disarmament amend- 
ments of 1985 : report (to accompany S. 
1132)., 85-22026 

Arms control impact statements, 85-22297 

Army and Navy Union of the United States 
of America : report (to accompany H.R. 
897) (including Congressional Budget 
Office cost estimate)., 85-22114 

Army energy plan /, 85-20483 

Army Modernization Information Memo- 
randum (AMIM) /, 85-20577 

Asbestos sampling plan for the San Francis- 
co Bay Area, California /, 85-20846 

“Ask immigration” and regional telephone 
service center tape library systems : an- 
swers to your immigration and citizenship 
questions as close as your telephone., 
85-21400 





Assay of long-lived radionuclides in low- 
level wastes from power reactors /, 85- 
22212 

Assessing cooperative vocational education 
students’ time use at their training stations 
/, 85-20707 

Assessing the validity of M1 as a target for 
monetary policy : a report of the Sub- 
committee on Domestic Monetary Policy 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Representa- 
tives, Ninety-ninth Congress, first ses- 
sion., 85-22262 

Assessment in the service of instruction /, 
85-20742 

Assessment of hazardous waste surface im- 
poundment technology : case studies and 
perspectives of experts /, 85-20853 

Assessment of job-related educational quali- 
fications for nuclear power plant opera- 
tors /, 85-22209 

Assignment book for advanced first-term 
avionics course class Al C-100-2010 : 
unit II /, 85-20662 

Atlantic Coast. Cape Henry to Key West, 
85-20430 

Atlantic Coast. Sandy Hook to Cape 
Henry, 85-20429 

Atlantic Coast, waterways and harbors., 
85-20605 

Atlas of Jovian satellites, 1:5,000,000 topo- 
graphic series. Ji-2, shaded relief and sur- 
face markings of the Ruwa Patera Region 
of IO /, 85-21262 

Atlas of Jovian satellites, 1:5,000,000 topo- 
graphic series. Ji-4, shaded relief and sur- 
face markings of the Lerna Region of IO 
/, 85-21263 

Atlas of Mars 1:5,000,000 topographic 
series. MC-6, shaded relief map of the 
Casius quadrangle of Mars /, 85-21264 

Audrey O. Lewis and Emerson B. Vereen : 
report (to accompany H.R. 1010)., 85- 
22130 

Authority for additional federal employee 
health benefits plans : report (to accom- 
pany H.R. 873) (including cost estimate 
of the Congressional Budget Office)., 
85-22123 

Authorization for appropriations of mari- 
time programs for fiscal year 1986 : 
report (to accompany H.R. 1157) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 85-22111 

Authorization for the nonperforming arts 
functions of the John F. Kennedy Center 
: report (to accompany S. 710)., 85- 
22028 

Authorization of the Federal Fire Preven- 
tion and Control Act : hearing before the 
Subcommittee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-ninth Con- 
gress, first session ... March 26, 1985., 
85-22277 
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Background notes, Peru. 


Authorizations for environmental research, 
development, and demonstrations : report 
(to accompany S. 1144)., 85-22031 

Authorizing appropriations for the Federal 
Election Commission for fiscal year 1986 
: report (to accompany S. 1117)., 85- 
22021 

Authorizing appropriations for the Navajo 
and Hopi Indian Relocation Commission : 
report (to accompany H.R. 1746) (includ- 
ing the cost estimate of the Congressional 
Budget Office)., 85-22058 

Authorizing appropriations for the Nuclear 
Regulatory Commission for fiscal year 
1986 and fiscal year 1987 : report (to 
accompany H.R. 1711) (including the 
cost estimate of the Congressional Budget 
Office)., 85-22141 

Authorizing appropriations to the National 
Bureau of Standards for fiscal year 1986, 
and for other purposes : report together 
with additional views (to accompany 
H.R. 1617) (including cost estimate of the 
Congressional Budget Office)., 85-22101 

Authorizing the Librarian of Congress to 
study the changing role of the book in 
the future : report (to accompany S. Con. 
Res. 50)., 85-22083 

Authorizing the printing, for committee 
use, of the report entitled “Developments 
in aging, 1984” : report (to accompany S. 
Res. 30)., 85-22007 

Auto-oxidation potential of raw and retored 
oil shale /, 85-20847 

Automotive electrical system, principles 
and operation., 85-20494 

Automotive electrical system, principles 
and operations., 85-20493 

Automotive Stirling engine development 
program [microform] : RESD summary 
report /, 85-21775 

Autonomous attitude determination s 
(AADS) [microform.], 85-21645 

Avionics technician course, class Al, C- 
100-2013. Unit 5, Progress check booklet. 
Volume II, Modules 4, 5, & 6 /, 85- 
20660 

Awards to academic institutions, 85-21970 

Awards to academic institutions by the De- 
partment of Transportation, 85-21970 

Axions, neutrinos and strings [microform] : 
the formation of structure in an SO(10) 
universe/, 85-21583 


Background and issues relating to House 
bills for reauthorization and financing of 
the Superfund : scheduled for a hearing 
before the Committee on Ways and 
Means on May 9, 1985 /, 85-22351 

Background notes, Federal Republic of 


Germany., 85-21869 
Background notes, Macau., 85-21870 
Background notes, Mauritania., 85-21871 
Background notes, Peru., 85-21872 
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Background notes, Portugal. 


Background notes, Portugal., 85-21873 

Background notes, San Marino., 85-21874 

Background notes, Spain., 85-21875 

Background readings for the OAC common 
core training support package : oper- 
ations during obscured battlefield condi- 
tions, nuclear and chemical operations., 
85-20482 

Bacterial colonization of point-of-use water 
treatment devices /, 85-20825 

Balloon test project [microform] : cosmic 
ray antimatter calorimeter (CRAC) /, 
85-21465 

Bankruptcy Amendments of 1984 : confer- 
ence report (to accompany H.R. 5174)., 
85-22093 

Bankruptcy law and repurchase agreements 
: hearing before the Subcommittee on 
Monopolies and Commercial Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-eighth Congress, 
second session, on H.R. 2852 and H.R. 
3418 ... May 2, 1984., 85-22320 

Barcelona Harbor, New York design for 
harbor improvements : hydraulic model 
investigation /, 85-20614 

Bargaining calendar /, 85-21412 

Basic electricity and electronics student 
handout no. 201 : summaries progress 
checks for modules 20, lessons 1-5., 85- 
20635 

Basic electricity and electronics student 
handout no. 202 : summaries progress 
checks for modules 20 lessons 6&7, 20T 
lesson 1, 21 lesson 1., 85-20636 

Basic electricity and electronics student 
handout no. 203 : summaries progress 
checks for modules 21, lessons 2, 3, & 4., 
85-20637 

Basic electricity and electronics student 
handout no. 204 : summaries progress 
checks for modules 21, lessons 5, 5-1, 5- 
2., 85-20638 

Basic electricity and electronics student 
handout no. 205 : summaries progress 
checks for modules 21T, lessons 1&2., 
85-20639 

Basic electricity and electronics student 
handout no. 206 : summaries progress 
checks for modules 22, lessons 1, 2&3., 
85-20640 

Basic electricity and electronics student 
handout no. 207 : summaries progress 
checks for modules 22, lesson 4., 85- 
20641 

Basic electricity and electronics student 
handout no. 208 : summaries progress 
checks for modules 23, lessons 1&2., 85- 
20642 

Basic electricity and electronics student 
handout no. 209 : summaries progress 
checks for modules 23, lesson 3., 85- 
20643 

Basic electricity and electronics student 
handout no. 210 : summaries progress 
checks for modules 24, lesson 1., 85- 
20644 
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Basic electricity and electronics student 
handout no. 212 : summaries progress 
checks for modules 25, lessons 1&2., 85- 
20645 

Basic electricity and electronics student 
handout no. 301 : summary progress 
check and job program for module 30-1., 
85-20646 

Basic electricity and electronics student 
handout no. 302 : summary progress 
check and job program for module 30-2., 
85-20647 

Basic electricity and electronics student 
handout no. 303 : summaries progress 
checks and job programs for modules 30- 
2A & 30-3., 85-20648 

Basic electricity and electronics student 
handout no. 304 : summaries progress 
checks for modules 30-4 to 31-1., 85- 
20649 

Basic electricity and electronics student 
handout no. 305 : summary progress 
check and job program for module 31-2., 
85-20650 

Basic electricity and electronics student 
handout no. 306 : summary progress 
checks and job program for module 31-3., 
85-20651 

Basic electricity and electronics student 
handout no. 307 : summary progress 
check and job program for module 31-4., 
85-20652 

Basic electricity and electronics student 
handout no. 308 : summary progress 
check and job program for module 32-1., 
85-20653 

Basic electricity and electronics student 
handout no. 309 : summary, progress 
check and job program for module 32-2., 
85-20654 

Basic electricity and electronics student 
handout no. 310 : summaries progress 
checks and job programs for modules 32- 
3 & 32-4., 85-20655 

Basic electricity and electronics student 
handout no. 312 : summaries progress 
checks for modules 33-4 & 34-1. 85- 
20656 

Basic electricity and electronics student 
handout no. 313 : summary, progress 
check for modules 34-2., 85-20657 

Basic electricity and schematic reading., 
85-20510, 85-20511 

Basic facts about Army ROTC., 85-20601 

Basic Federal personnel manual., 85-21832 

Basic principles of hydraulics and hydraulic 
schematic reading., 85-20501, 85-20502 

Basic principles of hydraulics and hydraulic 
schematic reading, part I., 85-20500 

Basic student charges, 2-year and 4-year in- 
stitutions, 85-20712 

Becoming a nation of readers : the report of 
the Commission on Reading /, 85-20714 

Before school starts : a handbook for new 
elementary rural/smali school teachers /, 
85-20789 


Do not order from index; see indicated entry 





Title Index 


Behavior of Al,O,and SiO.with heating in a 
Cl, CO stream [microform] /, 85-21472 

Bending strength studies on hot-pressed sili- 
con carbide [microform] /, 85-21478 

Benefits of early intervention for special 
children /, 85-20695 

Bering Land Bridge National Preserve, 
Alaska : draft general management plan/ 
environmental assessment, land protection 
plan, wilderness suitability review., 85- 
21308 

Bering Sea summary report, September 
1984 : outer continental shelf oil and gas 
activities in the Bering Sea and their on- 
shore impacts /, 85-21368 

Beyond a dream : an instructor’s guide for 
small business exploration /, 85-20703 

Beyond standardization : state standards 
and school improvement /, 85-20774 

Bibliography of documents issued by the 
GAO on matters related to ADP, 85- 
21010 

A bibliography of documents issued by the 
GAO on matters related to ADP, IRM & 
telecommunications., 85-21010 

Bicentennial of the Mount Vernon Confer- 
ence, March 28, 1985, Mount Vernon 
Virginia : a commemorative program of 
the United States Army., 85-20481 

Bins, muckpiles, and stockpiles., 85-21420 

Bioaccumulation of P-32 in bluegill and cat- 
fish /, 85-22204 

Birth, stillbirth, and infant mortality statis- 
tics for the continental United States, the 
territory of Hawaii, the Virgin Islands, 
85-21096 

Bismuth., 85-21276 

Bivalve fouling of nuclear power plant 
service-water systems., 85-22211 

Boating safety manual., 85-21956 

Bone cancer and other sarcomas., 
21059 

Bonn economic summit., 85-21879 

Bonneville Power Administration (BPA) 
and Washington Public Power Supply 
System (WPPSS) : oversight hearing 
before the Subcommittee on Mining, 
Forest Management, and Bonneville 
Power Administration of the Committee 
on Interior and Insular Affairs, House of 
Representatives, Ninety-eighth Congress, 
second session., 85-22314 

Box Elder resource management plan and 
environmental impact statement., 85- 
21139 

Breast exams : 
85-21053 

Bridge deck repair and maintenance, San 
Diego, California., 85-21941 

Bridge formula application., 85-21939 

Brittleness of ceramics [microform] /, 85- 
21476 
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The broad-band x-ray spectrum of a QSO 
sample [microform], 85-21533 
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Budget views and estimated for fiscal year 
... : Feport submitted to the Budget Com- 
mittee (pursuant to section 301(c) of 
Public Law 93-344) /, 85-22313 

Bulletin index-digest system, 85-21915 

Burdick EK-5A /, 85-20630 

The Bureau of Mines noise-control research 
program : a 10-year review /, 85-21300 

Bushwick High School : “a warm wel- 
come,” 1982-1983 /, 85-20763 


C 


C.R.S. studies in the public domain, 
21435 

Calibration procedure for carrier deviation 
meter, Marconi, type TF 791D., 85- 
20588 

Calibration procedure for digital card tester 
AN/USM-465A (Genrad, model 2225A)., 
85-20591 

Calibration procedure for instrument shunt, 
Guildline model 9711, and multirange in- 
strument shunt, Rubicon model 2759., 
85-20584 

Calibration procedure for pulse generator, 
Hewlett-Packard, models 214A, 214B, 
and 214B W/Option 001., 85-20587 

Calibration procedure for radio test set 
AN/GRM-114 and AN/GRM-114A 
(IFR, models 1000S and 1100S)., 85- 
20589 

Calibration procedure for RF _ millivolt- 
meter, AN/URM-155 (ME-288) and 
Hewlett-Packard, models 411A, 411AR, 
and H03-411A., 85-20586 

Calibration procedure for signal generator 
SG-1144/U., 85-20590 

Calibration procedure for sweep generators, 
AN/USM-308(V), = AN/USM-308(V)1, 
AN/USM-308(V)2, and AN/USM- 
308(V)3, including generator subassem- 
blies MX-8333(P)/USM-308(V), MX- 
8364(P)/USM-308(V), and MX- 
8364A(P)/USM-308(V) with electronic 
test equipment plug-in units ..., 85-20592 

Calibration procedure for test set, guided 
missile system 11499000, TOW airborne 
system., 85-20585 

Calibration procedures for tool kit, guided 
missile 4935-791-0079, torque kit, wrench 
(spark-proof) 4935-791-0051, and screw- 
driver bit, socket set, torque handle 5120- 
021-2040., 85-20600 

A calorimeter for measuring high-energy 
optical pulses /, 85-20379 

Canadian vacation travel, 85-20384 

Cancer rates and risks /, 85-21056 

Canning, freezing, and storage of foods., 
85-21012 

Capital and O&M cost relationships for haz- 
ardous waste incineration /, 85-20854 

Capital and O&M cost relationships for haz- 
ardous waste incineration : addendum no. 
1—ionizing wet scrubber costs /, 85- 
20857 
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The cleaning and waterproof coating of masonry 


Careers in commercial and private recrea- 
tion /, 85-20814 

The case for physical education /, 85- 
20816 

Case study of sample spacing in planar 
near-field measurement of high gain an- 
tennas [microform] /, 85-21635 

Cassia resource management plan /, 85- 
21353 

Catalog of weather and flood hazard 
awareness material., 85-20407 

Catalogue of accessioned publications. Sup- 
plement /, 85-20411 

Categorization of reactor safety issues from 
a risk perspective., 85-22182 

Census of construction industries (1982), 
85-20335 

Census of governments (1982), 85-20285 

Census of manufactures., 85-21020 

Census of manufactures (1982), 85-20270 

Census of mineral industries, 85-21028 

Census of mineral industries (1982), 
20328 

Census of population and housing (1980), 
85-20331 

Census of retail trade (1982), 85-20337 

Census of service industries (1982), 
20356 

Census of transportation (1982), 85-20333 

Ceramic powder for sintering materials [mi- 
croform]/, 85-21459 

CFR. 1, General provisions, 85-20228 

CFR. 5, Administrative personnel, 
21032 

CFR. 18, Power and water resources, 
20211 

CFR. 20, Employees’ benefits, 85-20212 

CFR. 21, Food and drugs., 85-20213, 85- 
20214, 85-20215, 85-20216, 85-20217, 
85-20218, 85-20219 

CFR. 23, Highways, 85-20220 

CFR. 24, Housing and urban development, 
85-20221, 85-20222 

CFR. 26, Internal revenue, 85-20223, 85- 
20224, 85-20225, 85-20226, 85-20227 

CFR. 49, Transportation, 85-21033 

Challenge grants program /, 85-21817 

CHAMPUS, appeals _ procedures., 
20459 

CHAMPUS, maternity care., 85-20458 

CHAMPUS, the effect of other health plans 
on CHAMPUS., 85-20457 

Chandrasekhar equations and computational 
algorithms for distributed parameter sys- 
tems [microform] /, 85-21727 

Change processes and strategies at the local 
level /, 85-20778 

Characteristics and capabilities of the 
NASA Lewis Research Center high pre- 
cision 6.7- by 6.7-m planar near-field 
scanner [microform] /, 85-21517 

Characteristics of doctoral scientists and en- 
gineers in the United States. Detailed sta- 
tistical tables., 85-21822 
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85- 
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Characteristics of doctoral scientists and en- 
gineers in the United States. Technical 
notes and detailed statistical tables, 85- 
21822 

Characteristics of state plans for aid to fam- 
ilies with dependent children, 85-21046 

Characteristics of state plans for aid to fam- 
ilies with dependent children under the 
Social Security Act, Title IV-A, and for 
Guam, Puerto Rico, & Virgin Islands., 
85-21046 

Characteristics of state plans for aid to fam- 
ilies with dependent children under the 
Social security act, Title IV-A, 85- 
21045 

Characterization of hazardous waste sites : 
a methods manual /, 85-20837 

Characterization of heavy-duty motor vehi- 
cle emissions under transient driving con- 
ditions /, 85-20858 

Characterization of 8-cm engineering model 
thruster [microform] /, 85-21774 

Chemical activities status report /, 85- 
20883 

The Chemistry of hazardous materiais., 
85-20885 

Chief Counsel Office directory., 85-21921 

Child abuse and day care : joint hearing 
before the Subcommittee on Oversight of 
the Committee on Ways and Means, and 
Select Committee on Children, Youth, 
and Families, House of Representatives, 
Ninety-eighth Congress, second session, 
September 17, 1984., 85-22359 

Child pornography and pedophilia : hear- 
ings before the Permanent Subcommittee 
on Investigations of the Committee on 
Governmental Affairs, United States 
Senate, Ninety-eighth Congress, second 
session., 85-22308 

Children in poverty /, 85-22355 

China’s economic development and U.S. 
trade interests : report of the Special Sub- 
committee on U.S. Trade with China of 
the Committee on Energy and Com- 
merce, U.S. House of Representatives., 
85-22292 

Chromium distribution in B-horizon soils, 
Iron River 1 x 2 quadrangle, Michigan 
and Wisconsin /, 85-21258 

City of Tampa : management analysis and 
report system (MARS) /, 85-20848 

Civil Division telephone directory /, 85- 
21397 

Civilian personnel law manual. Supple- 
ment., 85-21008 

Classifying mailable articles. Part 1, Classes 
of mail., 85-20514 

Clean Water Act Amendments of 1985 : 
report of the Committee on Environment 
and Public Works, United States Senate, 
to accompany S. 1128 together with addi- 
tional views., 85-22025 

The cleaning and waterproof coating of ma- 
sonry buildings /, 85-2132! 
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Cleaning up hazardous wastes : an overview of 


Cleaning up hazardous wastes : an over- 
view of superfund reauthorizaton issues : 
report to the Congress /, 85-21007 

Clearances and methods of protection for 
wall and ceiling surfaces exposed to radi- 
ant heating appliances /, 85-20360 

Close a registry section., 85-20518 

Close air support mission : development of 
a unitary measure of pilot performance /, 
85-20692 

Closeout of IE bulletin 79-25 : failures of 
Westinghouse BFD relays in safety-relat- 
ed systems /, 85-22205 

Clouds above the Martian limb [microform] 
: Viking observations /, 85-21745 

Coal, surface fatalities, 1983., 85-21419 

Coalescence of two pressure waves associ- 
ated with stream interactions [microform] 
/, 85-21577 

Coastal ocean dynamics applications radar : 
a user’s guide /, 85-20388 

Code of federal regulations. 1, General pro- 
visions., 85-20228 

Code of federal regulations. 5, Administra- 
tive personnel., 85-21032 

Code of federal regulations. 18, Conserva- 
tion of power and water resources., 85- 
20211 

Code of federal reguiations. 20, Employees 
benefits., 85-20212 

Code of federal regulations. 21, Food and 
drugs., 85-20213, 85-20214, 85-20215, 
85-20216, 85-202i7, 85-20218, 85- 
20219 

Code of federal regulations. 23, Highways., 
85-20220 

Code of federal regulations. 24, Housing 
and urban development., 85-20221, 85- 
20222 

Code of federal regulations. 26, Internal 
revenue., 85-20223, 85-20224, 85- 
20225, 85-20226, 85-20227 

Code of federal regulations. 49, Transporta- 
tion., 85-21033 

Cogeneration technology alternatives study 
(CTAS). Volume II, Comparison and 
evaluation of results [microform] /, 85- 
21494 

Cold streams of ionospheric oxygen in the 
plasma sheet during the CDAW-6 event 
of March 22, 1979 [microform] / , 85- 
21756 

Collaboration in applying research to teach- 
er education /, 85-20754 

Collapse of a suspended span of interstate 
route 95 highway bridge over the Mianus 
river, Greenwich, Connecticut, June 28, 
1983., 85-21934 

Collected reprints /, 85-21797 

Collected reprints (Laboratory for Atmos- 
pheric Sciences (Goddard Space Flight 
Center), 85-21797 

College costs. Basic student charges, 2-year 
and 4-year institutions., 85-20712 

College costs. Basic student charges, 2-year 
institutions, 85-20712 
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College costs. Basic student charges, 4-year 
institutions, 85-20712 

The colloidal chemistry of ceramic clays 
[microform] /, 85-21484 

Colonel Homer Garrison, Jr. Federal Build- 
ing : report (to accompany H.R. 1748)., 
85-22077 

Color calibrator for RRWDS radar remote 
weather display system /, 85-20372 

Columbia Basin wildlife, irrigation develop- 
ment study /, 85-21268 

Combating international terrorism : March 
5, 1985., 85-21848 

Commemorating the twentieth anniversary 
of Head Start : report (to accompany H. 
Con. Res. 95) (including cost estimate of 
the Congressional Budget Office)., 85- 
22124 

Committee publications and policies gov- 
erning their distribution., 85-22280 

Communications procedures and adminis- 
tration : annex B., 85-20479 

Community Clinical Oncology Program 
(COOP) /, 85-21060, 85-21061 

Community-level forestry development : 
options and guidelines for collaboration 
in PL 480 programs /, 85-21831 

Compact of Free Association : hearings 
before the Subcommittee on Public 
Lands and National Parks of the Commit- 
tee on Interior and Insular Affairs, House 
of Representatives, Ninety-eighth Con- 
gress, second session, hearings held in 
Washington, D.C., 85-22316 

Comparison of abbreviation methods 
measures of preference and decoding per- 
formance /, 85-20665 

Comparison of combustion efficiencies for 
ramjet engines [microform] / , 85-21486 

Comparison of rotary and in-hole motor 
techniques for drilling horizontal bore- 
holes in coal /, 85-21285 

A comparison of Wortmann airfoil comput- 
er-generated lift and drag polars with 
flight and wind tunnel results [micro- 
form] /, 85-21572 

Compendium of Copyright Office practices 
: under the copyright law which became 
fully effective on January 1, 1978, includ- 
ing Title 17 of the United States code and 
amendments thereto., 85-21432 

Compensation report., 85-21833 

Competition in the oil pipeline industry : a 
preliminary report., 85-21394 

A competitive assessment of the U.S. ball 
and roller bearings industry /, 85-20435 

A Competitive assessment of the U.S. con- 
struction machinery industry /, 85- 
20436 

A Competitive assessment of the U.S. pe- 
trochemical industry., 85-20440 

A Competitive assessment of the U.S. wood 
and upholstered furniture industry /, 85- 
20442 

A competitive assessment of the United 
States equipment leasing industry., 85- 
20438 
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Competitors and competition of the U.S. 
Postal Service., 85-21830 

A compilation of federal laws for disabled 
children, youth, and adults /, 85-22332 

Compilation of selected energy-related leg- 
islation /, 85-22293 

Compilation of statutes administered by 
CPSC /, 85-22153 

Comprehensive impacts of permit decisions 
under Tennessee federal program : final 
environmental impact statement /, 85- 
21148 

Comprehensive tax guide to U.S. Civil 
Service retirement benefits., 85-21918 

Compression failure mechanisms in unidir- 
ectional composites [microform] / , 85- 
21542 

Compression ignition, principles and oper- 
ation., 85-20495 

Computational thermo-fluid dynamics con- 
tributions to advanced gas turbine engine 
design [microform] /, 85-21630 

Computer-assisted map projection research 
/, 85-21153 

Computer models and output [microform] : 
Spartan REM : appendix B /, 85-21699 

Computer studies of hybrid-slotted working 
sections with minimum interference at 
subsonic speeds [microform] / , 85- 
21564 

Computers and ESL /, 85-20800 

Conduct of monetary policy : (pusurant to 
the Full Employment and Balanced 
Growth Act of 1978, P.L. 95-523) : hear- 
ings before the Subcommittee on Domes- 
tic Monetary Policy of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, February 26 and 
March 5, 1985., 85-22263 

Conducting basic fire prevention inspec- 
tions (formerly fire prevention 1)., 85- 
20892 

Congressional globe., 85-21992, 85-21993 

Congressional record : proceedings and de- 
bates of the ... Congress., 85-21992, 85- 
21993 

[Congressional serial set], 85-21994, 85- 
21995, 85-21996, 85-21997, 85-21998, 
85-21999, 85-22000, 85-22001, 85- 
22002 

Conservation of power and water re- 
sources, 85-20211 

Conserving energy in historic buildings /, 
85-21323 

Consolidated listing of recent Official ga- 
zette notices, re Patent and Trademark 
Office practices and procedures., 85- 
20381 

Constitutionality of GAO’s bid protest 
function : hearings before a subcommittee 
of the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
ninth Congress, first session, February 28 
and March 7, 1885., 85-22306 
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Construction industry., 85-21024 

Construction reports. C50,, 85-20324 

Construction reports. C50, Residential alter- 
ations and repairs., 85-20324 

Contaminant analysis of 1982 fall run coho 
salmon (Oncorhynchus Kisutch) /, 85- 
20871 

Control of acid mine drainage : proceedings 
of a technology transfer seminar /, 85- 
21299 

Control of air contaminants in tire manufac- 
turing /, 85-21106 

Control technology assessment: metal plat- 
ing and cleaning operations /, 85-21107 

Controller chart supplement. Section 8, 
Preferred IFR routes, low and high alti- 
tude., 85-21952 

Controlling international narcotics produc- 
tion and trafficking /, 85-21849 

Controlling transfer of strategic technolo- 
gy., 85-21887 

Convention on international trade in endan- 
gered species of wild fauna and flora., 
85-21335 

Copyright registration for musical composi- 
tions., 85-21426 

Copyright registration for serials on form 
SE., 85-21427 

Corporation income tax returns, 85-21916 

Corporation source book of statistics of 
income, 85-21916 

The Corps of Engineers should revise its 
policy for identifying uneeded land : 
report /, 85-21006 

The correction of aberrations computed in 
the aperture plane of multifrequency 
microwave radiometer antennas [micro- 
form] /, 85-21573 

Corrosion of materials used in steam gener- 
ating boiler systems /, 85-20376 

Cosmic ray propagation in the local super- 
bubble [microform] /, 85-21532 

Cosmic rays and the emission line regions 
of active galactic nuclei [microform] / , 
85-21576 

Cotton, wool, & man-made fiber textiles & 
apparel, 85-20446 

Could you use a multibillion dollar custom- 
er? : VA invites you to submit your prod- 
uct or service., 85-21978 

Counselor’s handbook : a federal student 
aid reference., 85-20696 

Countermeasures for side impact /, 85- 
21966 

County business patterns, Alabama., 85- 
20311 

County business patterns, Iowa., 85-20312 

County business patterns, Kentucky., 85- 
20313 

County business patterns, Maine., 
20314 

County business patterns, New Hampshire., 
85-20315 

County business patterns. Pt. 2, New Eng- 
land states, Connecticut, Maine, Massa- 


85- 





Data from tests of a R4 airfoil in the Langley 


chusetts, New Hampshire, Rhode Island, 
Vermont, 85-20314, 85-20315 

County business patterns. Pt. 5A, West 
North Central states. Iowa, Minnesota, 
Missouri, 85-20312 

County business patterns. Pt. 7, East South 
Central states, Alabama, Kentucky, Mis- 
sissippi, Tennessee, 85-20311, 85-20313 

County intercensal estimates by age, sex, 
and race, 1970-80 /, 85-20287 

Course catalog, 85-20467 

Course information /, 85-20468 

CPSC warns of springtime hazards., 
22154 

Crack tip field and fatigue crack growth in 
general yielding and low cycle fatigue 
[microform] /, 85-21776 

Creating and disseminating knowledge for 
educational reform : a report to the Na- 
tional Council on Educational Research., 
85-20739 

Credit union directory /, 85-21815 

Crime and protection in America : a study 
of private security and law enforcement 
resources and relationships : executive 
summary /, 85-21404 

Criminal justice information policy : intelli- 
gence and investigative records /, 85- 
21406 

Criminal prosecution under the Continuing 
Criminal Enterprise Statute : Section 848 
of Title 21, United States Code /, 85- 
21398 

Criteria for mechanical systems in multifam- 
ily buildings for residential weatheriza- 
tion options /, 85-20375 

Critical evaluation for vocational education 
/, , 85-20704 

CRS studies in the public domain., 
21435 

A cryogenically cooled, multidetector spec- 
trometer for infrared astronomy [micro- 
form] /, 85-21565 

Crystallization of the glassy phase of grain 
boundaries in silicon nitride [microform] 
/, 85-21467 

Cumulative bulletin, 85-21915 

Cumulative report on rescissions and defer- 
rals : communication from the Director, 
Office of Management and Budget, Exec- 
utive Office of the President .., 85- 
22033, 85-22034, 85-22035, 85-22036, 
85-22037, 85-22038, 85-22039 

Cumulative report on rescissions and defer- 
tals, May 1985 : communication from the 
Director, Office of Management and 
Budget, transmitting the cumulative 
report on rescissions and deferrals of 
budget authority as of May 1, 1985, pur- 
suant to 2 U.S.C. 685(e)., 85-22052 

Currency substitution, quality, and ex- 
change rate indeterminancy : an empirical 
analysis of the Venezuelan experience /, 
85-20992 

Current housing reports. H-170, Annual 
housing survey, Baltimore, Md., standard 
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metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 85-20323 

Current housing reports. H-170, Annual 
housing survey, Chicago, Ill., standard 
metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 85-20322 

Current housing reports. H-170, Annual 
housing survey, Honolulu, Hawaii, stand- 
ard metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 85-20317 

Current housing reports. H-170, Annual 
housing survey, Houston, Tex., standard 
metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 85-20318 

Current housing reports. H-170, Annual 
housing survey, Minneapolis-St. Paul, 
Minn., standard metropolitan statistical 
area. Housing characteristics for selected 
metropolitan areas., 85-20320 

Current housing reports. H-170, Annual 
housing survey, New York, N.Y., stand- 
ard metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 85-20319 

Current housing reports. H-170, Annual 
housing survey, San Antonio, TX, stand- 
ard metropolitan statistical area. Housing 
characteristics for selected metropolitan 
areas., 85-20321 

Current housing reports. Series H-150, 
Annual housing survey, United States 
and regions. Part D, Housing characteris- 
tics of recent movers., 85-20316 

Current housing reports. Series H-171, 
Annual housing survey, supplementary 
reports. No. 1. Summary of housing char- 
acteristics for selected metropolitan 
areas., 85-20325 

Current industrial reports. MA-37E, Air- 
craft propellers /, 85-20286 

Customer service bureaus., 85-21030 


D 


D.I.D.S. procedures manual. Vol. 3, Devel- 
opment and maintenance of item logistics 
data tools, 85-20471 

D.O.D. directory of contract administration 
services components, 85-20470 

D.O.T. awards to academic institutions, 
85-21970 

DA publications., 85-20505 

Dairy products ... summary /, 85-20207 

Dairy products annual summary, 85-20207 

Dangers of abrasive cleaning to historic 
buildings /, 85-21326 

Data book of social studies materials and 
resources., 85-20715 

Data from tests of a R4 airfoil in the Lang- 
ley 0.3-meter transonic cryogenic tunnel 
[microform] /, 85-21536 
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Daughters of Union Veterans of the Civil War, 


Daughters of Union Veterans of the Civil 
War, 1861-1865 : report (to accompany 
H.R. 1806)., 85-22121 

The Davis Island Lock and Dam, 1870- 
1922 /, 85-20607 

Debentures not serving purposes HUD in- 
tended—legislative changes could heip 
increase effectiveness and minimize inter- 
est costs : summary : report to the Con- 
gress /, 85-21005 

Decisions and orders of the National Labor 
Relations Board., 85-21438 

Decisions of the Employees’ Compensation 
Appeals Board. Index digest., 85-21416 

Decisions of the National Labor Relations 
Board, 85-21438 

Defense Integrated Data Systems DIDS 
procedures manual. Vol. 3, Development 
and maintenance of item logistics data 
tools., 85-20471 

Deferment and cancellation guide, National 
Defense/Direct Student Loan Program., 
85-20699 

Definition of technology development mis- 
sions for early space stations [microform] 
: large space structures /, 85-21704 

Deformation measurements of composite 
multi-span beam shear specimens by 
moire interferometry [microform] / , 
85-21670 

Delinquency prevention program managers’ 
theories of action : a content analysis /, 
85-20723 

Democracy, peace, and progress /, 85- 
21864 

Denali National Park and Preserve, Alaska 
: draft, general management plan/envi- 
ronmental assessment land protection 
plan, wilderness suitability review., 85- 
21309 

Dental auxiliaries in the VA., 85-21977 

Dental laboratory specialist (AFSC 98250)., 
85-20686 

The dental plaque battle is endless but 
worth it /, 85-21080 

Dentistry : a guide to sources of informa- 
tion /, 85-21074 

Department of Agriculture’s acquisition and 
distribution of commodities for its 1983 
payment-in-kind program : report to the 
Chairman, Subcommittee on Government 
Information, Justice, and Agriculture, 
House Committee on Government Oper- 
ations /, 85-21002 

Department of Defense Authorization Act, 
1986 : report of the Committee on Armed 
Services, U.S. House of Representatives, 
on H.R. 1872 together with additional 
and dissenting views., 85-22132 

Department of Defense Information Analy- 
sis Centers directory., 85-20469 

Department of Defense support for drug 
interdiction : hearing before a subcommit- 
tee of the Committee on Appropriations, 
United States Senate, Ninety-eighth Con- 
gress, second session : special hearing, 
Department of Defense, Department of 
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the Treasury (U.S. Customs Service)., 
85-22255 

Department of Energy civilian energy pro- 
grams authorization act for fiscal years 
1986, 1987, and 1988 : report together 
with additional and dissenting views (to 
accompany H.R. 1799) (including cost es- 
timate of the Congressional Budget 
Office)., 85-22106 

Department of Energy civilian research and 
development authorization act for fiscal 
years 1986, 1987, and 1988 : report to- 
gether with additional and dissenting 
views (to accompany H.R. 1798) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 85-22105 

Department of Justice Appropriation Au- 
thorization Act, fiscal year 1985 : report 
(to accompany H.R. 5468) (including cost 
estimate of the Congressional Budget 
Office)., 85-22088 

Department of Justice Authorization Act, 
fiscal year 1984 : report together with 
additional and supplemental views (to ac- 
company H.R. 2912) (including cost esti- 
mate of the Congressional Budget 
Office)., 85-22060 

Department of Justice investigation of false 
shipbuilding claims : joint hearing before 
the Subcommittee on Administrative 
Practice and Procedure of the Committee 
on the Judiciary, United States Senate, 
and Subcommittee on International 
Trade, Finance, and Security Economics 
of the Joint Economic Committee, Con- 
gress of the United States, Ninety-eighth 
Congress, second session ... October 1, 
1984., 85-22329 

Department of the Interior and related 
agencies appropriation bill, 1984 : report 
(to accompany H.R. 3363)., 85-22072 

Department of the Interior and related 
agencies appropriations for 1986 : hear- 
ings before a subcommittee of the Com- 
mittee on Appropriations, House of Rep- 
resentatives, Ninety-ninth Congress, first 
session /, 85-22249 

Departmental programs, 85-21133 

Departments of Commerce, Justice, and 
State, the Judiciary, and related agencies 
appropriations for 1986 : hearings before 
a subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-ninth Congress, first session /, 
85-22244, 85-22245 

Departments of Labor, Health and Human 
Services, Education, and related agencies 
appropriations for 1986 : hearings before 
a subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-ninth Congress, first session /, 
85-22250 

Deposit requirements for registration of 
claims to copyright in visual arts materi- 
al., 85-21425 

Deposition of nickel-cobalt alloys by con- 
trolled-potential electrolysis /, 85-21284 
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Description of revenue provisions of H.R. 
1930 and background relating to pro- 
posed transfer of Conrail to Norfolk 
Southern Corporation : scheduled for a 
hearing before the Committee on Ways 
and Means on May 1, 1985 /, 85-22348 

Description of the insulation system for the 
Langley 0.3-meter transonic cryogenic 
tunnel /, 85-21601 

Description of the tax treatment of imputed 
interest on deferred payment sales of 
property (and H.R. 242 and H.R. 2069) : 
scheduled for a hearing before the Com- 
mittee on Ways and Means on April 24, 
1985 /, 85-22347 

Description of the tax treatment of imputed 
interest on deferred payment sales of 
property (and S. 56, S. 71, S. 217, S. 251, 
S. 729 and H.R. 2475, as reported by the 
House Committee on Ways and Means) : 
scheduled for a hearing before the Sub- 
committee on Taxation and Debt Man- 
agement of the Senate Committee on Fi- 
nance on May 20, 1985 /, 85-22349 

A Descriptive study of the classroom in- 
struction component of the ESEA Title 
VII bilingual education program /, 85- 
20727 

Desenvolvimento e teste de um sistema de 
fiscalizapcao das operapcoes de credito 
agrbicola ao nbivel de municbipio e de 
propriedades agrbicolas utilizando tbecni- 
cas de sensoriamento remoto., 85-21694 

Design and fabrication of a 1/8-scale steel 
containment model /, 85-22195 

Design and wind tunnel evaluation of a 
symmetric airfoil series for large wind 
turbine applications [microform] / , 85- 
21785 

Design information on rotating biological 
contactors /, 85-20838 

Design issues in qualitative research : the 
case of knowledge utilization studies /, 
85-20720 

Design study of test models of maneuvering 
aircraft configurations for the National 
Transonic Facility /, 85-21666 

Designing excellence in secondary voca- 
tional education : applications of princi- 
ples from effective schooling and success- 
ful business practices /, 85-20721 

Detailed diagnoses and surgical procedures 
for patients discharged from short-stay 
hospitals, United States, 1983., 85-21093 

Detection of shocked atomic gas in the 
Kleinmann-Low nebula [microform] / , 
85-21558 

Determination of craft or class of the Na- 
tional Mediation Board, 85-21819 

The determination of front-end fees on syn- 
dicated Eurocurrency credits /, 85- 
20995 

Determinations of the National Mediation 
Board., 85-21819 
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Determining critical flow valve characteris- 
tics using extrapolation techniques /, 85- 
22208 

Develop and test fuel cell powered on-site 
integrated total energy systems [micro- 
form] : phase III, full-scale power plant 
development : 12th quarterly report, Feb- 
ruary-April 1984 /, 85-21781 

Developing action plans : feedback for cri- 
terion test., 85-21103 

Development and flight evaluation of an 
augmented stability active controls con- 
cept [microform] : executive summary /, 
85-21681 

Development and maintenance of item lo- 
gistics data tools, 85-20471 

Development and testing of a rural credit 
supervision system at the level of coun- 
ties and rural properties utilizing remote 
sensing technique [microform.] , 85- 
21694 

Development document for effluent limita- 
tions guidelines and standards for the 
canmaking subcategory of the coil coat- 
ing, point source category., 85-20832 

Development document for effluent limita- 
tions guidelines and standards for the 
copper forming point source category., 
85-20833 

Development document for effluent limita- 
tions guidelines and standards for the 
plastics molding and forming point 
source category., 85-20834 

Development of a polysilicon process based 
on chemical vapor deposition (phase 1 & 
phase 2) [microform] /, 85-21738 

Development of a railroad track mainte- 
nance management system for Army in- 
stallations : initial decision report /, 85- 
20620 

Development of carbon slurry fuels for 
transportation (hybrid fuels-phase II) [mi- 
croform] /, 85-21770 

Development of computational fluid dy- 
namics at NASA Ames Research Center 
[microform] /, 85-21570 

Development of failure criterion for kevlar/ 
epoxy fabric laminates [microform] / , 
85-21725 

Development of gas-lubricated pistons for 
heavy-duty diesel engine technology pro- 
gram [microform] /, 85-21784 

Development of powder metallurgy 2XXX 
series Al alloys for high temperature air- 
craft structural applications [microform] / 
, 85-21720 

Developments concerning the national 
emergency with respect to Iran : message 
from the President of the United States 
transmitting a further report on develop- 
ments concerning the national emergency 
with respect to Iran, pursuant to 50 
U.S.C. 1703., 85-22044 

Developments in aging, 1984 : a report of 
the Special Committee on Aging, United 
States Senate, pursuant to S. Res. 354, 
March 2, 1984, resolution authorizing a 





Disposition of Kentucky River, Kentucky Locks and 


study of the problems of the aged and 
aging., 85-22006 

Developments in Guatemala and U.S. op- 
tions : hearing before the Subcommittee 
on Western Hemisphere Affairs of the 
Committee on Foreign Affairs, House of 
Representatives, Ninety-ninth Congress, 
first session, February 20, 1985., 85- 
22298 

DIDS procedures manual. Vol. 3, Develop- 
ment and maintenance of item logistics 
data tools, 85-20471 

Diet books sell well but ... /, 85-21081 

Digest of the Federal acquisition regulation 
for the Department of Defense., 85- 
20448 

Digital techniques., 85-20687 

Dimension stone : a chapter from Mineral 
facts and problems, 1985 edition., 85- 
21277 

Dimensions of math avoidance among 
American Indian elementary school stu- 
dents /, 85-20752 

Direct and general support maintenance 
repair parts and special tools lists (includ- 
ing depot maintenance repair parts and 
special tools lists) : tractor, wheeled, in- 
dustrial, diesel driven, MED DBP, w/ 
dozer, w/backrip scarifier, w/drawbar, 
trailer pintle and hydraulic scraper con- 
trols, NSN 2420-00-088-9384, (Clark 
model 290M), w/rops, NSN 2420-01-059- 
0090., 85-20525 

Direct support and general support mainte- 
nance repair parts and special tools lists : 
auger, earth, skid mounted, 9 foot boring 
depth, NSN 3820-00-931-4509, Texoma 
Enterprises model 254-10., 85-20532 

Direct support and general support mainte- 
nance repair parts and special tools lists : 
concrete - mobile mixer, body M919, 
model 8CM - 24/F, NSN 3895-01-028- 
4391., 85-20543 

Direct support and general support mainte- 
nance repair parts and special tools lists : 
distributor, liquid bituminous material, 
tankless type, trailer mtd., 4 to 24 ft. 
spraybar, 375 GPM pump, gasoline 
driven, NSN 3895-00-767-0247, Seaman- 
Gunnison model MTD., 85-20534 

Direct support and general support mainte- 
nance repair parts and special tools lists : 
roller, motorized, gasoline engine , 3 
rolls, 10 to 12 ton, w/sprinkler, NSN 
3895-00-255-5054, General Steel Tank 
model 1503., 85-20540 

Direct support and general support mainte- 
nance repair parts and special tools lists : 
truck, fork lift, electric, solid rubber tires, 
4,000 Ib capacity, 100 in lift, Army model 
MHE 208, NSN 3930-00-494-8151, Baker 
model FTD-040-EE and 180 in lift, NSN 
3930-00-236-6253., 85-20564 

Direct support and general support mainte- 
nance repair parts and special tools lists : 
truck, forklift, gasoline engine driven, 
pneumatic-tired, 4,000 lbs capacity, 144” 
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lift height Army model MHE-221, NSN 
3930-00-151-4428 Baker model FJF-040., 
85-20565 

Direct support and general support mainte- 
nance repair parts and special tools lists : 
truck, telephone maintenance, utility C/S, 
36,000 GVW, 6x4 W/WN, W/E Army 
model M876, NSN 2320-00-000-0114., 
85-20556 

Direct support and general support mainte- 
nance repair parts and special tools lists : 
truck, tractor, commercial, heavy equip- 
ment transporter, C-HET, 85,000 
GVWR, 8x6, Army model M911, NSN 
2320-01-025-3733., 85-20558 

Direct support and general support mainte- 
nance repair parts and special tools lists 
(including depot maintenance repair parts 
and special tools lists) : crane, truck 
mounted, GED, 3/4 cubic yard, 20 ton, 
with clamshell, dragline, and backhoe at- 
tachments, NSN 3810-00-151-4431, Har- 
nischfeger Corp model M320T2., 85- 
20530 

Direct support and general support mainte- 
nance repair parts and special tools lists 
(including depot maintenance repair parts 
and special tools lists) : mixer, bituminous 
material, non-self loading, DED, NSN 
3895-00-933-0577, Barber-Greene model 
KA60, component of mixing plant, as- 
phalt 100-150 ton per hour, NSN 3895- 
00-936-8613., 85-20537 

Direct support and general support mainte- 
nance repair parts and special tools lists 
(including depot maintenance repair parts 
and special tools lists) : mixer, rotary 
tiller DED, 4 wheel, pneumatic tired, 
self-propelled, NSN 3895-00-883-0437, 
FWD Corporation model B2-1171., 85- 
20539 

The Direction of federal legislation affect- 
ing women over forty /, 85-2113! 

Director’s semiannual report, 85-22222 

Directory of environmental databases for 
region 5 /, 85-20826 

Directory of officials of the Hungarian Peo- 
ple’s Republic : a reference aid., 85- 
21840 

Directory of officials of the Republic of 
Cuba : a reference aid., 85-21839 

Directory of Soviet officials : science and 
education : a reference aid., 85-21841 

Disaster Relief Act authorizations : 
[to accompany S. 1023]., 85-22024 

Disasters and mental health : an annotated 
bibliography /, 85-21111 

Displaced workers : implications for educa- 
tional and training institutions /, 85- 
20765 

Disposition of Kentucky River, Kentucky 
Locks and Dams 5 through 14 : commu- 
nication from the Assistant Secretary of 
the Army (Civil Works), transmitting a 
report dated July 2, 1984, from the Chief 
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of Engineers, Department of the Army 
«=, 85-22041 

Distribution and abundance of the forest 
birds of Guam : results of a 1981 survey / 
, 85-21344 

Distribution and occurrence of total coli- 
form bacteria in Floridan aquifer wells, 
western Lake County, Florida /, 85- 
21167 

Distribution and transport of trace sub- 
stances in the Schuylkill River Basin 
from Berne to Philadelphia, Pennsylvania 
/, 85-21158 

Distribution of personnel by state and by 
selected locations /, 85-20456 

Diversion of prescription drugs to illegal 
channels and Dangerous Drug Diversion 
Control Act : hearings before the Sub- 
committee on Crime of the Committee on 
the Judiciary, House of Representatives, 
Ninety-eighth ny ong first and second 


.. June 29, 1983, 

and February 22, 1984., "'85-22323 

Diversity in crop farming : its meaning for 
income-support policy., 85-22361 

Do you accept checks for cashing? : if so, 
you'll want to know about the new U.S. 
government check : introducing, your 
new government check., 85-21901 

Do yourself a flavor /, 85-21083 

Doctorate recipients from United States 
universities, 85-20717 

Documentation for the machine-readable 
version of a catalogue of extragalactic 
radio source identifications [microform] : 
Veron-Cetty and Veron 1983 /, 85- 
21641 

Documentation for the machine-readable 
version of the ANS ultraviolet photome- 
try catalogue of point sources (Wesselius 
et al. 1982) [microform] /, 85-21644 

Documentation for the machine-readable 
version of the revised AFGL infrared 
sky survey catalog (Price and Murdock 
1983) [microform] /, 85-21643 

DOD directory of contract administration 
services components., 85-20470 

Domestic Volunteer Service Act amend- 
ments of 1983 : report together with ad- 
ditional and dissenting views (to accom- 
pany H.R. 2655) (including cost estimate 
of the Congressional Budget Office)., 
85-22055 

Donald C. Curran named acting register of 
copyrights., 85-21433 

Don’t build a boat without them., 
21953 

DOT awards to academic institutions, 85- 
21970 

Draft environmental impact statement : pro- 
posed amendments to regulations govern- 
ing the taking of marine mammals associ- 
ated with tuna purse seining operations., 
85-20415 

Draft environmental impact statement sup- 
plement for the Federal Coal Manage- 
ment Program /, 85-21140 
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Draft general management plan— environ- 
mental assessment, land protection plan, 
wilderness suitability review, Katmai Na- 
tional Park and Preserve, Alaska. 85- 
21312 

Draft general management plan— environ- 
mental assessment, land protection plan, 
wilderness suitability review : Gates of 
the Arctic National Park and Preserve, 
Alaska., 85-21311 

Draft general management plan/environ- 
mental assessment, land protection plan, 
Aniakchak Wild River at egyre ™ 


ports., 

Dredging & dredged material disposal, 
Harbor Beach Harbor, Huron County, 
Michigan /, 85-20627 

Drill sergeant handbook of lesson plans 
(EOCT)., 85-20485 

and the elderly : a background paper 
/, 85-21126 

Drugs and the juvenile justice system : 
hearing before the Subcommittee on Al- 
coholism and Drug Abuse of the Com- 
mittee on Labor and Human Resources, 
United States Senate, Ninety-eighth Con- 
gress, second session, on examination of 
the system used by courts in handling 
drug-related offenses among juveniles, 
December 6, 1984, Miami, FL., 85- 
22330 

Dynamic compression and volatile release 
of carbonates [microform] / , 85-21761 

Dynamics of graphite fiber intercalation 
[microform] : in situ resistivity measure- 
ments with a four point probe /, 85- 
21627 


E 


Earthquake data services and publications 
(including Tsunami)., 85-20410 

Earthquake Hazards Reduction Act of 1977 
authorization : report (to accompany S. 
817)., 85-22011 

Ecology and management of the bullfrog /, 
85-21334 

The ecology of eelgrass meadows of the 
Atlantic Coast : a community profile /, 
85-21341 

The ecology of tundra ponds of the Arctic 
coastal plain : a community profile /, 
85-21340 

Economic and noneconomic effects of alter- 
native transitions through school to work 
/, 85-20705 

Economic and political aspects of extrater- 
ritoriality /, 85-21861 

Economic conditions in agriculture and 
fiscal year 1986 Department of Agricul- 
ture budget proposals (Secretary John R. 
Block) : hearing before the Committee on 
Agriculture, House of Representatives, 
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Ninety-ninth Congress, first session, Feb- 
ruary 21, 1985., 85-22240 

Economic evaluation of advanced lime- 
stone, Davy S-H, and Dowa gypsum-pro- 
ducing FGD processes /, 85-20839 

Economic implications of Bishops’ pastoral 
letter on the American economy : hear- 
ing before the Subcommittee on Econom- 
ic Stablization of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-ninth 

first session, March 19, 1985., 

85-22266 


The economic implications of locating a nu- 
clear waste repository in Texas : hearing 
before the Subcommittee on Nuclear 
Regulation of the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-ninth Congress, first ses- 
sion, February 11, 1985, Hereford, TX., 
85-22336 

Education Amendments of 1984 : report to- 
gether wih minority and supplemental 
views (to accompany H.R. 11) (including 
cost estimate of the Congressional Budget 
Office)., 85-22087 

Educational statistics., 85-21016 

Effect of a variable camber and twist wing 
at transonic mach numbers [microform] / 
, 85-21605 

The effect of anxiety and boredom on cog- 
nitive test performance., 85-20756 

Effect of gravity on halogenated hydrocar- 
bon flame retardant effectiveness [micro- 
form] /, 85-21504 

Effect of humidity on fretting wear of sev- 
eral pure metals /, 85-21808 

Effect of lubricant extreme-pressure addi- 
tives on surface fatigue life of AISI 9310 
spur gears /, 85-21810 

Effect of rhenium on the structure and 
properties of the weld metal of a molyb- 
denum alloy [microform] / , 85-21473 

Effect of stress concentrations in composite 
structures [microform] /, 85-21741 

The effect of tantalum and carbon on the 
structure/properties of a single crystal 
nickel-base superalloy [microform] / 
85-21787 

Effect of two inner-ring oil-flow distribu- 
tion schemes on the operating character- 
istics of a 35-millimeter-bore ball bearing 
to 2.5 million DN /, 85-21809 

Effective strategies for avoiding within 
school resegregation /, 85-20757 

Effects of applied pressure on hot-pressing 
of VT1-SiC [microform] /, 85-21449 

Effects of artificial recharge on the Ogallala 
Aquifer, Texas /, 85-21157 

The effects of corporate involvement in 
education /, 85-20818 

The effects of Cr, Co, Al, Mo, and Ta on 
the cyclic oxidation behavior of a proto- 
type cast Ni-base superalloy based on a 
2°composite statistically designed experi- 
ment [microform] /, 85-21516 
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Effects of petroleum residues on intertidal 
organisms of Bermuda /, 85-20387 

Effects of tin on microstructure and me- 
chanical behavior of Inconel 718 [micro- 
form] /, 85-21631 

The effects of transportation deregulation 
on motor carrier service in Florida and 
Arizona /, 85-21926 

Egyptian meat market : policy issues in 
trade, prices, and expected market per- 
formance /, 85-20208 

Einstein solid state spectrometer observa- 
tion of the peculiar red dwarf wolf 630 
AB [microform] /, 85-21526 

Election of small tax case procedure & 
preparation of petitions., 85-21409 

Electrochemical conditioning of a mineral 
particle bed electrode for flotation /, 
85-21288 

Electronic computer and switching systems 
specialist : programming., 85-20680 

Electronic switching spherical array 
(ESSA) antenna systems [microform] : 
performance interface document /, 85- 
21580 

Eligibility verification and privacy in feder- 
al benefit programs : a delicate balance : 
summary : report to the Congress /, 85- 
20998 

Emergency preparedness and the licensing 
process for commercial nuclear power re- 
actors : oversight hearings before the 
Subcommittee on Oversight and Investi- 
gations of the Committee on Interior and 
Insular Affairs, House of Representatives, 
Ninety-eighth Congress, first session., 
85-22315 

Emergency Public Works Employment Act 
of 1983 : report together with additional, 
supplemental, and minority views (to ac- 
company H.R. 2544) (including cost esti- 
mate of the Congressional Budget 
Office)., 85-22063 

Emergency teacher certification., 85-20820 

Emergency Wetlands Resources Act of 
1985 : report (to accompany H.R. 1203) 
(including cost estimate of the Congres- 
sional Budget Office)., 85-22137 

Empirical identification of social protocols 
relating to the employability of handi- 
capped youth /, 85-20750 

Empirical studies of procedural flaws, im- 
passes, and repairs in procedural skills /, 
85-20790 

Employees’ benefits, 85-20212 

Employment programs for veterans with 
disabilities, 85-21834 

Endangered and threatened species on U.S. 
Air Force installations /, 85-21343 

The Energetics and mass structure of re- 
gions of star formation, $201 [microform] 
/, 85-21551 

Energy and the primary aluminum industry 
/, 85-20434 

Energy and water development appropria- 
tions for 1986 : hearings before a subcom- 





Estimated impacts of Texas closure regulation on 


mittee of the Committee on Appropria- 
tions, House of Representatives, Ninety- 
ninth Congress, first session /, 85-22246, 
85-22247, 85-22248 

Energy efficient engine combustor test 
hardware detailed design report [micro- 
form] /, 85-21688 

Energy efficient engine flight propulsion 
system preliminary analysis and design 
report [microform] : final update /, 85- 
21778 

Energy efficient engine high pressure com- 
pressor detail design report [microform] / 
» 85-21677 

Energy efficient engine hollow fan blades 
[microform] /, 85-21730 

Energy efficient engine ICLS engine bear- 
ings, drives, and configuration [micro- 
form] : design detail report /, 85-21687 

Energy efficient engine ICLS NACELLE 
detail design report [microform] /, 85- 
21686 

Energy initiatives of the ... Congress /, 85- 
22286 

Enforcement and administrative proceed- 
ings., 85-20445 

An engine trade study for a supersonic 
STOVL fighter/attack aircraft. Volume 
I, Trade study background and methodol- 
ogy [microform] /, 85-21683 

English-Spanish glossary of words and 
phrases used in publications issued by the 
Internal Revenue Service., 85-21920 

Enhanced TCAS II/CDTI traffic sensor 
digital simulation model and program de- 
scription [microform] /, 85-21722 

Enhancers., 85-21063 

Enhancing the economic development of 
Guam, the Virgin Islands, American 
Samoa, the Northern Mariana Islands, 
and for other purposes : report (to ac- 
company H.R. 5531)., 85-22089 

Environmental and energy benefits of mi- 
croprocessor control of oven airflows 
from a coil coating operation : a case 
study., 85-20855 

Environmental assessment for renewal of 
special nuclear material license no. SNM- 
368, docket no. 70-371, UNC Naval 
Products, Division of UNC Resources, 
Inc., 85-22181 

Environmental assessment for renewal of 
special nuclear material license no. SNM- 
1107, docket no. 70-1151, Westinghouse 
Electric Corporation, Nuclear Fuel Fab- 
rication Plant., 85-22183 

Epidemiology of heroin : 
21114 

Equipment improvement report and mainte- 
nance digest : DRAGON Medium Anti- 
tank/Assault Weapon System (third quar- 
ter, CY 1984)., 85-20594 

Equipment improvement report and mainte- 
nance digest : TOW heavy antitank/as- 
sault weapon system (third quarter, CY 
1984)., 85-20593 
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Equipment improvement report and mainte- 
nance digest (US Army Tank-Automo- 
tive Command) : commercial automotive 
equipment (July thru Dec - 2nd half CY 
84)., 85-20595 

Equipment improvement report and mainte- 
nance digest (US Army Tank-Automo- 
tive Command) : construction equipment 
(July thru Sep-3rd qtr CY 84)., 85-20596 

Equipment improvement report and mainte- 
nance digest (US Army Tank-Automo- 
tive Command) : construction equipment 
(Oct thru Dec - 4th gtr CY 84)., 85- 
20597 

Equipment serviceability criteria for arma- 
ment subsystem, helicopter, 7.62 millime- 
ter machine gun, caliber .50 machine gun, 
door mounted, M59, (used on UH-1ID 
and UH-1H helicopters), (1005-133- 
8224)., 85-20545 

Equipment serviceability criteria for flame- 
thrower, portable, M9A1-7, NSN 1040- 
00-089-5034., 85-20523 

Equipment serviceability criteria for genera- 
tor set, electric, portable, DED, SKID 
MTD, 15 KW, 120/208 and 240/416 
VAC, 3 phase, 4 wire, 50 HZ, converti- 
ble to 12.5 KW, 240/416 VAC, 3 phase, 
4 wire, 50 HZ, liquid cooled, fully in- 
closed by housing, JETA MDL MD- 
151815-W and MD-151815-WA, US 
motors MDL _ 15US-10327B-A, WIN- 
POWER MDL D-15H18-M ..., 85- 
20544 

Equipment serviceability criteria for Howit- 
zer, light, towed, 105-MM, M101 (1015- 
332-9728) and M 101A1 (1015-322-9752)., 
85-20546 

Equipment serviceability criteria for howit- 
zer, medium, towed, 155-MM, M114 
(1025-322-9755) and M114A1 (1025-322- 
9768)., 85-20547 

Equipment serviceability criteria for Rawin 
sets AN/GMD-1A (6660-224-6137) and 
AN/GMD-1B (6660-599-8252)., 85- 
20569 

Equity and microcomputer use in American 
public education /, 85-20822 

Essential knowledge for beginning educa- 
tors /, 85-20718 

Essential United States foreign trade routes, 
85-21972 

Establishing the Select Committee on the 
Two-Year Budget : report (to accompany 
S. Res. 159)., 85-22023 

Establishment of a free trade area between 
the United States and Israel : message 
from the President of the United States 
transmitting the text of the agreement on 
the establishment of a free trade area be- 
tween the government of the United 
States and the government of Israel ...., 
85-22047 

Estimated impacts of Texas closure regula- 
tion on ex-vessel prices and value, 1982 
and 1983 /, 85-20392 
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Estimates of the population of Alabama counties 


Estimates of the population of Alabama 
counties and metropolitan areas : July 1, 
1981, and 1982 (provisional)., 85-20289 

Estimates of the population of Arizona 
counties and litan areas, July 1, 
1981, 1982, and 1983., 85-20290 

Estimates of the population of Arkansas 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20291 

Estimates of the population of California 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20292 

Estimates of the population of Colorado 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20293 

Estimates of the population of Hawaii coun- 
ties and metropolitan areas, July 1, 1981, 
1982, and 1983., 85-20294 

Estimates of the population of Idaho coun- 
ties and metropolitan areas, July 1, 1981, 
1982, and 1983., 85-20295 

Estimates of the population of Illinois coun- 
ties and metropolitan areas, July i, 1981, 
1982, and 1983., 85-20296 

Estimates of the population of Indiana 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20297 

Estimates of the population of Kansas coun- 
ties and metropolitan areas, July 1, 1981, 
1982, and 1983., 85-20298 

Estimates of the population of Louisiana 
parishes and metropolitan areas : July 1, 
1981, 1982, and 1983., 85-20299 

Estimates of the population of Montana 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20300 

Estimates of the population of Nebraska 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20301 

Estimates of the population of Nevada 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20302 

Estimates of the population of New Mexico 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20303 

Estimates of the population of Oklahoma 
counties and metropolitan areas : July 1, 
1981, 1982, and 1983., 85-20304 

Estimates of the population of South 
Dakota counties and metropolitan areas, 
July 1, 1981, 1982, and 1983., 85-20305 

Estimates of the population of the United 
States, by age, sex, and race : 1980 to 
1984 /, 85-20288 

Estimates of the population of Utah coun- 
ties and metropolitan areas : July 1, 1981, 
1982, and 1983., 85-20306 

Estimates of the population of Washington 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20307 

Estimates of the population of Wyoming 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20308 

Estimating sunspot number [microform] / , 
85-21616 

Estudo preliminar sobre a viabilidade de de- 
teccao de macrofitas flutuantes atraves de 
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processamento digital de dados do MSS/ 
LANDSAT., 85-21748 

European Parliament., 85-21880 

An evaluation of California’s inferred birth 
statistics for unmarried women., 85- 
21089 

Evaluation of health risks associated with 
wastewater treatment and sludge com- 
posting /, 85-20844 

An evaluation of the disposal of flue gas 
desulfurization wastes in coal mines and 
the ocean : mine disposal demonstration 
tests /, 85-20867 

An evaluation of the Napa County Office 
of Education’s follow through staff devel- 
opment effort to increase student learning 
time and achievement /, 85-20770 

An Evaluation of wind measurements by 
four doppler sodars /, 85-20859 

Evaluation Systems Project defining 
school district instructional information 
systems /, 85-20724 

Evaluation units in state departments of 
education : a five-year update /, 85- 
20781 

Everything you always wanted to know 
about your uniform but were afraid to 
ask., 85-20491 

Everything you need to know about the 
new U.S. government check : introduc- 
ing, your new government check., 85- 
21902 

Excellence in highway design /, 85-21937 

Exclusionary rule in criminal trials : over- 
sight hearings before the Subcommittee 
on Criminal Justice of the Committee on 
the Judiciary, House of Representatives, 
Ninety-eighth Congress, first session ... 
March 10 and April 20, 1983., 85-22326 

Executive summary of the final report : a 
survey of school administrators and 
policy makers /, 85-20780 

Expansion arts /, 85-21816 

Expansion arts program, 85-21816 

Experience with transonic unsteady aerody- 
namic calculations [microform] / , 85- 
21603 

Experimental and predicted heating distri- 
butions for biconics at incidence in air at 
Mach 10 [microform] /, 85-21799 

Experimental determination of the inertia 
constants of an airplane or of a missile 
[microform] /, 85-21492 

An experimental investigation of the effect 
of boundary layer refraction on the noise 
from a high-speed propeller [microform] 
/, 85-21506 

An experimental investigation of two-di- 
mensional thrust augmenting ejectors [mi- 
croform] : final report, part II /, 85- 
21764 

Experimental research on electric propul- 
sion. Note V, Experimental study of a 
magnetic field stabilized arc-jet [micro- 
form] /, 85-21468 
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Experimental study of noise transmission 
into a general aviation aircraft [micro- 
form] /, 85-21712 

Experimental trim drag values and flow- 
field measurements for a wide-body trans- 
port model with conventional and super- 
critical wings [microform] / , 85-21798 

Exploratory albacore longline fishing in the 
eastern North Pacific during winter 1982 
/, 85-20423 

Export-Import Bank Act amendments of 
1985 : report together with minority and 
dissenting views (to accompany H.R. 
1787) (including cost estimate of the Con- 
gressional Budget Office)., 85-22139 

Expressions to determine temperatures and 
emission measures for solar X-ray events 
from GOES measurements [microform] / 
» 85-21585 

Extending the lease terms of federal oil and 
gas lease no. U-39711 : report (to accom- 
pany H.R. 3618)., 85-22079 

Extension of copyright terms., 85-21424 

Extension training program. Lesson 2.6, 
Special classes of aliens who may be nat- 
uralized., 85-21401 

Exterior paint problems on historic wood- 
work /, 85-21328 

External fuel vaporization study. Phase II, 
Interim report [microform] / , 85-21762 


F 


F.A.A. aviation forecasts, 85-21951 

F-100 jet engine mechanic (AFSC 42654)., 
85-20684 

FAA aviation forecasts., 85-21951 

FAA directory /, 85-21949 

FAA Forecast Conference proceedings, 
85-21950 

Fabrication of glass gas cells for the 
HALOE and MAPS satellite experiments 
[microform] /, 85-21608 

Facilitating economic development in the 
territories of the United States through 
the mobilization of private capital and 
skills, and for other purposes : report (to 
accompany H.R. 2955) (including the 
cost estimate of the Congressional Budget 
Office)., 85-22057 

Fact book /, 85-20676 

Fact book - Naval Research Laboratory 
(U.S.), 85-20676 

Fail-safe devices for the prevention of haz- 
ardous materials spills /, 85-20856 

Famine in Africa : hearing before the Com- 
mittee on Foreign Relations, United 
States Senate, Ninety-ninth Congress, 
first session, January 17, 1985., 85-22302 

Far-IR selected star formation regions [mi- 
croform] /, 85-21553 

Farm credit problems and their impact on 
agricultural banks : hearings before the 
Subcommittee on Small Business: Family 
Farm of the Committee on Small Busi- 





October 1985 


ness, United States Senate, Ninety-ninth 
Congress, first session ... February 7 and 
27, 1985., 85-22343 

Farm Emergency Credit Act of 1985 : sup- 
plemental report (to accompany H.R. 
1035)., 85-22097 

Favorable determination letter., 85-21919 

Feasibility of producing commodities and 
electricity for space shuttle operations at 
Vandenberg Air Force Base /, 85-20868 

FEC reports on financial activity, 1983- 
1984 interim report., 85-22159 

Fecundity and infertility : United States, 
1965-82 /, 85-21094 

Federal and state roles in economic stabili- 
zation : hearings before a subcommittee 
of the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
eighth Congress, second session, Novem- 
ber 29, and December 12, 1984. 85- 
22304 

Federal Aviation Administration directory, 
85-21949 

Federal Aviation regulations. Part 150, Air- 
port noise compatibility planning., 85- 
21943 

The Federal Election Commission : the first 
10 years, 1975-1985., 85-22158 

Federal enforcement of textile and apparel 
import quotas : hearings before a subcom- 
mittee of the Committee on Government 
Operations, House of Representatives, 
Ninety-eighth Congress, second session., 
85-22307 

Federal fringe benefit facts, 85-21833 

Federal meat and poultry inspection statisti- 
cal summary for ..., 85-20209 

Federal Reserve’s first monetary policy 
report for 1985 : hearing before the Com- 
mittee on Banking, Housing, and Urban 
Affairs, United States Senate, Ninety- 
ninth Congress, first session, on oversight 
on the monetary policy report to Con- 
gress pursuant to the Full Employment 
and Balanced Growth Act of 1978, Feb- 
ruary 20, 1985., 85-22268 

Federal student financial aid handbook., 
85-20698 

Federal supply catalog, introduction /, 85- 
21976 

Federal support for research on the family : 
an American political quandary /, 85- 
20728 

Feldspar., 85-21278 

Fertilizer summary data., 85-22228 

Fertilizer summary data, by states and geo- 
graphic areas, 85-22228 

Field hydraulic performance of one- and 
two-story residential plumbing systems 
with reduced-size vents /, 85-20370 

Filtracion a presion de pastas ceramicas. 4,, 
85-21464 

Final environmental impact statement on 
application for land use : Homestake 
phase II project : Eagle County, Colora- 
do., 85-20201 





Flood insurance study : city of Fountain, 


Final environmental statement related to 
the operation of Nine Mile Point Nuclear 
Station, Unit no. 2 : docket no. 50-410 : 
Niagara Mohawk Power Corporation, 
Rochester Gas and Electric Corporation, 
Central Hudson Gas and Electric Corpo- 
ration, New York State Electric and Gas 
Corporation, Long Island Lighting Com- 
pany., 85-22178 

Final environmental statement related to 
the operation of WPPSS Nuclear Project 
No. 3, docket no. 50-508, Washington 
Public Power Supply System., 85-22175 

Final North Fork Well environmental 
impact statement, Shoshone National 
Forest, Park County, Wyoming /, 85- 
21143 

Final Red Hills management plan and envi- 
ronmental assessment., 85-21360 

Final report on biophysical and spectral 
modeling for crop identification and as- 
sessment [microform] /, 85-21708 

Final technical report on preliminary analy- 
sis of space mission applications for elec- 
tromagnetic launchers to National Aero- 
nautics and Space Administration, Lewis 
Research Center [microform] / , 85- 
21757 

Financial analysis of potential retrospective 
premium assessments under the Price-An- 
derson system /, 85-22184 

Financial handbook for federal executives 
and managers., 85-21009 

Financial investigative techniques money 
laundering., 85-21395 

[Financial viability monitoring system]., 
85-20991 

FIND : automation at the Library of Con- 
gress : the first twenty-five years and 
beyond /, 85-21421 

Fire department responsibility in protecting 
evidence at the scene of an aircraft acci- 
dent., 85-21947 

Fire prevention and control authorization : 
report (to accompany S. 818)., 85-22012 

Fire protection specialist (AFSC 57150) /, 
85-20685 

Fire service communications : writing /, 
85-20890 

Fire service leadership., 85-20886 

Fire service leadership/communications : 
speech communications., 85-20888 

Fire support handbook., 85-20608 

Firearms and ammunition curios and relics 
list., 85-21922 

First concurrent resolution on the budget— 
fiscal year 1986 : report of the Committee 
on the Budget, House of Representatives, 
to accompany H. Con. Res. 152 ... to- 
gether with additional, minority, and ad- 
ditional dissenting views., 85-22146 

Fiscal year ... arms control impact state- 
ments : statements submitted to the Con- 
gress by the President pursuant to section 
36 of the Arms Control and Disarmament 
Act., 85-22297 


Do not order from index; see indicated entry 





Fiscal year 1986 Department of Energy au- 
thorization (transportation programs) : 
hearing before the Subcommittee on 
Transportation, Aviation, and Materials 
of the Committee on Science and Tech- 
nology, U.S. Hose of Representatives, 
Ninety-ninth Congress, first session, Feb- 
ruary 27, 1985., 85-22342 

Fisheries of the United States /, 85-20412 

Fisheries of the United States and Alaska, 
85-20412 

A Fishery data collection system : Guam : 
final report /, 85-20422 

A Fishery data collection system : Saipan : 
final report /, 85-20421 

Flicker-photometric spectral sensitivity in 
the presence of chromatic surrounds /, 
85-20666 

Flight and wind-tunnel comparisons of the 
inlet/airframe interaction of the F-15 air- 
plane /, 85-21801 

Flight service evaluation of two aluminum- 
brazed titanium spoilers [microform] / , 
85-21716 

A flight-test and simulation evaluation of 
the longitudinal final approach and land- 
ing performance of an automatic system 
for a light wing loading STOL aircraft 
equipped with wing spoilers [microform] 
/, 85-21546 

Flight tests of the Digital Integrated Auto- 
matic Landing System (DIALS) [micro- 
form] /, 85-21675 

Flood insurance study : Anne Arundel 
County, Maryland, unincorporated areas., 
85-20931 

Flood insurance study : Cass County, Illi- 
nois, unincorporated areas., 85-20916 

Flood insurance study : Charter Township 
of Georgetown, Michigan, Ottawa 
County., 85-20943 

Flood insurance study : Chowan County, 
North Carolina, (unincorporated areas)., 
85-20961 

Flood insurance study : city of Ann Arbor, 
Michigan, Washtenaw County., 85- 
20941 

Flood insurance study : city of Bonners 
Ferry, Idaho, Boundary County., 85- 
20910 

Flood insurance study : city of Buffalo, 
Minnesota, Wright County., 85-20944 

Flood insurance study : city of Des Moines, 
Iowa, Polk County., 85-20920 

Flood insurance study : city of Elizabeth 
City, North Carolina, Pasquotank and 
Camden Counties., 85-20958 

Flood insurance study : city of Flagler 
Beach, Florida, Flagler County., 85- 
20902 

Flood insurance study : city of Fort Walton 
Beach, Florida, Okaloosa County., 85- 
20903 


Flood insurance study : city of Fountain, 
Colorado, El Paso County., 85-20899 
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Flood insurance study : city of Galion, Ohio, 


Flood insurance study : city of Galion, 
Ohio, Crawford County, 85-20968 

Flood insurance study : city of Granby, 
Missouri, Newton County., 85-20946 

Flood insurance study : city of Grand Prai- 
rie, Texas, Dallas, Tarrant and Ellis 
Counties., 85-20980 

Flood insurance study : city of Hartville, 
Missouri, Wright County., 85-20947 

Flood insurance study : city of Iowa City, 
Iowa, Johnson County., 85-20919 

Flood insurance study : city of La Crosse, 
Wisconsin, La Crosse County., 85-20990 

Flood insurance study : city of Lafayette, 
Louisiana, Lafayette Parish., 85-20924 

Flood insurance study : city of Lake Jack- 
son, Texas, Brazoria County., 85-20981 

Flood insurance study : city of Lake View, 
Iowa, Sac County., 85-20921 

Flood insurance study : city of Little Rock, 
Arkansas, Pulaski County., 85-20896 

Flood insurance study : city of Mary 


Esther, Florida, Okaloosa County., 85- 
20906 


Flood insurance study : city of Memphis, 
Tennessee, Shelby County., 85-20974 
Flood insurance study city of Old 
Monroe, Missouri, Lincoln County., 85- 
20945 

Flood insurance study : city of Ouray, Col- 
orado, Ouray County., 85-20901 

Flood insurance study : city of Peru, Illi- 
nois, La Salle County., 85-20915 

Flood insurance study : city of Plano, 
Texas, Collin and Denton Counties., 85- 
20975 

Flood insurance study : city of Pleasant 
Hill, Missouri, Cass County., 85-20949 

Flood insurance study : city of Port Aran- 
sas, Texas, Nueces and Aransas Counties., 
85-20983 

Flood insurance study : city of Portland, 
Texas, San Patricio and Nueces Coun- 
ties., 85-20977 

Flood insurance study : city of Redding, 
California, Shasta County., 85-20898 

Flood insurance study : city of Reedsburg, 
Wisconsin, Sauk County., 85-20989 

Flood insurance study : city of Richland 
Hills, Texas, Tarrant County., 85-20978 

Flood insurance study : city of Ripley, 
West Virginia, Jackson County., 85- 
20987 

Flood insurance study 
Washington, 
20986 

Flood insurance study : city of Thompson, 
North Dakota, Grand Forks County., 
85-20967 

Flood insurance study : city of Trenton, 
Michigan, Wayne County., 85-20942 

Flood insurance study : city of Ukiah, Cali- 
fornia, Mendocino County., 85-20897 

Flood insurance study : city of Valparaiso, 
Florida, Okaloosa County., 85-20904 
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: city of Sumas, 
Whatcom County., 85- 





Flood insurance study : city of Waterloo, 
Iowa, Black Hawk County., 85-20918 
Flood insurance study : city of Westfir, 
Oregon, Lane County., 85-20972 

Flood insurance study : city of Whitehall, 
Ohio, Franklin County., 85-20969 

Flood insurance study : city of Wichita 
Falls, Texas, Wichita County., 85-20979 

Flood insurance study : Douglas County, 
Illinois, unincorporated areas., 85-20914 

Flood insurance study : Glynn County, 
Georgia, unincorporated reas. 85- 
20909 

Flood insurance study : Gooding County, 
Idaho, unincorporated areas., 85-20911 

Flood insurance study : Jackson County, 
Ohio, unincorporated areas., 85-20970 

Flood insurance study : Jackson County, 
Texas, unincorporated areas., 85-20976 

Flood insurance study : Lafayette Parish, 
Louisiana, unincorporated areas. 85- 
20923 

Flood insurance study : Logan County, 
Ohio, unincorporated areas., 85-20971 

Flood insurance study : Matanuska-Susitna 
Borough, Alaska, Matanuska-Susitna Di- 
vision., 85-20894 

Flood insurance study : Nueces County, 
Texas, unincorporated areas., 85-20982 

Flood insurance study : Ouray County, 
Colorado, unincorporated areas. 85- 
20900 

Flood insurance study Perquimans 
County, North Carolina, (unincorporated 
areas)., 85-20962 

Flood insurance study : 
Kentucky, 
20922 

Flood insurance study San Patricio 
County, Texas, unincorporated areas., 
85-20984 

Flood insurance study : Santa Rosa County, 
Florida, unincorporated areas., 85-20905 

Flood insurance study : Talbot County, 
Maryland, unincorporated areas., 85- 
20932 

Flood insurance study : town of Alliance, 
North Carolina, Pamlico County., 85- 
20964 

Flood insurance study : town of Brewster, 
Massachusetts, Barnstable County., 85- 
20933 

Flood insurance study : town of Cape Eliz- 
abeth, Maine, Cumberland County., 85- 
20927 

Flood insurance study : town of Cinco 
Bayou, Florida, Okaloosa County., 85- 
20908 

Flood insurance study : town of Columbia, 
North Carolina, Tyrrell County., 85- 
20960 

Flood insurance study : town of Dart- 
mouth, Massachusetts, Bristol County., 
85-20936 


Perry County, 
unincorporated areas. 85- 
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Flood insurance study : town of Edenton, 
North Carolina, Chowan County., 85- 
20957 

Flood insurance study : town of Edgar- 
town, Massachusetts, Dukes County., 
85-20937 

Flood insurance study : town of Harpswell, 
Maine, Cumberland County., 85-20930 

Flood insurance study : town of Harwich, 
Massachusetts, Barnstable County., 85- 
20934 

Flood insurance study : town of Hertford, 
North Carolina, Perquimans County., 
85-20959 

Flood insurance study : town of Ithaca, 
New York, Tompkins County., 85- 
20955 

Flood insurance study : town of Lloyd, 
New York, Ulster County., 85-20956 

Flood insurance study : town of Mammoth, 
Arizona, Pinal County., 85-20895 

Flood insurance study : town of Manches- 
ter, Vermont, Bennington County., 85- 
20985 

Flood insurance study : town of Minnesott 
Beach, North Carolina, Pamlico County., 
85-20965 

Flood insurance study : town of Oak Bluffs, 
Massachusetts, Dukes County., 85-20938 

Flood insurance study : town of Roper, 
North Carolina, Washington County., 
85-20966 

Flood insurance study : town of Sandwich, 
Massachusetts, Barnstable County., 85- 
20935 

Flood insurance study : town of Scarbor- 
ough, Maine, Cumberland County., 85- 
20928 

Flood insurance study : town of Shalimar, 
Florida, Okaloosa County., 85-20907 

Flood insurance study : town of Southold, 
New York, Suffolk County., 85-20954 

Flood insurance study : town of Truro, 
Massachusetts, Barnstable County., 85- 
20939 

Flood insurance study : town of Turner, 
Maine, Androscoggin County., 85-20926 

Flood insurance study : town of Waldo- 
boro, Maine, Lincoln County., 85-20929 

Flood insurance study : town of Wellsville, 
New York, Allegany County., 85-20952 

Flood insurance study : town of Westport, 
Massachusetts, Bristol County., 85- 
20940 

Flood insurance study : town of Winfall, 
North Carolina, Perquimans County., 
85-20963 

Flood insurance study : township of Alle- 
gheny, Pennsylvania, Blair County., 85- 
20973 

Flood insurance study : township of Law- 
rence, New Jersey, Mercer County., 85- 
20950 
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Flood insurance study : township of Mount 
Olive, New Jersey, Morris County., 85- 
20951 

Flood insurance study : Vermilion Parish, 
Louisiana, unincorporated areas., 85- 
20925 

Flood insurance study : village of Fayette- 
ville, New York, Onondaga County., 
85-20953 

Flood insurance study : village of Redings 
Mill, Missouri, Newton County., 85- 
20948 

Flood insurance study : village of Rose- 
mont, Illinois, Cook County., 85-20912 

Flood insurance study : village of Sun 
River Terrace, Illinois, Kankakee 
County., 85-20917 

Flood insurance study : village of Wheel- 
ing, Illinois, Cook County., 85-20913 

Flood insurance study : Wood County, 
West Virginia, (unincorporated areas)., 
85-20988 

Florida, 85-21173 

Flow-net relationships in the forebay of 
John Day Dam, 1982 /, 85-20419 

Flow properties of concentrated suspen- 
sions [microform] /, 85-21458 

Flow rates and pressure profiles for one to 
four axially alined borda inlets /, 85- 
21804 

Flow visualization study of a vortex/wing 
interaction [microform] /, 85-21624 

Flushing High School, a basic trilingual 
program, 1982-1983 /, 85-20760 

Folklife resources in New Jersey /, 85- 
21436 

Food and drug interactions /, 85-21084 

Food and drugs, 85-20213, 85-20214, 
85-20215, 85-20216, 85-20217, 85- 
20218, 85-20219 

Food bibliography : references to reports 
and other documents issued by the U.S. 
General Accounting Office., 85-21011 

Food, diet and nutrition., 85-21026 

Food of bluefish (Pomatomus § saltatrix) 
from the U.S. south Atlantic and Gulf of 
Mexico /, 85-20393 

For the record : guidelines for official 
records and personal papers., 85-21031 

Force and moment measurements on a 74 
delta wing with an apex flap (data report) 
[microform] /, 85-21682 

Ford’s Theatre and the house where Lin- 
coln died, Washington, DC., 85-21316 

Foreign area studies., 85-21022 

Foreign civil aviation competition [micro- 
form] : 1976 summary and implications /, 
85-21442 

Foreign Language Assistance for National 
Security Act of 1983 : report (to acom- 
pany H.R. 2708) (including cost estimate 
of the Congressional Budget Office)., 
85-22056 

Foreign plants cerified to export meat to 
the United States : report of the Secre- 





Geophysical interpretation of satellite laser 


tary of Agriculture to the United States 
Congress., 85-20210 

Foreign policy and the Black community : 
April 1, 1985 /, 85-21851 

Foreign Relations Authorization Act, Fiscal 
Years 1986 and 1987 : report of the Com- 
mittee on Foreign Relations, United 
States Senate, on S. 1003 ...., 85-22017 

Foreign relations of the United States /, 
85-21842 

The Forest Service in the Pacific North- 
west., 85-20197 

Forestry inventory based on multistage 
sampling with probability proportional to 
size [microform.], 85-21735 

Fort Hamilton High School project 
SPEED :: special education to eliminate 
dropouts, 1982-1983 /, 85-20759 

Fort Lewis Military Museum : tour pro- 
gram., 85-20488 

Fort Sumter : anvil of war : Fort Sumter 
National Monument, South Carolina /, 
85-21318 

Fracture surface characteristics of notched 
angleplied graphite/epoxy composites 
[microform] /, 85-21518 

Fraudulent medical degrees : hearing before 
the Subcommittee on Health and Long- 
Term Care of the Select Committee on 
Aging, House of Representatives, Ninety- 
eighth Congress, second session, Decem- 
ber 7, 1984., 85-22231 

Freshwater heads and ground-water tem- 
peratures in aquifers of the Northern 
Great Plains in parts of Montana, North 
Dakota, South Dakota, and Wyoming /, 
85-21162 

The friction behavior of semiconductors Si 
and GaAs in contact with pure metals 
[microform] /, 85-21513 

From active defense to AirLand Battle : the 
development of Army doctrine, 1973- 
1982 /, 85-20604 

Frontal crash responses : car-to-car impact 
test of 2 1983 Renault Fuegos with a 
closing velocity of 60.1 mph., 85-21962 

Frontal crash responses, car-to-FRB impact 
test of a 1984 Pontiac Fiero to a fixed 
load measuring barrier at 29.7 mph., 85- 
21963 

Frontal occupant sled simulation correlation 
: vehicle to fixed load cell barrier : 1980 
Ford Mustang into a fixed load cell bar- 
rier at 29.9 mph., 85-21961 

Frontal occupant sled simulation correlation 
: 1980 Ford Mustang sled buck., 85- 
21960 

Frozen fishery products, annual summary., 
85-20414 

FTIR analysis of aviation fuel deposits [mi- 
croform] /, 85-21511 

Fuel efficiency through new airframe tech- 
nology [microform] /, 85-21530 

Fugitive dust control demonstration studies 
: user’s guide., 85-20842 

Fundamental remote sensing science re- 
search program. Part II, Status report of 
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the mathematical pattern recognition and 
image analysis project [microform] / , 
85-21443 

Fungi of Mt. Babia Gora [microform] / , 
85-21471 

FY ... DOT awards to academic institutions 
/, 85-21970 


G 


Gardening., 85-21027 

Gas pressure and electron density at the 
level of the active zone of hollow cath- 
ode arc discharges [microform] / , 85- 
21470 

GASP cloud- and particle-encounter statis- 
tics, and their application to LFC aircraft 
studies /, 85-21543 

GASP cloud- and particle-encounter statis- 
tics, and their application to LFC aircraft 
studies. Volume II, Appendixes [micro- 
form] /, 85-21544 

Gazetteer of Guatemala : names approved 
by the United States Board on Geograph- 
ic Names., 85-20462 

Gazetteer of Iran : names approved by the 
United States Board on Geographic 
Names /, 85-20463 

General provisions, 85-20228 

A general scientific information system to 
support the study of climate-related data 
[microform] /, 85-21592 

General shop safety., 85-20506 

The generation of practical theory : schools 
a3 political organizations /, 85-20734 

Generation-skipping transfer tax : hearing 
before the Committee on Ways and 
Means, House of Representatives, Ninety- 
eighth Congress, second session, October 
2, 1984., 85-22356 

A geographic comparison of selected large- 
scale planetary surface features [micro- 
form] /, 85-21588 

Geohydrology of the central Mesilla 
Valley, Dona Ana County, New Mexico 
/, 85-21163 

Geologic and hydrologic characterization 
and evaluation of the Basin and Range 
Province relative to the disposal of high- 
level radioactive waste., 85-21155 

Geologic map and cross sections of the 
Mora River area, Sangre de Cristo 
Mountains, Mora County, New Mexico / 
, 85-21261 

Geology and geochronology of granitoid 
and metamorphic rocks of late Archean 
age in northwestern Wisconsin /, 85- 
21161 

Geophysical-geological studies of possible 
extensions of the New Madrid fault zone 
/, 85-22189 

Geophysical interpretation of satellite laser 
ranging measurements of crustal move- 
ment in California [microform] / , 85- 
21589 
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Gerald M. Hendley : report (to accompany H.R. 


Gerald M. Hendley : report (to accompany 
H.R. 1529)., 85-22128 

Get up to $18,000 for being a student., 
20478 

Graduate training supported by the Nation- 
al Institute of Dental Research., 85- 
21071 

Grandparents, prevent your grandchildren 
from being poisoned!, 85-22155 

Grandparents’ rights : report (to accompany 
S. Con. Res. 67) (including cost estimate 
of the Congressional Budget Offfice)., 
85-22027 

Granular activated carbon for removing 
nontrihalomethane organics from drink- 
ing water /, 85-20851 

Great Lakes diversions and consumptive 
uses : a report to the governments of the 
United States and Canada under the 1977 
Reference., 85-22161 

Great Lakes monthly hydrologic data /, 
85-20403 

Grinding kinetics and equilibrium states 
[microform] /, 85-21457 

Ground control study of a mechanized 
longwall coal operation in West Virginia 
/, 85-21283 

Ground exposure of composite materials for 
helicopters [microform] /, 85-21609 

Ground-water quality in Wyoming /, 85- 
21166 

Groundwater monitoring survey : a survey 
/, 85-22290 

The Guadalupe fur seal : a status review /, 
85-20428 

Guanchias Limitada : a case study of an 
agrarian reform cooperative and its long- 
term relationship with a multinational 
firm in Honduras /, 85-21894 

Guidance for hospital capital expenditure 
plans., 85-21117 

Guidance for the reregistration of pesticide 
products containing pendimethalin 
(108501) /, 85-20882 

Guidance manual for operators of small gas 
systems., 85-21969 

Guide for detecting drunk drivers at night., 
85-21967 

A Guide for developing public education 
programs on breast cancer., 85-21058 

Guide for new soldiers., 85-20602 

Guide to applying for permanent operating 
authority : property /, 85-21374 

A Guide to bone marrow transplant, 2., 
85-21975 

A Guide to doing business in the ASEAN 
region, Brunei/Indonesia/Malaysia/Phil- 
ippines/Singapore/Thailand., 85-20443 

A Guide to doing business with the Depart- 
ment of State /, 85-21845 

A guide to evaluating prevention programs 
in mental health /, 85-21112 

A Guide to supplemental security income., 
85-21044 


85- 
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A guide to the Learning Resource Center 
of the National Library of Medicine, 
85-21073 

Guideline for choosing a data management 
approach., 85-20363 

Guidelines for program income., 85-21836 

Guidelines for screening National Pollutant 
Discharge Elimination System permits /, 
85-21342 


H 


H.C.E.E.P., 85-20700, 85-20701 

Habitat suitability index models : a low 
effort system for planned coolwater and 
coldwater reservoirs /, 85-21345 

Habitat suitability index models : canvas- 
back (breeding habitat) /, 85-21350 

Habitat suitability index models : eastern 
cottontail /, 85-21346 

Habitat suitability index models : western 
grebe /, 85-21348 

Habitat suitability index models and in- 
stream flow suitability curves : paddlefish 
/, 85-21349 

Habitat suitability index models and in- 
stream flow suitability curves : warmouth 
/, 85-21347 

Hand receipt catalog covering content of : 
sets, kits, and outfits components list for 
tool kit locomotive electrician, (NSN 
5180-00-716-8753) (LIN W44375)., 85- 
20574, 85-20575, 85-20576 

Handbook : improving POTW performance 
using the composite correction program 
approach /, 85-20884 

Handbook for administration of the individ- 
ual training evaluation program., 85- 
20579 

Handbook of Army personnel tests., 
20582 

Handbook on child support enforcement., 
85-21132 

Handicapped children’s early education 
program HCEEP., 85-20700, 85- 
20701 

Harmonic analyses of stream temperatures 
in the Upper Colorado River Basin /, 
85-21168 

Hazardous air pollutants : 
phenomena /, 85-20860 

Hazardous materials tactical considerations 
: Student manual /, 85-20893 

Hazardous Waste Control and Enforcement 
Act of 1983 : report together with minor- 
ity views (to accompany H.R. 2867) (in- 
cluding cost estimate of the Congression- 
al Budget Office)., 85-22061 

Hazardous waste management recent 
changes and policy alternatives., 85- 
22362 

HCEEP, 85-20700, 85-20701 

Health assessment document for 1, 1, 1- 
Trichloroethane (methyl chloroform) : 
final report., 85-20840 


85- 


dry-deposition 
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Title Index 


Health care coverage and insurance premi- 
ums of families : United States, 1980 /, 
85-21122 

Health characteristics according to family 
and personal income, United States., 85- 
21090 

Health insurance for aged, participating 
health facilities, 85-21120 

Health planning amendments of 1983 : 
report together with additional and dis- 
senting views (to accompany H.R. 2934) 
(including cost estimate of the Congres- 
sinal Budget Office)., 85-22066 

Health professions educational assistance 
amendments of 1985 : report together 
with additional views (to accompany 
H.R. 2410) (including cost estimate of the 
Congressional Budget Office)., 85-22147 

Hearings on the reauthorization of the 
Higher Education Act : hearings before 
the Subcommittee on Postsecondary Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-eighth Congress, second session, 
on H.R. 5240 ... hearings held in Wash- 
ington, DC, on March 27, 28, 29; St. 
Louis, MO ... Flushing, NY ... Winona, 
MN ... Eau Claire, WI ... and Washing- 
ton, DC, on April 10, 11, 12, 1984. 85- 
22281 

Heat transfer and pressure drop in blade 
cooling channels with turbulence promot- 
ers [microform] /, 85-21667 

Heavy vehicle tests of tubular thrie beam 
retrofit bridge railings., 85-21938 

Helium ionization detection apparatus [mi- 
croform.], 85-21477 

Helpful hints on preparing a research grant 
application to the National Institutes of 
Health /, 85-21050 

Helsinki Human Rights Day., 85-20236 

Hiawatha National Forest, 7.5 minute series 
(topographic) /, 85-20189, 85-20190, 
85-20191, 85-20192 

A high energy stage for the National Space 
Transportation System [microform] / , 
85-21521 

High energy transients : final technical 
report to the National Aeronautics and 
Space Administration microform /, 85- 
21732 

High performance fibers for structurally re- 
liable metal and ceramic composites [mi- 
croform] /, 85-21637 

High pressure cosmochemistry applied to 
major planetary interiors [microform] : 
experimental studies /, 85-21749 

High pressure turbine ceramic shroud sup- 
port technology report [microform] / , 
85-21692 

High pressure turbine test hardware de- 
tailed design report [microform] / , 85- 
21689 

High-resolution spatial processing in under- 
water acoustics /, 85-20633 





October 1985 


A high resolution spectroscopic study of 
the oxygen molecule [microform] /, 85- 
21755 

High Reynolds number tests of the cast 10- 
2/DOA 2 airfoil in the Langley 0.3-meter 
transonic cryogenic tunnel - phase II [mi- 
croform] /, 85-21600 

High temperature deformation of hot- 
pressed polycrystalline orthoenstatite [mi- 
croform] /, 85-21744 

High temperature low-cycle fatigue mecha- 
nisms in single crystals of nickel-based 
superalloy Mar-M 200 [microform] / , 
85-21783 

High-temperature optically activated GaAs 
power switching for aircraft digital elec- 
tronic control [microform] / , 85-21780 

Higher education financing in the fifty 
states : interstate comparisons fiscal year 
1979 /, 85-20802, 85-20803 

Highway and its environment, $5-21937 

Highway bridge replacement and rehabilita- 
tion program : annual report of the Sec- 
retary of Transportation to the Congress 
of the United States in compliance with 
Section 144(i), Chapter 1 of Title 23, 
United States Code., 85-22003 

Highway safety engineering studies training 
course : case studies : appendices J-L., 
85-21936 

Highways, 85-20220 

Hiking trails : Lamping homestead : Ohio 
View : Scenic River., 85-20196 

Hiring and training workers /, 85-20808 

Hiring and training workers : executive 
summary /, 85-20807 

Historical summary of occupational radi- 
ation exposure experience in U.S. com- 
mercial nuclear power plants /, 85- 
22213 

The home., 85-21014 

Home electrical safety audit 
room checklist /, 85-22152 

Hot isostatically pressed manufacture of 
high strength MERL 76 disk and seal 
shapes. Volume II, Final report, project 2 
[microform] /, 85-21676 

Hot-pressed silicon nitride with various lan- 
thanide oxides as sintering additives [mi- 
croform]/, 85-21456 

Housing and urban development, 85- 
20221, 85-20222 

Housing and Urban-Rural Recovery Act of 
1983 : report together with minority, and 
supplemental minority views (including 
cost estimate of the Congressional Budget 
Office) (to accompany H.R. 1). 85- 
22054 

Housing characteristics of recent movers, 
85-20316 

Hover test of a full-scale hingeless rotor 
[microform] /, 85-21562 

How is your money spent? : The quarterly 
interview survey, the consumer expendi- 
ture surveys., 85-20238 

How to feed my child : a parent’s guide for 
feeding 2 to 5 year olds., 85-21048 


: room by 





Index map of published 1:100,000-scale geologic 


How your letter gets there : family coloring 
book., 85-21825 

Hubble space telescope., 85-21794 

Human resource development and new 
technology in the automobile industry : a 
case study of Ford Motor Company’s 
Dearborn Engine Plant : the development 
and utilization of human resources in the 
context of technological change and in- 
dustrial restructuring /, 85-20745 

Human response to vibroacoustic environ- 
ments of space vehicles [microform] / , 
85-21611 

Hurricane Research Division fiscal year ... 
programs, fiscal year ... projections., 85- 
20432 

Hybrid laminar flow control study final 
technical report [microform] : energy ef- 
ficient transport program., 85-21680 

A hybrid method of mapping and photo- 
geodetic control network densification /, 
85-20396 

Hydraulic flume laboratory erosion-test 
equipment /, 85-21273 

Hydraulic model studies : Ridgway Dam 
outlet works /, 85-21271 

Hydrology of area 11, Eastern Coal Prov- 
ince, Ohio, Kentucky, and West Virginia 
/, 85-21164 

Hygrothermal effects on mechanical behav- 
ior of graphite/epoxy laminates beyond 
initial failure [microform] / , 85-21563 

Hypnotically refreshed testimony en- 
hanced memory or tampering with evi- 
dence? /, 85-21405 


I 


IBM system/360 time sharing system : com- 
mand system user’s guide., 85-21650 

Ice forces on rigid, vertical, cylindrical 
structures /, 85-20618 

Identification of unusual pathogenic gram- 
negative aerobic and facultatively anaero- 
bic bacteria /, 85-21099 

An IEEE 802.4 token bus network simula- 
tion /, 85-20377 

If teachers were thought of as executives— 
implication for teacher preparation and 
certification /, 85-20777 

Impact of budget proposals on agriculture 
and farm commodities issues : hearing 
before the Committee on the Budget, 
House of Representatives, Ninety-ninth 
Congress, first session, February 15, 1985, 
Atchison, KS., 85-22273 

Impact of budget proposals on income 
maintenance programs, trade and eco- 
nomic policy, state and local issues : 
hearing before the Committee on the 
Budget, House of Representatives, 
Ninety-ninth Congress, first session, Feb- 
ruary 14, 1985, San Francisco, CA., 85- 
22272 

The impact of changing women’s roles on 
transportation needs and usage /, 85- 
21927 
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The impact of science on society /, 85- 
21655 

The impact of the budget process on Of- 
fices of Inspector General : second report 
/, 85-22103 

Implementation of polymer impregnation as 
a bridge deck sealant /, 85-21269 

Implementation of the Emergency Veter- 
ans’ Job Training Act of 1983 : hearing 
before the Subcommittee on Education, 
Training, and Employment of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-ninth Congress, 
first session, February 14, 1985., 85- 
22354 

Implementing school improvement strate- 
gies /, 85-20775 

Implications of a class of grand unified 
theories for large scale structure in the 
universe [microform] /, 85-21587 

Improved ceramic anodes for corrosion 
protection /, 85-20619 

Improved motorcycle and moped head- 
lamps /, 85-21964 

Improvements in the accuracy and stability 
of algorithms for the small-distrubance 
[sic] and full-potential equations applied 
to transonic flows [microform] / , 85- 
21559 

Improving child care services : what can be 
done? : hearings before the Select Com- 
mittee on Children, Youth, and Families, 
House of Representatives, Ninety-eighth 
Congress, second session, hearings held in 
Washington, DC, on September 5 and 
September 6, 1984., 85-22274 

Improving conditions for principal effec- 
tiveness : policy implications of research 
on effective principals / A. Lorri Man- 
asse., 85-20776 

Improving highway information at hazard- 
ous locations : seven case studies : sum- 
mary of demonstration project no. 48 /, 
85-21928 

In the matter of certain apparatus for flow 
injection analysis and components thereof 

investigation no. 337-TA-151., 85- 

21386 

In the matter of certain bag closure clips : 
investigation no. 337-TA-170 : Commis- 
sion advisory opinion., 85-21388 

In the matter of certain modular structural 
systems : investigation no. 337-TA-164., 
85-21387 

Incompressible lifting-surface aerodynamics 
for a rotor-stator combination [micro- 
form] /, 85-21508 

Increase in whole-body peripheral vascular 
resistance during three hours of air or 
oxygen prebreathing [microform] /, 85- 
21444 


Index map of published 1:100,000-scale geo- 
logic quadrangle maps prepared for the 
Directorate General of Mineral Re- 
sources, Kingdom of Saudi Arabia [mi- 
croform] /, 85-21175 
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Indian Education Act, Indian students have the 


Indian Education Act, Indian students have 
the right to excellence in education, 85- 
22160 

Indian elderly and entitlement programs : 


an demonstration project /, 

85-21130 

Indian Health Care Amendments of 1985 : 
report (to accompany S. 277)., 85-22032 

Individual differences in chromatic bright- 
ness matching /, 85-20669 

Influence of aluminum oxide film on ther- 
mocompression bonding of gold wire to 
evaporated aluminum film [microform] / 
, 85-21475 

Influence of vertical compressive stress on 
shear resistance of concrete block mason- 
ry walls /, 85-20373 

Information collection budget of the United 
States government., 85-21837 

Information to claimants., 85-21923 

Infrared radiation : programmed instruc- 
tion., 85-20664 

An infrared study of the bi-polar outflow 
region GGD 12-15 [microform] / , 85- 
21623 

Inhalable particulate network report : oper- 
ation and data summary (mass concentra- 
tions only) /, 85-20864 

Initial reports of the Deep Sea Drilling 
Project. Volume LXXX, covering Leg 
80 of the cruises of the drilling vessel 
Glomar Challenger, Brest, France, to 
Southampton, United Kingdom, June- 
July, 1981 : a project planned by and 
carried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES) /, 85-21823 

Initialization program for local AFOS-ERA 
forecast verification software., 85-20401 

Innovation and change in American educa- 
tion— Kensington revisited : a fifteen 
year follow-up of an innovative elementa- 
ry school and its faculty., 85-20738 

Insects., 85-21013 

Inspection and certification program for ra- 
diacmeters (dosimeters) IM-90/PD, IM- 
930/UD, IM-1470/PD, and IM-185(/ 
UD., 85-20598 

Instruction manual 
(HO83)., 85-20405 

Instructional program notes : clinical exami- 
nation of the oral and perioral soft tis- 
sues., 85-21985 

Instructional program notes : communicable 
diseases in the dental environment., 85- 
21990 

Instructional program notes : complete arch 
casts with removable dies., 85-21984 

Instructional program notes : dental assist- 
ant utilization : amalgam procedure., 85- 
21981 

Instructional program notes : dental assist- 
ant utilization : endodontics—the initial 
visit., 85-21982, 85-21983 

Instructional program notes : dental assist- 
ant utilization : rubber base impression 
technique., 85-21980 
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Instructional program notes : denture base 
esthetics color tinting., 85-21988 

Instructional program notes : impressioning 
for proper placement of the lingual bar 
major connector., 85-21987 

Instructional program notes : panelipse pa- 
tient positioning., 85-21986 

Instructional program notes : quick esthetic 
provisionalization., 85-21991 

Instructional program notes : root planing 
and gingival curettage., 85-21989 

Instructor’s guide : Petty Officer indoctrina- 
tion course., 85-20670 

Integrated application of active controls 
(IACC) technology to an advanced sub- 
sonic transport project : longitudinal han- 
dling qualities study of a relaxed-stability 
airplane h microform /, 85-21662 

Integrated plant safety assessment : system- 
atic evaluation program, San Onofre Nu- 
clear Generating Station, Unit 1 : South- 
ern California Edison Company, docket 
no. 50-206 : draft report., 85-22171 

Intent to designate 32 countries as least- 
developed beneficiary developing coun- 
tries : communication from the President 
of the United States, transmitting notice 
of the intent to designate 32 countries as 
least-developed beneficiary developing 
countries, pursuant to 19 U.S.C. 
2464(c)(6)(B)ii)., 85-22046 

Intepretation and manipulation in human 
plans /, 85-20811 

Interactions between satellites and plasma 
[microform] /, 85-21469 

Interactions of twin boundaries and disloca- 
tions in solar silicon [microform] : topical 
technical report /, 85-21731 

An Interactive computer code for calcula- 
tion of gas-phase chemical equilibrium 
(EQLBRM) [microform] /, 85-21693 

Interactive flight control system analysis 
program [microform] /, 85-21711 

Interactive graphics simulator : design, de- 
velopment, and effectiveness/cost evalua- 
tion /, 85-20691 

Internal = revenue, 85-20223, 85-20224, 
85-20225, 85-20226, 85-20227 

Internal revenue bulletin. Cumulative bulle- 
tin, 85-21915 

Internal revenue cumulative bulletin., 
21915 

International mail—determining classifica- 
tions and prohibitions., 85-20515 

International mail processing mail for air 
service, postage rates and special services 
fees., 85-20516 

International Telecommunication Conven- 
tion (Nairobi, 1982) : message from the 
President of the United States transmit- 
ting the International Telecommunication 
Convention, with annexes, and a final 
protocol to the Convention signed on 
behalf of the United States at Nairobi on 
November 6, 1982., 85-22005 

Interpreting WH-questions in English, 
German, and Dutch /, 85-20726 


85- 
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Interpretive geochemical map of the Iron 
River 1°x 2° quadrangle, Michigan and 
Wisconsin /, 85-21260 

Interstate Commerce Commission reports. 
Motor carrier cases /, 85-21375 

Inventario de floresta plantada atraves de 
amostragem em multiplo estagio com 

proporcional a grandeza., 
85-21735 

Inverted pyramid-shaped plugs for closing 
abandoned mine shafts : Galena, KS, 
demonstration project /, 85-21291 

Investigating children’s story productions /, 
85-20746 

Investigation of a pulsed electrothermal 
thruster system [microform] / , 85- 
21786 

Investigation of light source and scattering 
medium related to vapor-screen flow vis- 
ualization in a supersonic wind tunnel /, 
85-21607 

Investigation of the influence of the zeta- 
potential on the filtration rate in the pres- 
ence of collectors [microform] / , 85- 
21463 

Investigation of the three-dimensional flow 
field within a transonic fan rotor [micro- 
form] : experiment and analysis /, 85- 
21503 

Investigation of tri-service heat distribution 
systems /, 85-20621 

Ion beamlet steering for two-grid electro- 
static thrusters [microform] / , 85-21773 

Iran-Iraq war., 85-21882 

Irradiation proposed to treat food /, 85- 
21085 

Irrigated lands [microform] : monitoring by 
remote sensing., 85-21733 

Isolation and identification of streptococci : 
techniques manual /, 85-21102 

Israel : an overview., 85-21883 

Issledovanie vliianiia dzeta-potentsiala na 
skorost filtrovaniia v prisutstvii sobirate- 
lei., 85-21463 

Item analysis appropriate for domain-refer- 
enced classroom testing /, 85-20730 


J 


Jack D. Watson Post Office Building : 
report (to accompany H.R. 3151)., 85- 
22071 

Jet engine mechanic (AFSC 42652)., 
20683 

Job aptitude requirement waivers for re- 
trained airmen /, 85-20689 

Job loss and its effects on dislocated work- 
ers and their families /, 85-20766 

Job program I for lesson topic 2.7 : publica- 
tion maintenance., 85-20634 

Job Training Partnership Acct : initial imple- 
mentation of program for disadvantaged 
youth and adults : summary : report to 
the Congress /, 85-20997 


85- 
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John Jay High School project “RES- 
CATE”, 1982-1983 /, 85-20761 

Joint Resolution Commemorating — the 
Twenty-Fourth Anniversary of the Bay 
of Pigs Invasion to Liberate Cuba from 
Communist Tyranny., 85-20232 

Joint Resolution Designating the Month of 
May 1985, as “National Child Safety 
Awareness Month.”, 85-21037 

Joint Resolution Designating the Week Be- 
ginning March 3, 1985, as “Women’s His- 
tory Week.”, 85-21035 

Joint Resolution to Authorize and Request 
the President to Issue a Proclamation 
Designating April 21 through April 28, 
1985, as “Jewish Heritage Week.”, 85- 
20233 

Joint Resolution to Designate May 7, 1985, 
as “Helsinki Human Rights Day”, 85- 
20236 

Joint Resolution to Designate the Week of 
April 14, 1985 as “Crime Victims 
Week.”, 85-20234 

Joint Resolution to Designate the Week of 
April 21, 1985, through April 27, 1985, as 
“National DES Awareness Week”, 85- 
20235 

Joint Resolution to Designate the Week of 
February 10, 1985, through February 16, 
1985, as “National DECA Week.”, 85- 
21034 

Joint Resolution to Designate the Week of 
March 24, 1985, through March 30, 1985, 
as “National Skin Cancer Prevention and 
Detection Week”, 85-21036 

The Jovian atmospheric window at 2.7 mi- 
crons [microform] : a search for H2S /, 
85-21626 

Judicial interpretation of the Education for 
All Handicapped Children Act /, 85- 
20748 


K 


Kakushu rantanido sankabutsu o shoketsu 
jozai to suru chikka keiso hotto-puresu 
shokettai., 85-21456 

Kasprzyk airfoil [microform] : the first 
wind-tunnel tests /, 85-21489 

Klondike Gold Rush National Historical 
Park., 85-21330 

Konodo sasupenjon no ryudo tokusei., 85- 
21458 

Korea, status report., 85-21884 


L 


L.W.R. pressure vessel surveillance dosime- 
try improvement program. Quarterly 
progress report, 85-22187, 85-22191 

La Paz Enterprises, Limited : report (to 
accompany H. Res. 57)., 85-22080 

La prueba pap : un metodo para el diagnos- 
tico del cancer de la cerviz., 85-21055 

Lake Erie intensive study 1978-1979 : final 
report /, 85-20873 





The Lower Cretaceous ammonite Schloenbachia 


Lake Erie intensive survey, 1978-1979 /, 
85-20827 

Lake Mead National Recreation Area, Ari- 
zona-Nevada draft environmental 
impact statement., 85-21141 

Land of contrast : a history of southeast 
Colorado /, 85-21361 

Land treatment of petroleum refinery 
sludges /, 85-20870 

Langley Aeronautics and Space Test high- 
lights, 1983 [microform.], 85-21541 

Language and literacy learning in bilingual 
instruction : descriptive studies-Asian, 
Spanish, Navajo, (NIE-R-80-0026 [i.e 
(NIE-X-80-0043)]/, 85-20787 

Large-diameter astromast development, 
phase II, final report [microform] /, 85- 
21702 

Large scale assessment of oral communica- 
tion skills : kindergarten through grade 
12 /, 85-20769 

A Large scale height galactic component of 
the diffuse 2-60 keV background [micro- 
form] /, 85-21524 

Large scale OTEC pipe program : develop- 
ment, experimental results, and trends /, 
85-20397 

Laser balancing system for high material 
removal rates [microform] / , 85-21782 

The lateral-directional characteristics of a 
74-degree delta wing employing gothic 
planform vortex flaps [microform] / , 
85-21671 

Laurel Hill Wildlife Drive., 85-21333 

Lead : a chapter from Mineral facts and 
problems, 1985 edition., 85-21279 

Leadership guide., 85-20487 

Leadership handbook., 85-20609 

Leadership makes the difference. 85- 
20580 


Leadville National Fish Hatchery., 
21336 

Leakage into the Navy oxygen breathing 
apparatus when worn over spectacles /, 
85-20668 


85- 


Learning words from context /, 85-20797 

The Legal Feed Equity Act : hearing 
before the Subcommittee on the Constitu- 
tion of the Committee on the Judiciary, 
United States Senate, Ninety-eighth Con- 
gress, second session, on S. 2802 ... Sep- 
tember 11, 1984., 85-22327 

Legal Services Act Amendments of 1983 : 
report together with additional and dis- 
senting views (to accompany H.R. 2909) 
(including cost estimate of the Congres- 
sional Budget Office)., 85-22062 

Legal Services Corporation, general over- 
sight : hearing before the Subcommittee 
on Courts, Civil Liberties, and the Ad- 
ministration of Justice of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, second ses- 
sion, on Legal Services Corporation gen- 
eral oversight, February 29, 1984., 85- 
22318 
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Legislation to authorize VA _ recoveries 
from private health insurance would 
result in substantial savings : summary : 
report to the Congress /, 85-20999 

Legislative branch appropriations for 1986 : 
hearings before a subcommittee of the 
Committee on Appropriations, House of 
Representatives, Ninety-ninth Congress, 
first session /, 85-22251 

LEO atomic oxygen effecis on spacecraft 
materials [microform] : STS-5 results /, 
85-21612 

Lesson guide for captioned films, XIX : a 
training and utilization guide., 85-20697 

Letters of delegates to Congress, 1774-1789 
/, 85-21422 

Lewis and Clark National Forest (Jefferson 
Division) Montana : forest visitors map 
and travel plan., 85-20193 

Lewis and Clark National Forest (Rocky 
Mountain Division) Montana : forest visi- 
tors map and travel plan /, 85-20194 

Library and information services in a learn- 
ing society, 85-22162 

Library Services and Construction Act 
technical amendments : report together 
with individual views (to accompany 
H.R. 1997) (including cost estimate of the 
Congressional Budget Office)., 85-22143 

Lifetime fitness and exercise for older 
people : a background paper /, 85-21127 

Light list /, 85-21957, 85-21958 

Lightning swept-stroke attachment patterns 
and flight conditions for storm hazards 
’81 [microform] /, 85-21604 

Limb-sparing treatment of adult soft-tissue 
sarcomas and osteosarcomas., 85-21052 

Linear motion valve [microform.] , 85- 
21814 

List of publications of the United States 
Geological Survey, 85-21159 

Literacy for a technological world /, 85- 
20722 

Local stability analysis for a planar shock 
wave [microform] /, 85-21803 

Locating and estimating air emissions from 
sources of chromium., 85-20877 

Long-term farm policy to succeed the Agri- 
culture and Food Act of 1981 : hearings 
before the Committee on Agriculture, 
House of Representatives, Ninety-eighth 
Congress, second session., 85-22239 

Long-term performance of materials used 
for high-level waste packaging /, 85- 
22200 

Low cycle fatigue behavior of convention- 
ally cast MAR-M 200 at 1000 C [micro- 
form] /, 85-21510 

Ow pressure turbine test hardware detailed 
design report [microform] / , 85-21690 

The Lower Cretaceous ammonite Schloen- 
bachia leonensis Conrad var. equidistans 
Cragin /, 85-21154 
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Lowering expectations : the impact of student 


Lowering expectations : the impact of stu- 
dent employment on classroom knowl- 
edge /, 85-20733 

LOX/LHzpropulsion system for launch ve- 
hicle upper stage [microform] : 2nd 
report, test results /, 85-21483 

Lubricity of well-characterized jet and 
broad-cut fuels by ball-on-cylinder ma- 
chine [microform] / , 85-21523 

LWR pressure vessel dosimetry improve- 
ment program. Quarterly progress report, 
85-22187, 85-22191 

LWR pressure vessel surveillance dosime- 
try improvement program /, 85-22196 

LWR pressure vessel surveillance dosime- 
try improvement program. Quarterly 
progress report /, 85-22187, 85-22191 
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The macroeconomic implications of labor 
contracting with asymmetric information 
/, 85-20993 

Magnetic spin reduction system for free 
spinning objects [microform] : patent ap- 
plication., 85-21813 

Maintain stamp stock., 85-20517 

Maintenance discipline., 85-20509 

Maintenance personnel performance simula- 
tion (MAPPS) model /, 85-22194 

Major defense issues being addressed by the 
General Accounting Office : report to the 
Congress /, 85-21001 

Major issues in the federal law of employ- 
ment discrimination : supplement 1 and 
table of authorities /, 85-21411 

Management, a bibliography for NASA 
managers., 85-21659, 85-21660 

Management, a continuing bibliography 
with indexes, 85-21659, 85-21660 

Management information control : list of 
approved recurring management informa- 
tion requirements., 85-20522 

Manual of patent examining form para- 
graphs., 85-20382 

Manual of patent examining procedure., 
85-20383 

Manual performance in the cold with 
gloves and bare hands /, 85-20667 

MAPAD : Military assistance program ad- 
dress directory system., 85-20472 

Mapping magnetized geologic structures 
from space [microform] : the effect of 
orbital and body parameters /, 85-21582 

Mapping project on land use changes in the 
carboniferous region of Santa Catarina 
[microform.], 85-21734 

Marine accident report : ramming of the 
Poplar Street Bridge by the towboat M/ 
V Erin Marie and its twelve-barge tow, 
St. Louis, Missouri, April 26, 1984 /, 
85-21933 

Marine recreational fishery statistics survey. 
Atlantic and Gulf coasts., 85-20413 

Mariners weather log., 85-20406 

Marketing in Canada /, 85-20444 
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Mars-earth geographical comparisons [mi- 
croform] : a pictorial view /, 85-21595 

Mars exploration Venus swingby and con- 
junction class mission modes, time period 
2000 to 2045 [microform] / , 85-21621 

The Martian climate [microform] : energy 
balance models with CO./H:O atmos- 
pheres /, 85-21758 

Martian impact basins [microform] : mor- 
phology differences and tectonic prov- 
inces /, 85-21759 

Mary E. Stokes : report (to accompany 
H.R. 1783)., 85-22129 

Master plan, 1985 : Slidell Computer Com- 
plex, Slidell, Louisiana., 85-21651 

MATADOR : a computer code for the 
analysis of radionuclide behavior during 
degraded core accidents in light water 
reactors /, 85-22217 

MATADOR (Methods for the Analysis of 
Transport And Deposition Of Radionu- 
clides) code description and user’s manual 
/, 85-22218 

Material properties, loads, and stress analy- 
sis [microform] : Spartan REM : appen- 
dix A/, 85-21698 

Materials for advanced turbine engines [mi- 
croform] : project completion report, 
project 2 : Rene 150 directionally solidi- 
fied superalloy turbine blades. Volume II 
/, 85-21691 

Materials for advanced turbine engines. 
Project 3, Project completion report. 
Volume II, Advanced blade tip seal 
system [microform] /, 85-21685 

Mathematical sciences postdoctoral re- 
search fellowships. Announcement /, 
85-21820 

A mathematical simulation model of a CH- 
47B helicopter [microform] / , 85-21527 

The Maumee River basin pilot watershed 
study /, 85-20828 

Maurice Bishop’s “i.e of march” speech, 
September 13, 1982., 85-21843 

McLoughlin House., 85-21317 

Meals on Wheels of the Monterey Penin- 
sula, Inc. : report (to accompany H.R. 
1095)., 85-22113 

The meaning of Vietnam /, 85-21859 

Measurement of the inertial constants of a 
rigid or flexible structure of arbitrary 
shape through a vibration test [micro- 
form] /, 85-21480 

Measurement techniques for evaluating 
solar reflector materials /, 85-20365 

Meat animals, production, disposition, and 
income, final estimates for ..., 85-20186 

The mechanisms of flame holding in the 
wake of a bluff body [microform] : final 
report NASA grant NAG 3-60, May 21, 
1980 to August 21, 1983 /, 85-21754 

Medical services : veterinary, medical food 
inspection., 85-20521 

Medicare and Medicaid Patient and Pro- 
gram Protection Act of 1985 : report (to 
accompany H.R. 1868 ... referred jointly 
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to the Committee on Ways and Means 
and the Committee on Energy and Com- 
merce) (including cost estimate of the 
Congressional Budget Office)., 85-22131 

Medicare, participating health facilities. 
85-21120 

Medicine Bow WTS-4 wind turbine field 
tests /, 85-21274 

Meeker Dome Unit, Colorado : preliminary 
findings report /, 85-21266 

Mental illness in nursing homes : agenda for 
research /, 85-21110 

The Merchant Marine Act, 1936, the Ship- 
ping Act of 1984, and related acts (as 
amended through the 98th Congress)., 
85-22333 

Merit pay /, 85-20817 

Meromictic lakes and varved lake sediments 
in North America /, 85-21152 

Methane heat transfer investigation techni- 
cal progress narrative [microform] 
period of performance : 15 August thru 
October 31 /, 85-21648 

Methods and procedures used at the Na- 
tional Bureau of Standards to certify 
sulfur in coal SRM’s for sulfur content, 
calorific value, ash content /, 85-20357 

Microcomputer selection guide for con- 
struction field offices /, 85-20622 

Microscopic aspects of the effect of friction 
reducers at the lubrication limit [micro- 
form] /, 85-21450 

Microstructure and properties of ceramics 
[microform] /, 85-21452 

Microstructure and surface chemistry of 
amorphous alloys important to their fric- 
tion and wear behavior [microform] / , 
85-21505 

Microstructure of ceramics fabricated by 
unidirectional solidification [microform] / 
» 85-21455 

Microwave amplifiers, AB-4-1-16A : pro- 
grammed instruction., 85-20658 

Microwave and X-ray observations of de- 
layed brightenings at sites remote from 
the primary flare locations [microform] / 
, 85-21584 

Midair collision, McDonnell Douglas F-4C, 
Beech D-55 Baron, Cherry Point, North 
Carolina, January 9, 1983., 85-21931 

Military construction appropriation bill, 
1985 : report (to accompany H.R. 5898)., 
85-22092 

Military Construction Authorization Act, 
1986 : report together with dissenting 
views (to accompany H.R. 1409) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 85-22145 

Military construction authorization and ap- 
propriation for fiscal year 1985 : joint 
hearings before the Subcommittee on 
Military Construction of the Committee 
on Armed Services, on S. 2364 ... and the 
Subcommittee on Military Construction 
of the Committee on Appropriations, on 
H.R. 5898 United States Senate, 
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Ninety-eighth Congress, second session, 
March 20, 21, 22, 23, 1984., 85-22258 

Military pay and allowances entitlements 
manual /, 85-20450 

Military police : military working dogs., 
85-20578 

Milk, production, disposition, and income /, 
85-20206 

Milk, production, disposition, and income 
(Washington, D.C. : 1983), 85-20206 

Milk, production, disposition, income, 85- 
20206 

Milling of SisN,with SisN,hardware [micro- 
form] /, 85-21629 

Mineral industry of Indonesia, 85-21302 

Mineral industry of Missouri, 85-21303 

Mineral industry of North Carolina, 85- 
21304 

Mineral industry of Ohio, 85-21305 

Mineral resources of the United States, 85- 
21301 

Minerals yearbook /, 85-21301 

Minimizing lead contamination in copper 
produced by solvent  extraction- 
electrowinning /, 85-21286 

Mining ocean manganese nodules : descrip- 
tion and economic analysis of a potential 
venture /, 85-21296 

Minority elderly and low-income needs : 
New York : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives,  Ninety-eighth Congress, 
second session, March 2, 1984 New York, 
NY., 85-22232 

Miscellaneous tax bills : hearing before the 
Subcommittee on Select Revenue Meas- 
ures of the Committee on Ways and 
Means, House of Representatives, Ninety- 
eighth Congress, second session, October 
3, 1984., 85-22357 

Mission science value/cost savings from the 
Advanced Imaging Communication 
System (AICS) [microform] / , 85- 
21765 

Mobility of radionuclides in high chloride 
environments : a case study of waters 
within and near the Delaware Basin, 
Southeastern New Mexico /, 85-22220 

Mobility of toxic compounds from hazard- 
ous wastes /, 85-20862 

Mobilization and the national defense /, 
85-20465 

Model equation for simulating flows in mul- 
tistage turbomachinery [microform] / , 
85-21633 

Model research : the National Advisory 
Committee for Aeronautics, 1915-1958 /, 
85-21656 

Modeling of aircraft cabin fires /, 85- 
20364 

Modification to shock fitting program [mi- 
croform] /, 85-21574 

Molybdenum distribution in B-horizon soils, 
Iron River 1 x 2 quadrangle, Michigan 
and Wisconsin /, 85-21259 





Negotiations, the path to peace in the Middle 


Monetary policy games and the role of pri- 
vate information /, 85-20994 

Money income and poverty status of fami- 
lies and persons in the United States., 
85-20309 

Mortality statistics ... 
21096 

Motor carrier cases, 85-21375 

Moving and storage wage survey, Middle- 
sex, Monmouth, and Ocean Counties, 
NJ. /, 85-21415 

Moving and storage wage survey, North 
Dakota /, 85-21414 

Mt. Baker-Snoqualmie National Forest, 
Washington /, 85-20195 

Multiple alternatives for educational evalua- 
tion and decision-making /, 85-20737 

Multispectral and geomorphic studies of 
processed Voyager 2 images of Europa 
[microform] /, 85-21760 

Munitions restricted or suspended., 
20583 

The musical languages of Elliott Carter /, 
85-21434 

M60A3 TTS procedure guide., 
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N.LH. research grants, 85-21051 

N.1.0.S.H. certified equipment list as of ..., 
85-21105 

N.LO.S.H. report on occupational safety 
and health for fiscal year ... under Public 
Law 91-596, 85-21104 

N.R.L. fact book, 85-20676 

Nacelle Aerodynamic and Inertial Loads 
project [microform] : test report., 85- 
21696 

NASA Ames Summer High School Ap- 
prenticeship Research Program, June 13 - 
August 19, 1983 [microform] : student 
papers., 85-21550 

The NASA photovoltaic technology pro- 
gram [microform] /, 85-21501 

NASA Redox Storage System Develop- 
ment Project [microform] : final report /, 
85-21500 

NASA rotor system research aircraft flight- 
test data report [microform] : helicopter 
and compound configuration /, 85- 
21545 

NASA thunderstorm overflight program 
[microform] /, 85-21614 

National and world economy., 85-21017 

National Bureau of Standards authorization 
: report (to accompany S. 796)., 85- 
22013 

National credit union directory, 85-21815 

National Defense Authorization Act for 
fiscal year 1986 : report (to accompany S. 
1029) ... together with additional views /, 
85-22019 

National Defense University ... catalogue., 
85-20466 


National DES Awareness Week., 85-20235 
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National Development Investment Act : 
report (to accompany H.R. 10 which on 
January 3, 1985, was referred jointly to 
the Committee on Public Works and 
Transportation and the Committee on 
Banking, Finance and Urban Affairs) (in- 
cluding cost estimate of the Congression- 
al Budget Office)., 85-22144 

National Emergency Training Center., 
20887 

National emergency with respect to Nicara- 
gua : message from the President of the 
United States transmitting notification of 
the exercise of authority under the Inter- 
national Emergency Economic Powers 
Act with respect to Nicaragua, pursuant 
to 50 U.S.C. 1703., 85-22051 

National Endowment for the Humanities 
and the Equal Employment Opportunity 
Commission : sixth report by the Com- 
mittee on Government Operations togeth- 
er with dissenting, additional, and addi- 
tional dissenting views., 85-22107 

The National Health Service Corps., 85- 
21115 

National Library of Medicine news. NLM 
publications, 85-21077 

National listing of providers furnishing 
kidney dialysis and transplant services /, 
85-21121 

The national parks : shaping the system /, 
85-21313 

National Science Foundation Authorization 
Act for fiscal year 1986 : report (to ac- 
company S. 903)., 85-22009 

National security and mobilization manage- 
ment : regional studies program : academ- 
ic year 1984-1985 /, 85-20464 

National severe local storms operations plan 
/, 85-20389 

National Skin Cancer Prevention and De- 
tection Week., 85-21036 

National summaries, 85-20606 

Natural environment design criteria for the 
advanced x-ray astrophysics facility 
(AXAF) definition and preliminary 
design [microform] /, 85-21622 

Natural laminar flow airfoil design consid- 
erations for winglets on low-speed air- 
planes [microform] /, 85-21674 

The Nature of AFGL 2591 and its associat- 
ed molecular outflow [microform] : infra- 
red and millimeter-wave observations /, 
85-21556 

The Naval Research Laboratory : where 
your future begins., 85-20675 

The NCES commitment to excellence /, 
85-20799 

NCLIS annual report, 85-22162 

NDU-DODCI course catalog., 85-20467 

Need answers? : call National Institute of 
Justice/NCJRS Data Base Search Serv- 
ice., 85-21403 

Negotiations, the path to peace in the 
Middle East /, 85-21865 
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NESDIS international activities., 85-20408 

Neutral carbon in the egg nebula (AFGL 
2688) [microform] /, 85-21528 

New GI Bill amendments of 1985 : report 
(to accompany H.R. 752 ... referred joint- 
ly to the Committee on Veterans’ Affairs 
and the Committee on Armed Services) 
(including cost estimate of the Congres- 
sional Budget Office)., 85-22098 

New Madrid seismotectonic study : activi- 
ties during fiscal year 1983 /, 85-22219 

A new method of measuring power system 
capacity /, 85-21272 

New Mexico statewide wilderness study /, 
85-21142 

The new opportunity for peace in Nicara- 
gua : April 17, 1985., 85-21854 

New publications of the Geological Survey, 
85-21159 

News (National Library of Medicine 
(U.S.)), 85-21077 

The next logical step., 85-21440 

NGC 2024 [microform] : far-infrared and 
radio molecular observations /, 85- 
21552 

NHTSA authorization and means of im- 
proving highway safety : hearing before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-ninth Congress, first session ... 
February 21, 1985., 85-22275 

NHTSA heavy duty vehicle brake research 
program : report no. 1—stopping capabil- 
ity of air braked vehicles., 85-21965 

Nicaragua : the stolen revolution : March 
27, 1985., 85-21850 

The Nicaraguan peace process : a documen- 
tary record : April 1985., 85-21891 

NIH research grants, 85-21051 

A nineteenth century Ute burial from 
northeast Utah /, 85-21362 

NIOSH certified equipment, 85-21105 

NIOSH certified equipment list as of ..., 
85-21105 

NIOSH report on occupational safety and 
health for fiscal year ... under Public Law 
91-596., 85-21104 

NOAA information technology systems 
plan., 85-20386 

NOAA _undersea 
report, 85-20402 

NOAA weather radio : the voice of the 
National Weather Service., 85-20404 

NOAA’s Office of Undersea Research ... 
report., 85-20402 

Noise generated by a propeller in a wake 
[microform] /, 85-21538 

The noise guidebook : a reference docu- 
ment for implementing the Department of 
Housing and Urban Development’s noise 
policy /, 85-21135 

Nomination of Beryl Wayne Sprinkel : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-ninth Congress, 
first session, on the nomination of Beryl 
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Wayne Sprinkel, to be chairman of the 
Council of Economic Advisers, April 2, 
1985., 85-22270 

Nomination of John W. Shannon to be As- 
sistant Secretary of the Army (Installa- 
tions and Logistics) : hearing before the 
Committee on Armed Services, United 
States Senate, Ninety-ninth Congress, 
first session ... January 23, 1985., 85- 
22260 

Nomination of Martha Romayne Seger : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, United 
States Senate, Ninety-ninth Congress, 
first session, on nomination of Martha 
Romayne Seger to be a member of the 
Board of Governors of the Federal Re- 
serve System for a term of 14 years from 
February 1, 1984; March 27, 1985., 85- 
22271 

Nomination of Richard H. Hughes : hearing 
before the Committee on Banking, Hous- 
ing, and Urban Affairs, United States 
Senate, Ninety-ninty Congress, first ses- 
sion, on the nomination of Richard H. 
Hughes, to be a member of the Board of 
Directors of the Export-Import Bank of 
the United States for a term expiring Jan- 
uary 20, 1987, March 13, 1985., 85- 
22269 

Non-destructive evaluation techniques high 
temperature ceramic component parts for 
gas turbines [microform] /, 85-21488 

Non-intrusive speed sensor [microform] : 
NAS8-34658 final report, phase I, RI/ 
RD84-232 /, 85-21703 

Nongame fish and wildlife conservation au- 
thorization : report (to accompany H.R. 
1406) (including cost estimate of the Con- 
gressional Budget Office)., 85-22126 

North Pacific fur seals : current problems 
and opportunities concerning conserva- 
tion and management : a special report to 
the President and the Congress /, 85- 
22221 

Northeast Corridor Regional Modeling 
Project : ozone and precursor transport 
in New York City and Boston during the 
1980 field program /, 85-20879 

Northern Africa and the Middle East., 
21838 

Northern Ireland., 85-21885 

The Northern Rockies Program on Women 
in the Curriculum : final report /, 85- 
20791 

Notice to mariners., 85-20406 

NRL fact book, 85-20676 

NSSDC and WDC-A-R&S document avail- 
ability and distribution services [micro- 
form.], 85-21642 

Nuclear processes in the jets of SS433 [mi- 
croform] /, 85-21575 

Nuclear reactor safety /, 85-22190 

Nuclear reactor safety, quarterly progress 
report, 85-22190 

Nuclear reactor safety (Washington, D.C.), 
85-22190 


85- 
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Numerical analysis of flow and heat trans- 
fer in the VAFB LOX storage Dewar 
tank [microform] /, 85-21746 

The numerical solution of the Helmholtz 
equation for wave propagation problems 
in underwater acoustics [microform] / , 
85-21723 

Numerical studies of unsteady transonic 
flow over an oscillating airfoil [micro- 
form] /, 85-21566 

Nutrition policy and the elderly /, 85- 
21125 

Nutritional models for space travel from 
chemically defined diets [microform] / , 
85-21673 


O 


Observed behavior of cesium, iodine, and 
tellurium in the ORNL fission product 
release program /, 85-22203 

Observing the twentieth anniversary of the 
Older Americans Act : report together 
with supplemental views (to accompany 
H. Con. Res. 132) (including cost esti- 
mate of the Congressional Budget 
Office)., 85-22125 

Occupational radiation exposure at com- 
mercial nuclear power reactors, 85- 
22167 

Occupational radiation exposure at com- 
mercial nuclear power reactors ... annual 
report., 85-22167 

Occupational radiation exposure at light 
water cooled power reactors, 85-22167 

Occurrence of Giardia in Connecticut 
water supplies and watershed animals /, 
85-20845 

Oceanography from space /, 85-21792 

OECD’s arrangement on export credits., 
85-21886 

OEDC annual report, 85-22227 

Off-road vehicle use and safety at Lake 
Meredith Recreation Area., 85-21320 

Office automation : Office of the Assistant 
Chief of Engineers /, 85-20624 

Official gazette, 85-20381 

Oil and gas technologies for the Arctic and 
deepwater., 85-22223 

Oil and gas technologies for the Arctic and 
deepwater : summary., 85-22224 

Oil-flow study of a spce shuttle orbiter tip- 
fin controller [microform] / , 85-21602 

Old wine in new bottles : the quality of 
work life in schools and school districts / 
, 85-20735 

Omega propagation correction tables for 
10.2 kHz : area 19, Queen Maud Land, 
station G (Australia) /, 85-20461 

Omnibus Committee funding resolution 
amendments : report (to accompany S. 
Res. 145)., 85-22018 

On gravity from SST, geoid from 
SEASAT, and plate age and fracture 
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zones in the Pacific [microform] / , 
21646 

On syntheses of the x-ray background with 
power-law sources [microform] / , 85- 
21495 

OOE basic, success guide : Army National 
Guard recruiting course., 85-20476 

An operating system for future aerospace 
vehicle computer systems [microform] / , 
85-21537 

Operations. Municipal and cooperative dis- 
tributors of TVA power, 85-22227 

Operations reservations for high density 
traffic airports (HDTA’s)., 85-21946 

Operator and organizational maintenance 
manual : assembly and emplacement serv- 
icing and handling equipment (Nike-Her- 
cules and improved Nike-Hercules air de- 
fense guided missile system)., 85-20553 

Operator and organizational maintenance 
manual : 762-mm rockets MGR-1A and 
MGR-1B, (Honest John rocket system)., 
85-20548 

Operator and organizational maintenance 
manual for TOW 2 Weapon System, 
guided missile system M220E4 (1440-01- 
104-9834), (TOW 2 Heavy Antitank As- 
sault Weapon System)., 85-20549 

Operator and organizational maintenance 
manual for TOW 2 Weapon System 
training set, guided missile system 
M70E2, (TOW 2 Heavy Antitank Assault 
Weapon System)., 85-20561 

Operator, organizational, direct support, 
and general support (intermediate sup- 
port) maintenance manual and repair 
parts and special tools list (including 
depot maintenance repair parts and spe- 
cial tools) : digital processor test set AN/ 
USM-433., 85-20570 

Operator’s and aviation intermediate main- 
tenance (AVIM) manual including repair 
parts and special tools list for engine 
shop, P/N SC-4920-97-CL-A60, NSN 
4920-01-139-4536., 85-20572 

Operator’s manual : Information and Co- 
ordination Central, guided missile system, 
truck mounted, AN/MSQ-116, Patriot 
Air Defense Guided Missile System., 
85-20551 

Operator’s manual : launcher, rocket, ar- 
mored vehicle mounted, M270, (1055-01- 
092-0596), Multiple Launch Rocket 
System., 85-20550 

Operator’s manual : launching station M901 
guided missile semitrailer mounted, Patri- 
ot Air Defense Guided Missile System., 
85-20552 

Operator’s, organizational, direct support, 
and general support maintenance (includ- 
ing repair parts and special tools lists) : 
trailer, flatbed, 10-ton, 4-wheel, M345, 
(NSN 2330-00-200-1737)., 85-20559 

Operator’s, organizational, direct support 
and general support maintenance manual 
(including repair parts and special tools 
lists) : tractor, wheeled, warehouse, gas, 
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Organizational maintenance repair parts and 


4000 Ib drawbar pull, NSN 3930-01-047- 
8722, Northwestern model JG40PT-15, 
Army model MHE 251., 85-20566 

Operator’s, organizational, direct support 
and general support maintenance manual 
including (repair parts and special tools 
list) : truck, lift, fork, gasoline engine 
driven, pneumatic rubber tire, 4000 
pound capacity, 144 inch lift, TCM 
model FG30N7(T) MHE 259, NSN 3930- 
01-146-3990., 85-20567 

Optical analysis of the star-tracker telescope 
for gravity probe [microform] / , 85- 
21619 

Optical contacting for gravity probe star 
tracker [microform] /, 85-21620 

Oregon Dunes National Recreation Area : 
Siuslaw National Forest /, 85-20187 

Organic materials for ceramic molding 
processes [microform] /, 85-21460 

Organizational analysis of stress : the case 
of elementary and secondary schools /, 
85-20736 

Organizational, direct support, and general 
support maintenance : care, maintenance, 
and repair of pneumatic tires and inner 
tubes., 85-20560 


Organizational, direct support and general 
support maintenance manual including 
repair parts and special tools list for con- 

C-10965/MLQ-34, part 

NSN 5865-01-109- 


trol-indicator, 
number 5051600-1, 
3983., 85-20571 

Organizational, direct support and general 
support maintenance repair parts and spe- 
cial tools list including depot maintenance 
repair parts and special tools for propel- 
lant draining kit, guided missile, 
10293020, 1450-00-140-3490, Lance Field 
Artillery Missile System., 85-20554 

Organizational direct support, and general 
support maintenance repair parts and spe- 
cial tools lists : heater, bituminous, trailer 
mounted, 3 tank car heating capacity, oil- 
fired steam boiler, gasoline engine, driven 
feed water pump, NSN 3895-00-062-7912, 
Cleaver Brooks model PSM 50M., 85- 
20535 

Organizational maintenance repair parts and 
special tools lists : auger, earth, skid 
mounted, 9 foot boring depth, NSN 3820- 
00-931-4509, Texoma Enterprises model 
254-10., 85-20531 

Organizational maintenance repair parts and 
special tools lists : concrete - mobile 
mixer, body M919, model 8CM - 24/F, 
NSN 3895-01-028-4391., 85-20542 

Organizational maintenance repair parts and 
special tools lists : crane-shovel, crawler 
mounted, diesel engine driven, 12-1/2 ton 
capacity, rated, w/3/4 cu yd, NSN 3810- 
00-937-3939, Thew-Lorain model L36M., 
85-20527 

Organizational maintenance repair parts and 
special tools lists : crane-shovel, crawler 
mounted, 12-1/2 ton, 3/4 cu. yd, diesel 
engine driven, NSN 3810-00-869-3092, 
Bucyrus-Erie model 22BM., 85-20528 
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Organizational maintenance repair parts and 
special tools lists : crane, truck mounted, 
GED, 3/4 cubic yard, 20 ton, with clam- 
shell, dragline, and backhoe attachments, 
NSN 3810-00-151-4431, Harnischfeger 
Corp model M320T2., 85-20529 

Organizational maintenance repair parts and 
special tools lists : crane, truck, ware- 
house, 10,000 Ib. capacity, GED, pneu- 
matic tires, Army model MHE 216, NSN 
3950-00-197-4935, Pettibone model 
10FM., 85-20568 

Organizational maintenance repair parts and 
special tools lists : crane, wheel mounted, 
20 ton at 10 foot radius, 2 engines, diesel 
engine driven, 4x4 air transportable, 
phase III, w/blade, bulldozer, earth 
moving, w/block,tackle, 20 ton, w/boom, 
crane, 30 foot, Army model M2380, NSN 
3810-00-763-7728, American Hoist and 
Derrick model 2380 and Army model 
M2385 ..., 85-20526 

Organizational maintenance repair parts and 
special tools lists : distributor, liquid bitu- 
minous material, tankless type, trailer 
mtd., 4 to 24 ft. spraybar, 375 GPM 
pump, gasoline driven, NSN 3895-00-767- 
0247, Seaman-Gunnison model MTD., 
85-20533 

Organizational maintenance repair parts and 
special tools lists : mixer, bituminous ma- 
terial, non-self loading, DED, NSN 3895- 
00-933-0577, Barber-Greene model KA60, 
component of mixing plant, asphalt, 100- 
150 ton per hour, NSN 3895-00-936- 
8613., 85-20536 

Organizational maintenance repair parts and 
special tools lists : mixer, rotary tiller 
ded, 4 wheel, pneumatic tired, self-pro- 
pelled, NSN 3895-00-883-0437, FWD 
Corporation model B2-II71., 85-20538 

Organizational maintenance repair parts and 
special tools lists : non-tilt mixer, con- 
crete, NSN 3895-00-444-1531, T.L. Smith 
Company model 499A., 85-20541 

Organizational maintenance repair parts and 
special tools lists : tractor, wheeled, in- 
dustrial, diesel driven, med DBP, w/ 
dozer, w/backrip scarifier, w/drawbar, 
trailer pintle and hydraulic scraper con- 
trols, NSN 2420-00-088-9384 (Clark 
model 290M), w/ROPS, NSN 2420-01- 
059-0090., 85-20524 

Organizational maintenance repair parts and 
special tools lists : truck, fork lift, elec- 
tric, solid rubber tires, 4,000 Ib. capacity, 
100 in. lift, Army model MHE 208, NSN 
3930-00-494-8151, Baker model FTD-040- 
EE and 180 in lift, NSN 3930-00-236- 
6253., 85-20563 

Organizational maintenance repair parts and 
special tools lists : truck, lift, fork, power 
shift GED, 6,000 Ib capacity, 100 in., 128 
in., 168 in. lift Army model MHE 205, 
100 in. NSN 3930-00-935-7856, 128 in. 
NSN 3930-00-935-7855, 168 in. NSN 
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Organizational maintenance repair parts and 


3930-00-935-7857, Allis Chalmers model 
F-60-24PS., 85-20562 


tenance, utility C/S, 36,000 GVW, 6x4 
W/WN, W/E Army model M876, NSN 
2320-00-000-0114., 85-20555 

Organizational maintenance repair parts and 
special tools lists : truck, tractor, com- 
mercial, heavy equipment transporter, C- 
HET, 85,000 GVWR, 8x6, Army model 
M911, NSN 2320-01-025-3733., 85-20557 

Organochlorine pesticides and PCB’s 
continuing problem for the 1980s /, 85- 
21331 

Orientation to real property management 
trust responsibility : a training manual in 
real property management /, 85-21265 

Orles kinetikaja es egyensulyi allapotok., 
85-21457 

OSHA oversight—worker health and safety 
in Union Carbide’s MIC unit : hearing 
before the Subcommittee on Health and 
Safety of the Committee on Education 
and Labor, House of Representatives, 
Ninety-eighth Congress, second session, 
hearing held in Washington, DC, on De- 
cember 12, 1984., 85-22282 

Other regulations & procedures., 85-21417 

Outer continental shelf oil and gas leasing 
and production program annual report, 
85-21371 

Overcoring equipment and techniques used 
in rock stress determination (an update of 
IC 8618) /, 85-21294 ; 

Overland flow treatment of domestic 
wastewater in northern climes /, 85- 
20849 

Overland flow treatment of municipal 
wastewater in Florida /, 85-20850 

Oversight : Federal Emergency Manage- 
ment Agency : hearings and meetings of 
the Subcommittee on Investigations and 
Oversight of the Committee on Science 
and Technology, House of Representa- 
tives, Ninety-eighth Congress, second ses- 
sion., 85-22339 

Oversight hearing on FEMA flood insur- 
ance program : hearing before a subcom- 

mittee of the Committee on Appropria- 

tions, United States Senate, Ninety-eighth 

Congress, 


ing., 

Oversight of the Grace Commission’s pro- 
curement recommendations : hearing 
before the Subcommittee on Oversight of 
Government Management of the Com- 
mittee on Governmental Affairs, United 
States Senate, Ninety-ninth Congress, 
first session, January 23, 1985., 85-22309 

Overview of the export administration pro- 
gram., 85-20439 

An Overview of ultrasound : theory, meas- 
urement, medical applications, and bio- 
logical effects /, 85-21087 
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Oxidation characteristics of molybdenum- 
zirconium oxide cermets [microform] / , 
85-21482 


P 


Pacific Coast. California, Oregon, Washing- 
ton, and Hawaii, 85-20431 

Pacific Index : April 1983-October 1984 /, 
85-21369 

Pacific salmon treaty : hearing before the 
Committee on Foreign Relations, United 
States Senate, Ninety-ninth 
first session, February 22, 1985., 
22303 

Pacific Salmon Treaty Act of 1985 : hear- 
ing before the National Ocean Policy 
Study of the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-ninth Congress, 
first session, on S. 516 ... March 1, 1985., 
85-22276 

Pacific summary report, July 1984 : Outer 
continental shelf oil and gas activities in 
the Pacific and their onshore impacts /, 
85-21370 

PAN AIR, a computer program for pre- 
dicting subsonic or supersonic linear po- 
tential flows about arbitrary configura- 
tions using a higher order panel method 
suiisetene’ , 85-21661 

Panama Canal Commission Authorization 
Act, fiscal year 1986 : report (to accom- 
pany H.R. 1784) (including cost estimate 
of the Congressional Budget Office)., 
85-22110 

Papers relating to the foreign relations of 
the United States, 85-21842 

Parallel, iterative solution of sparse linear 
systems [microform] : models and archi- 
tectures /, 85-21724 

Parallel tri ion of substructructed 
finite element problems [microform] / , 
85-21726 

Park-and-ride alternatives study., 85-21930 

Particle acceleration by turbulent magneto- 
hydro-dynamic reconnection [microform] 
/, 85-21578 

Patients in public general hospitals : who 
pays, how sick?, 85-21098 

Patterns of behavior in lodgings exposed to 
traffic noise [microform] viet 85-21487 

Pearl Harbor Survivors Association : 
(to accompany H.R. 1042)., 85-22122 

“Pension losers” : hearing before the Sub- 
committee on Labor-Management Rela- 
tions of the Committee on Education and 
Labor, House of Representatives, Ninety- 
eighth Congress, second session, H.R. 
3218 ... held in Washington, DC, on Sep- 
tember 20, 1984., 85-22283 

Permanent authority for flexible and com- 
pressed work schedules : report (to ac- 
company H.R. 1534) (including cost esti- 
mate of the Budget 


85- 





Office)., 85-22133 
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Title Index 


Permit writers’ guidance manual for the lo- 
cation of hazardous waste land storage 
and disposal facilities, 85-20831 

Personnel qualification standard for FF- 
1040 class engineering, qualification sec- 
tion 8 electrical., 85-20671 

Personnel qualification standard for radio 
communications qualification section 5 
(common)., 85-20672 

Persons injured and disability days due to 
injuries, United States, 1980-81., 85- 
21091 

Petroleum contract 
manual., 85-20473 

Photo albums and photo album filler pages 
from Hong Kong and the Republic of 
Korea : determinations of the Commis- 
sion in investigations no. 731-TA-240 and 
241 (preliminary) under the Tariff Act of 
1930, together with the information ob- 
tained in the investigations., 85-21391 

Photogrammetric determination of surface 
altitude, terminus position, and ice veloci- 
ty of Columbia Glacier, Alaska /, 85- 
21160 

Photovoltaic power system for satellite 
earth stations in remote areas [microform] 
: project status and design description /, 
85-21520 

[Phylogenic distribution of the large 55 
tRNA from halococcus morrhuae] [mi- 
croform.], 85-21742 

A physician’s guide to the most exciting 
part-time medical practice in America., 
85-20477 

Physics of aircraft wakes [microform] : 
progress report no. 1 for the period May 
15, 1984 to November 14, 1984 /, 85- 
21763 

Physics of nonmagnetic relativistic thermal 
plasmas [microform] /, 85-21593 

Physics of reactor safety quarterly report /, 
85-22197 

Piceance basin resource management plan 
and environmental impact statement /, 
85-21145 

Pictorial, graphic, and sculptural works., 
85-21430 

Pilot climate data system user’s guide for 
charts subsystem [microform] : user’s 
guide for charts subsystem /, 85-21591 

Pinniped population status and research in 
Channel Islands National Park, 1982-1983 
/, 85-20427 

Pipeline safety authorizations : report (to 
accompany S. 813)., 85-22010 

Planetary geology in the 1980s /, 85-21654 

Planning analysis for the central Oklahoma 
proposed land disposal Blaine, Caddo, 
Canadian, Cleveland, Grady, Lincoln, 
McClain, Oklahoma, and Pottawatomie 
counties, Oklahoma /, 85-21354 

Planning Workshop to develop recommen- 
dations for a Ground-water Monitoring 
Strategy /, 85-20872 


quality assurance 





October 1985 


Plasma deposited “diamondlike” carbon on 
GaAs and InP [microform] /, 85-21634 

Plasma variables and tribological properties 
of coatings in low pressure (0.1 - 10.0 
torr) plasma systems [microform] /, 85- 
21522 

A Policy framework on income mainte- 
nance., 85-21129 

Policy report : language & literacy learning 
in bilingual instruction /, 85-20788 

Polish, individualized instruction 101.51 : 
learning packets units 1-5., 85-20783 

Polish, individualized instruction, 102.51 : 
learning packets, units 6-10., 85-20784 

Polish, individualized instruction 103.51 : 
learning packets units 11-15., 85-20785 

Polish, individualized instruction 104.51 : 
learning packets units 16-20., 85-20786 

Polyethylene glycol as an ice control coat- 
ing /, 85-20616 

A Population at high risk for melanoma : 
hereditary melanoma and the dysplastic 
nevus syndrome., 85-21064, 85-21065 

Porpoise/fisheries interactions within the 
Hawaiian Isiands /, 85-20420 

The Ports of Philadelphia, PA, Camden, 
NJ, Wilmington, DE, and ports on Dela- 
ware River /, 85-20612 

A possibility of avoiding surface roughness 
due to insects [microform] / , 85-21453 

[Possible association between the use of as- 
pirin and the onset of Reye Syndrome]., 
85-21078 

Post fire interviews : development and field 
validation of the behavioral sequence 
interview technique /, 85-20366 

Postal employee’s guide to safety., 
21828 

Potassium chloride from the U.S.S.R. : de- 
termination of the Commission in investi- 
gation no. 731-TA-187 (final) under the 
Tariff Act of 1930, together with the in- 
formation obtained in the investigation., 
85-21389 

Potential causes of elevated PMON and 
PMOS concentrations in the inhalable 
particulate network /, 85-20880 

Power annual report, 85-22227 

Power program summary., 85-22227 

Power subsystem automation study [micro- 
form] : phase 2, final report /, 85-21705 

Precision of the measurement of pH and 
specific conductance at National Atmos- 
pheric Deposition Program monitoring 
sites, October 1981 - November 1983 /, 
85-21171 

Preferred IFR routes, low and high alti- 
tude, 85-21952 

Preliminary design of a 10-kW thermopho- 
tovoltaic system for space applications 
[microform] /, 85-21509 

A preliminary design study on an acoustic 
muffler for the laminar flow transition re- 
search apparatus [microform] / , 85- 
21717 


85- 





Projections of future shortages of mathematics 


Preliminary evaluation of the Bonneville ju- 
venile bypass system, second powerhouse 
: final report /, 85-20416 

Preliminary results of a study of the rela- 
tionship between free stream turbulence 
and stagnation region heat transfer [mi- 
croform] /, 85-21639 

A preliminary study of numerical simula- 
tion of thermosolutal convection of inter- 
est to crystal growth /, 85-21805 

Preliminary study of the aquifers of the 
lower Mesilla Valley in Texas and New 
Mexico by model simulation /, 85-21170 

A preliminary study of the feasibility of de- 
tecting the floating macrophytes by 
means of digital ing of MSS/ 
LANDSAT paar , $5-21748 

Preliminary wilderness recommendations 
for the Arcata resource area : Chemise 
Mountain WSA and King Range WSA /, 
85-21138 

Prenatal and perinatal factors associated 
with brain disorders /, 85-21072 

Prenatal x-ray exposure and childhood 
cancer in twins., 85-21066 

Prepare a claims settlement agreement DA 
form 1666., 85-20519 

Prepare/process record of proceedings 
under Article 15, UCMJ : (DA form 
2627)., 85-20513 

Preparing for your job interview /, 85- 
21912 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Indonesia., 85-21302 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Missouri., 85-21303 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
North Carolina., 85-21304 

Preprint from the ... Bureau of Mines Min- 
erals yearbook. The mineral industry of 
Ohio., 85-21305 

Preservation of historic adobe buildings., 
85-21325 

The preservation of historic glazed archi- 
tectural terra-cotta /, 85-21327 

President Reagan supports Nicaraguan 
peace process : April 4, 1985., 85-21852 

Press kit : 1985 National Safe Boating Week 
campaign., 85-21955 

Pressure filtration of ceramic pastes. IV, 
Treatment of experimental data [micro- 
form] /, 85-21464 

Preventing illness and injury in the work- 
place : summary., 85-22225 

Preventing stress-related psychiatric disor- 
ders : proceedings of a research planning 
workshop held at the Langley Porter 
Psychiatric Institute, University of Cali- 
fornia, December 10-11, 1981 /, 85- 
21113 

The Prichard Formation of the lower part 
of the Belt Supergroup (middle Protero- 
zoic), near Plains, Sanders County, Mon- 
tana /, 85-21151 
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Primary lead and zinc availability—market 
economy countries : a minerals availabil- 
ity program appraisal /, 85-21298 

Principles and operation of the cooling 
system., 85-20499 

Principles and operation of wheel brake 
system., 85-20496 

Principles and operation of wheel vehicle 
brake systems., 85-20497, 85-20498 

Principles of analytic epidemiology., 
21101 

Principles of spark ignition., 85-20512 

Procedures and questionnaires of the na- 
tional medical care utilization and ex- 
penditure survey /, 85-21123 

Proceedings of the National Conference on 
the Use of Microcomputers in Special 
Education, Hartford, CT, March 10-12, 
1983 /, 85-20749 

Proceedings of the national study tours on 
military preparedness /, 85-20743 

Proceedings of the Ninth Annual Climate 
Diagnostics Workshop held at the Dept. 
of Atmospheric Sciences, Oregon State 
University, Corvallis, Oregon, October 
22-26, 1984., 85-20385 

Process research of Non-CZ silicon materi- 
al [microform.], 85-21737 

Processing a claim for damage, injury, or 
death, standard form 95., 85-20520 

Production manual for contract administra- 
tion services., 85-20475 

The Profit in safety belts : guidelines for 
conducting an employer’s program., 85- 
21968 

Program and demographic characteristics 
of supplemental security income benefici- 
aries /, 85-21047 

Program to transfer land between the 
Bureau of Land Management and the 
Forest Service has stalled : report to the 
Secretaries of Agriculture and the Interi- 
or /, 85-21003 

Programs available for purchase /, 85- 
21373 

Programs of HUD /, 85-21133 

Programs of HUD (1982), 85-21133 

The Progress of an agenda : a first report 
from the Study Group on the Conditions 
of Excellence in American Higher Edu- 
cation., 85-20751 

Progress of education in the United States 
of America : report for the ... Internation- 
al Conference of [i.e. on] Education., 
85-20708 

Progress of public education in the United 
States of America, 85-20708 

Progress report of the Select Committee on 
Hunger., 85-22094 

Project New Pride., 85-21407 

Project Parents : awareness, education, and 
involvement, 1982-1983 /, 85-20793 

Projections of future shortages of mathe- 
matics and science teachers /, 85-20740 


85- 
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Projeto mapeamento da alteracao do uso do solo da 


Projeto mapeamento da alteracao do uso do 
solo da regiao carbonifera de Santa Ca- 
tarina., 85-21734 

Projeto SERGE., 85-21750 

Promoting an end to apartheid in South 
Africa : report together with additional 
views (to accompany S. 998)., 85-22016 

Proposed additions to the National Wilder- 
ness Preservation System and to the Na- 
tional Wild and Scenic Rivers System : 
message from the President of the United 
States transmitting proposed additions to 
the National Wilderness Preservation 
System and to the National Wild and 
Scenic Rivers System, pursuant to Public 
Law 88-577, section 7., 85-22045 

Proposed St. George Basin sale 89 /, 85- 
21147 

Proposed St. George Basin (sale 89) : draft 
environmental impact statement, April 
1985 /, 85-21146 

Proposed Treasury Department’s tax simpli- 
cation plan on the oil and gas industry : 
hearing before the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-ninth Congress, first ses- 
sion ... New Orleans, LA, March 15, 
1985., 85-22285 

Proposed 1985 outer continental shelf oil 
and gas lease sale offshore the mid-Atlan- 
tic states, OCS sale no. 111 /, 85-21144 

Propulsion control experience used in the 
highly integrated digital electronic con- 
trol (HIDEC) program [microform] / , 
85-21549 

A Prospectus for thematic mapper research 
in the earth sciences [microform.] , 85- 
21590 

Protection of children against sexual exploi- 
tation : hearing before the Subcommittee 
on Crime of the Committee on the Judi- 
ciary, House of Representatives, Ninety- 
eighth Congress, first session, on H.R. 
3062 and related bills ... June 16, 1983., 
85-22322 

Protectionism and U.S.-Japan trade /, 85- 
21856 

A proud history, a bright future : careers 
with the FBI., 85-21396 

Providing certain authority to reduce ero- 
sion within the Cuyahoga Valley Nation- 
al Recreation Area : report (to accompa- 
ny H.R. 934) (including cost estimate of 
the Congressional Budget Office)., 85- 
22134 

Providing for consideration of H.R. 1904 : 
report (to accompany H. Res. 350)., 85- 
22081 


Providing for the appointment of Barnabas 
McHenry as a citizen regent of the Board 
of Regents of the Smithsonian Institution 
: report (to accompany S.J. Res. 81)., 
85-22022 

Providing for the consideration of H.R. 
1157 : report (to accompany H. Res. 
157)., 85-22116 
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H.R. 
Res. 


Providing for the consideration of 
1555 : report (to accompany H. 
140)., 85-22108 

Providing for the consideration of 
1784 : report (to accompany H. 
158)., 85-22117 

Providing for the consideration of 
1872 : report (to accompany H. 
169)., 85-22138 

Providing for the consideration of 
2114 : report (to accompany H. 
352)., 85-22082 

Providing for the consideration of 
2230 : report (to accompany H. 
2773)., 85-22074 

Providing for the consideration of 
2867 : report (to accompany H. 
274)., 85-22075 

Providing for the consideration of House 
Joint Resolution 413 : report (to accom- 
pany H. Res. 367)., 85-22086 

Providing for the inclusion of the Washing- 
ton Square area within Independence Na- 
tional Park, and for other purposes : 
report (to accompany H.R. 105) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 85-22135 

Providing that per capita payments to Indi- 
ans may be made by tribal governments, 
and for other purposes : report (to ac- 
company S. 419) (including the cost esti- 
mate of the Congressional Budget 
Office)., 85-22070 

A pseudospectral legendre method for hy- 
perbolic equations with an improved sta- 
bility condition [microform] / , 85- 
21729 

A Public affairs guide for Corps photogra- 
phy., 85-20610 

Public elementary and secondary education, 
85-20711, 85-20716 

Public elementary and secondary education 
in the United States., 85-20711, 85- 
20716 

Public fire education planning /, 85-20891 

Public health laboratory data base manage- 
ment system : microbiology/immunolo- 
gy/epidemiology documentation /, 85- 
21100 

Public health screening at U.S. ports of 
entry : U.S. Public Health Service guide 
to U.S. Immigration & Naturalization 
Service and U.S. Customs Service inspec- 
tors., 85-21109 

Publications /, 85-21077, 85-22280 

Publications list /, 85-22230 

Publications (National Library of Medicine 
(U.S.)), 85-21077 

Publications of Center for Manufacturing 
Engineering, 1978-1983 /, 85-20369 

Publications of the Geological Survey /, 
85-21159 

Publications of the National Science Foun- 
dation., 85-21821 

Publications relating to the 1985-86 high 
school debate : United States water 
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Res. 
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Res. 
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Res. 
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policy : what is the most effective water 
policy for the United States?, 85-21015 

Publications [sic] en espanol = (Spanish 
publications)., 85-21019 

Pulmonary artery location during microgra- 
vity activity [microform] potential 
impact for chest-mounted Doppler during 
space travel /, 85-21445 


Q 


Quality assurance technical development 
program., 85-20474 

The quality of American high school grad- 
uates : what personnel officers say and do 
about it /, 85-20744 


Radar investigations above the trans-Alaska 
pipeline near Fairbanks /, 85-20615 

Radionuclide migration in groundwater : 
final report /, 85-22206 

Railroad accident report : rear end collision 
between Conrail trains OIPI-6 and ENPI- 
6X near Saltsburg, Pennsylvania, Febru- 
ary 26, 1984., 85-21932 

Railroad Safety Improvement Act of 1984 : 
report together with minority and dis- 
senting views (to accompany H.R. 5585) 
(including cost estimate of the Congres- 
sional Budget Office)., 85-22090 

Raising funds /, 85-21897 

R&D speaks : microcomputers & educa- 
tion., 85-20804 

Rangeland program summary : East and 
West Socorro Rangeland Management 
Program : annual update., 85-21363 

Rangeland program summary : Las Cruces/ 
Lordsburg Resource Area annual 
update., 85-21364 

Reactor safety research quarterly report, 
April-June 1983, vol. 26 /, 85-22192 

Reactor safety research quarterly report, 
July-September 1983 and October-De- 
cember 1983, vol. 27 and 28 /, 85-22193 

Reaffirming commitment to the Job Corps 
program : report together with minority 
and supplemental views (to accompany 
H. Res. 72) (including cost estimate of 
the Congressional Budget Office). 85- 
22100 

Real and personal property /, 
85-20455 

Real-time simulation of an automotive gas 
turbine using the hybrid computer [mi- 
croform] /, 85-21498 

Real-time solar magnetograph operation 
system software design and user’s guide 
[microform] /, 85-21613 

Reauthorization of the Older Americans 
Act : New Jersey perspective : hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety-eighth 

second session, March 19, 

1984, Elizabeth, NJ., 85-22233 


85-20454, 





October 1985 


Reauthorizing and amending the Indian 
Health Care Improvement Act, and for 
other purposes : report (to accompany 
H.R. 1426) (including the cost estimate of 
the Congressional Budget Office)., 85- 
22142 

Recent examples of mesoscale numerical 
forecasts of severe weather events along 
the east coast [microform] / , 85-21597 

Recommended welding criteria for use in 
the fabrication of shipping containers for 
radioactive materials /, 85-22188 

Recordation of agreements between copy- 
right owners and public broadcasting en- 
tities : [symbol for section] 201.9, 37 
C.P.R., 85-21428 

Recreation area management final plan for 
the Steens Mountain Recreation Lands, 
Oregon /, 85-21357 

Recreation sites in southwestern national 
forests /, 85-20188 

Reducing poverty among children., 
22363 

Reducing the cost of weapon systems ac- 
quisition : hearing before the Task Force 
on Selected Defense Procurement Mat- 
ters of the Committee on Armed Serv- 
ices, United States Senate, Ninety-eighth 
Congress, second session, December 18, 
1984., 85-22259 

[Reduction and analysis of data from the 
plasma wave instruments on the IMP 6 
and IMP 8 spacecraft] [microform] : final 
report for NASA contract NASS5-26125 / 
, 85-21790 

Reductions in social security benefit levels : 
the notch : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives,  Ninety-eighth Congress, 
second session., 85-22234 

Refined methods of aeroelastic analysis and 
optimisation [microform] /, 85-21739 

Refinement and evaluation of helicopter 
real-time self-adaptive active vibration 
controller algorithms /, 85-21665 

Reflector antennas with low sidelobes, low 
cross polarization, and high aperture effi- 
ciency [microform] /, 85-21772 

Registrant facts /, 85-21402 

Regulations governing the use of the mail- 
ing frank by members and officers of the 
United States Senate /, 85-22294 

Rehabilitating historic storefronts /, 85- 
21329 

Relating to election of a Representative 
from the Eighth Congressional District of 
Indiana : report together with dissenting 
and addtional views (to accompany H. 
Res. 146)., 85-22109 

Relating to the contempt citation of Anne 
M. (Gorsuch) Burford : report together 
with additional views (to accompany H. 
Res. 180)., 85-22076 

A relational approach to the development 
of expert diagnostic systems [microform] 
/, 85-21606 


85- 





Review of natl emission standards for mercury. 


The relative importance of physician-in- 
duced demand in the demand for medical 
care /, 85-21097 

Relief of certain former flight engineers of 
Western Airlines : report (to accompany 
H.R. 484)., 85-22112 

Remedial and strata replacement techniques 
on longwall faces : a state-of-the-art 
report /, 85-21295 

Remote sensing applications program [mi- 
croform] : s report November 
1973-October 1984., 85-21752 

Renal provider list, 85-21121 

Repeal of contemporaneous recordkeeping 
requirements : conference report (to ac- 
company H.R. 1869)., 85-22118 

Repointing mortar joints in historic brick 
buildings /, 85-21322 

Report of a study mission to Egypt, Jordan, 
Syria, and Israel, April 7-16, 1985 /, 85- 
22252 

Report of the Committee on Education and 
Labor, pursuant to section 302(b) of the 
Congressional Budget Act of 1974., 85- 
22119 

Report of the Committee on Veterans’ Af- 
fairs pursuant to section 302(b) of the 
Congressional Budget Act of 1974., 85- 
22078 

Report of the President’s Commision on In- 
dustrial Competitiveness : hearing before 
the Subcommittee on Economic Stabiliza- 
tion of the Committee on Banking, Fi- 
nance, and Urban Affairs, House of Rep- 
resentatives, Ninety-ninth Congress, first 
session, March 5, 1985., 85-22267 

Report of the Register of Copyrights, 85- 
21423 

Report of the special master pertaining to 
the disposition of the settlement fund : in 
re “Agent Orange” product liability liti- 
gation /, 85-21393 

Report of the U.S. Nuclear Regulatory 
Commission Piping Review Committee /, 
85-22176 

Report of Workshop on Cell-to-Cell Inter- 
actions in the Developing Lung, June 3- 
5, 1984., 85-21067 

Report on occupational safety and health 
for FY ... under Public Law 91-596, 85- 
21104 

Report on the activities in the 98th Con- 
gress of the Select Committee on Chil- 
dren, Youth, and Families, House of Rep- 
resentatives, years 1983 and 1984 (pursu- 
ant to Rule xi (1)(d))., 85-22095 

Report on the activities of the Permanent 
Select Committee on Intelligence of the 
House of Representatives during the ... 
Congress pursant to clause 1(d) rule XI 
of the rules of the House of Representa- 
tives., 85-22096 

Report to the Officer Corps : results of the 
professional development of officers 
study surveys., 85-20484 

Reporting test scores to different audiences 
/, %5-20719 
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Reports of the fax Court of the United 
States ..., 85-21410 

Reports of the United States Tax Court /, 
85-21410 

REQUEST manager’s 
20581 

Research and demonstrations in health care 
financing, 85-21119 

Research and development funding in the 
proposed 1985 budget., 85-22364 

Research at McNary Dam to develop and 
implement a fingerling protection system 
for John Day Dam /, 85-20417 

Research grants /, 85-21051 

Research on oxidation by air and tempering 
of Raney nickel electrocatalysts for the 
H2 anodes of alkali combustion materials 
cells [microform] /, 85-21451 

Research tables based on Characteristics of 
state plans for aid to families with de- 
pendent children : need, eligibility, ad- 
ministration in effect., 85-21046 

Residential alterations and repairs, 85- 
20324 

Resonant cavities : 
tion., 85-20659 

Resource document for the Ground-Water 
Monitoring Strategy Workshop., 85- 
20874 

Response of a small-turboshaft-engine com- 
pression system to inlet temperature dis- 
tortion [microform] /, 85-21507 

Restoration of coastwise trading privileges 
to the vessel “La Jolie” : report (to ac- 
company S. 1015) (including cost esti- 
mate of the Congressional Budget 
Office)., 85-22084 

Results based performance management : 
staff study report /, 85-21911 

Results of geohydrologic test drilling in the 
Eastern Snake River Plain, Gooding 
County, Idaho /, 85-21169 

Results of the technical exchange agree- 
ment between NASA and DuPont on the 
containerless drop tube solidification of 
NiAl; [microform] /, 85-21618 

Results of winglet development studies for 
DC-10 derivatives [microform] / , 85- 
21664 

Return procedures under interim contractor 
support (ICS) depot level for navigation 
set, Doppler AN/ASN-128., 85-20573 

Revenue sharing : 1972-1986 : a plain-lan- 
guage explanation of the Revenue Shar- 
ing Program., 85-21903 

A review and analysis of boundary layer 
transition data for turbine application [mi- 
croform]/, 85-21638 

A review of chevron-notched fracture 
specimens [microform] /, 85-21539 

Review of DOE waste package program., 
85-22186 

Review of national emission standards for 
mercury., 85-20878 


handbook., 85- 
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Review of new source performance standards for 


Review of new source performance stand- 
ards for ammonium sulfate manufacture / 
, 85-20876 

Review of rescissions : communication from 
the Comptroller General of the United 
States, transmitting a review of the Presi- 
dent’s fifth special message proposing 226 
new rescissions, pursuant to 2 U.S.C. 
685., 85-22042 


Review of siding materials for turnkey pro- 
curement of Army family housing /, 85- 
20626 

A Review of the scientific and technologi- 
cal issues in the regulation of cotton dust 
in primary cotton textile industry : report 
/, 85-22064 

Review of the scientific basis of the Envi- 
ronmental Protection Agency’s carcino- 
genic risk assessment on formaldeh;de : 
report /, 85-22065 

A review of the thrifty food plan and its 
use in the Food Stamp Program /, 85- 
22237 

A Review of the unsuitability criteria in 
federal coal leasing /, 85-21355 

Revising the corporate income tax., 
22360 

Revitalization of the domestic cruise indus- 
try : report together with dissenting and 
separate views (to accompany H.R. 2883) 
(including cost estimate of the Congres- 
sional Budget Office)., 85-22085 

Reynolds Creek cooperative watershed 
study., 85-21356 

RF characteristics of the hoop column an- 
tenna for the land mobile satellite system 
mission [microform] /, 85-21668 

The rheology of icy satellites [microform] / 

85-21743 

Robot plans and human plans : implications 
for models of communication /, 85- 
20747 

Rock mass sealing : experimental assessment 
of borehole plug performance : annual 
report, June 1983 - May 1984 /, 85- 
22215 

Rock salt from Canada : determination of 
the Commission in investigation no. 731- 
TA-239 (preliminary) under the Tariff 
Act of 1930, together with the informa- 
tion obtained in the investigation., 85- 
21390 

Rocket injector anomalies study [micro- 
form] /, 85-21779 

The Role of freestream turbulence scale in 
subsonic flow separation [microform] / , 
85-21766 

Role of research aircraft in technology de- 
velopment [microform] /, 85-21548 

The role of the reflection coefficient in pre- 
cision measurement of ultrasonic attenu- 
ation (microform] /, 85-21519 

Rollover protective structures (ROPS) in- 
spection and maintenance guide /, 85- 
21292 

Roofing for historic buildings /, 85-21324 
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Rules, membership, and jurisdiction of the 
Committee on Energy and Natural Re- 
sources, United States Senate., 85-22287 

Rules of procedure /, 85-22346 

Rules of procedure for the Permanent 
Select Committee on Intelligence, U.S. 
House of Representatives., 85-22317 

Rules of the Committee on Education and 
Labor /, 85-22284 

Rules of the Select Committee on Narcotics 
Abuse and Control : adopted April 3, 
1985, 99th Congress, Ist session., 85- 
22334 


S 


S. 408, a bill to authorize and provide pro- 
gram levels for the Small Business Ad- 
ministration for fiscal years 1986, 1987, 
and 1988 : hearings before the Committee 
on Small Business, United States Senate, 
Ninety-ninth Congress, first session ... 
February 21, 28, and March 7, 1985., 
85-22345 

Saccharin Study and Labeling Act amend- 
ments of 1985 : report together with ad- 
ditional views (to accompany S. 484)., 
85-22015 

Safe Drinking Water Act amendments of 
1985 : report (to accompany S. 124), 85- 
22029 

Safety evaluation report related to the oper- 
ation of Comanche Peak Steam Electric 
Station, units 1 and 2, docket nos. 50-445 
and 50-446 : Texas Utilities Generating 
Company, et al., 85-22168, 85-22169 

Safety evaluation report related to the oper- 
ation of Diablo Canyon Nuclear Power 
Plant, Units 1 and 2, docket nos. 50-275 
and 50-323 : Pacific Gas and Electric 
Company., 85-22164, 85-22165, 85- 
22166 

Safety evaluation report related to the oper- 
ation of Enrico Fermi Atomic Power 
Plant, Unit no. 2, docket no. 50-341 : 
Detroit Edison Company, et al. 85- 
22170 

Safety evaluation report related to the oper- 
ation of Millstone Nuclear Power Station, 
Unit no. 3 : docket no. 50-423, Northeast 
Nuclear Energy Company., 85-22174 

Safety evaluation report related to the oper- 
ation of Watts Bar Nuclear Plant, Units 1 
and 2, docket nos. 50-390 and 50-391 : 
Tennessee Valley Authority., 85-22172 

Safety evaluation report related to the oper- 
ation of Wolf Creek Generating Station, 
Unit no. 1, docket no. STN 50-482 : 
Kansas Gas and Electric Company, et al., 
85-22173 

Safety evaluation report related to the re- 
newal of the operating license for the 
TRIGA training and research reactor at 
the University of Utah, docket no. 50- 
407., 85-22180 

Safety standards for motive power and 
equipment personnel : railroad safety pro- 
gram., 85-21924 
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Sailing /, 85-20674 

The Sandinista military build-up., 85-21844 

The Santa Ana General Mail Facility : a 
case study in the activation of a major 
postal facility /, 85-21826 

SARSAT : search and rescue satellite-aided 
tracking., 85-20409 

Satellite communications terminal AN/ 
FSC-78 (V)., 85-20603 

Scatterometer research in oceanography 
and meteorology., 85-21793 

Scenarios for petroleum development of the 
Norton Basin Planning Area - northeast- 
ern Bering Sea /, 85-21366 

Schedule of present federal excise taxes (as 
of January 1, 1985) /, 85-22350 

School-family relations program : scope of 
work #1 /, 85-20768 

School reform : the policy implications of 
the effective schools literature /, 85- 
20771 

Science and engineering personnel., 
21824 

Sea padres : some chaplains of “the old 
Navy” /, 85-20673 

Search for emission lines in the gaseous 
halo of edge-on galaxies [microform] / , 
85-21740 

Search for white dwarf companions of cool 
stars with peculiar element abundances 
[microform] : report for period Autumn 
1982-Autumn 1984 /, 85-21747 

A Search for 183-GHz emission from water 
in late-type stars [microform] / , 85- 
21561 

Second- and third-order upwind difference 
schemes for hyperbolic conservation laws 
[microform] /, 85-21555 

Second interim progress report : materials 
selection criteria for crack arrester 
strakes in naval vessels /, 85-20380 

Second Symposium on Space Industrializa- 
tion [microform] : proceedings of a sym- 
posium sponsored by NASA Marshall 
Space Flight Center, the American Insti- 
tute of Aeronautics and Astronautics, and 
The University of Alabama and held at 
Huntsville Hilton Inn, Huntsville, Ala- 
bama, February 13-15, 1984., 85-21795 

Selected tether applications in space [micro- 
form] : an analysis of five selected con- 
cepts., 85-21707 

Selected worldwide marine weather broad- 
casts., 85-20406 

Selecting young workers : the influence of 
applicants’ education and skills on em- 
ployability assessments by employers : 
final technical report /, 85-20767 

Selection of court of appeals in multiple 
appeals of agency orders : report (to ac- 
company H.R. 439)., 85-22136 

Selling to the Department of the Treasury., 
85-21904 


Semiannual report /, 85-20824, 85-21136 


85- 





October 1985 


Semiannual report of the director of Selec- 
tive Service., 85-22222 

Semiannual report on operation of the 
Office of Inspector General, 85-21136 

Semiannual report to the Congress /, 85- 
21029 

Senate history /, 85-22150 

Senate telephone directory, 85-22149 

Senior executive service handbook., 
22163 

Senior strategies : the STEP Program, 
teaching and learning across the genera- 
tions., 85-20753 

Sequence coding and search system for li- 
censee event reports., 85-22201 

Seramikkusu seikeiyo no yuki zairyo., 
21460 

Seventh Annual Environmental Review 
Conference, October 20-21, 1983, Presi- 
dential Hotel, Atlanta, Georgia. 85- 
20829 

Seventh type II quarterly status and techni- 
cal progress report 21 March 1984-20 
June 1984 for study on spectral/radiomet- 
ric characteristics of the thematic mapper 
for land use applications [microform] / , 
85-21751 

Shear-layer correction after amiet under 
consideration of additional temperature 
gradient [microform] : working diagrams 
for correction of signals /, 85-21485 

Shock capturing finite difference algorithms 
for supersonic flow past fighter and mis- 
sile type configurations [microform] / , 
85-21753 

Shoreline erosion processes, Orwell Lake, 
Minnesota /, 85-20617 

Short duration winter-time performances of 
different passive solar systems /, 85- 
20374 

Shuttle Experimental Radar for Geological 
Exploration (SERGE) [microform] : field 
work relating to the shuttle., 85-21750 

Signal-to-noise ratio for the wide field/plan- 
etary camera of the space telescope [mi- 
croform] /, 85-21617 

Significant features of fiscal federalism., 
85-22151 

Silviculture of mixed conifer forests in the 
Southwest /, 85-20198 

Simulated ground-water flow in the Poto- 
mac aquifers, New Castle County, Dela- 
ware /, 85-21165 

Simulation of solidification in a Bridgman 
cell [microform] /, 85-21669 

Simulation of transonic separated airfoil 
flow by finite-difference viscous-inviscid 
interaction [microform] /, 85-21560 

Simulation study of a new inverse-pinch 
high coulomb transfer switch [microform] 
/, 85-21721 

Simulator study of flight characteristics of 
several large dissimilar, cargo transport 
airplanes during approach and landing 
[microform] /, 85-21800 


85- 


85- 





Singlet oxygen generator for a solar pow- 
ered chemically pumped iodine laser [mi- 
croform] /, 85-21714 

Sintering behavior of ultrafine silicon car- 
bide powders obtained by vapor phase 
reaction [microform] /, 85-21454 

Skills for the changing workplace : an elec- 
tronics instructor’s guide /, 85-20706 

A skills map : the general and specific com- 
petencies required by different occupa- 
tions : progress report /, 85-20794 

Small business : America at work : U.S. 
Small Business Week, May 5-11, 1985., 
85-21896 

Small business subcontracting directory., 
85-20447 

Social sciences and space exploration : new 
directions for university instruction /, 
85-21652 

Social security minor and technical changes 
act of 1985 : report (to accompany H.R. 
2005) (including cost estimate of the Con- 
gressional Budget Office)., 85-22120 

Social studies materials and resources data 
book, 85-20715 

Soil survey of Athens County, Ohio /, 85- 
20202 

Soil survey of Bay County, Florida /, 85- 
20203 

Soil survey of Lawrence County, Indiana /, 
85-20204 

Soil survey of Waupaca County, Wisconsin 
/, 85-20205 

Solar Activity Monitoring Satellite 
(SAMSAT) : impact on space environ- 
ment services /, 85-20391 

Soldier fitness book., 85-20486 

Solid lubrication design methodology [mi- 
croform] /, 85-21777 

Solid waste leaching procedure manual : 
draft technical resource document for 
public comment., 85-20836 

South Africa : the case against sanctions : 
April 16, 1985., 85-21853 

South Carolina, 85-21174 

Southeast Asian refugee self-sufficiency 
study : final report /, 85-21042 

Southern Africa : constructive engagement., 
85-21867 

Southern hemisphere atlas of 1-minute rain- 
fall rates /, 85-20688 

Soviet active measures : the World Peace 
Council., 85-21876 

The Soviet airborne experience /, 85- 
20632 

Soviet posture in the Western Hemisphere : 
hearing before the Subcommittee on 
Western Hemisphere Affairs of the Com- 
mittee on Foreign Affairs, House of Rep- 
resentatives, Ninety-ninth Congress, first 
session, February 28, 1985., 85-22301 

Space activities of the United States, Soviet 
Union, and other launching countries/or- 
ganizations, 1957-1984 : report /, 85- 
22340 
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Space shuttle orbiter trimmed center-of- 
gravity extension study. Volume viii, Ef- 
fects of configuration modifications on 
the aerodynamic characteristics of the 
140 A/B orbiter at a mach number of 
5.97 [microform] /, 85-2i1446 

Space shuttle wind tunnel testing program 
summary /, 85-21811 

Space station /, 85-21653 

Space stations [microform] : living in zero 
gravity : developmental task for psy- 
chologists and space environmental ex- 
perts /, 85-21481 

Special bridge replacement program, 85- 
22003 

Special limitations on the use of net operat- 
ing loss carryovers and other tax at- 
tributes of corporations : scheduled for a 
hearings before the Subcommittee on 
Select Revenue Measures of the Commit- 
tee on Ways and Means, on May 22, 1985 
/, %5-22352 

Special nuclear materials fission track glass 
stable isotopes., 85-20361 

Special report on applying United States 
food surpluses to the problems of hunger 
/, 85-22312 

Spectral characteristics of grinding sparks 
used for identification of scrap metals /, 
85-21289 

Speech-language pathology and audiology : 
an educational perspective for the future 
/, 85-20782 

A sphere-scanning radiometer for rapid di- 
tectional measurements of sky and 
ground radiance [microform] : the PA- 
RABOLA field instrument /, 85-21596 

Spinoff /, 85-21439 

Spinoff 1984 /, 85-21535 

SSI for aged, disabled, and blind people., 
85-21038 

Stability of bromine intercalated graphite 
fibers [microform] /, 85-21628 

Stability of organic audit materials and re- 
sults of source test analysis audits—status 
report #6 /, 85-20863 

Staff, school, and workshop influences on 
knowledge use in educational improve- 
ment efforts /, 85-20741 

Standard characteristics | (dimensions, 
weight, and cube) for transportability of 
military vehicles and other outsize/over- 
weight equipment (in TOE LIN item 
number sequence)., 85-20599 

Standard operating procedures for conduct- 
ing sampling and sample bank audits., 
85-20865 

State and local fiscal assistance amendments 
of 1983 : report together with additional 
and dissenting views (to accompany H.R. 
2780) {including cost estimate of the Con- 
gressional Budget Office)., 85-22059 

State civil rights laws /, 85-20823 


State computer access to FEC data, 85- 
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State measurement laboratories : program 


State measurement laboratories : program 
iption, part I, directory, part IL, 
85-20358 


The State of small business : a report of the 
President transmitted to the Congress., 
85-21895 

State-of-the-art of solid-state motor control- 
lers /, 85-22216 

State profiles of the veteran population : 
statistical its from the 1980 Census 
/, 85-21974 

State rather than federal policies provided 
the framework for managing block grants 
: Summary : report to the Congress /, 
85-21000 

State weights and measures laboratories : 
program handbook /, 85-20359 

Statement for management : Fort Union 
Trading Post National Historic Site., 85- 
21310 

Statement of procedural rules : conference 
and practice requirements : subpart E of 
part 601 of title 26, Code of Federal Reg- 
ulations., 85-21914 

Statements of account covering compulsory 
licenses for sccondary transmissions by 
cable systems [symbol for section] 
201.17, 37 CFR, 85-21429 

Static internal performance of single-expan- 
sion-ramp nozzles with various combina- 
tions of internal geometric parameters /, 
85-21599 

A Statistical analysis of the world’s mer- 
chant fleets., 85-21971 

A statistical analysis of the world’s mer- 
chant fleets showing age, size, speed, and 
draft by frequency groupings, 85-21971 

Statistical appendix to Minerals yearbook, 
85-21301 

Statistical summary, federal meat and poul- 
try inspection for fiscal year .. /, 85- 
20209 

Statistical summary, federal meat and poul- 
try inspection for fiscal year ... (Washing- 
ton, D.C. : 1980), 85-20209 

Statistics of income. Active corporation 
income tax returns, source book., 85- 
21916 

Statistics of income. Corporation income 
tax returns, source book, 85-21916 

Statue of Liberty-Ellis Island Commemora- 
tive Coin Act : joint hearing before the 
Subcommittee on Consumer Affairs and 
Coinage of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, and the Senate Banking, 
Housing, and Urban Affairs Committee, 
Ninety-ninth Congress, first session, on 
H.R. 47 ... S. 233 ... February 20, 1985., 
85-22264 

Status and prospects of computational fluid 
dynamics for unsteady transonic viscous 
flows [microform] /, 85-21568 

Status report., 85-21119 

Status report (United States. Health Care 
Financing Administration. Office of Re- 
search and Demonstrations), 85-21119 
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Steens Mountain Recreation Area 
ment plan : summary., 85-21358 

Strategic petroleum reserve : budget and 
policy implications of the proposed mora- 
torium : tenth report /, 85-22148 

Stress among police officers /, 85-21108 

Structural design of a vertical antenna bore- 
sight 18.3- by 18.3-m planar near-field an- 
tenna measurement system [microform] / 
» 85-21515 

Structural performance of orthogonal tetra- 
hedral truss tation configurations 
[microform] /, 85-21598 

The structure of the vorticity field in turbu- 
lent channel flow. Part 1, Analysis of in- 
stantaneous fields and statistical correla- 
tions [microform] /, 85-21569 

The structure of the vorticity field in turbu- 
lent channel flow. Part II, Study of en- 
semble-average fields [microform] / , 
85-21625 

The structures and the role of an interna- 
tional agency for the control of satellites 
[microform] : juridical aspects /, 85- 
21447 

STS natural environment analysis [micro- 
form] : final report for the contract 
period August 1 - September 30, 1984 /, 
85-21706 

STS-13 (41-C) BET products [microform] / 
, 85-21710 

STS-23 (51-D) cargo handbook., 85-21649 

Student achievement in an integrated set- 
ting /, 85-20821 

Student pamphlet : project definition and 
work classification /, 85-20611 

Student’s guide for aviation structural me- 
chanic E (safety equipment) course, class 
Al, C-602-2015. Unit 1, Indoctrination 
and introduction /, 85-20661 

Studies of solar magnetic fields during the 
solar maximum year [microform] /, 85- 
21615 

Studies to improve fish guiding efficiency 
of traveling screens at lower granite dam 
/, 85-20418 

Study of annoyance due to urban automo- 
bile traffic [microform] : annex 4, a cata- 
log of the characteristics of noise at dif- 
ferent measuring points /, 85-21479 

A study of environmental characterization 
of conventional and advanced aluminum 
alloys for selection and design [micro- 
form] /, 85-21719 

A study of flow past an airfoil with a jet 
issuing from its lower surface [micro- 
form] /, 85-21684 

A study of leeside flow field heat transfer 
on shuttle orbiter configurations [micro- 
form] /, 85-21713 

Study of temporary 100 percent ratings for 
service-connected disabilities requiring in- 
patient treatment /, 85-21973 

Study of the potential for using liquid 
carbon dioxide for freshwater production 
at Aquatrain coal transport pipeline ter- 
minus sites /, 85-21270 
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Study of the system of middle atmosphere/ 
ionosphere using remote-sensing data [mi- 
croform] /, 85-21491 

Subcommittee on Oversight and Investiga- 
tions of the Committee on Energy and 
Commerce, U.S. House of Representa- 
tives : 99th Congress, 1985-86., 85-22288 

Subject and policy issues for Energy and 
Commerce Committee review during the 
99th Congress : a report /, 85-22291 

Subpoena power for President’s Commis- 
sion on Organized Crime : hearing before 
the Subcommittee on Crime of the Com- 
mittee on the Judiciary, House of Repre- 
sentatives, | Ninety-eighth | Congress, 
second session, on H.J. Res. 490 ... April 
5, 1984., 85-22324 

Subsonic/transonic stall flutter investigation 
of a rotating rig [microform] / , 85- 
21767 


Subversive activities, 85-21025 


Summary of chart corrections, 85-20460 
Summary of corrections 
20460 


: charts. 85- 


A summary of current and historical federal 
income tax treatment of mineral explora- 
tion and development expenditures /, 
85-21293 

Summary of historical experience with re- 
leases of radioactive materials from com- 
mercial nuclear power plants in the 
United States /, 85-22210 

Summary of housing characteristics for se- 
lected metropolitan areas, 85-20325 

Summary of recent NASA propeller re- 
search [microform] /, 85-21502 

Summary of trade and tariff information : 
coated, filled, bonded, and laminated fab- 
rics : TSUS items 355.02 (pt.), 355.25 (pt.) 
355.50-356.45, 359.10 (pt.), 359.50 (pt.)., 
85-21378 

Summary of trade and tariff information : 
dolls and stuffed toy animals : TSUS 
items 737.21-737.30., 85-21384 

Summary of trade and tariff information : 
floor coverings of textile materials : 
TSUS items 360.04-361.56., 85-21379 

Summary of trade and tariff information : 
glass mirrors : TSUS items 544.51- 
544.55., 85-21382 

Summary of trade and tariff information : 
iron and steel : TSUS items 606.13-606.19 
and 606.55-610.93., 85-21383 

Summary of trade and tariff information : 
miscellaneous rubber and plastics prod- 
ucts : TSUS items 770.05-770. 80, TT .05- 
771.15, 772.03-772.15, 772.25, 772.35- 
772.42, 772.65-772.81, 772.95-774.45, and 
774.55-774.70., 85-21385 

Summary of trade and tariff information : 
sweaters : TSUS items 379.00-379.06, 
379.11, 379.15, 379.26, 379.28, 379.35, 
379.37, 379.40, 379.41, 379.66, 379.72, 
379.74, 379.76, 379.86, 379.90, 379.92, 
379.98, 383.00-383.03, 383.10, 383.13, 
383.18, 383.20, 383.23-383.27, 383.30, 
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383.52, 383.55, 383.58, 383.60, 383.63, 
383.77, 383.80, 383.86, 383.95, and 
791.74., 85-21380 

Summary of trade and tariff information : 
synthetic organic dyes : TSUS items 
409.46-410.24(pt.) and 410.36-410.44., 
85-21381 

A summary of U.S. Export Administration 
regulations., 85-20437 

A summary of U.S. Export Administration 
regulations (Aug. 1983), 85-20437 

A summary of urban runoff studies in the 
Denver metropolitan area, Colorado /, 
85-21137 

Summary of USA-CERL research on con- 
trol of heating, ventilating, and air-condi- 
tioning systems /, 85-20625 

Summary report ... doctorate recipients 
from United States universities /, 85- 
20717 

Summer seminars for college teachers. 
Guidelines and application form for di- 
rectors /, 85-21818 

Superfluid helium II liquid-vapor phase sep- 
aration [microform] : technology assess- 
ment /, 85-21557 

Superfund strategy., 85-22226 

Supervising adults with learning disabil- 
ities, 85-21835 

Supplement to 1985 organization of federal 
executive departments and agencies : 
agencies and functions of the federal gov- 
ernment established, continued, abolished, 
transferred, or changed in name by legis- 
lative or executive action during calendar 
year 1984 /, 85-22310 

Supplemental appropriations for 1985 
hearings before subcommittees of the 
Committee on Appropriations, House of 
Representatives, Ninety-ninth Congress, 
first session., 85-22243 

Surface airways observation decoder., 
20400 

Surface property modification of silicon 
[microform] /, 85-21736 

Survey and evaluation of system interaction 
events and sources /, 85-22202 

Survey of the Federal Reserve System’s su- 
pervision of the Treasury securities 
market : a discussion paper /, 85-22261 

Synthesis and characterization of phospho- 
rus-containing polyamides and copolya- 
mides based on 1-[(dialkoxyphosphiny]) 
methyl]-2,4- and -2,6-diaminobenzenes 
[microform] /, 85-21547 

System design of a remotely operated, pro- 
gram controlled measurement table for 
the calibration of the egret experiment. 
Part A, Program control [microform.] , 
85-21490 


85- 


T 


Table Producing Language System : ver- 
sion 6/, 85-21413 





Trademark Reform Act of 1983 : hearing before 


Tactical fundamentals : Amphibious War- 
fare School, nonresident program., 85- 
20677 

Tan now, pay later? /, 85-21086 

Tanzania seed multiplication /, 85-21893 

The teacher as decision maker /, 85-20815 

Teacher evaluation : a study of effective 
practices /, 85-20713 

Teachers’ comprehension questions : what 
functions might they serve? /, 85-20810 

Teaching effectiveness : research findings 
and policy implications /, 85-20772 

Technical assistance document for monitor- 
ing sulfuric acid vapor from stationary 
sources /, 85-20866 

Technical-economic study of sewage sludge 
disposal on dedicated land /, 85-20852 

Technical issues concerned with PCDD 
and PCDF formation and destruction in 
MSW fired incinerators /, 85-20378 

Technical publications of the NASA Wal- 
lops Flight Facility 1980 through 1983 
[microform] /, 85-21529 

Technical specifications, Fermi - 2, docket 
no. 50-341 : appendix “A” to license no. 
NPF-33., 85-22179 

Techniques for constructing concrete block 
stoppings /, 85-21281 

Technology for large space systems. Sup- 
plement., 85-21657, 85-21658 

Technology for large space systems : a spe- 
cial bibliography with indexes, 85-21657 

Technology, safety, and costs of decommis- 
sioning nuclear reactors at multiple-reac- 
tor stations : effects on decommissioning 
of interim inability to dispose of wastes 
offsite /, 85-22185 

Technology utilization program 
85-21439 

Telephone directory /, 85-21257, 85- 
21376, 85-21441, 85-21829, 85-22149 

Testing and evaluation of TOX-SCREEN 
model /, 85-20861 

Texas Barrier Islands Region ecological 
characterization atlas biological _re- 
sources /, 85-21338 

Texas Barrier Islands Region ecological 
characterization atlas : mineral resources 
and selected oil and gas intrastructures /, 
85-21339 

Texas Barrier Islands Region ecological 
characterization atlas : socioeconomic 
and natural features /, 85-21337 

Theodore Roosevelt High School : project 
C.H.A.S.P., 1982-1983 /, 85-20758 

A Theoretical and experimental study of 
turbulent nonevaporating sprays [micro- 
form] /, 85-21771 

A theoretical model for the cross spectra 
between pressure and temperature down- 
stream of a combustor [microform] / , 
85-21499 

A theoretical prediction of the acoustic 
pressure generated by turbulence-flame 
front interactions [microform] / , 85- 
21497 


report, 


Do not order from index; see indicated entry 





Thermal/hydraulic analysis research pro- 
gram quarterly report /, 85-22198 

Thermal performance testing of passive 
solar components in the NBS calorimeter 
/, %5-20371 

Thermodynamic data for mineral technolo- 
gy /, 85-21275 

Thermoplastic/carbon fiber hybrid yarn 
[microform] /, 85-21672 

Third party liability in the Medicaid pro- 
gram : a guide to successful state agency 
practices, 85-21118 

Three-dimensional unsteady viscous flow 
analysis over airfoil sections [microform] 
/, 85-21715 

Three precise gamma-ray burst source loca- 
tions [microform] /, 85-21581 

Title 5, United States code : government 
organization and employees /, 85-22335 

Title 10, United States Code : Armed 
Forces (as amended through December 
31, 1984) /, 85-22257 

Title 46, United States Code amendment : 
report (to accompany S. 597)., 85-22008 

Title 48, Federal acquisition regulations 
system : chapter 1 : Federal acquisition 
regulation /, 85-20451 

To extend and amend the Export-Import 
Bank Act of 1945 : hearings before the 
Subcommittee on International Finance, 
Trade, and Monetary Policy of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-ninth Congress, first session, on 
H.R. 1320 ... March 6 and 7, 1985., 85- 
22265 

Topex orbital radiation study [microform] / 
, 85-21534 

Toward combined arms warfare : a survey 
of 20th-century tactics, doctrine, and or- 
ganization /, 85-20631 

Toward strategic independence : policy 
considerations for enhancing school effec- 
tiveness /, 85-20773 

Toxic Substances Control Act authoriza- 
tions : report (to accompany S. 1143)., 
85-22030 

Toxic Substances Control Act (T.S.C.A.), 
85-20843 

Toxic Substances Control Act (TSCA) : 
report to Congress for fiscal year ... /, 
85-20843 

TRAC-PD2 independent assessment /, 85- 
22199 

Trademark Counterfeiting Act of 1984 : 
hearings before the Subcommittee on 
Crime of the Committee on the Judiciary, 
House of Representatives, Ninety-eighth 
Congress, first session on H.R. 2447 ... 
October 20, November 3, 1983, and Feb- 
ruary 9, 1984., 85-22325 

Trademark Reform Act of 1983 : hearing 
before the Subcommittee on Courts, Civil 
Liberties, and the Administration of Jus- 
tice of the Committee on the Judiciary, 
House of Representatives, Ninety-eighth 
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Trademark Reform Act of 1983 : hearing before 


Congress, second session, on H.R. 4460 ... 
June 28, 1984., 85-22319 

Traffic advisory practices at airports with- 
out operating control towers., 85-21945 

Traffic management system., 85-21944 

Trailways Lines, Inc., bus, E.A. Holder, 
Inc., truck, rear end collision and bus 
run-off-bridge, U.S. Route 59, near Liv- 
ingston, Texas, November 30, 1983., 85- 
21935 

Training translators and conference inter- 
preters /, 85-20801 

Transferring responsibility for furnishing 
certified copies of Miller Act payment 
bonds from the Comptroller General to 
the officer that awarded the contract : 
report (to accompany H.R. 596) (includ- 
ing cost estimate of the Congressional 

85-22053 

Transforming the frog into the prince : ef- 
fective schools research, policy, and prac- 
tice at the district level /, 85-20779 

Transit losses and traveltimes for reservoir 
releases during drought conditions along 
the Neosho River from Council Grove 
Lake to Iola, east-central Kansas /, 85- 
21172 

Transition from development to production 
: solving the risk equation : draft., 85- 
20449 

Translation control of a graphically simulat- 
ed robot arm by kinematic rate equations 
that overcome elbow joint singularity /, 
85-21802 

Transportation, 85-21033 


Transportation issues of the 1980’s : a sum- 
mary of private and public sector views / 
» 85-21925 

Treasury combined statement of receipts, 
expenditures, and balances of the United 
States government for the fiscal year 
ended ..., 85-21899 

Treasury, Postal Service, and general gov- 
ernment appropriation bill, 1984 : report 
with additional views (to accompany 
HLR. 3191)., 85-22069 

Treasury, Postal Service, and general gov- 
ernment appropriations for fiscal year 
1986 : hearing before a subcommittee of 
the Committee on Appropriations, House 
of Representatives, Ninety-ninth Con- 
gress, first session /, 85-22254 

Treasury, Postal Service, and general gov- 
ernment appropriations for fiscal year 
1986 : hearings before a subcommittee of 
the Committee on Appropriations, House 
of Representatives, Ninety-ninth Con- 
gress, first session /, 85-22253 

Trend analyses and related statistics : dis- 
tricts, regions, service centers., 85-21913 

Trends in computational capabilities for 
fluid dynamics [microform] / , 85-21567 

Trends in early childhood education in the 
United Kingdom /, 85-20805 
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The tribe Alasmidontini (Unionidae, Ano- 
dontinae) /, 85-21898 

Tropical forest development projects 
status of environmental and agricultural 
research : hearing before the Subcommit- 
tee on Natural Resources, Agriculture 
Research, and Environment of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-eighth 
Congress, second session, September 19, 
1984., 85-22338 

Troubleshoot the steering system on the 
M553 wrecker., 85-20504 

Troubleshooting the brake system on the 
M553 wrecker truck., 85-20503 

Tumors and pseudotumors of the serous 
membranes /, 85-20453 

Tumors of the exocrine pancreas /, 85- 
20452 

Tungsten availability—market economy 
countries : a minerals availability pro- 
gram appraisal /, 85-21297 

Turbine engine hot section technology 
(HOST) [microform] : material presented 
at a gover industry information ex- 
change workshop held at NASA Lewis 
Research Center, Cleveland, Ohio, Octo- 
ber 19-20, 1982., 85-21496 

Twenty-fifth Mexico-United States Inter- 
parliamentary Conference : background 
materials for U.S. Delegation use only., 
85-22300 





U 


U.S.-Soviet relations : May 1985., 
21868 

The U.S. and the Middle East : 
ship for the future., 85-21863 

The U.S. climate for entrepreneurship and 
innovation : a study /, 85-22278 

U.S. commodity price supports and com- 
petitiveness of agricultural exports /, 
85-22236 

U.S. Congressional serial set, 85-21994, 
85-21995, 85-21996, 85-21997, 85- 
21998, 85-21999, 85-22000, 85-22001, 
85-22002 

U.S. diplomacy and the search for peace /, 
85-21860 

U.S.G.S. water resources data, 85-21174 

U.S.G.S. water resources data. Florida, 
85-21173 

U.S. high technology trade and competi- 
tiveness /, 85-20441 

U.S. international trade and investment in 
services : data needs and availability /, 
85-20433 

U.S. media coverage of Africa : a media 
source guide : issues for the ’80s /, 85- 
20813 

U.S. production, imports, & import/produc- 
tion ratios for cotton, wool, & man-made 
fiber textiles & apparel., 85-20446 

US. relations with Honduras—1985 : hear- 
ing before the Subcommittee on Western 
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Hemisphere Affairs of the Committee on 
Foreign Affairs, House of Representa- 
tives, Ninety-ninth Congress, first session, 
February 6, 1985., 85-22299 

The U.S. response to apartheid in South 
Africa : April 17, 1985., 85-21855 

An ultra-high speed residue processor for 
SAFT inspection system image enhance- 
ment : final report /, 85-22214 

Ultrasonic-nondestructive evaluation, mi- 
crostructure, and mechanical property 
interrelations [microform] / , 85-21636 

Ultrastructural alterations in skeletal muscle 
fibers of rats after exercise [microform] / 
, 85-21448 

Uncompensated care in a competitive envi- 
ronment : whose problem is it? : proceed- 
ings, September 13-14, 1984. 85-21116 

Undercover Operations Act hearing 
before the Subcommittee on Criminal 
Law of the Committee on the Judiciary, 
United States Senate, Ninety-eighth Con- 
gress, second session, on S. 804 ... May 
16, 1984., 85-22328 

Understanding Paget’s disease /, 85-21069 

Unfair foreign trade practices : criminal 
components of America’s trade problem : 
report /, 85-22289 

The Unfinished agenda : the role of voca- 
tional education in the high school /, 
85-20702 

A Unique source of executive and profes- 
sional talent /, 85-21847 

The United States Air Force in Southeast 
Asia, 1961-1973 : an illustrated account /, 
85-20678 

The United States and Central America : a 
moment of decision : April 22, 1985 /, 
85-21858 

The United States and Israel : partners for 
peace and freedom : April 21, 1985 /, 
85-21857 

United States Coast Guard regulations, 
1985., 85-21954 


: United States coast pilot. 3, Atlantic Coast. 


Sandy Hook to Cape Henry., 85-20429 

United States coast pilot. 4, Atlantic Coast. 
Cape Henry to Key West., 85-20430 

United States coast pilot. 7, Pacific Coast. 
California, Oregon, Washington, and 
Hawaii., 85-20431 

United States coast pilot. Atlantic Coast. 
Section C, Sandy Hook to Cape Henry, 
85-20429 

United States coast pilot. Atlantic Coast. 
Section D, Cape Henry to Key West, 
85-20430 

United States coast pilot. Hawaiian Islands, 
85-20431 

United States coast pilot. Pacific Coast. 
California, Oregon, and Washington, 85- 
20431 

United States Congressional serial set., 85- 
21994, 85-21995, 85-21996, 85-21997, 
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85-21998, 85-21999, 85-22000, 85- 
22001, 85-22002 

The United States courts., 85-21408 

The United States courts (Washington), 
85-21408 

United States courts (Washington, D.C.), 
85-21408 

United States government annual report /, 
85-21899, 85-21900 

United States government annual report. 
Appendix /, 85-21900 

United States government annual report. 
Appendix, 85-21899 

United States-Israel free trade area : report 
(to accompany H.R. 2268) (including cost 
estimate of the Congressional Budget 
Office)., 85-22115 

United States-Japan trade : hearing before 
the Subcommittee on International Trade 
of the Committee on Finance, United 
States Senate, Ninety-ninth Congriss, 
first session, March 8, 1985., 85-22295 

United States oceanborne foreign trade 
routes., 85-21972 

United States of America, treasury notes of 
December 31, 1986, series AC-1986., 85- 
21906 

United States of America, treasury notes of 
December 31, 1988, series Q-1988., 85- 
21907 

United States of America, treasury notes of 
February 15, 1990, series G-1990., 85- 
21905 

United States of America, treasury notes of 
January 15, 1992, series D-1992., 85- 
21908 

United States Senate telephone directory., 
85-22149 

United States Tax Court reports, 85-21410 

Universal binding energy relations in metal- 
lic adhesion [microform] /, 85-21640 

Unnecessary firing of tactical missiles de- 
mands DOD’s attention : first report /, 
85-22102 

Unsteady transonic flow in cascades [micro- 
form] /, 85-21514 

An Update on the status of major federal 
Statistical agencies, fiscal year 1986 : a 
report /, 85-22305 

Updating teachers for tomorrow’s technolo- 
gy : a strategy for action /, 85-20731 

Upper Saginaw River diked disposal area at 
Crow Island, Bay County, Michigan : 
letter report /, 85-20628 

Upward mobility training agreement and 
handbook /, 85-21846 

US Army Field Artillery School guide for 
writers of military history : handout 2., 
85-20492 

US Army Noncommissioned Officer Acad- 
emy III Corps student guide., 85-20489 

US-Federal Republic of Germany relations., 
85-21881 

US-Japan trade., 85-21889 

US-Soviet relations., 85-21888 





Waterborne commerce of the U.S. Part 1, Waterways 


USCP. 7, Pacific Coast. California, Oregon, 
Washington, and Hawaii, 85-20431 

USCP. 7, Pacific Coast and Hawaii, 
20431 

Use and care of STE/ICE., 
85-20508 

Use of calibration base lines /, 85-20394 

The use of productive resources : pension 
funds, building industry, existing housing 
/, 85-21128 

Use of steel sets in underground coal /, 
85-21290 

A user’s guide to the flexible spacecraft dy- 
namics and control program-V [micro- 
form] /, 85-21647 

USGS water resources data, 85-21174 

USGS water resources data. Florida, 85- 
21173 

Utilization of the polar platform of NASA’s 
space station program for operational 
earth observations /, 85-20390 


85- 


85-20507, 


Vv 


VA fiscal year 1986 medical program budg- 
ets : hearings before the Subcommittee on 
Hospitals and Health Care of the Com- 
mittee on Veterans’ Affairs, House of 
Representatives, Ninety-ninth Congress, 
first session, February 7, 1985., 85-22353 

Vacation travel by Canadians in the United 
States /, 85-20384 

The validity of an occupational classifica- 
tion based on job competencies for assess- 
ing employability /, 85-20795 

Value engineering study of crack and joint 
sealing., 85-21940 

Various industries in American Samoa : an 
economic report., 85-21418 

Vehicle emissions inspection and mainte- 
nance program is behind schedule : 
report to the Chairman, Subcommittee on 
Oversight and Investigations, Committee 
on Energy and Commerce, House of 
Representatives /, 85-21004 

Verification tests of durable TPS concepts 
[microform] /, 85-21610 

Vermiculite : a chapter from Mineral facts 
and problems, 1985 edition., 85-21280 

Veterans Administration Health Profession- 
al Scholarship Program : applicant infor- 
mation bulletin : 1985-86 school year, full 
time nursing students, baccalaureate and 
specified master’s degree programs., 85- 
21979 

Vibrational and rotational excitation of CO 
in comets [microform] /, 85-21579 

Vietnam, under two regimes : April 1985., 
85-21892 

Vietnam Veterans of America, Inc. : report 
(to accompany H.R. 4772) (including cost 
estimate of the Congressional Budget 
Office)., 85-22091 

Vinyl chloride : relief valve standard., 
20881 


85- 
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Viscous-inviscid aerodynamic analysis of 
two-dimensional thrust augmentors [mi- 
croform]/, 85-21791 

Visual vulnerability of the landscape : con- 
trol of visual quality /, 85-20199 

Visualization of the three-dimensional flow 
around a model with the aid of a “laser 
knife” [microform] /, 85-21474 

Vital and health statistics., 85-21018 

Vital and health statistics : a guide to 
sources of information /, 85-21075 

Vital statistics of the United States. 85- 
21096 

Vocational education and youth employ- 
ment /, 85-20732 

Volunteerism and private sector initiatives 
for older Nebraskans : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-eighth Congress, 
second session, July 13, 1984, Omaha, 
NE., 85-22235 

VORCOR [microform] : a computer pro- 
gram for calculating characteristics of 
wings with edge vortex separation by 
using a vortex filament and core model /, 
85-21679 

Voting and registration in the election of ..., 
85-20310 


Ww 


Wage calendar, 85-21412 

Waiving certain points of order against con- 
sideration of H.R. 3132 : report (to ac- 
company H. Res. 210)., 85-22067 

Waiving certain points of order against con- 
sideration of H.R. 3133 : report (to ac- 
company H. Res. 211)., 85-22068 

Walker Resource Area wilderness technical 
report., 85-21359 

Wanted and unwanted childbearing 
United States, 1973-82 /, 85-21095 

The war we must not lose : the war on 
hunger /, 85-22238 

WARN, a warning formatter /, 85-20398 

The Washington Monument, Washington 
DC., 85-21319 

Water levels and water-level changes in the 
Prairie du Chien-Jordan and Mount 
Simon-Hinckley aquifers, Twin Cities 
metropolitan area, Minnesota, 1971-80 /, 
85-21332 

Water measurement manual /, 85-21267 

Water resources data. Florida., 85-21173 

Water resources data. South Carolina. 85- 
21174 

Water resources data, Florida, 85-21173 

Water resources data for Florida, 85- 
21173 

Water resources data for South Carolina, 
85-21174 

Waterborne commerce of the United States. 
Part 1, Waterways and harbors, Atlantic 
Coast /, 85-20605 
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Waterborne commerce of the U.S. Part 5, National 


Waterborne commerce of the United States. 
Part 5, National summaries /, 85-20606 

Waterways and harbors., 85-20605 

Waterways and harbors, Atlantic Coast, 
85-20605 

Ways of going wrong in teaching for con- 
ceptual change : report on the conceptual 
change project /, 85-20729 

Wear and corrosion of 12 alloys during lab- 
oratory milling of phosphate rock in 
phosphoric acid waste water /, 85- 
21282 

Welcome to the Defense Information 
School., 85-20480 

Welcome to the United States : customs 
declaration form enclosed., 85-21910 

Wet model of Saturn’s ionosphere [micro- 
form] : water from the rings /, 85-21586 

Wet scrubber inspection and evaluation 
manual /, 85-20835 

What can schools do? : report to the Massa- 
chusetts Board of Education on the role 
of schools in preparing youth for employ- 
ment., 85-20792 

What first-year teachers need to know /, 
85-20819 

What is the most effective water policy for 
the United States? : national debate topic 
for high schools, 1985-1986, pursuant to 
Public Law 88-246 /, 85-22004 

What problems do American Indians have 
with mathematics? /, 85-20806 

What the experts know about A-I-D-S., 
85-21079 

What you need to know about multiple 
myeloma /, 85-21054 

What you need to know about Wilms’ 
tumor., 85-21057 

When you fly in Colorado Springs— look 
out for the unexpectedil!l, 85-20694 

When you return to a storm damaged 
home., 85-20889 

Where to write for birth and death records, 
United States and outlying areas, 85- 
21088 

Where to write for divorce records, United 
States and outlying areas, 85-21088 

Where to write for marriage records, 
United States and outlying areas, 85- 
21088 

Where to write for vital records., 
21088 

White Sands Resource Area rangeland pro- 
gram summary : annual update., 85- 
21365 

Why a farm and ranch irrigation survey?, 
85-20237 

Wide-field-of-view, helmet-mounted infinity 
display system development., 85-20690 

Wilderness management plan for the Bear 
Trap Canyon unit of the Lee Metcalf 
Wilderness, Montana /, 85-21352 

William H. Taft High School project ADE- 
LANTE, 1982-1983 /, 85-20762 

Wind shear measuring on board an airliner 
[microform] /, 85-21466 
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Wind tunnel wall interference assessment/ 
correction, 1983 [microform] / , 85- 
21796 

Women of the world : a chartbook for de- 
veloping regions., 85-20240 

Women of the world : Near East and North 
Africa /, 85-20239 

Women’s educational equity act, 85-20709 

Women’s Educational Equity Act program., 
85-20709 

Working parents project (WPP), Division 
of Family, School and Community Stud- 
ies (DFSCS) : annual report., 85-20812 

Workshop proceedings : approaches for im- 
proving the assessment of human genetic 
risk—human biomonitoring., 85-20869 

Worldwide marine weather broadcasts, 
85-20406 

Wrangell-St. Elias National Park/Preserve, 
Alaska : draft general management plan/ 
environmental assessment, land protection 
plan, wilderness suitability review., 85- 
21314 


xX 


X-ray observations of the Seyfert I galaxies 
AKN120 and MCG8-11-11 [microform] / 
, 85-21493 

The X-ray spectrum and time variability of 
“Narrow emission line” galaxies [micro- 
form] /, 85-21525 


Y 


Y.C.C. program report, 85-21149 

YCC program report., 85-21149, 85- 
21150 

Your social security check = deres social 
security check : udenfor U.S.A., 85- 
21039 

Your social security check = vase seky so- 
cialneho zabezpecenia : pocas Vasej ne- 
pritomnosti v Spojenych statoch americk- 
ych., 85-21040 

Youth Conservation Corps ... anniversary 
report, 85-21149 

Youth Conservation Corps, annual report to 
the President and the Congress. 85- 
21150 

Youth’s perceptions of employer standards : 
effects of [i.e. on] employment outcomes 
and employer evaluations /, 85-20809 

Yukon-Charley Rivers National Preserve, 
Alaska : general management plan, land 
protection plan, Charley Wild River 
management plan, wilderness suitability 
review., 85-21315 


Z 


Zip4 codes, why they add up for business 
mailers., 85-21827 

Zoonoses in the Colorado outdoors : dis- 
eases transmitted from animals to humans 
and present in rural wilderness areas of 
Colorado., 85-20693 
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A 3-dimensional computer model to simu- 
late fluid flow and contaminant transport 
through a rock fracture system /, 85- 
22207 

5-year outer continental shelf oil and gas 
leasing program for mid-1986 through 
mid-1991., 85-21367 

7.5 minute series (topographic) : [Alabama]. 
32087-H_ 1-TF-024, Centreville east quad- 
rangle, Alabama - Bibb Co., 1980 /, 85- 
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Adult development : implications for 
adult education /, 85-20796 


Advertising — Alcoholic beverages — United 

States. 

Alcohol advertising : hearing before the 
Subcommittee on Children, Family, 
Drugs, and Alcoholism of the Commit- 
tee on Labor and Human —— 
United States Senate, Ninety-nin 
Congress, first session, on mo 
advertisements and television commer- 
cials promoting the sale and consump- 
tion of alcoholic beverages, February 
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form] /, 85-21766 

Static internal performance of single-ex- 
pansion-ramp nozzles with various 
combinations of internal geometric pa- 
rameters /, 85-21599 

A study of flow past an airfoil with a jet 
issuing from its lower surface [micro- 
form] /, 85-21684 

Subsonic/transonic stall flutter investiga- 
tion of a rotating rig [microform] / , 
85-21767 

Three-dimensional unsteady viscous flow 
analysis over airfoil sections [micro- 
form] /, 85-21715 

Trends in computational capabilities for 
fluid dynamics [microform] / , 85- 
21567 

VORCOR [microform] : a computer pro- 
gram for calculating characteristics of 
wings with edge vortex separation by 
using a vortex filament and core model 
/, 85-21679 


Aerodynamics — Data processing. 
Computer studies of hybrid-slotted work- 
ing sections with minimum interference 
at subsonic speeds [microform] /, 85- 
21564 


Supersonic. 

PAN AIR, a computer program for pre- 
dicting subsonic or supersonic linear 
potential flows about arbitrary configu- 
rations using a higher order panel 
method [microform.], 85-21661 

Shock capturing finite difference aigo- 
rithms for supersonic flow past fighter 
and missile type configurations [micro- 
form] /, 85-21753 


Aerodynamics, Transonic. 
Experience with transonic unsteady aero- 
dynamic calculations [microform] / , 
85-21603 


High Reynolds number tests of the cast 
10-2/DOA 2 airfoil in the Langley 0.3- 
meter transonic cryogenic tunnel - 
phase II [microform] /, 85-21600 
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Improvements in the accuracy and stabili- 
ty of algorithms for the small-distru- 
bance [sic] and full-potential equations 
applied to transonic flows [microform] 
/, 85-21559 


Investigation of the three-dimensional 
flow field within a transonic fan rotor 
[microform] : experiment and analysis / 
, 85-21503 

Subsonic/transonic stall flutter investiga- 
tion of a roteting rig [microform] / , 
85-21767 

Unsteady transonic flow in cascades [mi- 
croform]/, 85-21514 


Aerofoils. 

A comparison of Wortmann airfoil com- 
puter-generated lift and drag polars 
with flight and wind tunnel results [mi- 
croform] /, 85-21572 

Data from tests of a R4 airfoil in the 
Langley 0.3-meter transonic cryogenic 
tunnel [microform] /, 85-21536 

High Reynolds number tests of the cast 
10-2/DOA 2 airfoil in the Langley 0.3- 
meter transonic cryogenic tunnel - 
phase II [microform] /, 85-21600 

Kasprzyk airfoil [microform] : the first 
wind-tunnel tests /, 85-21489 

Natural laminar flow airfoil design con- 
siderations for winglets on low-speed 
airplanes [microform] /, 85-21674 


A Search for 183-GHz emission from 
water in late-type stars [microform] / , 
85-21561 

Simulation of transonic separated airfoil 
flow by finite-difference viscous-invis- 
cid interaction [microform] / , 85- 
21560 

A study of flow past an airfoil with a jet 
issuing from its lower surface [micro- 
form] /, 85-21684 


Aeronautical charts — Colorado. 
When you fly in Colorado Springs— 
look out for the unexpectedi!!, 85- 
20694 


Aeronautical charts — United States — 
Tables — Periodicals. 
Controller chart supplement. Section 8, 
Preferred IFR routes, low and high al- 
titude., 85-21952 


Preferred IFR routes, low and high alti- 
tude, 85-21952 


Aeronautical instruments. 
Air data position-error calibration using 
state reconstruction techniques [micro- 

form] /, 85-21571 


Aeronautics — Communication systems — 
Handbooks, manuals, etc. 
Airborne communications systems opera- 
tor (AFSC 11650) /, 85-20681 
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Aeronautics — Law and legislation — 
United States. 
Federal Aviation regulations. Part 150, 
Airport noise compatibility planning., 
85-21943 


Aeronautics — North Carolina — Accidents. 
Midair collision, McDonnell Douglas F- 
4C, Beech D-55 Baron, Cherry Point, 
North Carolina, January 9, 1983., 85- 
21931 


Aeronautics — Research — United States. 
Role of research aircraft in technology 
development [microform] /, 85-21548 


Aeronautics — United States. 
ACEE program rationale and implemen- 
tation [microform] /, 85-21531 


Aeronautics — United States — Congresses. 
Annual F.A.A. Forecast Conference pro- 
ceedings, 85-21950 
Annual FAA Forecast Conference pro- 
ceedings /, 85-21950 
FAA Forecast Conference proceedings, 
85-21950 


Aeronautics — United States — 
Examinations, questions, etc. 
Airline transport pilot : airplane—FAR 
part 121, aircraft dispatcher, flight nav- 
igator : question book., 85-21948 


Aeronautics — United States — Periodicals. 
F.A.A. aviation forecasts, 85-21951 


FAA aviation forecasts., 85-21951 
Aeronautics, Commercial — Europe. 


Foreign civil aviation competition [mi- 
croform] : 1976 summary and implica- 
tions /, 85-21442 


Aeronautics, Commercial — Soviet Union. 
Foreign civil aviation competition [mi- 
croform] : 1976 summary and implica- 
tions /, 85-21442 
Aeronautics, Commercial — United States. 
Foreign civil aviation competition [mi- 
croform] : 1976 summary and implica- 
tions /, 85-21442 


Aeronautics, Commercial — United States 


— Congresses. 
Annual F.A.A. Forecast Conference pro- 
ceedings, 85-21950 


Annual FAA Forecast Conference pro- 
ceedings /, 85-21950 


FAA Forecast Conference proceedings, 
85-21950 


Aeronautics, Commercial — United States 
— Periodicals. 
F.A.A. aviation forecasts, 85-21951 


FAA aviation forecasts., 85-21951 





October 1985 


Africa — Famines. 

African famine situation : briefing and 
markup before the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-ninth Congress, first session, on 
H.R. 1096, January 30 and February 
19, 1985., 85-22296 


Famine in Africa : hearing before the 
Committee on Foreign Relations, 
United States Senate, Ninety-ninth 
Congress, first session, January 17, 
1985., 85-22302 


Africa — Maps. 
Northern Africa and the Middle East., 
85-21838 


Africa in mass media. 
U.S. media coverage of Africa : a media 
source guide : issues for the *80s /, 
85-20813 


Africa, Southern — Foreign relations — 
United States. 
Southern Africa : constructive engage- 
ment., 85-21867 


Africa, Southern — Politics and government 
— 1975- 
Southern Africa : constructive engage- 
ment., 85-21867 


Afro-Americans — Bibliography. 
Afro-American life, history and culture /, 
85-21372 


Afro-Americans — Employment — United 
States — Addresses, essays, lectures. 
Foreigi: policy and the Black community 

: April 1, 1985 /, 85-21851 


Afro-Americans — Social conditions — 
Bibliography. 
Afro-American life, history and culture /, 
85-21372 


Aged — Care and hygiene — United States. 

Lifetime fitness and exercise for older 

people : a background paper /, 85- 
21127 


Aged — Government policy — United 
States. 
Drugs and the elderly : a background 
paper /, 85-21126 


Observing the twentieth anniversary of 
the Older Americans Act : report to- 
gether with supplemental views (to ac- 
company H. Con. Res. 132) (including 
cost estimate of the Congressional 
Budget Office)., 85-22125 


Aged — Legal status, laws, etc. — United 

States. 

Observing the twentieth anniversary of 
the Older Americans Act : report to- 
gether with supplemental views (to ac- 
company H. Con. Res. 132) (including 
cost estimate of the Congressional 
Budget Office)., 85-22125 





Aged — Legal status, laws, etc. — United 
States — Bibliography —- Periodicals. 
Publications list /, 85-22230 


Aged — Mental health — United States. 
Mental illness in nursing homes : agenda 
for research /, 85-21110 


Aged — Nebraska. 

Volunteerism and private sector initia- 
tives for older Nebraskans : hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety- 
eighth Congress, second session, July 
13, 1984, Omaha, NE., 85-22235 


Aged — New York (N.Y.) 

Minority elderly and low-income needs : 
New York : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, March 2, 1984 New 
York, NY., 85-22232 


Aged — United States. 

Developments in aging, 1984 : a report of 
the Special Committee on Aging, 
United States Senate, pursuant to S. 
Res. 354, March 2, 1984, resolution au- 
thorizing a study of the problems of 
the aged and aging., 85-22006 

Drugs and the elderly : a background 
paper /, 85-21126 


Aged — United States — Dwellings. 
The use of productive resources : pension 
funds, building industry, existing hors- 
ing /, 85-21128 


Aged — United States — Economic 
conditions. 
A Policy framework on income mainte- 
nance., 85-21129 


The use of productive resources : pension 
funds, building industry, existing hous- 
ing /, 85-21128 


Aged — United States — Nutrition. 
Nutrition policy and the elderly /, 85- 
21125 


Aged women — Legal status, laws, etc. — 
United States. 
The Direction of federal legislation af- 
fecting women over forty /, 85-21131 


Agent Orange — Law and legislation — 

United States. 

Report of the special master pertaining to 
the disposition of the settlement fund : 
in re “Agent Orange” product liability 
litigation /, 85-21393 


Agricultural assistance — Latin America. 
Tropical forest development projects : 
status of environmental and agricultur- 
al research : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Environment of 
the Committee on Science and Tech- 
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nology, U.S. House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, September 19, 1984., 85-22338 


Agricultural assistance, American — Africa. 
African famine situation : briefing and 
markup before the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-ninth Congress, first session, on 
H.R. 1096, January 30 and February 
19, 1985., 85-22296 


Agricultural banks. 

Farm credit problems and their impact on 
agricultural banks : hearings before the 
Subcommittee on Small Business: 
Family Farm of the Committee on 
Small Business, United States Senate, 
Ninety-ninth Congress, first session ... 
February 7 and 27, 1985., 85-22343 


1982 census of manufactures. Industry 
series. Agricultural chemicals., 85- 
20265 


Agricultural credit — United States. 

Farm credit problems and their impact on 
agricultural banks : hearings before the 
Subcommittee on Small Business: 
Family Farm of the Committee on 
Small Business, United States Senate, 
Ninety-ninth Congress, first session ... 
February 7 and 27, 1985., 85-22343 

Farm Emergency Credit Act of 1985 : 
supplemental report (to accompany 
H.R. 1035)., 85-22097 


Agricultural price supports — United States. 
Diversity in crop farming : its meaning 
for income-support policy., 85-22361 
U.S. commodity price supports and com- 
petitiveness of agricultural exports /, 
85-22236 


Agricultural prices — Egypt. 
Egyptian meat market : policy issues in 
trade, prices, and expected market per- 
formance /, 85-20208 


Agricultural productivity — Africa. 
Africa, the potential for higher food pro- 
duction : April 1985., 85-21890 


Agriculture — Bibliography — Periodicals. 
Food bibliography : references to reports 
and other documents issued by the U.S. 
General Accounting Office., 85-21011 


Agricultural benefits sector analysis for 
ozone : methods evaluation and demon- 
stration /, 85-20875 


Analysis of multiresource production for 
national assessments and appraisals /, 
85-20200 


Page 1-397 





Agriculture Economic aspects U.S. 


Economic conditions in agriculture and 
fiscal year 1986 Department of Agri- 
culture budget proposals (Secretary 
John R. Block) : hearing before the 
Committee on Agriculture, House of 
Representatives, Ninety-ninth Con- 
gress, first session, February 21, 1985., 
85-22240 


Impact of budget proposals on agricul- 
ture and farm commodities issues : 
hearing before the Committee on the 
Budget, House of Representatives, 
Ninety-ninth Congress, first session, 
February 15, 1985, Atchison, KS., 85- 
22273 

Long-term farm policy to succeed the 
Agriculture and Food Act of 1981 : 
hearings before the Committee on Ag- 
riculture, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion., 85-22239 


Agriculture — International cooperation. 
Guanchias Limitada : a case study of an 
agrarian reform cooperative and its 
long-term relationship with a multina- 
tional firm in Honduras /, 85-21894 


Agriculture — United States. 
Agriculture in US foreign economic 
ang: cpalebarcdi 


Agriculture — United States — Bibliography 
— Catalogs. 
Agricultural research, statistics, and eco- 
nomic reports., 85-21021 


Agriculture, Cooperative — Honduras. 
Guanchias Limitada : a case study of an 
agrarian reform cooperative and its 
long-term relationship with a multina- 
tional firm in Honduras /, 85-21894 


Agriculture and state — United States. 
Diversity in crop farming : its meaning 
for income-support policy., 85-22361 
Economic conditions in agriculture and 
fiscal year 1986 Department of Agri- 
culture budget proposals (Secretary 
John R. Block) : hearing before the 
Committee on Agriculture, House of 
Representatives, Ninety-ninth Con- 
gress, first session, February 21, 1985., 

85-22240 


Impact of budget proposals on agricul- 
ture and farm commodities issues : 
hearing before the Committee on the 
Budget, House of Representatives, 
Ninety-ninth Congress, first session, 
February 15, 1985, Atchison, KS., 85- 
22273 


Long-term farm policy to succeed the 
Agriculture and Food Act of 1981 : 
hearings before the Committee on Ag- 
riculture, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion., 85-22239 
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Aids to navigation 
Light list /, 


— Lists — Periodicals. 
85-21957, 85-21958 


Aids to navigation — Periodicals. 
Summary of corrections : charts., 
20460 


85- 


Aids to navigation — United States — 


Periodicals. 
Light list /, 85-21957, 85-21958 


Ailerons. 
Aileron controls for wind turbine applica- 
tions [microform] /, 85-21632 


Air — Pollution. 
Agricultural benefits sector analysis for 
ozone : methods evaluation and demon- 
stration /, 85-20875 


Air — Pollution — Massachusetts — 

Boston. 

Northeast Corridor Regional Modeling 
Project : ozone and precursor transport 
in New York City and Boston during 
the 1980 field program /, 85-20879 


Air — Pollution — Measurement. 
Characterization of heavy-duty motor ve- 
hicle emissions under transient driving 
conditions /, 85-20858 
Air — Pollution — New York (N.Y.) 
Northeast Corridor Regional Modeling 
Project : ozone and precursor transport 
in New York City and Boston during 
the 1980 field program /, 85-20879 


Air — Pollution — Standards — United 
States. 
Review of new source performance 
standards for ammonium sulfate manu- 
facture /, 85-20876 


Air — Pollution — United States. 

Hazardous air pollutants : dry-deposition 
phenomena /, 85-20860 

Locating and estimating air emissions 
from sources of chromium., 85-20877 

Potential causes of elevated PMON and 
PMOS concentrations in the inhalable 
particulate network /, 85-20880 


Air — Pollution — United States — 

Measurement. 

Inhalable particulate network report : op- 
eration and data summary (mass con- 
centrations only) /, 85-20864 

Review of national emission standards for 
mercury., 85-20878 


Air — Pollution — United States — 
Physiological effect. 
Health assessment document for 1, 1, 1- 
Trichloroethane (methyl chloroform) : 
final report., 85-20840 


Air-brakes — Testing. 
NHTSA heavy duty vehicle brake re- 
search program : report no. 1—stop- 
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ping capability of air braked vehicles., 
85-21965 


Air conditioning — Control — United 
States. 
Summary of USA-CERL research on 
control of heating, ventilating, and air- 
conditioning systems /, 85-20625 


Air Force Aerospace Medical Research 
Laboratory (U.S.) 
Air Force Aerospace Medical Research 
Laboratory /, 85-20679 


Air pilots, Military — Training of — United 
States. 


Close air support mission : development 
of a unitary measure of pilot perform- 
ance /, 85-20692 


Air quality — United States. 

Vehicle emissions inspection and mainte- 
nance program is behind schedule : 
report to the Chairman, Subcommittee 
on Oversight and Investigations, Com- 
mittee on Energy and Commerce, 
House of Representatives /, 85-21004 


Air quality management — United States. 
Vinyl chloride : relief valve standard., 
85-20881 


Air traffic control. 
Traffic advisory practices at airports 
without operating control towers., 85- 
21945 


Air traffic control — United States. 
Traffic management system., 85-21944 


Air-turbines — Testing. 
Medicine Bow WTS-4 wind turbine field 
tests /, 85-21274 


Aircraft cabins — Fires and fire prevention. 
Modeling of aircraft cabin fires /, 85- 
20364 


Aircraft cabins — Noise control. 
Experimental study of noise transmission 
into a general aviation aircraft [micro- 
form] /, 85-21712 


Aircraft gas-turbines — Congresses. 

Turbine engine hot section technology 
(HOST) [microform] : material present- 
ed at a government-industry informa- 
tion exchange workshop held at NASA 
Lewis Research Center, Cleveland, 
Ohio, October 19-20, 1982., 85-21496 


Airplanes. 
Experimental determination of the inertia 
constants of an airplane or of a missile 
[microform] /, 85-21492 


Lightning swept-stroke attachment pat- 
terns and flight conditions for storm 
hazards ’81 [microform] / , 85-21604 





October 1985 


— Collision avoidance. 

Midair collision, McDonnell Douglas F- 
4C, Beech D-55 Baron, Cherry Point, 
North Carolina, January 9, 1983., 85- 
21931 


Airplanes — Collision avoidance — 
Simulation methods. 
Enhanced TCAS II/CDTI traffic sensor 
digital simulation model and program 
description [microform] / , 85-21722 


Airplanes — Control systems. 

Development and flight evaluation of an 
augmented stability active controls 
concept [microform] : executive sum- 
mary /, 85-21681 

Integrated application of active controls 
(IACC) technology to an advanced 
subsonic transport project : longitudi- 
nal handling qualities study of a re- 
laxed-stability airplane h microform /, 
85-21662 


Airplanes — Design and construction. 
Integrated application of active controls 
(IACC) technology to an advanced 
subsonic transport project : longitudi- 
nal handling qualities study of a re- 
laxed-stability airplane h microform /, 
85-21662 


Airplanes — Electronic equipment. 
High-temperature optically activated 
GaAs power switching for aircraft dig- 
ital electronic control [microform] / , 
85-21780 


Airplanes — Equipment and supplies. 
Advanced manufacturing development of 
a composite empennage component for 
L-1011 aircraft. Phase IV, Final report. 
Manufacturing development [micro- 
form] /, 85-21678 


— Field of view. 
Wide-field-of-view, helmet-mounted infin- 
ity display system development., 85- 
20690 


Airplanes — Fires and fire prevention. 
Fire department responsibility in protect- 
ing evidence at the scene of an aircraft 
accident., 85-21947 


— Flight testing. 

Development and flight evaluation of an 
augmented stability active controls 
concept [microform] : executive sum- 
mary /, 85-21681 


— Fuel. 
FTIR analysis of aviation fuel deposits 
[microform] /, 85-21511 


Airplanes — Fuel! consumption — Data 
processing. 


An Interactive computer code for calcu- 
lation of gas-phase chemical equilibri- 
um (EQLBRM) [microform] / , 85- 
21693 





— Fuselage. 

A possibility of avoiding surface rough- 
ness due to insects [microform] /, 85- 
21453 


Airplanes — Jet propulsion — Handbooks, 
manuals, etc. 
Jet engine mechanic (AFSC 42652)., 
20683 


Airplanes — Landing. 
Aircraft landing dynamics facility car- 
riage weld test program [microform] / 
» 85-21540 


85- 


Airplanes — Motors — Design and 
construction. 
Energy efficient engine combustor test 
hardware detailed design report [mi- 
croform] /, 85-21688 


Energy efficient engine ICLS engine 
bearings, drives, and configuration [mi- 
croform] : design detail report /, 85- 
21687 

Energy efficient engine ICLS NA- 
CELLE detail design report [micro- 
form] /, 85-21686 

High pressure turbine ceramic shroud 


support technology report [microform] 
/, 85-21692 


High pressure turbine test hardware de- 
tailed design report [microform] / , 
85-21689 

Low pressure turbine test hardware de- 
tailed design report [microform] / , 
85-21690 

Materials for advanced turbine engines. 
Project 3, Project completion report. 
Volume II, Advanced blade tip seal 
system [microform] /, 85-21685 


Airplanes — Piloting — Examinations, 
questions, etc. 


Airline transport pilot : airplane—FAR 
part 121, aircraft dispatcher, flight nav- 
igator : question book., 85-21948 


Airplanes — Ramjet engines. 
Comparison of combustion efficiencies 
for ramjet engines [microform] /, 85- 
21486 


Airplanes — Turbine-propeller engines. 
Analytical model of the structureborne 
interior noise induced by a propeller 
wake [microform] /, 85-21718 


Airplanes — Wings. 

Aircraft surface coatings [microform] : 
summary report /, 85-21663 

Naiural laminar flow airfoil design con- 
siderations for winglets on low-speed 
airplanes [microform] /, 85-21674 

A possibility of avoiding surface rough- 
ness due to insects [microform] /, 85- 
21453 
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Results of winglet development studies 
for DC-10 derivatives [microform] / , 
85-21664 


VORCOR [microform] : a computer pro- 
gram for calculating characteristics of 
wings with edge vortex separation by 
using a vortex filament and core model 
/, 85-21679 


Airplanes — Wings, Triangular. 

Force and moment measurements on a 74 
delta wing with an apex flap (data 
report) [microform] /, 85-21682 

The lateral-directional characteristics of a 
74-degree delta wing employing gothic 
planform vortex flaps [microform] / , 
85-21671 


Airport noise — Law and legislation — 
United States. 
Federal Aviation regulations. Part 150, 
Airport noise compatibility planning., 
85-21943 


Airports — United States — 


Traffic management system., 85-21944 


Airports — United States — Traffic control. 
Operations reservations for high density 
traffic airports (HDTA’s)., 85-21946 
Traffic advisory practices at airports 
without operating control towers., 85- 
21945 


Airways — United States — Tables — 
Periodicals. 
Controller chart supplement. Section 8, 
Preferred IFR routes, low and high al- 
titude., 85-21952 


Preferred IFR routes, low and high alti- 
tude, 85-21952 


Alabama — Industries — Periodicals. 
County business patterns, Alabama., 85- 
20311 


Alabama — Maps, Topographic. 

7.5 minute series (topographic) : [Ala- 
bama]. 32087-H 1-TF-024, Centreville 
east quadrangle, Alabama - Bibb Co., 
1980 /, 85-21176 

7.5 minute series (topographic) : [Ala- 
bama]. 32087-H5-TF-024, Moundville 
east quadrangle, Alabama - Hale Co., 
1980 /, 85-21177 

7.5 minute series (topographic) : [Ala- 
bama]. 33085-C8-TF-024, Clairmont 
Springs quadrangle, Alabama, 1969 /, 
85-21184 

7.5 minute series (topographic) : [Ala- 
bama]. 33085-D8-TF-024, Ironaton 


quadrangle, Alabama, 1969 /, 85- 
21185 


7.5 minute series (topographic) : [Ala- 
bama]. 33085-F5-TF-024, Heflin quad- 
rangle, Alabama - Cleburne Co., 1967 / 
, 85-21186 
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7.5 minute series (topographic) : [Ala- 
bama]. 33085-G4-TF-024, Oak Level 
quadrangle, Alabama - Georgia, 1966 / 
» 85-21187 

7.5 minute series (topographic) : [Ala- 
bama]. 33085-H4-TF-024, Borden 
Springs quadrangle, Alabama - Geor- 
gia, 1966 /, 85-21188 

7.5 minute series (topographic) : [Ala- 
bama]. 33085-H5S-TF-024, Piedmont 
quadrangle, Alabama, 1967 /, 85- 
21189 

7.5 minute series ( hic) : [Ala- 
bama]. 33087-A3-TF-024, Pearson 


quadrangle, Alabama, 1969 /, 85- 
21190 


Alabama — Population — Statistics. 
Estimates of the population of Alabama 
counties and me‘ litan areas : July 
1, 1981, and 1982 (provisional)., 85- 
20289 


Albacore. 
Exploratory albacore longline fishing in 
the eastern North Pacific during winter 
1982 /, 85-20423 


Alcohol as fuel — Government policy — 

United States. 

An Act to Amend the Biomass Energy 
and Alcohol Fuels Act of 1980 to Clar- 
ify the Intention of Section 221 of the 
Act., 85-20231 


Alcoholism — United States — Prevention. 

Alcohol advertising : hearing before the 
Subcommittee on Children, Family, 
Drugs, and Alcoholism of the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-ninth 
Congress, first session, on reviewing 
advertisements and television commer- 
cials promoting the sale and consump- 
tion of alcoholic beverages, February 
7, 1985., 85-22331 


Analysis of edge detection algorithms on 
DIAL /, 85-20613 

Chandrasekhar equations and computa- 
tional algorithms for distributed param- 
eter systems [microform] / , 85-21727 

Improvements in the accuracy and stabili- 
ty of algorithms for the small-distru- 
bance [sic] and full-potential equations 
applied to transonic flows [microform] 
/, 85-21559 

Modification to shock fitting program 
[microform] /, 85-21574 


All terrain vehicles — Safety regulations — 
Texas. 
Off-road vehicle use and safety at Lake 
Meredith Recreation Area., 85-21320 


Allergy — Handbooks, manuals, etc. 
Allergy-clinical immunology specialist 
course : training manual., 85-20629 
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Alloys — Analysis. 

Microstructure and surface chemistry of 
amorphous alloys important to their 
friction and wear behavior [microform] 
/, 85-21505 


Alloys — Corrosion. 

Wear and corrosion of 12 alloys during 
laboratory milling of phosphate rock in 
phosphoric acid waste water /, 85- 
21282 


Alloys — Testing. 

Wear and corrosion of 12 alloys during 
laboratory milling of phosphate rock in 
phosphoric acid waste water /, 85- 
21282 


Aluminum alloys. 

A study of environmental characteriza- 
tion of conventional and advanced alu- 
minum alloys for selection and design 
[microform] /, 85-21719 


Aluminum industry and trade — United 
States. 
Energy and the primary aluminum indus- 
try /, 85-20434 


Aluminum industry and trade — United 
States — Energy consumption. 
Energy and the primary aluminum indus- 
try /, 85-20434 


America — Government policy — Soviet 

Union. 

Soviet posture in the Western Hemi- 
sphere : hearing before the Subcommit- 
tee on Western Hemisphere Affairs of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, February 28, 
1985., 85-22301 


American Conservation Corps. 

American Conservation Corps Act of 
1985 : report together with dissenting 
views (to accompany H.R. 99 ... re- 
ferred jointly to the Committee on 
Education and Labor and the Commit- 
tee on Interior and Insular Affairs) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22099 


American Samoa — Industries. 
Various industries in American Samoa : 
an economic report., 85-21418 


Ammonium compounds — Environmental 
aspects — United States. 
Review of new source performance 
standards for ammonium sulfate manu- 
facture /, 85-20876 


Amorphous substances. 

Microstructure and surface chemistry of 
amorphous alloys important to their 
friction and wear behavior [microform] 
/, 85-21505 
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Ecology. 
Ecology and management of the bullfrog 
/, 85-21334 


(Electronics) 
30 GHz solid state amplifier for low cost 
low data rate ground terminals [micro- 
form] /, 85-21788 


Anglo-American cataloguing rules. 
Archival moving image materials : a cata- 
loging manual /, 85-21437 


Aniakchak National Monument and Preserve 

(Alaska) 

Draft general management plan/environ- 
mental assessment, land protection 
plan, Aniakchak Wild River manage- 
ment plan, wilderness suitability review 
: Aniakchak National Monument and 
Preserve, Alaska., 85-21307 


Animal industry — United States — 
Statistics — Periodicals. 
Meat animals, production, disposition, 
and income, final estimates for ..., 85- 
20186 


Anodes — Corrosion. 
Minimizing lead contamination in copper 
produced by solvent  extraction- 
electrowinning /, 85-21286 


Antennas, Reflector. 

Reflector antennas with low sidelobes, 
low cross polarization, and high aper- 
ture efficiency [microform] / , 85- 
21772 


Antennas (Electronics) 

Case study of sample spacing in planar 
near-field measurement of high gain an- 
tennas [microform] /, 85-21635 

The correction of aberrations computed 
in the aperture plane of multifrequency 
microwave radiometer antennas [mi- 
croform] /, 85-21573 

Electronic switching spherical array 
(ESSA) antenna systems [microform] : 
performance interface document /, 
85-21580 


Antiaircraft missiles. 
Unnecessary firing of tactical missiles de- 
mands DOD’s attention : first report /, 
85-22102 


Antimatter. 
Balloon test project [microform] : cosmic 
ray antimatter calorimeter (CRAC) /, 
85-21465 


Antitank missiles. 
Unnecessary firing of tactical missiles de- 
mands DOD’s attention : first report /, 
85-22102 
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Antitank missiles — Maintenance and repair 
— Handbooks, manuals, etc. 
Equipment improvement 

maintenance digest DRAGON 
Medium Antitank/Assault Weapon 
System (third quarter, CY 1984)., 85- 
20594 


report and 


Antitank weapons — Maintenance and repair 

— Handbooks, manuals, etc. 

Equipment improvement report and 
maintenance digest : TOW heavy anti- 
tank/assault weapon system (third 
quarter, CY 1984)., 85-20593 


Apartment houses — Finance. 

Debentures not serving purposes HUD 
intended—legislative changes could 
help increase effectiveness and mini- 
mize interest costs : summary : report 
to the Congress /, 85-21005 


Criteria for mechanical systems in multi- 
family buildings for residential weath- 
erization options /, 85-20375 


Appellate courts — United States. 
Selection of court of appeals in multiple 
appeals of agency orders : report (to 
accompany H.R. 439)., 85-22136 


Aquatic invertebrates — Arctic regions. 
The ecology of tundra ponds of the 


Arctic coastal plain : a community pro- 
file /, 85-21340 


organisms — Data processing. 
AQUIRE : Aquatic Information Retriev- 
al Toxicity Data Base : project descrip- 
tion, guidelines, and procedures /, 85- 
20830 


Aquatrain (Firm) 

Study of the potential for using liquid 
carbon dioxide for freshwater produc- 
tion at Aquatrain coal transport pipe- 
line terminus sites /, 85-21270 


Aquifers — Great Plains. 

Freshwater heads and ground-water tem- 
peratures in aquifers of the Northern 
Great Plains in parts of Montana, 
North Dakota, South Dakota, and Wy- 
oming /, 85-21162 


Architecture — 


Architecture., 85-21023 


Rehabilitating historic storefronts /, 
21329 


Architecture, Domestic — United States — 


85- 


Bibliography — 
The home., 85-21014 





Arizona — Population — Statistics. 
Estimates of the population of Arizona 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20290 


Arkansas — Population — Statistics. 
Estimates of the population of Arkansas 
counties and metropolitan areas, July 1, 

1981, 1982, and 1983., 85-20291 


Armies — Organization — History — 20th 
century. 
Toward combined arms warfare : a 
survey of 20th-century tactics, doc- 
trine, and organization /, 85-20631 


Arms control — Addresses, essays, lectures. 
Arms control : the first round in Geneva 
/, 85-21862 


Arms control — United States — 

Periodicals. 

Fiscal year ... arms control impact state- 
ments : statements submitted to the 
Congress by the President pursuant to 
section 36 of the Arms Control and 
Disarmament Act., 85-22297 


Army and Navy Union of the United States 
of America, Inc. 

Army and Navy Union of the United 
States of America : report (to accom- 
pany H.R. 897) (including Congression- 
al Budget Office cost estimate)., 85- 
22114 


Art — Scholarships, fellowships, etc. — 
United States — Periodicals. 
Expansion arts /, 85-21816 


Expansion arts program, 85-21816 


Arthritis — Research — United States — 

Periodicals. 

Annual report of the director, National 
Institute of Arthritis, Diabetes, and Di- 
gestive and Kidney Diseases., 85- 
21068 


Artificial satellites. 

A hybrid method of mapping and photo- 
geodetic control network densification 
/, 85-20396 

Interactions between satellites and plasma 
[microform] /, 85-21469 

SARSAT : search and rescue satellite- 
aided tracking., 85-20409 

Topex orbital radiation study [microform] 
/, 85-21534 


Artificial satellites — Launching. 

Final technical report on preliminary 
analysis of space mission applications 
for electromagnetic launchers to Na- 
tional Aeronautics and Space Adminis- 
tration, Lewis Research Center [micro- 
form] /, 85-21757 


Artificial satellites — Tracking. 
The structures and the role of an interna- 
tional agency for the control of satel- 
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lites [microform] : juridical aspects /, 
85-21447 


Artificial satellites in telecommunication. 
RF characteristics of the hoop column 
antenna for the land mobile satellite 
system mission [microform] / , 85- 
21668 
Satellite communications terminal AN/ 
FSC-78 (V)., 85-20603 


Artificial satellites in telecommunication — 


Congresses. 

Second Symposium on Space Industriali- 
zation [microform] : proceedings of a 
symposium sponsored by NASA Mar- 
shall Space Flight Center, the Ameri- 
can Institute of Aeronautics and Astro- 
nautics, and The University of Ala- 
bama and held at Huntsville Hilton 
Inn, Huntsville, Alabama, February 13- 
15, 1984., 85-21795 


Artificial satellites in telecommunication — 

Law and legislation. 

International Telecommunication Con- 
vention (Nairobi, 1982) : message from 
the President of the United States 
transmitting the International Telecom- 
munication Convention, with annexes, 
and a final protocol to the Convention 

. Signed on behalf of the United States at 
Nairobi on November 6, 1982., 85- 
22005 


Artillery, Field and mountain — United 
States — Handbooks, manuals, etc. 
Fire support handbook., 85-20608 


Asbestos — California — San Francisco Bay 
Region. 

Asbestos sampling plan for the San Fran- 

cisco Bay Area, California /, 85- 
20846 


Asbestos industry -- United States — 

Statistics. 

1982 census of manufactures. Industry 
series. Abrasive, asbestos, and miscella- 
neous nonmetallic mineral products., 
85-20270 


Asia, Southeastern — Description and travel. 
A Guide to doing business in the 
ASEAN region, Brunei/Indonesia/Ma- 
laysia/Philippines/Singapore/ 
iland., 85-20443 
Asia, Southeastern — Industries. 

A Guide to doing business in the 
ASEAN region, Brunei/Indonesia/Ma- 
laysia/Philippines/Singapore/ 
Thailand., 85-20443 

Asphalt — Handbooks, manuals, etc. 

Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools lists) : 
mixer, bituminous material, non-self 
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loading, DED, NSN 3895-00-933-0577, 
Barber-Greene model KA60, compo- 
nent of mixing plant, asphalt 100-i50 
ton per hour, NSN 3895-00-936-8613., 
85-20537 

and special tools lists : mixer, bitumi- 
nous material, non-self loading, DED, 
NSN 3895-00-933-0577, Barber-Greene 
model KA60, component of mixing 
plant, asphalt, 100-150 ton per hour, 
NSN 3895-00-936-8613., 85-20536 


[Possible association between the use of 
aspirin and the onset of Reye Syn- 
drome]., 85-21078 


Astronautics. 

Space activities of the United States, 
Soviet Union, and other launching 
countries/organizations, 1957-1984 
report /, 85-22340 

Astronautics — Communication systems. 

Algorithm for astronomical, point source, 
signal to noise ratio calculations [mi- 
croform] /, 85-21806 


Astronautics — Soviet Union. 

Space activities of the United States, 
Soviet Union, and other launching 
countries/organizations, 1957-1984 
report /, 85-22340 


Astronautics — United States. 

Space activities of the United States, 
Soviet Union, and other launching 
countries/organizations, 1957-1984 
report /, 85-22340 

Spinoff 1984 /, 85-21535 

Astronautics in geodesy. 

Andean tectonics [microform] : implica- 

tions for satellite geodesy /, 85-21594 


Astronautics in geophysics. 

Geophysical interpretation of satellite 
laser ranging measurements of crustal 
movement in California [microform] / , 
85-21589 


Astronautics in meteorology. 

Fabrication of glass gas cells for the 
HALOE and MAPS satellite experi- 
ments [microform] /, 85-21608 

Astronautics in oceanography. 


Oceanography from space /, 85-21792 


Astronauts — United States — Nutrition. 
Nutritional models for space travel from 
chemically defined diets [microform] / 
, 85-21673 
Astronomical instruments. 
Signal-to-noise ratio for the wide field/ 


planetary camera of the space telescope 
[microform] /, 85-21617 
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spectroscopy. 
A high resolution spectroscopic study of 
the oxygen molecule [microform] / , 
85-21755 


Astronomy — California. 

High energy transients : final technical 
report to the National Aeronautics and 
Space Administration microform /, 
85-21732 


Astrophysics. 

High energy transients : final technical 
report to the National Aeronautics and 
Space Administration microform /, 
85-21732 


Atmosphere — Research — Collected works. 
Collected reprints /, 85-21797 


Atmospheric electricity — Research — 
United States. 
NASA thunderstorm overflight program 
[microform] /, 85-21614 


Atmospheric turbulence — Measurement. 
An Evaluation of wind measurements by 
four doppler sodars /, 85-20859 


Atomic power industry — United States — 
Accidents — In 
Financial analysis of potential retrospec- 
tive premium assessments under the 
Price-Anderson system /, 85-22184 


Atomic power-plants — California — Safety 
measures. 

Integrated plant safety assessment : sys- 
tematic evaluation program, San 
Onofre Nuclear Generating Station, 
Unit 1 : Southern California Edison 
Company, docket no. 50-206 : draft 
report., 85-22171 


Safety evaluation report related to the 
operation of Diablo Canyon Nuclear 
Power Plant, Units 1 and 2, docket 
nos. 50-275 and 50-323 : Pacific Gas 
and Electric Company., 85-22164, 
85-22165, 85-22166 


Atomic power-plants — Connecticut — 

Safety measures — Evaluation. 

Safety evaluation report related to the 
operation of Millstone Nuclear Power 
Station, Unit no. 3 : docket no. 50-423, 
Northeast Nuclear Energy Company., 
85-22174 


Atomic power-plants — Environmental 
aspects — California. 

Safety evaluation report related to the 
operation of Diablo Canyon Nuclear 
Power Plant, Units 1 and 2, docket 
nos. 50-275 and 50-323 : Pacific Gas 
and Electric Company., 85-22164, 
85-22165, 85-22166 


Atomic power-plants — Environmental 
aspects — Connecticut. 

Safety evaluation report related to the 

operation of Millstone Nuclear Power 
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Station, Unit no. 3 : docket no. 50-423, 
Northeast Nuclear Energy Company., 
85-22174 


Atomic power-plants — Environmental 
aspects — Michigan. 
Technical specifications, Fermi - 2, 
docket no. 50-341 : appendix “A” to 
license no. NPF-33., 85-22179 


Atomic power-plants — Environmental 
aspects — New York (State) 

Final environmental statement related to 
the operation of Nine Mile Point Nu- 
clear Station, Unit no. 2 : docket no. 
50-410 : Niagara Mohawk Power Cor- 
poration, Rochester Gas and Electric 
Corporation, Central Hudson Gas and 
Electric Corporation, New York State 
Electric and Gas Corporation, Long 
Island Lighting Company., 85-22178 


Atomic power-plants — Environmental 
aspects — Texas. 

Safety evaluation report related to the 
operation of Comanche Peak Steam 
Electric Station, units 1 and 2, docket 
nos. 50-445 and 50-446 : Texas Utilities 
Generating Company, et al. 85- 
22168, 85-22169 


Atomic power-plants — Environmental 
aspects — Washington (State) 

Final environmental statement related to 
the operation of WPPSS Nuclear 
Project No. 3, docket no. 50-508, 
Washington Public Power Supply 
System., 85-22175 


Atomic power plants — Hygenic aspects — 
Statistics — Periodicals. 
Occupational radiation exposure at com- 
mercial nuclear power reactors 
annual report., 85-22167 


Atomic power-plants — Kansas — Safety 
measures. 

Safety evaluation report related to the 
operation of Wolf Creek Generating 
Station, Unit no. 1, docket no. STN 50- 
482 : Kansas Gas and Electric Compa- 
ny, et al., 85-22173 


Atomic power-plants — Michigan — Safety 
measures. 

Safety evaluation report related to the 
operation of Enrico Fermi Atomic 
Power Plant, Unit no. 2, docket no. 50- 
341 : Detroit Edison Company, et al., 
85-22170 

Technical specifications, Fermi - 2, 
docket no. 50-341 : ap 


pendix A” to 
license no. NPF-33., 85-22179 


Atomic power-plants — Tennessee — Design 
and construction. 


Safety evaluation report related to the 
operation of Watts Bar Nuclear Plant, 
Units 1 and 2, docket nos. 50-390 and 
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50-391 : Tennessee Valley Authority., 
85-22172 


Atomic power-plants — Tennessee — Safety 
measures. 

Safety evaluation report related to the 
operation of Watts Bar Nuclear Plant, 
Units 1 and 2, docket nos. 50-390 and 
50-391 : Tennessee Valley Authority., 
85-22172 


Atomic power-plants — Texas — Location. 

The economic implications of locating a 
nuclear waste repository in Texas : 
hearing before the Subcommittee on 
Nuclear Regulation of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-ninth 
Congress, first session, February 11, 
1985, Hereford, TX., 85-22336 


Atomic power-plants — Texas — Safety 
measures. 

Safety evaluation report related to the 
operation of Comanche Peak Steam 
Electric Station, units 1 and 2, docket 
nos. 50-445 and 50-446 : Texas Utilities 
Generating Company, et al. 85- 
22168, 85-22169 


Atomic power-plants — United States. 
Maintenance personnel performance sim- 
ulation (MAPPS) model /, 85-22194 


Atomic power-plants — United States — 

Accidents. 

Summary of historical experience with 
releases of radioactive materials from 
commercial nuclear power plants in the 
United States /, 85-22210 


Atomic power-plants — United States — 
Data processing. 
Sequence coding and search system for 
licensee event reports., 85-22201 


Atomic power-plants — United States — 
Equipment and supplies — Safety 
measures. 


Closeout of IE bulletin 79-25 : failures of 
Westinghouse BFD relays in safety-re- 
lated systems /, 85-22205 


Atomic power-plants — United States —- 
Personnel management. 
Assessment of job-related educational 
qualifications for nuclear power plant 
operators /, 85-22209 


Historical summary of occupational radi- 
ation exposure experience in U.S. com- 
mercial nuclear power plants /, 85- 
22213 


Report of the U.S. Nuclear Regulatory 
Commission Piping Review Committee 
/, 85-22176 





Atomic power-plants — United States — 
Water-supply. 
Bivalve fouling of nuclear power plant 
service-water systems., 85-22211 


Atomic weapons — Finance. 
National Defense Authorization Act for 
fiscal year 1986 : report (to accompany 
S. 1029) ... together with additional 
views /, 85-22019 


Atomic workers — United States. 
Maintenance personnel performance sim- 
ulation (MAPPS) model /, 85-22194 


Atomic workers — United States — Job 
descriptions. 
Assessment of job-related educational 
qualifications for nuclear power plant 
operators /, 85-22209 


Audiology — United States. 
Speech-language pathology and audiol- 
ogy : an educational perspective for the 
future /, 85-20782 


Augers — Maintenance and repair — 

Handbooks, manuals, etc. 

Direct support and general support main- 
tenance repair parts and special tools 
lists : auger, earth, skid mounted, 9 foot 
boring depth, NSN 3820-00-931-4509, 
Texoma Enterprises model 254-10., 
85-20532 

Organizational maintenance repair parts 
and special tools lists : auger, earth, 
skid mounted, 9 foot boring depth, 
NSN 3820-00-931-4509, Texoma Enter- 
prises model 254-10., 85-20531 


Authorship. 
US Army Field Artillery School guide 
for writers of military history : handout 
2., 85-20492 


Automobile industry and trade — United 

States. 

Human resource development and new 
technology in the automobile industry : 
a case study of Ford Motor Company’s 
Dearborn Engine Plant : the develop- 
ment and utilization of human re- 
sources in the context of technological 
change and industrial restructuring /, 
85-20745 


Automobile parking — Texas — Dallas 
Metropolitan Area. 
Park-and-ride alternatives 

21930 


study., 85- 


Fiscal year 1986 Department of Energy 
authorization (transportation programs) 
: hearing before the Subcommittee on 
Transportation, Aviation, and Materials 


of the Committee on Science and 
Technology, U.S. House of Represent- 
atives, Ninety-ninth Congress, first ses- 
sion, February 27, 1985., 85-22342 
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Automobiles — Motors (Compressed-gas) 
Advanced onboard storage concepts for 
natural gas-fueled automotive vehicles 
[microform] /, 85-21769 


Automobiles — United States — 
Crashworthiness. 
Countermeasures for side impact /, 85- 
21966 


Automobiles — United States — 

Crashworthiness — Testing. 

Frontal crash responses : car-to-car 
impact test of 2 1983 Renault Fuegos 
with a closing velocity of 60.1 mph., 
85-21962 


Frontal crash responses, car-to-FRB 
impact test of a 1984 Pontiac Fiero to a 
fixed load measuring barrier at 29.7 
mph., 85-21963 


Frontal occupant sled simulation correla- 
tion : vehicle to fixed load cell barrier : 
1980 Ford Mustang into a fixed load 
cell barrier at 29.9 mph., 85-21961 


Frontal occupant sled simulation correla- 
tion : 1980 Ford Mustang sled buck., 
85-21960 


Automob‘3es — United States — Design and 
construction — Testing. 

Frontal crash responses : car-to-car 
impact test of 2 1983 Renault Fuegos 
with a closing velocity of 60.1 mph., 
85-21962 


Frontal crash responses, car-to-FRB 
impact test of a 1984 Pontiac Fiero to a 
fixed load measuring barrier at 29.7 
mph., 85-21963 


Frontal occupant sled simulation correla- 
tion : vehicle to fixed load cell barrier : 
1980 Ford Mustang into a fixed load 
cell barrier at 29.9 mph., 85-21961 


Frontal occupant sled simulation correla- 
tion : 1980 Ford Mustang sled buck., 
85-21960 


Automotive electrical system, principles 
and operation., 85-20494 


Automobiles — United States — Equipment 
and supplies —- Handbooks, manuals, etc. 
Equipment improvement report and 

maintenance digest (US Army Tank- 
Automotive Command) : commercial 
automotive equipment (July thru Dec - 
2nd half CY 84)., 85-20595 


Automobiles — United States — Seat belts. 
The Profit in safety belts : guidelines for 
conducting an employer’s program., 
85-21968 
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Vehicle emissions inspection and mainte- 
nance program is behind schedule : 
report to the Chairman, Subcommittee 
on Oversight and Investigations, Com- 
mittee on Energy and Commerce, 
House of Representatives /, 85-21004 


Automotive gas turbines — Simulation 
methods. 
Real-time simulation of an automotive gas 
turbine using the hybrid computer [mi- 
croform] /, 85-21498 


Aviation mechanics (Persons) — United 

States. 

F-100 jet engine mechanic (AFSC 
42654)., 85-20684 

Student’s guide for aviation structural 
mechanic E (safety equipment) course, 
class Al, C-602-2015. Unit 1, Indoctri- 
nation and introduction /, 85-20661 


Bacteria, Anaerobic — Identification. 
Identification of unusual pathogenic 
gram-negative aerobic and facultatively 

anaerobic bacteria /, 85-21099 


Bacteriology — Laboratory manuals. 
Isolation and identification of strepto- 
cocci : techniques manual /, 85-21102 


Balance of payments — United States. 

Report of the President’s Commision on 
Industrial Competitiveness : hearing 
before the Subcommittee on Economic 
Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, March 5, 1985., 
85-22267 


U.S. international trade and investment in 
services : data needs and availability /, 
85-20433 


Balance of trade — United States. 

Report of the President’s Commision on 
Industrial Competitiveness : hearing 
before the Subcommittee on Economic 
Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, March 5, 1985., 
85-22267 


U.S. international trade and investment in 
services : data needs and availability /, 
85-20433 


Ball-bearings. 

Effect of two inner-ring oil-flow distribu- 
tion schemes on the operating charac- 
teristics of a 35-millimeter-bore ball 
bearing to 2.5 million DN /, 85-21809 
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Bank failures — Law and legislation — 
United States. 
Bankruptcy Amendments of 1984 : con- 
ference report (to accompany H.R. 
5174)., 85-22093 


Bank joans. 
The determination of front-end fees on 
syndicated Eurocurrency credits /, 
85-20995 


Bankruptcy — United States. 

Amendments to the Federal rules of 
bankruptcy procedure : communication 
from the Chief Justice of the United 
States transmitting amendments to the 
Federal rules of bankruptcy procedure 
prescribed by the Court, pursuant tc 28 
U.S.C. 2075., 85-22048 


Bankruptcy Amendments of 1984 : con- 
ference report (to accompany H.R. 
5174)., 85-22093 


Bankruptcy law and repurchase agree- 
ments : hearing before the Subcommit- 
tee on Monopolies and Commercial 
Law of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 2852 and H.R. 3418 ... May 2, 
1984., 85-22320 


Banks and banking — United States. 
Financial investigative techniques money 
laundering., 85-21395 


Banks and banking — United States — 
Automation. 
[Financial viability monitoring system]., 
85-20991 


Banks and banking, International. 

Activities of the Export-Import Bank of 
the United States : report together with 
dissenting views (to accompany H. 
Con. Res. 76) (including cost estimate 
of the Congressional Budget Office)., 
85-22140 


The determination of front-end fees on 
syndicated Eurocurrency credits /, 
85-20995 


Export-Import Bank Act amendments of 
1985 : report together with minority 
and dissenting views (to accompany 
H.R. 1787) (including cost estimate of 
the Congressional Budget Office)., 85- 
22139 


Banks and banking, International — Law 
and legislation — United States. 

To extend and amend the Export-Import 
Bank Act of 1945 : hearings before the 
Subcommittee on International Fi- 
nance, Trade, and Monetary Policy of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-ninth Congress, first 
session, on H.R. 1320 ... March 6 and 
7, 1985., 85-22265 


Do not order from index; see indicated entry 





Subject Index 


Beach erosion — Minnesota — Orwell Lake. 
Shoreline erosion processes, Orwell Lake, 
Minnesota /, 85-20617 


Bearings (Machinery) — Trade and 
manufacture — United States. 
A competitive assessment of the U.S. ball 
and roller bearings industry /, 85- 
20435 


Bering Land Bridge National Preserve 

(Alaska) 

Bering Land Bridge National Preserve, 
Alaska : draft general management 
plan/environmental assessment, land 
protection plan, wilderness suitability 
review., 85-21308 


Bering Sea. 
Scenarios for petroleum development of 
the Norton Basin Planning Area - 
northeastern Bering Sea /, 85-21366 


Bering Sea controversy. 

North Pacific fur seals : current problems 
and opportunities concerning conserva- 
tion and management : a special report 
to the President and the Congress /, 
85-22221 


Beverage industry — United States — 
Statistics. 
1982 census of manufactures. Industry 
series. Beverages., 85-20247 


Bills, Legislative — United States. 

Providing for consideration of H.R. 1904 
: report (to accompany H. Res. 350)., 
85-22081 

Providing for the consideration of H.R. 
1157 : report (to accompany H. Res. 
157)., 85-22116 

Providing for the consideration 
1555 : report (to accompany 
140)., 85-22108 

Providing for the consideration 
1784 : report (to accompany 
158)., 85-22117 

Providing for the consideration of H.R. 


1872 : report (to accompany H. Res. 
169)., 85-22138 

Providing for the consideration of H.R. 
2114 : report (to accompany H. Res. 
352)., 85-22082 

Providing for the consideration 
2230 : report (to accompany 
2773)., 85-22074 

Providing for the consideration 
2867 : report (to accompany 
274)., 85-22075 

Providing for the consideration of House 
Joint Resolution 413 : report (to ac- 
company H. Res. 367)., 85-22086 

Waiving certain points of order against 
consideration of H.R. 3132 : report (to 
accompany H. Res. 210)., 85-22067 
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Waiving certain points of order against 
consideration of H.R. 3133 : report (to 
accompany H. Res. 211)., 85-22068 


Binding energy. 
Universal binding energy relations in me- 
tallic adhesion [microform] / , 85- 
21640 


Biomass energy — Government policy — 

United States. 

An Act to Amend the Biomass Energy 
and Alcohol Fuels Act of 1980 to Clar- 
ify the Intention of Section 221 of the 
Act., 85-20231 


Biophysics — United States — 
Mathematical models. 
Final report on biophysical and spectral 
modeling for crop identification and as- 
sessment [microform] / , 


85-21708 


Bipolar transistors. 
An infrared study of the bi-polar outflow 
region GGD 12-15 [microform] / , 
85-21623 


Birds — United States — Habitat. 
Habitat suitability index models : western 
grebe /, 85-21348 


Birds, Protection of — United States. 
Emergency Wetlands Resources Act of 
1985 : report (to accompany H.R. 
1203) (including cost estimate of the 
Congressional Budget Offfice)., 85- 
22137 


*Birth Certificates. 
An evaluation of California’s 
birth statistics for unmarried 
85-21089 


inferred 
women., 


Birth certificates — California. 

An evaluation of California’s 
birth statistics for unmarried 
85-21089 

*Birth Rate — statistics. 

An evaluation of California’s 
birth statistics for unmarried 
85-21089 


Bismuth. 
Bismuth., 85-21276 


Bituminous materials — United States — 

Handbooks, manuals, etc. 

Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools lists) : 
mixer, bituminous material, non-self 
loading, DED, NSN 3895-00-933-0577, 
Barbez-Greene model KA60, compo- 
nent of mixing plant, asphalt 100-150 
ton per hour, NSN 3895-00-936-8613., 
85-20537 

Organizational maintenance repair parts 
and special tools lists : mixer, bitumi- 
nous material, non-self loading, DED, 





NSN 3895-00-933-0577, Barber-Greene 
model KA60, component of mixing 
plant, asphalt, 100-150 ton per hour, 
NSN 3895-00-936-8613., 85-20536 


Blacks — South Africa — Segregation. 
Anti-Apartheid Act of 1985 : report to- 
gether with minority views (to accom- 
pany H.R. 1460 which on March 7, 
1985, was referred jointly to the Com- 
mittee on Foreign Affairs, the Commit- 
tee on Banking, Finance, and Urban 
Affairs, and the Committee on Rules) 
(including cost estimate of the Con- 
gressional Budget Office)., 85-22127 


Promoting an end to apartheid in South 
Africa : report together with additional 
views (to accompany S. 998)., 85- 
22016 


Block grants — United States — States. 
State rather than federal policies provid- 
ed the framework for managing block 
grants : summary : report to the Con- 
gress /, 85-21000 


Blood flow. 
Increase in whole-body peripheral vascu- 
lar resistance during three hours of air 
or oxygen prebreathing [microform] / , 
85-21444 


Bluefish — Food. 
Food of bluefish (Pomatomus saltatrix) 
from the U.S. south Atlantic and Gulf 
of Mexico /, 85-20393 


Bluegill — Effect of radioactive substances 
on, 
Bioaccumulation of P-32 in bluegill and 
catfish /, 85-22204 


Board of Governors of the Federal Reserve 

System (U.S.) 

Federal Reserve’s first monetary policy 
report for 1985 : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-ninth Congress, first session, on 
oversight on the monetary policy 
report to Congress pursuant to the Full 
Employment and Balanced Growth 
Act of 1978, February 20, 1985., 85- 
22268 


Survey of the Federal Reserve System’s 
supervision of the Treasury securities 
market : a discussion paper /, 85- 
22261 


Board of Governors of the Federal Reserve 
System (U.S.) — Appointments, 
promotions, salaries, etc. 

Nomination of Martha Romayne Seger : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-ninth 
Congress, first session, on nomination 
of Martha Romayne Seger to be a 
member of the Board of Governors of 
the Federal Reserve System for a term 
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of 14 years from February 1, 1984; 
March 27, 1985., 85-22271 


Don’t build a boat without them., 
21953 


85- 


Boats and boating — Safety measures — 
Handbooks, manuals, etc. 


Boating safety manual., 85-21956 


Boats and boating — United States — 
Safety measures. 
Don’t build a boat without them., 
21953 


Press kit : 1985 National Safe Boating 
Week campaign., 85-21955 


85- 


Boiling water reactors — Safety measures. 

Report of the U.S. Nuclear Regulatory 
Commission Piping Review Committee 
/, %5-22176 

Bonds. 

Debentures not serving purposes HUD 
intended—legislative changes could 
help increase effectiveness and mini- 
mize interest costs : summary : 
to the Congress /, 85-21005 


Bones — Cancer. 
Bone cancer and other sarcomas., 
21059 


85- 


Bonneville Dam (Or. and Wash.) 
Preliminary evaluation of the Bonneville 
juvenile bypass system, second power- 
house : final report /, 85-20416 


Book industries and trade — United States 

— Statistics. 

1982 census of manufactures. Industry 
series. Newspapers, periodicals, books, 
and miscellaneous publishing. 85- 
20261 


Bookbinding — United States — Statistics. 
1982 census of manufactures. Industry 
series. Greeting cards, bookbinding, 
printing trade services., 85-20262 


Books — United States. 
Authorizing the Librarian of Congress to 
study the changing role of the book in 
the future : report (to accompany S. 
Con. Res. 50)., 85-22083 


Borehole mining. 

Rock mass sealing : experimental assess- 
ment of borehole plug performance : 
annual report, June 1983 - May 1984 /, 
85-22215 


Boring. 
Comparison of rotary and in-hole motor 
techniques for drilling horizontal bore- 
holes in coal /, 85-21285 
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Boundary layer. 


Boundary layer. 

An experimental investigation of the 
effect of boundary layer refraction on 
the noise from a high-speed propeller 
[microform] /, 85-21506 

A review and analysis of boundary layer 
transition data for turbine application 
[microform] /, 85-21638 


Brain — Growth. 
Prenatal and perinatal factors associated 
with brain disorders /, 85-21072 


*Brain — growth and development 
Prenatal and perinatal factors associated 
with brain disorders /, 85-21072 


Brain damage. 
Prenatal and perinatal factors associated 
with brain disorders /, 85-21072 


*Brain Damage, Chronic — etiology — in 
infancy & childhood 
Prenatal and perinatal factors associated 
with brain disorders /, 85-21072 


Breast — Cancer. 
Breast exams : what you should know., 
85-21053 


A Guide for developing public education 
programs on breast cancer., 85-21058 


Breast — Examination. 
Breast exams : what you should know., 
85-21053 


Bricklaying. 

Repointing mortar joints in historic brick 

buildings /, 85-21322 
Bricklaying — Statistics. 

1982 census of construction industries. In- 
dustry series. Masonry, stone setting, 
and other stonework special trade con- 
tractors, industry 1741., 85-20334 


Bridge failures — Connecticut — Greenwich. 
Collapse of a suspended span of interstate 
route 95 highway bridge over the 
Mianus river, Greenwich, Connecticut, 
June 28, 1983., 85-21934 


Bridge railings — Testing. 
Heavy vehicle tests of tubular thrie beam 
retrofit bridge railings, 85-21938 


Bridge deck repair and maintenance, San 


Diego, California., 85-21941 
Bridges — Missouri — Saint Louis — 

Accidents. 

Marine accident report : ramming of the 
Poplar Street Bridge by the towboat 
M/V Erin Marie and its twelve-barge 
tow, St. Louis, Missouri, April 26, 1984 
/, 85-21933 
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Highway bridge replacement and reha- 
bilitation program : annual report of 
the Secretary of Transportation to the 
Congress of the United States in com- 
pliance with Section 144(i), Chapter 1 
of Title 23, United States Code., 85- 
22003 


Bridges — United States — Statistics — 

Periodicals. 

Highway bridge replacement and reha- 
bilitation program : annual report of 
the Secretary of Transportation to the 
Congress of the United States in com- 
pliance with Section 144(i), Chapter 1 
of Title 23, United States Code., 85- 
22003 


Bridges, Concrete. 
Implementation of polymer impregnation 
as a bridge deck sealant /, 85-21269 


Bridges, Suspension — Maintenance and 


repair. 

Collapse of a suspended span of interstate 
route 95 highway bridge over the 
Mianus river, Greenwich, Connecticut, 
June 28, 1983., 85-21934 


Bridges (Dentistry) 
Instructional program notes : complete 
arch casts with removable dies., 85- 
21984 


— Licenses — United States. 
Statements of account covering compul- 
sory licenses for secondary transmis- 
sions by cable systems : [symbol for 

section] 201.17, 37 C.F.R., 85-21429 


Brokers — United States. 

Survey of the Federal Reserve System’s 
supervision of the Treasury securities 
market : a discussion paper /, 85- 
22261 


Bromine. 
Stability of bromine intercalated graphite 
fibers [microform] /, 85-21628 


Budget — Law and legislation — United 

States. 

First concurrent resolution on the 
budget—fiscal year 1986 : report of the 
Committee on the Budget, House of 
Representatives, to accompany H. Con. 
Res. 152 ... together with additional, 
minority, and additional dissenting 
views., 85-22146 

Budget — United States. 

Cumulative report on rescissions and de- 
ferrals, May 1985 : communication 
from the Director, Office of Manage- 
ment and Budget, transmitting the cu- 
mulative report on rescissions and de- 
ferrals of budget authority as of May 1, 
1985, pursuant to 2 U.S.C. 685(e)., 85- 
22052 
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Establishing the Select Committee on the 
Two-Year Budget : report (to accom- 
pany S. Res. 159)., 85-22023 


Impact of budget proposals on agricul- 
ture and farm commodities issues : 
hearing before the Committee on the 
Budget, House of Representatives, 
Ninety-ninth Congress, first session, 
February 15, 1985, Atchison, KS., 85- 
22273 


Impact of budget proposais on income 
maintenance programs, trade and eco- 
nomic policy, state and local issues : 
hearing before the Committee on the 
Budget, House of Representatives, 
Ninety-ninth Congress, first session, 
February 14, 1985, San Francisco, CA., 
85-22272 


The impact of the budget process on Of- 
fices of Inspector General : second 
report /, 85-22103 

Legislative branch appropriations for 
1986 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-ninth 
Congress, first session /, 85-22251 

Report of the Committee on Education 
and Labor, pursuant to section 302(b) 
of the Congressional Budget Act of 
1974., 85-22119 


Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
85-22078 


Research and development funding in the 
proposed 1985 budget., 85-22364 


Review of rescissions : communication 
from the Comptroller General of the 
United States, transmitting a review of 
the President’s fifth special message 
proposing 226 new rescissions, pursu- 
ant to 2 U.S.C. 685., 85-22042 

An Update on the status of major federal 
statistical agencies, fiscal year 1986 : a 
report /, 85-22305 

1986 budget revisions : communication 
from the Director, Office of Manage- 
ment and Budget transmitting the 
President’s revised estimates of the 1986 
budget, pursuant to 31 U.S.C. 1106(b)., 
85-22043 


Budget — United States — Periodicals. 
Budget views and estimated for fiscal 
year .. : report submitted to the 
Budget Committee (pursuant to section 
301(c) of Public Law 93-344) /, 85- 
22313 


Building, Adobe. 
Preservation of historic adobe buildings., 
85-21325 





October 1985 


Building, Iron and steel. 
Design and fabrication of a 1/8-scale steel 
containment model /, 85-22195 


Building materials industry — United States 
— Bibliography — Catalogs. 
Construction industry., 85-21024 


Cleaning. : 
The cleaning and waterproof coating of 
masonry buildings /, 85-21321 


Buildings — Contracts and specifications — 

United States. 

Transferring responsibility for furnishing 
certified copies of Miller Act payment 
bonds from the Comptroller General to 
the officer that awarded the contract : 
report (to accompany H.R. 596) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22053 


Buildings — Repair and reconstruction — 
Statistics — Periodicals. 
Construction reports. C50, Residential al- 
terations and repairs., 85-20324 
Residential alterations and repairs, 85- 
20324 


Buildings — United States — Design and 
construction. 


Design and fabrication of a 1/8-scale steel 
containment model /, 85-22195 


Bullfrog. 
Ecology and management of the bullfrog 
/, 85-21334 


Bullfrog — Ecology. 
Ecology and management of the bullfrog 
/, 85-21334 


Bus lines — United States — Management. 
Transportation energy management : fuel 
procurement strategies and contract 
options /, 85-21929 


Buses — Texas — Livingston — Accidents. 
Trailways Lines, Inc., bus, E.A. Holder, 
Inc., truck, rear end collision and bus 
run-off-bridge, U.S. Route 59, near 
Livin, Texas, November 30, 
1983., 85-21935 


Business enterprises — United States — 
Technological innovations. 
The U.S. climate for entreprenewship 
and innovation : a study /, 85-22278 


Business records — Law and legislation — 
United States. 
Repeal of contemporaneous recordkeep- 
ing requirements : conference report 
(to accompany H.R. 1869)., 85-22118 


Cc 


Calibration. 
Calibration procedure for digital card 
tester AN/USM-465A (Genrad, model 
2225A)., 85-20591 





Calibration procedure for instrument 
shunt, Guildline model 9711, and mul- 
tirange instrument shunt, Rubicon 
model 2759., 85-20584 


Calibration procedure for sweep genera- 
tors, AN/USM-308(V), AN/USM- 
308(V)1, AN/USM-308(V)2, and AN/ 
USM-308(V)3, including generator sub- 
assemblies MX-8333(P)/USM-308(V), 
MX-8364(P)/USM-308(V), and MX- 
8364A(P)/USM-308(V) with electronic 
test equipment plug-in units ..., 85- 
20592 

Calibration procedure for test set, guided 
missile system 11499000, TOW air- 
borne system., 85-20585 


Calibration procedures for tool kit, 
guided missile 4935-791-0079, torque 
kit, wrench (spark-proof) 4935-791- 
0051, and screwdriver bit, socket set, 
torque handle 5120-021-2040., 85- 
20600 


State measurement laboratories : program 
description, part I, directory, part II., 
85-20358 


Use of calibration base lines /, 85-20394 


California — Census, 1980. 
1980 census of population and housing. 
Congressional districts of the 99th Con- 
gress. Part 6, California., 85-20331 


California — Maps, Topographic. 
7.5 minute series (topographic) : [Califor- 
nia]. Julian quadrangle, California - San 
Diego Co., 1960 /, 85-21191 


7.5 minute series (topographic) : [Califor- 
nia]. 32116-F4-TF-024, Cameron Cor- 
ners quadrangle, California - San Diego 
Co., 1959 /, 85-21178 

7.5 minute series (topographic) : [Califor- 
nia]. 32116-F5-TF-024, Morena Reser- 
voir quadrangle, California - San Diego 
Co., 1960 /, 85-21179 

7.5 minute series (topographic) : [Califor- 
nia]. 32116-G4-TF-024, Mount Laguna 
quadrangle, California - San Diego Co., 
1960 /, 85-21180 


7.5 minute series (topographic) : [Califor- 
nia]. 32116-G6-TF-024, Viejas Moun- 
tain quadrangle, California - San Diego 
Co., 1960 /, 85-21181 

7.5 minute series (topographic) : [Califor- 
nia]. 32116-H4-TF-024, Monument 
Peak quadrangle, California - San 
Diego Co., 1959 /, 85-21182 

7.5 minute series (topographic) : [Califor- 
niaj. 33117-F3-TF-024, Lake Elsinore 
quadrangle, California - Riverside Co., 
1953 /, 85-21192 

7.5 minute series (topographic) : [Califor- 
nia]. 33117-F6-TF-024, El Toro quad- 
rangle, California - Orange Co., 1968 /, 
85-21193 
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7.5 minute series (topographic) : [Califor- 
nia]. 36120-H6-TF-024, Dos Palos 
quadrangle, Cafifornia, 1956 /, 85- 
21195 


7.5 minute series (topographic) : [Califor- 
nia]. 36120-H8-TF-024, Ortigalita Peak 
NW quadrangle, California - Merced 
Co., 1969 /, 85-21196 

7.5 minute series (topographic) : [Califor- 
nia]. 36121-D1-TF-024, Topo Valley 
quadrangle, California, 1969 /, 85- 
21197 


7.5 minute series (topographic) : [Califor- 
nia]. 36121-E5-TF-024, Chualar quad- 
rangle, California - Monterey Co., 1947 
/, 85-21198 

7.5 minute series (topographic) : [Califor- 
nia]. 36121-E6-TF-024, Spreckels quad- 
rangle, California - Monterey Co., 1947 
/, 85-21199 

7.5 minute series (topographic) : [Califor- 
nia]. 36121-F4-TF-024, Mt. Harlan 
quadrangle, California, 1968 /, 85- 
21200 ‘ 


California — Population — Statistics. 
Estimates of the population of California 
counties and metropolitan areas, July 1, 

1981, 1982, and 1983., 85-20292 


California — Public lands. 
Alturas Resource Area : resource man- 
agement plan, record of decision., 85- 
21351 


Final Red Hills management plan and en- 
vironmental assessment., 85-21360 


Calorimeters and calorimetry. 

Balloon test project [microform] : cosmic 
ray antimatter calorimeter (CRAC) /, 
85-21465 

A calorimeter for measuring high-energy 
optical pulses /, 85-20379 

Thermal performance testing of passive 
solar components in the NBS calorime- 
ter /, 85-20371 


Camden (N.J.) — Harbor. 
The Ports of Philadelphia, PA, Camden, 
NJ, Wilmington, DE, and ports on 
Delaware River /, 85-20612 


Camp sites, facilities, etc. — Southwestern 
States. 
Recreation sites in southwestern national 
forests /, 85-20188 


Campaign funds — United States. 
FEC reports on financial! activity, 1983- 
1984 interim report., 85-22159 
State computer access to FEC data., 
22157 


Cancer. 
Answers to your questions about meta- 
static cancer., 85-21062 


85- 
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Cancer — Statistics. 
Cancer rates and risks /, 85-21056 


Cancer — Study and teaching. 
A Guide for developing public education 
programs on breast cancer., 85-21058 


Cancer — United States — Statistics. 
Cancer rates and risks /, 85-21056 


Canning and preserving — Bibliography — 
Catalogs. 
Canning, freezing, and storage of foods., 
85-21012 


Canning and preserving — Industry and 
trade — United States — Statistics. 
1982 census of manufactures. Industry 
series. Preserved fruits and vegetables., 
85-20243 


Canvasback. 
Habitat suitability index models : canvas- 
back (breeding habitat) /, 85-21350 


Capital investments — United States. 
Guidance for hospital capital expenditure 
plans., 85-21117 


Carbon, Activated. 
Granular activated carbon for removing 
nontrihalomethane organics from 
drinking water /, 85-20851 


Carbon fibers. 
Thermoplastic/carbon fiber hybrid yarn 
[microform] /, 85-21672 


Carbonates. 
Dynamic compression and volatile re- 
lease of carbonates [microform] / , 

85-21761 


Review of the scientific basis of the Envi- 
ronmental Protection Agency’s carci- 
nogenic risk assessment on formalde- 
hyde : report /, 85-22065 


Career changes — United States. 
Job aptitude requirement waivers for re- 
trained airmen /, 85-20689 


Career education — United States. 

A skills map : the general and specific 
competencies required by different oc- 
cupations : progress report /, 85- 
20794 

The validity of an occupational classifica- 
tion based on job competencies for as- 
sessing employability /, 85-20795 

Youth’s perceptions of employer stand- 
ards : effects of fie. on] employment 
outcomes and employer evaluations /, 
85-20809 


Carriers — Arizona. 
The effects of transportation deregulation 
on motor carrier service in Florida and 
Arizona /, 85-21926 
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Carriers — Florida. 

The effects of transportation deregulation 
on motor carrier service in Florida and 
Arizona /, 85-21926 

Carter, Elliott, 1908- 


The musical languages of Elliott Carter /, 
85-21434 


Carter, Elliott, 1908- — Bibliography. 
The musical languages of Elliott Carter /, 
85-21434 


Cascades (Fluid dynamics) 

Incompressible lifting-surface aerodynam- 
ics for a rotor-stator combination [mi- 
croform] /, 85-21508 

Unsteady transonic flow in cascades [mi- 
croform] /, 85-21514 


Cataloging of archival material. 
Archival moving image materials : a cata- 
loging manual /, 85-21437 


Cataloging of moving-pictures. 
Archival moving image materials : a cata- 
loging manual /, 85-21437 


Catfishes — Effect of radioactive substances 
on. 
Bioaccumulation of P-32 in bluegill and 
catfish /, 85-22204 


Cathodes. 

Gas pressure and electron density at the 
level of the active zone of hollow cath- 
ode arc discharges [microform] /, 85- 
21470 


Cathodic 
Improved ceramic anodes for corrosion 
protection /, 85-20619 


Cavity resonators — Programmed 
instruction. 
Resonant cavities : programmed instruc- 
tion., 85-20659 


Cement industries — United States — 
Statistics. 
1982 census of manufactures. Industry 
series. Cement and structural clay 
products., 85-20268 


Center for Manufacturing Engineering (U.S.) 
— Bibliography 
Publications of Center for Manufacturing 
Engineering, 1978-1983 /, 85-20369 


Central America — Defenses. 
The Sandinista military build-up., 
21844 


85- 


Central America — Foreign relations — 
United States — Addresses, essays, 
lectures. 

The United States and Central America : 
a moment of decision : April 22, 1985 / 
, 85-21858 
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Ceramic materials. 
Ceramic powder for sintering materials 
[microform] /, 85-21459 


Ceramic materials — United States. 

Filtracion a presion de pastas ceramicas. 
4,, 85-21464 

Organic materials for ceramic molding 
processes [microform] /, 85-21460 

Pressure filtration of ceramic pastes. IV, 
Treatment of experimental data [micro- 
form] /, 85-21464 

Seramikkusu seikeiyo no yuki zairyo., 
85-21460 


Ceramic materials — United States — 
Statistics. 


1982 census of mineral industries. Indus- 
try series. Clay, ceramic, and refracto- 
ry minerals., 85-20330 


Ceramic metals. 
High performance fibers for structurally 
reliable metal and ceramic composites 
[microform] /, 85-21637 


Ceramics. 

High performance fibers for structurally 
reliable metal and ceramic composites 
[microform] /, 85-21637 

Microstructure and properties of ceram- 
ics [microform] /, 85-21452 

Microstructure of ceramics fabricated by 
unidirectional solidification [micro- 
form] /, 85-21455 

Milling of SisN.with SisN,hardware [mi- 
croform] /, 85-21629 

Non-destructive evaluation techniques 
high temperature ceramic component 
parts for gas turbines [microform] / , 
85-21488 


Ceramics — Fracture. 
Brittleness of ceramics [microform] / , 
85-21476 
The colloidal chemistry of ceramic clays 
[microform] /, 85-21484 


Cereal products — Statistics. 
1982 census of manufactures. Industry 
series. Grain mill products., 85-20244 


Cervix uteri — Cancer. 
La prueba pap : un metodo para el diag- 
nostico del cancer de la cerviz., 85- 
21055 


Chalcocite. 
Electrochemical conditioning of a miner- 
al particle bed electrode for flotation /, 
85-21288 


Chaplains, Military — United States — 
Biography, 


Sea padres : some chaplains of “the old 
Navy” /, 85-20673 
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Charleston (S.C.) — Fortifications, military 


installations, etc. 

Fort Sumter : anvil of war : Fort Sumter 
National Monument, South Carolina /, 
85-21318 


Charleston (S.C.) — History — Civil War, 
1861-1865. 
Fort Sumter : anvil of war : Fort Sumter 
National Monument, South Carolina /, 
85-21318 


Checks — United States. 

Do you accept checks for cashing? : if so, 
you'll want to know about the new 
U.S. government check : introducing, 
your new government check., 85- 
21901 


Everything you need to know about the 
new U.S. government check : introduc- 
ing, your new government check., 85- 
21902 


Chemical industry — United States — 
Manufactures — Safety measures. 
Testing and evaluation of TOX- 
SCREEN model /, 85-20861 


1982 census of mineral industries. Indus- 
try series. Chemical and fertilizer min- 
eral mining., 85-20328 


Chemical warfare. 
Background readings for the OAC 
common core training support package 
: operations during obscured battlefield 
conditions, nuclear and chemical oper- 
ations., 85-20482 


Chemicals — Law and legislation — United 
States — Periodicals. 
Toxic Substances Control Act (T.S.C.A.), 
85-20843 


Toxic Substances Control Act (TSCA) : 


report to Congress for fiscal year ... /, 
85-20843 


Chemicals — United States. 
Chemical activities status report /, 85- 
20883 


Chemicals — United States — Safety 
measures, 
Toxic Substances Control Act authoriza- 
tions : report (to accompany S. 1143)., 
85-22030 


Child abuse — Law and legislation — United 

States. 

Child abuse and day care : joint hearing 
before the Subcommittee on Oversight 
of the Committee on Ways and Means, 
and Select Committee on Children, 
Youth, and Families, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, September 17, 1984., 
85-22359 





China Foreign economic relations U.S. 


Child abuse — United States. 

Child pornography and pedophilia : hear- 
ings before the Permanent Subcommit- 
tee on Investigations of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-eighth Congress, second 
session., 85-22308 


Child molesters — United States. 

Child pornography and pedophilia : hear- 
ings before the Permanent Subcommit- 
tee on Investigations of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-eighth Congress, second 
session., 85-22308 


Child support — United States — 
Handbooks, manuals, etc. 
Handbook on child support enforcement., 
85-21132 


Child welfare — United States. 

AFDC quality control program : hearing 
before the Subcommittee on Public As- 
sistance and Unemployment Compensa- 
tion of the Committee on Ways and 
Means, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, October 3, 1984., 85-22358 


Child welfare — United States — States — 

Periodicals. 

Aid to families with dependent children, 
85-21045 

Characteristics of state plans for aid to 
families with dependent children under 
the Social Security Act, Title IV-A, 
and for Guam, Puerto Rico, & Virgin 
Islands., 85-21045 


Child Welfare — United States — States — 

Statistics — Per: odicals, 

Characteristics of state plans for aid to 
families with dependent children, 85- 
21046 

Research tables based on Characteristics 
of state plans for aid to families with 
dependent children : need, eligibility, 
administration in effect., 85-21046 

Childbirth — California — Statistics. 
An evaluation of California’s inferred 


birth statistics for unmarried women., 
85-21089 


Children — 


Language. 
Interpreting WH-questions in English, 
German, and Dutch /, 85-20726 


Learning words from context /, 85- 
20797 


Children — United States. 
Children in poverty /, 85-22355 


Reducing poverty among children., 
22363 


85- 


Children — United States — Nutrition. 
How to feed my child : a parent’s guide 
for feeding 2 to 5 year olds., 85-21048 
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Children — United States — Social 
conditions. 

Report on the activities in the 98th Con- 
gress of the Select Committee on Chil- 
dren, Youth, and Families, House of 
Representatives, years 1983 and 1984 
(pursuant to Rule xi (1)(d))., 85-22095 


Children and the aged — United States. 
Senior strategies : the STEP Program, 
teaching and learning across the gen- 
erations., 85-20753 


Children in pornography — United States. 

Child pornography and pedophilia : hear- 
ings before the Permanent Subcommit- 
tee on Investigations of the Committee 
on Governmental Affairs, United States 
Senate, Ninety-eighth Congress, second 
session., 85-22308 

Protection of children against sexual ex- 
ploitation : hearing before the Subcom- 
mittee on Crime of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, on H.R. 3062 and related bills ... 
June 16, 1983., 85-22322 


Children of working mothers — United 

States. 

Working parents project (WPP), Division 
of Family, School and Community 
Studies (DFSCS) : annual report., 85- 
20812 


Children of working parents — United 

States. 

Working parents project (WPP), Division 
of Family, School and Community 
Studies (DFSCS) : annual report., 85- 
20812 


China — Economic conditions — 1976- 
China’s economic development and U.S. 
trade interests : report of the Special 
Subcommittee on U.S. Trade with 
China of the Committee on Energy 
and Commerce, U.S. House of Repre- 
sentatives., 85-22292 


China — Economic policy — 1976- 

China’s economic development and U.S. 
trade interests : report of the Special 
Subcommittee on U.S. Trade with 
China of the Committee on Energy 
and Commerce, U.S. House of Repre- 
sentatives., 85-22292 


China — Foreign economic relations — 

United States. 

China’s economic development and U.S. 
trade interests : report of the Special 
Snbcommittee on U.S. Trade with 
China of the Committee on Energy 
and Commerce, U.S. House of Repre- 
sentatives., 85-22292 
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Chlorides. 


Chlorides. 

Mobility of radionuclides in high chloride 
environments : a case study of waters 
within and near the Delaware Basin, 
Southeastern New Mexico /, 85- 
22220 


Vinyl chloride : 
85-20881 


Chlorination. 
Behavior of Al,O;sand SiO.with heating 
in a Cl, CO stream [microform] / , 

85-21472 


relief valve standard., 


ic analysis. 
Helium ionization detection apparatus 
[microform.], 85-21477 


Chromium. 
Locating and estimating air emissions 
from sources of chromium., 85-20877 


Chromium ores — Michigan — Maps. 
Chromium distribution in B-horizon soils, 
Iron River 1 x 2 quadrangle, Michigan 
and Wisconsin /, 85-21258 


Chromium ores — Wisconsin — Maps. 
Chromium distribution in B-horizon soils, 
Iron River 1 x 2 quadrangle, Michigan 
and Wisconsin /, 85-21258 


Church and social problems — Catholic 

Church. 

Economic implications of Bishops’ pasto- 
ral letter on the American economy : 
hearing before the Subcommittee on 
Economic Stablization of the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-ninth Congress, first session, 
March 19, 1985., 85-22266 


Church and social problems — United 

States. 

Economic implications of Bishops’ pasto- 
ral letter on the American economy : 
hearing before the Subcommittee on 
Economic Stablization of the Commit- 
tee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-ninth Congress, first session, 
March 19, 1985., 85-22266 


Citizenship — United States. 

“Ask immigration” and regional tele- 
phone service center tape library sys- 
tems : answers to your immigration and 
citizenship questions as close as your 
telephone., 85-21400 


City planning and redevelopment law — 
United States — Periodicals. 
CFR. 24, Housing and urban develop- 
ment, 85-20221, 85-20222 


Code of federal regulations. 24, Housing 
and urban development., 85-20221, 
85-20222 


Housing and urban development, 
20221, 85-20222 
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Civil defense. 

Emergency preparedness and the licens- 
ing process for commercial nuclear 
power reactors : oversight hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-eighth Con- 
gress, first session., 85-22315 


Civil procedure — United States. 

Amendments to the Federal Rules of 
Civil Procedure : communication from 
the Chief Justice of the United States 
transmitting amendments to the Feder- 
al Rules of Civil Procedure prescribed 
by the Court, pursuant to 28 U.S.C. 
2072., 85-22049 


Civil rights — Guatemala. 

Developments in Guatemala and U.S. op- 
tions : hearing before the Subcommit- 
tee on Western Hemisphere Affairs of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, February 20, 
1985., 85-22298 


Civil rights — United States — States. 
State civil rights laws /, 85-20823 


Civil rights — Vietnam — Addresses, essays, 
lectures. 


Vietnam, under two regimes 
1985., 85-21892 


Civil service — United States. 
Basic Federal personnel manual., 
21832 


Title 5, United States code : government 


organization and employees /, 85- 
22335 


: April 


85- 


Civil service — United States — Periodicals. 
Administrative personnel, 85-21032 
CFR. 5, Administrative personnel, 

21032 


Civilian personnel law manual. Supple- 
ment., 85-21008 

Code of federal regulations. 5, Adminis- 
trative personnel., 85-21032 


Civil service pensions — United States. — 
Statistics — Periodicals. 
Compensation report., 85-21833 


Civil service retirement — United States. 
Comprehensive tax guide to U.S. Civil 
Service retirement benefits, 85-21918 


Claims. 
Audrey 


85- 


O. Lewis and Emerson B. 
Vereen : report (to accompany H.R. 
1010)., 85-22130 

Gerald M. Hendley : report (to accompa- 
ny H.R. 1529)., 85-22128 

Information to claimants., 85-21923 

La Paz Enterprises, Limited : report (to 
accompany H. Res. 57)., 85-22080 
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Mary E. Stokes : report (to accompany 
H.R. 1783)., 85-22129 


Claims — Handbooks, manuals, etc. 
Prepare a claims settlement agreement 
DA form 1666., 85-20519 


Processing a claim for damage, injury, or 
death, standard form 95., 85-20520 


Classroom environment — United States. 
Before school starts : a handbook for new 
elementary rural/small school teachers 
/, 85-20789 


Classroom management. 
The teacher as decision maker /, 85- 
20815 


Clay minerals — United States — Statistics. 
1982 census of mineral industries. Indus- 
try series. Clay, ceramic, and refracto- 

ry minerals., 85-20330 


Climatic changes — Congresses. 
Proceedings of the Ninth Annual Climate 
Diagnostics Workshop held at the 
Dept. of Atmospheric Sciences, 
Oregon State University, Corvallis, 
Oregon, October 22-26, 1984., 85- 
20385 


Climatic zones. 
AFCS climatic zone labor adjustment 
factors /, 85-20623 


— Congresses. 
Proceedings of the Ninth Annual Climate 
Diagnostics Workshop held at the 
Dept. of Atmospheric Sciences, 
Oregon State University, Corvallis, 
Oregon, October 22-26, 1984. 85- 
20385 


Climatology — Data processing. 
A general scientific information system to 
support the study of climate-related 
data [microform] /, 85-21592 


Pilot climate data system user’s guide for 
charts subsystem [microform] : user’s 
guide for charts subsystem /, 85- 
21591 


Clock and watch making — United States — 

Statistics. 

1982 census of manufactures. Industry 
series. Medical instruments; ophthalmic 
goods; photographic equipment; clocks, 
watches, and watchcases., 85-20283 


Clothing trade — United States. 

Federal enforcement of textile and appar- 
el import quotas : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-eighth Con- 
gress, second session., 85-22307 





October 1985 


Clothing trade — United States — Statistics. 

1982 census of manufactures. Industry 

series. Men’s and boys’ apparel., 85- 
20256 


Clouds — Observations. 

GASP cloud- and particle-encounter sta- 
tistics, and their application to LFC 
aircraft studies. Volume II, Appendixes 
[microform] /, 85-21544 


Clouds — United States — Observations. 
GASP cloud- and particle-encounter sta- 
tistics, and their application to LFC 
aircraft studies /, 85-21543 


Coal — United States — Analysis. 

Methods and procedures used at the Na- 
tional Bureau of Standards to certify 
sulfur in coal SRM’s for sulfur content, 
calorific value, ash content /, 85- 
20357 


Coal leases — United States. 
Draft environmental impact statement 
supplement for the Federal Coal Man- 
agement Program /, 85-21140 


Coal mines and mining — Economic aspects 
— United States. 
Draft environmental impact statement 
supplement for the Federal Coal Man- 
agement Program /, 85-21140 


Coal mines and mining — Environmental 
aspects — Tennessee. 
Comprehensive impacts of permit deci- 
sions under Tennessee federal program 
: final environmental impact statement 
/, 85-21148 


Coal mines and mining — Environmental 
aspects — United States. 
Draft environmental impact statement 
supplement for the Federal Coal Man- 
agement Program /, 85-21140 


Coal mines and mining — Law and 
legislation — United States. 

Draft environmental impact statement 
supplement for the Federal Coal Man- 
agement Program /, 85-21140 

A Review of the unsuitability criteria in 
federal coal leasing /, 85-21355 


Coal mines and mining — Safety measures. 
Remedial and strata replacement tech- 
niques on longwall faces : a state-of- 
the-art report /, 85-21295 


Coal mines and mining — United States — 
Accidents. 


Coal, surface fatalities, 1983., 85-21419 


Coal mines and mining — Waste disposal — 


Congresses. 

Control of acid mine drainage : proceed- 
ings of a technology transfer seminar /, 
85-21299 
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Coal mines and mining — West Virginia — 
Safety measures. 
Ground control study of a mechanized 
longwall coal operation in West Vir- 
ginia /, 85-21283 


Coalbed methane drainage — Pennsylvania. 
Comparison of rotary and in-hole motor 
techniques for drilling horizontal bore- 
holes in coal /, 85-21285 


Coastal ecology — Arctic regions. 
The ecology of tundra ponds of the 
Arctic coastal plain : a community pro- 
file /, 85-21340 


Coastal ecology — Atlantic Coast (United 
States and Canada) 
The ecology of eelgrass meadows of the 
Atlantic Coast : a community profile /, 
85-21341 


Coastal ecology — Texas — Gulf Region — 


Maps. 

Texas Barrier Islands Region ecological 
characterization atlas : biological re- 
sources /, 85-21338 


Texas Barrier Islands Region ecological 
characterization atlas : mineral re- 
sources and selected oil and gas intras- 
tructures /, 85-21339 


Texas Barrier Islands Region ecological 
characterization atlas’: socioeconomic 
and natural features /, 85-21337 


Coastwise shipping — Law and legislation — 
United States. 
Title 46, United States Code amendment : 
report (to accompany S. 597)., 85- 
22008 


Coastwise shipping — United States. 
Restoration of coastwise trading privi- 
leges to the vessel “La Jolie” : report 
(to accompany S. 1015) (including cost 
estimate of the Congressional Budget 
Office)., 85-22084 


Coated fabrics — Statistics. 

Summary of trade and tariff information : 
coated, filled, bonded, and laminated 
fabrics : TSUS items 355.02 (pt.), 
355.25 (pt.) 355.50-356.45, 359.10 (pt.), 
359.50 (pt.)., 85-21378 


Aircraft surface coatings [microform] : 
summary report /, 85-21663 

Development document for effluent limi- 
tations guidelines and standards for the 
canmaking subcategory of the coil 
coating, point source category., 85- 
20832 


Cobalt-nickel alloys — Recycling. 
Deposition of nickel-cobalt alloys by con- 
trolled-potential electrolysis /, 85- 
21284 
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Color vision U.S. 


Cocopah Indians — Land tenure. 

An Act to Declare That the United 
States Holds in Trust for the Cocopah 
Indian Tribe of Arizona Certain Land 
in Yuma County, Arizona., 85-20230 


Cogeneration of electric power and heat — 

United States. 

Cogeneration technology alternatives 
study (CTAS). Volume II, Comparison 
and evaluation of results [microform] / 
» 85-21494 


Cognition — Testing. 
The effect of anxiety and boredom on 
cognitive test performance., 85-20756 


Coho salmon. 
Contaminant analysis of 1982 fall run 
coho salmon (Oncorhynchus Kisutch) 
/, 85-20871 


Cold — Physiological effect. 
Manual performance in the cold with 
gloves and bare hands /, 85-20667 


Cold regions. 
Ice forces on rigid, vertical, cylindrical 
structures /, 85-20618 


Polyethylene glycol as an ice control 
coating /, 85-20616 


Shoreline erosion processes, Orwell Lake, 
Minnesota /, 85-20617 


Collective bargaining — United States — 
Periodicals. 
Bargaining calendar /, 85-21412 


Collective labor agreements — United States 
— Statistics — Periodicals. 
Bargaining calendar /, 85-21412 


College costs — United States — Statistics 
— Periodicals. 
Basic student charges, 2-year and 4-year 
institutions, 85-20712 
Coliege costs. Basic student charges, 2- 
year and 4-year institutions., 85-20712 


College teachers — Training of — United 
States — Periodicals. 
Summer seminars for college teachers. 
Guidelines and application form for di- 
rectors /, 85-21818 


Colonel Homer Garrison, Jr. Federal 
Building (Lufkin, Tex.) 
Colonel Homer Garrison, Jr. Federal 
Building : report (to accompany H.R. 
1748)., 85-22077 


Color in dentistry. 
Instructional program notes 
base esthetics color tinting., 


Color vision — United States. 
Flicker-photometric spectral sensitivity in 
the presence of chromatic surrounds /, 
85-20666 


: denture 
85-21988 


Page I-411 





Color vision U.S. 


Individual differences in chromatic 
brightness matching /, 85-20669 


Colorado — History. 
Land of contrast : a history of southeast 
Colorado /, 85-21361 


Colorado — Population — Statistics. 
Estimates of the population of Colorado 
counties and metropolitan areas, July 1, 

1981, 1982, and 1983., 85-20293 


Colorado — Public lands. 
Piceance basin resource management plan 
and environmental impact statement /, 
85-21145 


Colorado River Water Quality Improvement 
Program. Meeker Dome Unit. 
Meeker Dome Unit, Colorado : prelimi- 
nary findings report /, 85-21266 


Colorimetric analysis. 
Individual differences in chromatic 
brightness matching /, 85-20669 


Color calibrator for RRWDS radar 
remote weather display system /, 85- 
20372 


Columbia Glacier (Alaska) 

Photogrammetric determination of sur- 
face altitude, terminus position, and ice 
velocity of Columbia Glacier, Alaska / 
, 85-21160 


Combustion — Mathematical models. 

A theoretical model for the cross spectra 
between pressure and temperature 
downstream of a combustor [micro- 
form] /, 85-21499 


Combustion, Spontaneous. 
Auto-oxidation potential of raw and re- 
tored oil shale /, 85-20847 


Comets. 
Vibrational and rotational excitation of 
CO in comets [microform] / , 85- 
21579 


Command of troops — Handbooks, manuals, 
etc. 


Leadership handbook., 85-20609 
Commemorative coins — New York (N.Y.) 
Statue of Liberty-Ellis Island Commemo- 

trative Coin Act : joint hearing before 
the Subcommittee on Consumer Affairs 
and Coinage of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, and the 
Senate Banking, Housing, and Urban 
Affairs Committee, Ninety-ninth Con- 
gress, first session, on H.R. 47 ... S. 233 
... February 20, 1985., 85-22264 


Commerce — Periodicals. 
Annual report /, 85-21377 
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Commercial buildings — United States. 
Rehabilitating historic storefronts /, 85- 
21329 


Commercial law — United States. 

Acquisitions and joint ventures among 
large corporations : hearings before the 
Subcommittee on Monopolies and 
Commercial Law of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, first and 
second sessions, on H.R. 3561, H.R. 
5042, and H.R. 5137 ... July 14 and 28, 
1983; October 6, 1983; and March 23, 
1984., 85-22321 


Commodity control. 

Department of Agriculture’s acquisition 
and distribution of commodities for its 
1983 payment-in-kind program : report 
to the Chairman, Subcommittee on 
Government Information, Justice, and 
Agriculture, House Committee on 
Government Operations /, 85-21002 


Communicable diseases. 
Instructional program notes : communica- 
ble diseases in the dental environment., 
85-21990 


Communicable diseases —- United States. 
Developing action plans : feedback for 
criterion test., 85-21103 


Communicable diseases in animals — 
Colorado 


Zoonoses in the Colorado outdoors : dis- 
eases transmitted from animals to 
humans and present in rural wilderness 


areas of Colorado., 85-20693 


Communication — United States. 
Robot plans and human plans : implica- 
tions for models of communication /, 
85-20747 


Communications, Military. 
Personnel qualification standard for radio 
communications qualification section 5 
(common)., 85-20672 


Communications, Military — Handbooks, 
manuals, etc. 

Airborne command post communications 
equipment specialist (AFSC 32855) /, 
85-20682 

Communications procedures and adminis- 
tration : annex B., 85-20479 


Communism — Grenada — Addresses, 
essays, lectures. 
Maurice Bishop’s “Line of march” 
speech, September 13, 1982., 85-21843 


Community development — Law and 
legislation — United States. 

Housing and Urban-Rural Recovery Act 
of 1983 : report together with minority, 
and supplemental minority views (in- 
cluding cost estimate of the Congres- 
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sional Budget Office) (to accompany 
H.R. 1)., 85-22054 


Community development — United States — 
Periodicals. 
Programs of HUD /, 85-21133 


Programs of HUD (1982), 85-21133 


Community mental health services. 
A guide to evaluating prevention pro- 
grams in mental health /, 85-21112 


Commuting — Texas — Dallas Metropolitan 
Area. 
Park-and-ride alternatives study., 
21930 


Competition — United States. 

Competition in the oil pipeline industry : 
a preliminary report., 85-21394 

Constitutionality of GAO’s bid protest 
function : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-ninth Congress, first session, 
February 28 and March 7, 1885., 85- 
22306 


Competition, International 

Report of the President’s Commision on 
Industrial Competitiveness : hearing 
before the Subcommittee on Economic 
Stabilization of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, March 5, 1985., 
85-22267 


U.S. commodity price supports and com- 


petitiveness of agricultural exports /, 
85-22236 


85- 


Unfair — United States. 
Unfair foreign trade practices : criminal 
components of America’s trade prob- 
lem : report /, 85-22289 


Complaints (Civil procedure) — United 
States. 


Amendments to the Federal Rules of 
Civil Procedure : communication from 
the Chief Justice of the United States 
transmitting amendments to the Feder- 
al Rules of Civil Procedure prescribed 
by the Court, pursuant to 28 U.S.C. 
2072., 85-22049 


Composite construction. 
Effect of stress concentrations in compos- 
ite structures [microform] / , 85- 
21741 


Composite materials. 

Deformation measurements of composite 
multi-span beam shear specimens by 
moire interferometry [microform] / , 
85-21670 


Ground exposure of composite materials 
for helicopters [microform] / , 85- 
21609 





October 1985 


Composite materials — Testing. 
Compression failure mechanisms in uni- 
directional composites [microform] / , 
85-21542 


Comprehension. 
Teachers’ comprehension questions 
what functions might they serve? /, 
85-20810 


Compressors. 
Energy efficient engine high pressure 
compressor detail design report [micro- 
form] /, 85-21677 


Computer-assisted instruction — United 

States. 

Computers and ESL /, 85-20800 

Equity and microcomputer use in Ameri- 
can public education /, 85-20822 

Item analysis appropriate for domain-ref- 
erenced classroom testing /, 85-20730 

What problems do American Indians 
have with mathematics? /, 85-20806 


Computer graphics — Mathematical models. 

Interactive graphics simulator : design, 

development, and effectiveness/cost 
evaluation /, 85-20691 


Computer interfaces — Handbooks, manuals, 
etc. 
Organizational, direct support and gener- 


al support maintenance manual includ- 
ing repair parts and special tools list 
for control-indicator, C-10965/MLQ- 
34, part number 5051600-1, NSN 5865- 
01-109-3983., 85-20571 


Computer output microfilm — Standards — 
United States. 
Alphanumeric computer output micro- 
form quality test slide., 85-20362 


Computer output microfilm devices — 
Standards — United States. 
Alphanumeric computer output micro- 

form quality test slide., 85-20362 


Computer programs. 
Initialization program for local AFOS- 
ERA forecast verification software., 
85-20401 


Computers — United States — Abstracts. 
A bibliography of documents issued by 
the GAO on matters related to ADP, 
IRM & telecommunications., 85-21010 


Concrete blocks. 
Influence of vertical compressive stress 
on shear resistance of concrete block 
masonry walls /, 85-20373 


Concrete construction. 
Techniques for constructing concrete 
block stoppings /, 85-21281 





Concrete mixers — Maintenance and repair 

— Handbooks, manuals, etc. 

Direct support and general support main- 
tenance repair parts and special tools 
lists : concrete - mobile mixer, body 
M919, model 8CM - 24/F, NSN 3895- 
01-028-4391., 85-20543 


Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools lists) : 
mixer, bituminous material, non-self 
loading, DED, NSN 3895-00-933-0577, 
Barber-Greene model KA60, compo- 
nent of mixing plant, asphalt 100-150 
ton per hour, NSN 3895-00-936-8613., 
85-20537 


Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools lists) : 
mixer, rotary tiller DED, 4 wheel, 
pneumatic tired, self-propelled, NSN 
3895-00-883-0437, FWD Corporation 
model B2-1171., 85-20539 

Organizational maintenance repair parts 
and special tools lists : concrete - 
mobile mixer, body M919, model 8CM 
- 24/F, NSN 3895-01-028-4391., 85- 
20542 

Organizational maintenance repair parts 
and special tools lists : mixer, bitumi- 
nous material, non-self loading, DED, 
NSN 3895-00-933-0577, Barber-Greene 
model KA60, component of mixing 
plant, asphalt, 100-150 ton per hour, 
NSN 3895-00-936-8613., 85-20536 

Organizational maintenance repair parts 
and special tools lists : mixer, rotary 
tiller ded, 4 wheel, pneumatic tired, 
self-propelled, NSN 3895-00-883-0437, 
FWD Corporation model B2-II71., 85- 
20538 

Organizational maintenance repair parts 
and special tools lists : non-tilt mixer, 
concrete, NSN 3895-00-444-1531, T.L. 
Smith Company model 499A., 85- 
20541 


Concrete stoppings (Mining) — Design and 
construction. 
Techniques for constructing concrete 
block stoppings /, 85-21281 


— United States — Statistics. 

1982 census of manufactures. Industry 

series. Sugar and confectionery prod- 
ucts., 85-20245 


Conifers — Southwest, New. 
Silviculture of mixed conifer forests in 
the Southwest /, 85-20198 


Connecticut — Maps, Topographic. 

7.5 minute series (topographic) : [Con- 
necticut]. 41072-D7-TF-024, Walling- 
ford quadrangle, Connecticut - New 
Haven Co., 1967 /, 85-21205 
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Constitutional convention U.S. 


7.5 minute series (topographic) : [Con- 
necticut]. 41073-F3-TF-024, New Pres- 
ton quadrangle, Connecticut - Litch- 
field Co., 1955 /, 85-21206 


ConRail. 

Description of revenue provisions of 
H.R. 1930 and background reiating to 
proposed transfer of Conrail to Norfolk 
Southern Corporation : scheduled for a 
hearing before the Committee on Ways 
and Means on May 1, 1985 /, 85- 
22348 


Railroad accident report : rear end colli- 
sion between Conrail trains OIPI-6 and 
ENPI-6X near Saltsburg, Pennsylvania, 
February 26, 1984., 85-21932 


Conservation of natural resources — 
California. 
Alturas Resource Area : resource man- 
agement plan, record of decision., 85- 
21351 


Final Red Hills management plan and en- 
vironmental assessment., 85-21360 


Conservation of natural resources — 
Colorado. 
Piceance basin resource management plan 
and environmental impact statement /, 
85-21145 


Conservation of natural resources —- Idaho. 
Cassia resource management plan /, 85- 
21353 


Conservation of natural resources — Texas 
Texas Barrier Islands Region ecological 
characterization atlas : socioeconomic 
and natural features /, 85-21337 


Conservation of natural resources — United 
States — Periodicals. 
CFR. 18, Power and water resources, 
85-20211 


Code of federal regulations. 18, Conser- 
vation of power and waier resources., 
85-20211 


Conservation of power and water re- 
sources, 85-20211 


Conservation of natural resources — Utah. 
Box Elder resource management plan and 
environmental impact statement., 85- 
21139 


Conspiracy — United States. 

Criminal prosecution under the Continu- 
ing Criminal Enterprise Statute : Sec- 
tion 848 of Title 21, United States 
Code /, 85-21398 


Constitutional convention — United States. 
Bicentennial of the Mount Vernon Con- 
ference, March 28, 1985, Mount 
Vernon Virginia : a commemorative 
program of the United States Army., 
85-20481 
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Construction equipment Maintenance and repair 


Construction equipment — Maintenance and 


Equipment improvement 
maintenance digest (US Army Tank- 
Automotive Command) : construction 
equipment (July thru Sep-3rd qtr CY 
84)., 85-20596 


improvement report and 
maintenance digest (US Army Tank- 
Automotive Command) : construction 
equipment (Oct thru Dec - 4th qtr CY 
84)., 85-20597 


Construction equipment industry — United 

States — Statistics. 

1982 census of manufactures. Industry 
series. Construction, mining, and mate- 
rials handling machinery and equip- 
ment., 85-20276 


Construction industry — Labor productivity. 
AFCS climatic zone labor adjustment 
factors /, 85-20623 


Construction industry — United States. 


Bibliography — Catalogs. 
Construction industry., 85-21024 
Construction industry — United States — 


Statistics. 

1982 census of construction industries. In- 
dustry series. Excavating and founda- 
tion work special trade contractors, in- 


dustry 1794., 85-20335 


1982 census of construction industries. In- 
dustry series. Masonry, stone setting, 
and other stonework special trade con- 
tractors, industry 1741., 85-20334 

1982 census of construction industries. In- 
dustry series. U.S. summary, establish- 
ments with and without payroll., 85- 
20336 


Construction industry — United States — 
Statistics — Periodicals. 
Construction reports. C50, Residential al- 
terations and repairs., 85-20324 
Residential alterations and repairs, 85- 
20324 


Consumers — United States. 
How is your money spent? : The quarter- 
ly interview survey, the consumer ex- 
penditure surveys., 85-20238 


Consumers’ preferences — United States. 
Trademark Reform Act of 1983 : hearing 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
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Ninety-eighth Congress, second ses- 
sion, on H.R. 4460 ... June 28, 1984., 
85-22319 


Container industry — United States. 
Development document for effluent limi- 
tations guidelines and standards for the 
canmaking subcategory of the coil 
coating, point source category., 85- 
20832 


Recommended welding criteria for use in 
the fabrication of shipping containers 
for radioactive materials /, 85-22188 

Review of DOE waste package pro- 
gram., 85-22186 


Contamination (Technology) 
Bacterial colonization of point-of-use 
water treatment devices /, 85-20825 


Contempt of court — United States. 

Relating to the contempt citation of Anne 
M. (Gorsuch) Burford : report together 
with additional views (to accompany 
H. Res. 180)., 85-22076 


Contempt of legislative bodies — United 
States. 


Relating to the contempt citation of Anne 
M. (Gorsuch) Burford : report together 
with additional views (to accompany 
H. Res. 180)., 85-22076 


Continental shelf — Pacific Coast (North 
America) 
Pacific Index : April 1983-October 1984 / 
» 85-21369 


Continental shelf — Pacific coast (United 

States and Canada) 

Pacific summary report, July 1984 : 
Outer continental shelf oil and gas ac- 
tivities in the Pacific and their onshore 
impacts /, 85-21370 

Continental shelf — United States. 

5-year outer continental shelf oil and gas 
leasing program for mid-1986 through 
mid-1991., 85-21367 


Continental shelf — United States — 
Periodicals. 
Annual report. Outer Continental Shelf 
Oil and Gas Leasing and Production 
Program /, 85-21371 


1982 GATT notification activities /, 
20368 


Contractors — United States — Directories. 
Smal] business subcontracting directory., 
85-20447 


Convection (Astrophysics) 
A preliminary study of numerical simula- 
tion of thermosolutal convection of in- 


terest to crystal growth /, 85-21805 
Do not order from index; see indicated entry 


85- 





Subject Index 


Conveying machinery industry — United 

States — Statistics. 

1982 census of manufactures. Industry 
series. Construction, mining, and mate- 
rials handling machinery and equip- 
ment., 85-20276 


Convict labor — United States — 
Periodicals. 
Annual report /, 85-21399 


Cookery (Herbs) 
Do yourself a flavor /, 85-21083 


Cool stars. 
A Search for 183-GHz emission from 
water in late-type stars [microform] / , 
85-21561 


Cooperative marketing of farm produce — 
Honduras. 


Guanchias Limitada : a case study of an 
agrarian reform cooperative and its 
long-term relationship with a multina- 
tional firm in Honduras /, 85-21894 


Copper — Electrometallurgy. 
Minimizing lead contamination in copper 
produced by solvent  extraction- 
electrowinning /, 85-21286 


Copper — Lead content. 
Mirimizing lead contamination in copper 
produced by solvent extraction- 
electrowinning /, 85-21286 


Copper industry and trade — Environmental 
aspects — United States. 

Development document for effluent limi- 
tations guidelines and standards for the 
copper forming point source category., 
85-20833 


Copyright — Art — United States. 
Pictorial, graphic, and sculptural works., 
85-21430 


Copyright — Duration — United States. 
Extension of copyright terms., 85-21424 


Copyright — Music — United States. 
Copyright registration for musical com- 
positions, 85-21426 


Copyright — United States. 

Acquisition and deposit of oo 
television transmission programs 
[symbol for section] 201.22, 37 C.F. R, 
85-21431 


Compendium of Copyright Office prac- 
tices : under the copyright law which 
became fully effective on January 1, 
1978, including Title 17 of the United 
States code and amendments thereto., 
85-21432 


Copyright registration for musical com- 
positions., 85-21426 

Copyright registration for serials on form 
SE., 85-21427 





October 1985 


Deposit requirements for registration of 
claims to copyright in visual arts mate- 
rial., 85-21425 

Recordation of agreements between 
copyright owners and public broad- 
casting entities : [symbol for section] 
201.9, 37 C.P.R., 85-21428 


Copyright — United States — Broadcasting 
rights. 


Statements of account covering compul- 
sory licenses for secondary transmis- 
sions by cable systems : [symbol for 
section] 201.17, 37 C.F.R., 85-21429 


Copyright — United States — Periodicals. 
Annual report of the Register of ol 
rights for the fiscal year ending . 
85-21423 


Copyright licenses — United States. 
Copyright registration for musical com- 
positions., 85-21426 
Copyright registration for serials on form 
SE., 85-21427 


Corporations — Taxation — United States. 

Revising the corporate income tax., 85- 
22360 

Special limitations on the use of net oper- 
ating loss carryovers and other tax at- 
tributes of corporations : scheduled for 
a hearings before the Subcommittee on 
Select Revenue Measures of the Com- 
mittee on Ways and Means, on May 
22, 1985 /, 85-22352 


Corporations — Taxation — United States 

— Statistics — Periodicals. 

Active corporation income tax returns, 
source book, 85-21916 

Corporation income tax returns, 
21916 

Corporation source book of statistics of 
income, 85-21916 

Statistics of income. Active corporation 


income tax returns, source book., 85- 
21916 


Corrosion and anti-corrosives. 
Improved ceramic anodes for corrosion 
protection /, 85-20619 


85- 


Corrosion resistant materials. 
Corrosion of materials used in steam gen- 
erating boiler systems /, 85-20376 


Cosmic rays — United States. 
Cosmic ray propagation in the local su- 
perbubble [microform] /, 85-21532 
Cosmic rays and the emission line regions 
of active galactic nuclei [microform] / , 
85-21576 


Cosmochemistry. : 
High pressure cosmochemistry applied to 
major planetary interiors [microform] : 
experimental studies /, 85-21749 





Cosmology. 
Axions, neutrinos and strings [microform] 
: the formation of structure in an 
SO(10) universe/, 85-21583 


Costs (Law) — United States. 

The Legal Feed Equity Act : hearing 
before the Subcommittee on the Con- 
stitution of the Committee on the Judi- 
ciary, United States Senate, Ninety- 
eighth Congress, second session, on S. 
2802 ... September 11, 1984, 83 85-22327 


*Costs and Cost 
Patients in public general hospitals : who 
pays, how sick?, 85-21098 


Cotton textile industry — United States — 

Dust control. 

A Review of the scientific and technolog- 
ical issues in the regulation of cotton 
dust in primary cotton textile industry : 
report /, 85-22064 


Cotton textiles — Dust control. 

A Review of the scientific and technolog- 
ical issues in the regulation of cotton 
dust in primary cotton textile industry : 
report /, 85-22064 

Cottontails. 

Habitat suitability index models : eastern 

cottontail /, 85-21346 


Coulomb functions. 
Simulation study of a new inverse-pinch 
igh coulomb transfer switch [micro- 
form] /, 85-21721 


Council of Economic Advisers (U.S.) — 
Appointments, promotions, salaries, etc. 
Nomination of Beryl Wayne Sprinkel : 

hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-ninth 
Congress, first session, on the nomina- 
tion of Beryl] Wayne Sprinkel, to be 
chairman of the Council of Economic 
Advisers, April 2, 1985., 85-22270 


Counterfeits and counterfeiting — United 


States. 

Trademark Counterfeiting Act of 1984 : 
hearings before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, first session on H.R. 
2447 ... October 20, November 3, 1983, 


and February 9, 1984., 85-22325 

Unfair foreign trade practices : criminal 
components of America’s trade prob- 
lem : report /, 85-22289 


Court rules — United States. 

Amendments to the Federal Rules of 
Civil Procedure : communication from 
the Chief Justice of the United States 
transmitting amendments to the Feder- 
al Rules of Civil Procedure prescribed 
by the Court, pursuant to 28 U.S.C. 
2072., 85-22049 
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and special tools lists : crane, truck, 
warehouse, 10,000 Ib. capacity, GED, 
pneumatic tires, Army model MHE 
216, NSN 3950-00-197-4935, Pettibone 
mode! 10FM., 85-20568 


crawler mounted, 12-1/2 ton, 3/4 cu. 
yd, diesel engine driven, NSN 3810-00- 
869-3092, Bucyrus-Erie model 22BM., 
85-20528 


Crash injuries — Research — United States. 
Countermeasures for side impact /, 85- 
21966 


Cratering. 
Dynamic compression and volatile re- 
lease of carbonates [microform] / , 
85-21761 


Credit bureaus — Brazil. 

Desenvolvimento e teste de um sistema 
de fiscalizapcao das operapcoes de cre- 
dito agrbicola ao nbivel de municbipio 
e de propriedades agrbicolas utilizando 
tbecnicas de sensoriamento remoto., 
85-21694 

Development and testing of a rural credit 
supervision system at the level of coun- 
ties and rural properties utilizing 
remote sensing technique [microform.] 
, 85-21694 


Credit unions — United States — 
Directories, 
Credit union directory /, 85-21815 
National credit union directory, 
21815 


85- 


Crime Victims Week. 
Joint Resolution to Designate the Week 
of April 14, 1985 as “Crime Victims 
Week.”, 85-20234 


Criminal investigation — United States. 
Financial investigative techniques money 
laundering., 85-21395 


Criminal procedure — United States. 

Amendments to the Federal rules of 
criminal procedure : communication 
from the Chief Justice of the Supreme 
Court transmitting amendments to the 
Federal rules of criminal procedure 
prescribed by the Court, pursuant to 28 
U.S.C. 3771., 85-22050 

Exclusionary rule in criminal trials : over- 
sight hearings before the Subcommittee 
on Criminal Justice of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
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Criminal procedure U.S. 


sion ... March 10 and April 20, 1983., 
85-22326 


Criminal registers — United States. 
Criminal justice inf ion policy : in- 
telligence and investigative records /, 
85-21406 


Crop yields — Africa. 
Africa, the potential for higher food pro- 
duction : April 1985., 85-21890 


Crystallography. 

High temperature low-cycle fatigue 
mechanisms in single crystals of nickel- 
based superalloy Mar-M 200 [micro- 

form] /, 85-21783 


Crystals — Growth. 
A preliminary study of numerical simula- 
tion of thermosolutal convection of in- 
terest to crystal growth /, 85-21805 


Cuba — History — Invasion, 1961 — 
etc. 

Joint Resolution Commemorating the 
Twenty-Fourth Anniversary of the 
Bay of Pigs Invasion to Liberate Cuba 
from Communist Tyranny., 85-20232 


Caba — Officials and employees — 
Directories. 
Directory of officials of the Republic of 
Cuba : a reference aid., 85-21839 


Curran, Donald C. 
Donald C. Curran named acting register 
of copyrights., 85-21433 


Currency question. 
American exports : why have they 
lagged? : a study /, 85-22279 


Currency question — Venezuela — 

Mathematical models. 

Currency substitution, quality, and ex- 
change rate indeterminancy : an empir- 
ical analysis of the Venezuelan experi- 
ence /, 85-20992 


Curriculum planning — United States. 
The Northern Rockies Program on 
Women in the Curriculum : final report 
/, %5-20791 


Data book of social studies materials and 
resources., 85-20715 


Custody of children — United States. 
Grandparents’ rights : report (to accom- 
pany S. Con. Res. 67) (including cost 
estimate of the Congressional Budget 
Office)., 85-22027 


Customs administration — Pacific Coast 

(United States and Canada) 

Adequacy of U.S. Customs Service oper- 
ations and administrative organization 
on the West Coast : hearing before the 
Committee on Small Business, United 
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States Senate, Ninety-ninth Congress, 
first session ... Seattle WA—February 
15, 1985., 85-22344 


Customs administration — United States. 
Drawback : a duty refund on certain ex- 
ports., 85-21909 
Results based performance management : 
staff study report /, 85-21911 
Welcome to the United States : customs 
declaration form enclosed., 85-21910 


Customs administration and tourist — 
United States. 
Welcome to the United States : customs 
declaration form enclosed., 85-21910 


Customs unions. 

Establishment of a free trade area be- 
tween the United States and Israel : 
message from the President of the 
United States transmitting the text of 
the agreement on the establishment of a 
free trade area between the govern- 
ment of the United States and the gov- 
ernment of Israel ...., _85-22047 


United States-Israel free trade area : 
report (to accompany H.R. 2268) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22115 


Cuyahoga Valley National Recreation Area 

(Ohio) 

Providing certain authority to reduce 
erosion within the Cuyahoga Valley 
National Recreation Area : report (to 
accompany H.R. 934) (including cost 
estimate of the Congressional Budget 
Office)., 85-22134 


D 


Dairy processing — United States — 
Statistics. 


1982 census of manufactures. Industry 
series. Dairy products., 85-20242 


Dairy products — United States — 
Statistics. 
1982 census of manufactures. Industry 
series. Dairy products., 85-20242 


Dairy products — United States — Statistics 
— Periodicals. 


Dairy products ... summary /, 85-20207 


Dams — Models. 
Hydraulic model studies : Ridgway Dam 
outlet works /, 85-21271 


Dams — Ohio River — History 


The Davis Island Lock and Dam, 1870- 
1922 /, 85-20607 


Dams — Pennsylvania — Pittsburgh — 
History 


The Davis Island Lock and Dam, 1870- 
1922 /, 85-20607 


Do not order from index; see indicated entry 





Subject Index 


Data base management. 

Public health laboratory data base man- 
agement system : microbiology/immu- 
nology/epidemiology documentation /, 
85-21100 


Data base management — Standards — 
United States. 
Guideline for choosing a data manage- 
ment approach., 85-20363 


*Data collection. 
Principles of analytic epidemiology., 
21101 


*Data Collection — methods. 
An evaluation of California’s inferred 
birth statistics for unmarried women., 
85-21089 


Procedures and questionnaires of the na- 
tional medical care utilization and ex- 
penditure survey /, 85-21123 


Daughters of the Union Veterans of the Civil 
War 1861-1865. 
Daughters of Union Veterans of the Civil 
War, 1861-1865 : report (to accompany 
H.R. 1806)., 85-22121 


85- 


Day care centers — Law and legislation — 

United States. 

Child abuse and day care : joint hearing 
before the Subcommittee on Oversight 
of the Committee on Ways and Means, 
and Select Committee on Children, 
Youth, and Families, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, September 17, 1984., 
85-22359 


Day care centers — United States. 

Improving child care services : what can 
be done? : hearings before the Select 
Committee on Children, Youth, and 
Families, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, hearings held in Washington, DC, 
on September 5 and September 6, 
1984., 85-22274 


Deaf — Education — Audio-visual aids. 
Lesson guide for captioned films, XIX : a 
training and utilization guide. 85- 
20697 


Dearborn (Mich.) — Industries. 

Human resource development and new 
technology in the automobile industry : 
a case study of Ford Motor Company’s 
Dearborn Engine Plant : the develop- 
ment and utilization of human re- 
sources in the context of technological 
change and industrial restructuring /, 
85-20745 


Debts, Public — United States. 
United States of America, treasury notes 
of December 31, 1986, series AC-1986., 
85-21906 





October 1985 


United States of America, treasury notes 
of December 31, 1988, series Q-1988., 
85-21907 


United States of America, treasury notes 
of February 15, 1990, series G-1990., 
85-21905 


United States of America, treasury notes 


of January 15, 1992, series D-1992., 
85-21908 


Deception. 
Intepretation and manipulation in human 
plans /, 85-20811 


Decision-making — Study and teaching 
(Elementary) — United States. 
If teachers were thought of as execu- 
tives—implication for teacher prepara- 
tion and certification /, 85-20777 


Decision-making — Study and teaching 
(Secondary) — United States. 
If teachers were thought of as execu- 
tives—implication for teacher prepara- 
tion and certification /, 85-20777 


Decompression sickness. 

Pulmonary artery location during micro- 
gravity activity [microform] : potential 
impact for chest-mounted Doppler 
during space travel /, 85-21445 


Deep Sea Drilling Project. 

Initial reports of the Deep Sea Drilling 
Project. Volume LXXX, covering Leg 
80 of the cruises of the drilling vessel 
Glomar Challenger, Brest, France, to 
Southampton, United Kingdom, June- 
July, 1981 : a project planned by and 
carried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES) /, 85- 
21823 


Default (Finance) — Northwestern States. 

Bonneville Power Administration (BPA) 
and Washington Public Power Supply 
System (WPPSS) : oversight hearing 
before the Subcommittee on Mining, 
Forest Management, and Bonneville 
Power Administration of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session., 85- 
22314 


Defense contracts — United States. 
Production manual for contract adminis- 
tration services., 85-20475 


Reducing the cost of weapon systems ac- 
quisition : hearing before the Task 
Force on Selected Defense Procure- 
ment Matters of the Committee on 
Armed Services, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, December 18, 1984., 85-22259 





Defense contracts — United States — 
Directories. 
D.O.D. directory of contract administra- 
tion services components, 85-20470 


DOD directory of contract administra- 
tion services components., 85-20470 


Defense information, Classified — United 
States — Directories. 
Department of Defense Information 
Analysis Centers directory., 85-20469 


Defense Information School. 
Welcome to the Defense Information 
School., 85-20480 


Defense Technical Information Center (U.S) 
— Directories. 
Department of Defense Information 
Analysis Centers directory., 85-20469 


Deficit financing — United States. 

Impact of budget proposals on income 
maintenance programs, trade and eco- 
nomic policy, state and local issues : 
hearing before the Committee on the 
Budget, House of Representatives, 
Ninety-ninth Congress, first session, 
February 14, 1985, San Francisco, CA., 
85-22272 


Deformations (Mechanics) 

Deformation measurements of composite 
multi-span beam shear specimens by 
moire interferometry [microform] / , 
85-21670 


High temperature deformation of hot- 
pressed polycrystalline orthoenstatite 
[microform] /, 85-21744 


Degrees, Academic — United States — 
Statistics — Periodicals. 
Doctorate recipients from United States 
universities, 85-20717 
Summary report ... doctorate recipients 
from United States universities /, 85- 
20717 


— Addresses, essays, lectures. 
U.S. diplomacy and the search for peace 
/, 85-21860 


The United States and Central America : 
a moment of decision : April 22, 1985 / 
, 85-21858 


Demographic surveys — United States. 
Trend analyses and related statistics : dis- 
tricts, regions, service centers. 85- 
21913 


Denali National Park and Preserve (Alaska) 
Denali National Park and Preserve, 
Alaska : draft, general management 
plan/environmental assessment land 
protection plan, wilderness suitability 
review., 85-21309 
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Dentistry Study and teaching U.S. 


Dental amalgams. 
Instructional program notes : dental as- 


sistant utilization : amalgam procedure., 
85-21981 


Dental assistants — United States. 
Instructional program notes : dental as- 
sistant utilization : amalgam procedure., 
85-21981 


Instructional program notes : dental as- 
sistant utilization : endodontics—the 
initial visit., 85-21982, 85-21983 


Instructional program notes : dental as- 
sistant utilization : rubber base impres- 
sion technique., 85-21980 


Dental auxiliary personnel — United States. 
Dental auxiliaries in the VA., 85-21977 


Dental casting. 
Instructional program notes : complete 
arch casts with removable dies., 85- 
21984 


Dental impressions, 

Instructional program notes : dental as- 
sistant utilization : rubber base impres- 
sion technique., 85-21980 

Instructional program notes : impression- 
ing for proper placement of the lingual 
bar major connector., 85-21987 


Dental instruments and apparatus — United 
States. 
Instructional program notes : panelipse 
patient positioning., 85-21986 


Dental personnel and patient. 
Instructional program notes : commurica- 
ble diseases in the dental environment., 
85-21990 


Dental plaque. 
The dental plaque battle is endless but 
worth it /, 85-21080 


Dentistry — Aesthetics. 
Instructional program notes 
base esthetics color tinting., 


Dentistry — Bibliography. 
Dentistry : a guide to sources of informa- 
tion /, 85-21074 


: denture 
85-21988 


Dentistry — Research — United States — 
Periodicals. 
Annual report /, 85-21070 


Dentistry — Safety measures. 
Instructional program notes : communica- 
ble diseases in the dental environment., 
85-21990 


Dentistry — Study and teaching — United 
States. 
Graduate training supported by the Na- 
tional Institute of Dental Research., 
85-21071 
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Dentistry Technique. 


Dentistry — Technique. "a 

Instructional program notes : clinical ex- 
amination of the oral and perioral soft 
tissues., 85-21985 

Instructional program notes : complete 
arch casts with removable dies., 85- 
21984 

Instructional program notes : dental as- 
sistant utilization : amalgam procedure., 
85-21981 

Instructional program notes : dental as- 
sistant utilization : endodontics—the 
initial visit., 85-21982, 85-21983 

Instructional program notes : dental as- 
sistant utilization : rubber base impres- 
sion technique., 85-21980 

Instructional program notes : denture 
base esthetics color tinting., 85-21988 

Instructional program notes : impression- 
ing for proper placement of the lingual 
bar major connector., 85-21987 

Instructional program notes : panelipse 
patient positioning., 85-21986 

Instructional program notes : quick es- 
thetic provisionaiization., 85-21991 

Instructional program notes : root planing 
and gingival curettage., 85-21989 


Dentistry, Military — Handbooks, manuals, 
etc. 


Dental laboratory specialist 
98250)., 85-20686 


(AFSC 


Dentures — Materials. 
Instructional program notes 
base esthetics color tinting., 


Deoxyribonucleic acid. 
Enhancers., 85-21063 


Dept. of Defense Computer Institute (U.S.) 
— Curricula — Periodicals. 
Course catalog, 85-20467 
Course information /, 85-20468 
NDU-DODCI course catalog., 


: denture 
85-21988 


85-20467 


lytes. 
Architecture of dermatophyte cell walls 
[microform] : electron microscopic and 
biochemical analysis /, 85-21461 


Descriptive cataloging — Rules. 
Archival moving image materials : a cata- 
loging manual /, 85-21437 


Detroit Edison Company. 

Safety evaluation report related to the 
operation of Enrico Fermi Atomic 
Power Plant, Unit no. 2, docket no. 50- 
341 : Detroit Edison Company, et al., 
85-22170 


Developing countries. 

Intent to designate 32 countries as least- 
developed beneficiary developing 
countries : communication from the 
President of the United States, trans- 
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mitting notice of the intent to designate 
32 countries as least-developed benefi- 
ciary developing countries, pursuant to 
19 U.S.C. 2464(c)(6)(B){ii)., 85-22046 


disabled — Employment — 
United States. 
Supervising adults with learning disabil- 
ities., 85-21835 


Diabetes — Research — United States — 

Periodicals. 

Annual report of the director, National 
Institute of Arthritis, Diabetes, and Di- 
gestive and Kidney Diseases., 85- 
21068 


*Diagnosis — United States — statistics. 
Detailed diagnoses and surgical proce- 
dures for patients discharged from 
short-stay hospitals, United States, 
1983., 85-21093 


Diagnosis, Surgical — Statistics. 

Detailed diagnoses and surgical proce- 
dures for patients discharged from 
short-stay hospitals, United States, 
1983., 85-21093 


Diesel motor — Pistons. 
Development of gas-lubricated pistons for 
heavy-duty diesel engine technology 
program [microform] /, 85-21784 


Differential 
Analytical solution of Ist and 2nd ordi- 
nary differential equations using the 
reduce 2 algebra manipulation program 
[microform] /, 85-21462 


Differential equations, Hyperbolic — 

Numerical solutions. 

A pseudospectral legendre method for 
hyperbolic equations with an improved 
stability condition [microform] /, 85- 
21729 


Digital electronics — Handbooks, manuals, 
ete. 
Digital techniques., 85-20687 


Operator, organizational, direct support, 
and general support (intermediate sup- 
port) maintenance manual and repair 
parts and special tools list (including 
depot maintenance repair parts and 
special tools) : digital processor test set 
AN/USM-433., 85-20570 


Dikes (Engineering) — Michigan — Bay 
County. 
Upper Saginaw River diked disposal area 
at Crow Island, Bay County, Michigan 
: letter report /, 85-20628 


Diplomacy — Addresses, essays, lectures. 
U.S. diplomacy and the search for peace 
/, 85-21860 
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essays, 
Foreign policy and the Black community 
: April 1, 1985 /, 85-21851 


Disaster relief — Bibliography. 
Disasters and mental health : an anno- 
tated bibliography /, 85-21111 


Disaster relief — Law and legislation — 
United States. 
Disaster Relief Act authorizations 
report [to accompany S. 1023]., 
22024 


Disaster relief — United States. 
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4., 85-20652 


Basic electricity and electronics student 
handout no. 308 : summary progress 
check and job program for module 32- 
1., 85-20653 

Basic electricity and electronics student 
handout no. 309 : summary, progress 
check and job program for module 32- 
2., 85-20654 

Basic electricity and electronics student 
handout no. 310 : summaries progress 
checks and job programs for modules 
32-3 & 32-4., 85-20655 

Basic electricity and electronics student 
handout no. 312 : summaries progress 
checks for modules 33-4 & 34-1., 85- 
20656 

Basic electricity and electronics student 
handout no. 313 : summary, 
check for modules 34-2., 85-20657 


— Safety measures. 
Control technology assessment: metal 
plating and cleaning operations /, 85- 
21107 


Electrostatics. 
Ion beamlet steering for two-grid electro- 
static thrusters [microform] / , 85- 
21773 


Elementary school administration — United 
States. 


Innovation and change in American edu- 
cation— Kensington revisited : a fifteen 
year follow-up of an innovative ele- 
mentary school and its faculty., 85- 
20738 


Organizational analysis of stress : the case 
of elementary and secondary schools /, 
85-20736 


Elementary school teachers — In-service 
training — United States. 
Collaboration in applying research to 
teacher education /, 85-20754 


Elementary school teachers — United States. 
Before school starts : a handbook for new 
elementary rural/small school teachers 

/, %5-20789 


Emergency medical services — United States 

— Communication systems. 

The ability to respond to toxic chemical 
emergencies : hearing before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
ninth Congress, first session, February 
18, 1985—Newark, NJ., 85-22337 
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Emigration and immigration. 

“Ask immigration” and regional tele- 
phone service center tape library sys- 
tems : answers to your immigration and 
citizenship questions as close as your 
telephone., 85-21400 


Emigration and immigration law — United 
States. 


Extension training program. Lesson 2.6, 
Special classes of aliens who may be 
naturalized., 85-21401 


Employee fringe benefits — Taxation — 
United States. 
Favorable determination _letter., 
21919 


Employees, Training of — United States. 
Hiring and training workers /, 85-20808 
Hiring and training workers : executive 

summary /, 85-20807 


85- 


Employers’ liability — United States — 
Digests. 


Decisions of the Employees’ Compensa- 
tion Appeals Board. Index digest., 85- 
21416 


Employment — Mathematical policy. 
The macroeconomic implications of labor 
contracting with asymmetric informa- 
tion /, 85-20993 


Employment interviewing — United States. 
Preparing for your job interview /, 85- 
21912 


species — United States. 
Endangered and threatened species on 
U.S. Air Force installations /, 85- 
21343 


Endodontics. 
Instructional program notes : dental as- 
sistant utilization : endodontics—the 
initial visit., 85-21982, 85-21983 


Energy conservation. 
Conserving energy in historic buildings /, 
85-21323 


Energy conservation — Law and legislation 
— United States — Periodicals. 
Energy initiatives of the ... Congress /, 
85-22286 


Energy conservation — United States. 

ACEE program rationale and implemen- 
tation [microform] /, 85-21531 

Army energy plan /, 85-20483 

Criteria for mechanical systems in multi- 
family buildings for residential weath- 
erization options /, 85-20375 

Energy efficient engine flight propulsion 
system preliminary analysis and design 
report [microform] : final update /, 
85-21778 
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Energy efficient engine hollow fan blades 
[microform] /, 85-21730 


Fuel efficiency through new airframe 
technology [microform] / , 85-21530 


Low pressure turbine test hardware de- 
tailed design report [microform] / , 
85-21690 


development — United States. 
Department of Energy civilian energy 
programs authorization act for fiscal 
years 1986, 1987, and 1988 : report to- 
gether with additional and dissenting 
views (to accompany H.R. 1799) (in- 
cluding cost estimate of the Congres- 

sional Budget Office)., 85-22106 


Department of Energy civilian research 
and development authorization act for 
fiscal years 1986, 1987, and 1988 : 
report together with additional and dis- 
senting views (to accompany H.R. 
1798) (including cost estimate of the 
Congressional Budget Office)., 85- 
22105 


Energy policy — United States 
Army energy plan /, 85-20483 
Subject and policy issues for Energy and 
Commerce Committee review during 
the 99th Congress : 
22291 


a report /, 85- 


Energy policy — United States — 
Periodicals. 


Energy initiatives of the 
85-22286 


Engineering — Scholarships, fellowships, etc. 
— United States. 
NASA Ames Summer High School Ap- 
prenticeship Research Program, June 
13 - August 19, 1983 [microform] : stu- 
dent papers., 85-21550 


*Engineering — United States — statistics. 
Characteristics of doctoral scientists and 
engineers in the United States. Detailed 
Statistical tables., 85-21822 


Engineers — Employment — United States 
— Periodicals. 


.. Congress /, 


Science and engineering personnel., 85- 
21824 


Engineers — United States — Statistics — 
Periodicals. 
Characteristics of doctoral scientists and 


engineers in the United States. Detailed 
Statistical tables., 85-21822 


Solid lubrication design methodology 

[microform] /, 85-21777 
English language — Glossaries, vocabularies, 

ete. 

English-Spanish glossary of words and 
phrases used in publications issued by 
the Internal Revenue Service. 85- 
21920 
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English language — Study and teaching — 
Foreign speakers. 
Computers and ESL /, 85-20800 


English language — Study and teaching — 
New York (N.Y.) — Arabic students. 
William H. Taft High School project 

ADELANTE, 1982-1983 /, 85-20762 


English language — Study and teaching — 
New York (N.Y.) — French students. 
John Jay High School project “RES- 

CATE”, 1982-1983 /, 85-20761 


English language — Study and teaching — 
New York (N.Y.) — Greek students. 
William H. Taft High School project 

ADELANTE, 1982-1983 /, 85-20762 


English language — Study and teaching — 
New York (N.Y.) — Korean students. 
Flushing High School, a basic trilingual 

program, 1982-1983 /, 85-20760 


English language — Study and teaching — 
New York (N.Y.) — Spanish students. 
Flushing High School, a basic trilingual 

program, 1982-1983 /, 85-20760 
John Jay High School project “RES- 
CATE”, 1982-1983 /, 85-20761 
William H. Taft High School project 
ADELANTE, 1982-1983 /, 85-20762 


English language — Study and teaching 
(Secondary) — New York (N.Y.) — 
Arabic students. 

Fort Hamilton High School project 
SPEED : special education to eliminate 
dropouts, 1982-1983 /, 85-20759 


English language — Study and teaching 
(Secondary) — New York (N.Y.) — 
Chinese students. 

Fort Hamilton High School project 
SPEED : special education to eliminate 
dropouts, 1982-1983 /, 85-20759 


English language — Study and teaching 
(Secondary) — New York (N.Y.) — 
Kymer students. 

Theodore Roosevelt High School 
project C.H.A.S.P., 1982-1983 /, 
20758 


English language — Study and teaching 
(Secondary) — New York (N.Y.) — 
Spanish students. 

Fort Hamilton High School project 
SPEED : special education to eliminate 
dropouts, 1982-1983 /, 85-20759 

Theodore Roosevelt High School 


project C.H.A.S.P., 1982-1983 /, 85- 
20758 


85- 


Enstatite — Creep. 
High temperature deformation of hot- 
pressed polycrystalline orthoenstatite 
[microform] /, 85-21744 
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Beyond a dream : an instructor’s guide 
for small business exploration /, 85- 
20703 


Smail business : America at work : U.S. 
Small Business Week, May 5-11, 1985., 
85-21896 


The U.S. climate for entrepreneurship 
and innovation : a study /, 85-22278 


Environmental engineering — Congresses. 
Seventh Annual Environmental Review 
Conference, October 20-21, 1983, Presi- 
dential Hotel, Atlanta, Georgia. 85- 
20829 


Environmental law — United States. 
A Review of the unsuitability criteria in 
federal coal leasing /, 85-21355 


Environmental monitoring — United States. 
Potential causes of elevated PMON and 
PMOS concentrations in the inhalable 
particulate network /, 85-20880 


Environmental monitoring — United States 
— Data processing — Directories. 
Directory of environmental databases for 

region 5 /, 85-20826 


Environmental policy — United States. 
Subject and policy issues for Energy and 
Commerce Committee review during 
the 99th Congress : a report /, 85- 
22291 


Tropical forest development projects : 
status of environmental and agricultur- 
al research : hearing before the Sub- 
committee on Natural Resources, Agri- 
culture Research, and Eavironment of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, September 19, 1984., 85-22338 


Environmental protection — United States. 
Toxic Substances Control Act authoriza- 
tions : report (to accompany S. 1143)., 
85-22030 


*Epidemiologic methods. 
Principles of analytic epidemiology., 
21101 


85- 


Epidemiology of heroin : 
85-21114 

Principles of analytic epidemiology., 85- 
21101 


Epoxy coatings. 

Hygrothermal effects on mechanical be- 
havior of graphite/epoxy laminates 
beyond initial failure [microform] / , 
85-21563 


Erie, Lake. 
Lake Erie intensive study 1978-1979 : 
final report /, 85-20873 


1964-1984., 





October 1985 


Lake Erie intensive survey, 1978-1979 /, 
85-20827 


Erosion — United States. 
Hydraulic flume laboratory erosion-test 
equipment /, 85-21273 


Ethnic folklore — Africa. 
U.S. media coverage of Africa : a media 
source guide : issues for the ’80s /, 
85-20813 


Euro-dollar market. 
The determination of front-end fees on 
syndicated Eurocurrency credits /, 
85-20995 


Europe — Defenses. 
From active defense to AirLand Battle : 
the development of Army doctrine, 
1973-1982 /, 85-20604 


European Parliament. 


European Parliament., 85-21880 


Evaporation. 
A Theoretical and experimental study of 
turbulent nonevaporating sprays [mi- 
croform] /, 85-21771 


Excavation — Statistics. 

1982 census of construction industries. In- 
dustry series. Excavating and founda- 
tion work special trade contractors, in- 
dustry 1794., 85-20335 


Exceptional children — Education — United 
States — Data — Congresses. 
Proceedings of the National Conference 

on the Use of Microcomputers in Spe- 
cial Education, Hartford, CT, March 
10-12, 1983 /, 85-20749 


Excise tax — United States — Rates and 
tables. 
Schedule of present federal excise taxes 
(as of January 1, 1985) /, 85-22350 


Exclusionary rule (Evidence) — United 

States. 

Exclusionary rule in criminal trials : over- 
sight hearings before the Subcommittee 
on Criminal Justice of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion ... March 10 and April 20, 1983., 
85-22326 


Executive ability — Handbooks, manuals, 
etc. 
Prepare/process record of proceedings 
under Article 15, UCMJ : (DA form 
2627)., 85-20513 


Executive impoundment of appropriated 
funds — United States. 

Cumulative report on rescissions and de- 
ferrals, May 1985 : communication 
from the Director, Office of Manage- 
ment and Budget, transmitting the cu- 
mulative report on rescissions and de- 





ferrals of budget authority as of May 1, 
1985, pursuant to 2 U.S.C. 685(e)., 85- 
22052 


Review of rescissions : communication 
from the Comptroller General of the 
United States, transmitting a review of 
the President’s fifth special message 
proposing 226 new rescissions, pursu- 
ant to 2 U.S.C. 685., 85-22042 


Executive impoundment of appropriated 
funds — United States — Periodicals. 
Budget views and estimated for fiscal 

year ... : report submitted to the 
Budget Committee (pursuant to section 
301(c) of Public Law 93-344) /, 85- 
22313 


Executive impoundment of appropriated 
funds — United States — Statistics — 
Periodicals. 

Cumulative report on rescissions and de- 
ferrals : communication from the Di- 
rector, Office of Management and 
Budget, Executive Office of the Presi- 
dent .-» 85-22033, 85-22034, 85- 
22035, 85-22036, 85-22037, 85- 
22038, 85-22039 


Exercise. 
Aqua dynamics : physical conditioning 
through water exercises., 85-21049 


Exercise for the aged — United States. 
Lifetime fitness and exercise for older 
people : a background paper /, 85- 
21127 


oratory fishing — North Pacific Ocean. 

Exploratory albacore longline fishing in 
the eastern North Pacific during winter 
1982 /, 85-20423 


Export controls — United States. 
Enforcement and administrative proceed- 
ings., 85-20445 


Overview of the export administration 
program., 85-20439 


Export controls — United States — 
Periodicals, 


A summary of U.S. Export Administra- 
tion regulations., 85-20437 

A summary of U.S. Export Administra- 
tion regulations (Aug. 1983), 85-20437 


Export credit. 
OECD’s arrangement on export credits., 
85-21886 


Export credit — United States. 

Activities of the Export-Import Bank of 
the United States : report together with 
dissenting views (to accompany H. 
Con. Res. 76) (including cost estimate 
of the Congressional Budget Office)., 
85-22140 


Export-Import Bank Act amendments of 
1985 : report together with minority 
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Factory and trade waste U.S. 


and dissenting views (to accompany 
H.R. 1787) (including cost estimate of 
the Congressional Budget Office)., 85- 
22139 


OECD’s arrangement on export credits., 
85-21886 


Export-Import Bank of the United States. 
Activities of the Export-Import Bank of 
the United States : report together with 
dissenting views (to accompany H. 
Con. Res. 76) (including cost estimate 
of the Congressional Budget Office)., 
85-22140 


Export-Import Bank Act amendments of 
1985 : report together with minority 
and dissenting views (to accompany 
H.R. 1787) (including cost estimate of 
the Congressional Budget Office)., 85- 
22139 

To extend and amend the Export-Import 
Bank Act of 1945 : hearings before the 
Subcommittee on International Fi- 
nance, Trade, and Monetary Policy of 
the Committee on Banking, Finance, 
and Urban Affairs, House of Repre- 
sentatives, Ninety-ninth Congress, first 
session, on H.R. 1320 ... March 6 and 
7, 1985., 85-22265 


Export-Import Bank of the United States — 
Appointments, promotions, salaries, etc. 
Nomination of Richard H. Hughes : hear- 

ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-ninty Congress, 
first session, on the nomination of 
Richard H. Hughes, to be a member of 
the Board of Directors of the Export- 
Import Bank of the United States for a 
term expiring January 20, 1987, March 
13, 1985., 85-22269 


Export marketing — United States. 
American exports : why have they 
lagged? : a study /, 85-22279 


Exterritoriality — Addresses, essays, 
lectures. 
Economic and political aspects of extra- 
territoriality /, 85-21861 


Extraction (Chemistry) 
Mobility of toxic compounds from haz- 
ardous wastes /, 85-20862 


Extraterrestial radiation. 
Topex orbital radiation study [microferm] 
/, %5-21534 


F 


Factory and trade waste — United States. 
Solid waste leaching procedure manual : 
draft technical resource document for 
public comment., 85-20836 
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False certification — United States. 

Fraudulent medical degrees : hearing 
before the Subcommittee on Health 
and Long-Term Care of the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, December 7, 1984., 
85-22231 


Family — United States. 

Report on the activities in the 98th Con- 
gress of the Select Committee on Chil- 
dren, Youth, and Families, House of 
Representatives, years 1983 and 1984 
(pursuant to Rule xi (1)(d))., 85-22095 


Family allowances — United States. 

AFDC quality control program : hearing 
before the Subcommittee on Public As- 
sistance and Unemployment Compensa- 
tion of the Committee on Ways and 
Means, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, October 3, 1984., 85-22358 


*Family Characteristics — United States — 
statistics. 
Health characteristics according to family 
and personal income, United States., 
85-21090 


Fans (Machinery) 
Energy efficient engine hollow fan blades 
[microform] /, 85-21730 


Farm income — United States. 
Diversity in crop farming : its meaning 
for income-support policy., 85-22361 


Farm produce — United States — 
Marketing. 


U.S. commodity price supports and com- 
petitiveness of agricultural exports /, 
85-22236 


Fasteners. 
In the matter of certain bag closure clips 
: investigation no. 337-TA-170 : Com- 
mission advisory opinion., 85-21388 


Faults (Geology) — United States. 
Geophysical-geological studies of possible 
extensions of the New Madrid fault 
zone /, 85-22189 


Federal aid to adult education — United 
States. 


Education Amendments of 1984 : report 
together wih minority and supplemen- 
tal views (to accompany H.R. 11) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22087 


Federal aid to child welfare — United States. 
Reducing poverty among children., 85- 
22363 


Federal aid to community health services — 
United States. 
The National Health Service Corps., 
21115 


85- 
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Federal aid to day care centers — United 

States. 

Improving child care services : what can 
be done? : hearings before the Select 
Committee on Children, Youth, and 
Families, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, hearings held in Washington, DC, 
on September 5 and September 6, 
1984., 85-22274 


Federal aid to education — United States. 
Counselor’s handbook : a federal student 
aid reference., 85-20696 


Deferment and cancellation guide, Na- 
tional Defense/Direct Student Loan 
Program., 85-20699 


Federal support for research on the 
family : an American political quanda- 
ry /, 85-20728 

Foreign Language Assistance for Nation- 
al Security Act of 1983 : report (to 
acompany H.R. 2708) (including cost 
estimate of the Congressional Budget 
Office)., 85-22056 

Library Services and Construction Act 
technical amendments : report together 
with individual views (to accompany 
H.R. 1997) (including cost estimate of 
the Congressional Budget Office)., 85- 
22143 


Federal aid to education — United States — 
Periodicals. 


H.C.E.E.P., 85-20700, 85-20701 


Handicapped children’s early education 
program HCEEP., 85-20700, 85- 
20701 


HCEEP, 85-20700, 85-20701 


Federal aid to handicapped services — 
United States. 
A compilation of federal laws for dis- 
abled children, youth, and adults /, 
85-22332 


Federal aid to health facilities — United 

States. 

Reauthorizing and amending the Indian 
Health Care Improvement Act, and for 
other purposes : report (to accompany 
H.R. 1426) (including the cost estimate 
of the Congressional Budget Office)., 
85-22142 


Federal aid to higher education — United 

States. 

Hearings on the reauthorization of the 
Higher Education Act hearings 
before the Subcommittee on Postsec- 
ondary Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, on H.R. 5240 ... hear- 
ings held in Washington, DC, on 
March 27, 28, 29; St. Louis, MO ... 





Flushing, NY ... Winona, MN ... Eau 
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Claire, WI ... and Washington, DC, on 
April 10, 11, 12, 1984., 85-22281 


Federal aid to libraries — United States. 
Library Services and Construction Act 
technical amendments : report together 
with individual views (to accompany 
H.R. 1997) (including cost estimate of 
the Congressional Budget Office)., 85- 
22143 


Federal aid to medical education — United 

States. 

Health professions educational assistance 
amendments of 1985 : report together 
with additional views (to accompany 
H.R. 2410) (including cost estimate of 
the Congressional Budget Office)., 85- 
22147 


Reauthorizing and amending the Indian 
Health Care Improvement Act, and for 
other purposes : report (to accompany 
H.R. 1426) (including the cost estimate 
of the Congressional Budget Office)., 
85-22142 


Federal aid to medical research — United 
States. 
Helpful hints on preparing a research 
grant applicaiion to the National Insti- 
tutes of Health /, 85-21050 


Federal aid to research — United States. 

Authorizations for environmental re- 
search, development, and demonstra- 
tions : report (to accompany S. 1144)., 
85-22031 

Federal support for research on the 
family : an American political quanda- 
ry /, 85-20728 

National Science Foundation Authoriza- 
tion Act for fiscal year 1986 : report 
(to accompany S. 903)., 85-22009 


Federal aid to the performing arts — United 
States. 


Authorization for the nonperforming arts 
functions of the John F. Kennedy 
Center : report (to accompany S. 710)., 
85-22028 


Federal aid to transportatation — United 
States. 
Transportation issues of the 1980's : a 
summary of private and public sector 
views /, 85-21925 


Federal aid to transportation — United 

States — Periodicals. 

Highway bridge replacement and reha- 
bilitation program : annual report of 
the Secretary of Transportation to the 
Congress of the United States in com- 
pliance with Section 144(i), Chapter 1 
of Title 23, United States Code., 85- 
22003 





October 1985 


Federal aid to transportation — United 
States — Statistics — Periodicals. 
Highway bridge replacement and reha- 

bilitation program : annual report of 
the Secretary of Transportation to the 
Congress of the United States in com- 
pliance with Section 144(i), Chapter 1 
of Title 23, United States Code., 85- 
22003 


Federal aid to water quality management — 

United States. 

Clean Water Act Amendments of 1985 : 
report of the Committee on Environ- 
ment and Public Works, United States 
Senate, to accompany S. 1128 together 
with additional views., 85-22025 


Federal government — United States. 
Supplement to 1985 organization of fed- 
eral executive departments and agen- 
cies : agencies and functions of the fed- 
eral government established, continued, 
abolished, transferred, or changed in 
name by legislative or executive action 
during calendar year 1984 /, 85-22310 


Federal Prison industries, Inc. — 
Periodicals. 
Annual report /, 85-21399 


Feedback (Psychology) 
Teachers’ comprehension questions 
what functions might they serve? /, 
85-20810 


Feldspar — United States. 
Feldspar., 85-21278 


Fertility, Human — California — Statistics. 

An evaluation of California’s inferred 

birth statistics for unmarried women., 
85-21089 


Fertility, Human — United States — 
Statistics. 


Fecundity and infertility : United States, 
1965-82 /, 85-21094 


Wanted and unwanted childbearing : 
United States, 1973-82 /, 85-21095 


Fertilizer industry — United States — 
Statistics. 
1982 census of mineral industries. Indus- 
try series. Chemical and fertilizer min- 
eral mining., 85-20328 


Fertilizers — United States — Statistics — 
Periodicals. 


Fertilizer summary data., 85-22228 


Fibrous composites — Fracture. 
Fracture surface characteristics of 
notched angleplied graphite/epoxy 
composites [microform] / , 85-21518 


Field crops — Economic aspects — United 
States. 
Diversity in crop farming : its meaning 
for income-support policy., 85-22361 





Fiero automobile. 

Frontal crash responses, car-to-FRB 
impact test of a 1984 Pontiac Fiero to a 
fixed load measuring barrier at 29.7 
mph., 85-21963 


Filters and filtration. 
Filtracion a presion de pastas ceramicas. 
4,, 85-21464 


Investigation of the influence of the zeta- 
potential on the filtration rate in the 
presence of collectors [microform] / , 
85-21463 


Issledovanie vliianiia dzeta-potentsiala na 
skorost filtrovaniia v prisutstvii sobira- 
telei., 85-21463 


Pressure filtration of ceramic pastes. IV, 
Treatment of experimental data [micro- 
form] /, 85-21464 


Finance, Public — United States. 

Facilitating economic development in the 
territories of the United States through 
the mobilization of private capital and 
skills, and for other purposes : report 
(to accompany H.R. 2955) (including 
the cost estimate of the Congressional 
Budget Office)., 85-22057 


First concurrent resolution on _ the 
budget—fiscal year 1986 : report of the 
Committee on the Budget, House of 
Representatives, to accompany H. Con. 
Res. 152 ... together with additional, 
minority, and additional dissenting 
views., 85-22146 


Finance, Public — United States — 
Accounting. 
Financial handbook for federal executives 
and managers., 85-21009 


Finance, Public — United States — 
Periodicals 
Annual report of the United States gov- 
ernment for the fiscal year ended Sep- 
tember 30 ... (as cited in Secretary’s 
letter), 85-21899 


Significant features of fiscal federalism., 
85-22151 


United States government annual report / 
, 85-21899 


Finance, Public — United States — States. 

Federal and state roles in economic stabi- 
lization : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, November 29, and December 12, 
1984., 85-22304 


Finance, Public — United States — 
Statistics — Periodicals. 
Annual report. Appendix, 85-21900 
United States government annual report. 
Appendix /, 85-21900 
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Fire-departments — Administration — Study 
and teaching — United States. 
Fire service leadership., 85-20886 


Fire fighters — United States. 
Fire protection specialist (AFSC 57150) / 
» 85-20685 


Fire investigation. 

Post fire interviews : development and 
field validation of the behavioral se- 
quence interview technique /, 85- 
20366 


Fire prevention — Law and legislation — 

United States. 

Authorization of the Federal Fire Pre- 
vention and Control Act : hearing 
before the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-ninth Congress, first session ... 
March 26, 1985., 85-22277 

Fire prevention and control authorization 
: report (to accompany S. 818)., 85- 
22012 


Fire prevention — United States. 
Clearances and methods of protection for 
wall and ceiling surfaces exposed to ra- 
diant heating appliances /, 85-20360 


Fire prevention — United States — 
Handbooks, manuals, etc. 
Conducting basic fire prevention inspec- 
tions (formerly fire prevention 1)., 85- 
20892 


Fire prevention — United States — Study 
and teaching — Handbooks, manuals, etc. 
Public fire education planning /, 85- 

20891 


Firearms — Miscellanea. 
Firearms and ammunition curios and 
relics list., 85-21922 
Firearms ownership — United States. 
Firearms and ammunition curios and 
relics list., 85-21922 
First year teachers — United States. 
Essential knowledge for beginning educa- 
tors /, 85-20718 


What first-year teachers need to know /, 
85-20819 


Fiscal policy — United States. 

Conduct of monetary policy : (pusurant 
to the Full Employment and Balanced 
Growth Act of 1978, P.L. 95-523) : 
hearings before the Subcommittee on 
Domestic Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-ninth Congress, first ses- 
sion, February 26 and March 5, 1985., 
85-22263 
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Fiscal policy U.S. 


First concurrent resolution on the 
budget—fiscal year 1986 : report of the 
Committee on the Budget, House of 
Representatives, to accompany H. Con. 
Res. 152 ... together with additional, 
minority, and additional dissenting 
views., 85-22146 


Fiscal policy — United States — States. 

Federal and state roles in economic stabi- 
lization : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, November 29, and December 12, 
1984., 85-22304 


Fish habitat improvement — Oregon — 

Columbia River. 

Research at McNary Dam to develop 
and implement a fingerling protection 
system for John Day Dam /, 85- 
20417 


Fish habitat improvement — Snake River 
(Wyo.-Wash.) 
Studies to improve fish guiding efficiency 
of traveling screens at lower granite 
dam /, 85-20418 


Fish hatcheries — Colorado. 
Leadville National Fish Hatchery., 
21336 


Fish 
Habitat suitability index models and in- 
stream flow suitability curves : paddle- 
fish /, 85-21349 


85- 


Fish trade — United States — Statistics. 
1983 U.S. tuna trade summary /, 85- 
20424 


Fisheries — California. 
1983 economic status report on the Cali- 
fornia coastal pelagic species fisheries / 
85-20426 


Fisheries — Hawaii. 
Porpoise/fisheries interactions within the 
Hawaiian Islands /, 85-20420 
Fisheries — United States — Statistics — 
Periodicals. 


Fisheries of the United States /, 85- 
20412 


Fishery conservation — United States — 

Finance. 

Nongame fish and wildlife conservation 
authorization : report (to accompany 
H.R. 1406) (including cost estimate of 
the Congressional Budget Office)., 85- 
22126 


Fishery law and legislation — Texas. 
Estimated impacts of Texas closure regu- 
lation on ex-vessel prices and value, 
1982 and 1983 /, 85-20392 
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Fishery law and legislation — United States. 

Nongame fish and wildlife conservation 

authorization : report (to accompany 

H.R. 1406) (including cost estimate of 

the Congressional Budget Office)., 85- 
22126 


Fishery policy — United States. 

Draft environmental impact statement : 
proposed amendments to regulations 
governing the taking of marine mam- 
mals associated with tuna purse seining 
operations., 85-20415 


products, Frozen — United States — 
Statistics — Periodicals. 
Frozen fishery products, annual summa- 
ry., 85-20414 


Fishes — Columbia River — Migration. 
Preliminary evaluation of the Bonneville 
juvenile bypass system, second power- 
house : final report /, 85-20416 


Fishes — Mexico, Gulf of. 
Food of bluefish (Pomatomus saltatrix) 
from the U.S. south Atlantic and Gulf 
of Mexico /, 85-20393 


Fishes — Protection — Columbia River. 
Research at McNary Dam to develop 
and implement a fingerling protection 
system for John Day Dam /, 85- 
20417 


Fishes — Protection — Snake River (Wyo.- 
Wash.) 
Studies to improve fish guiding efficiency 
of traveling screens at lower granite 
dam /, 85-20418 


Fishes — South Atlantic Ocean. 
Food of bluefish (Pomatomus saltatrix) 
from the U.S. south Atlantic and Gulf 
of Mexico /, 85-20393 


Fishes — Washington (State) — John Day 
Dam — Migration. 
Flow-net relationships in the forebay of 
John Day Dam, 1982 /, 85-20419 


Fishing boats — Texas. 
Estimated impacts of Texas closure regu- 
lation on ex-vessel prices and value, 
1982 and 1983 /, 85-20392 


Fishing surveys — Guam. 
A Fishery data collection system : Guam 
: final report /, 85-20422 


Fishing surveys — Saipan (Commonwealth of 
the Northern Mariana Islands) 
A Fishery data collection system : Saipan 
: final report /, 85-20421 


Fishing surveys — United States — 
Periodicals. 
Marine recreational fishery statistics 
survey. Atlantic and Gulf coasts., 85- 
20413 
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Fishways — Bonneville Dam (Or. and 
Wash.) 
Preliminary evaluation of the Bonneville 
juvenile bypass system, second power- 
house : final report /, 85-20416 


Fishways — Columbia River. 

Research at McNary Dam to develop 
and implement a fingerling protection 
system for John Day Dam /, 85- 
20417 


Fishways — Snake River (Wyo.-Wash.) 
Studies to improve fish guiding efficiency 
of traveling screens at lower granite 
dam /, 85-20418 


Fission products — Measurement. 
Observed behavior of cesium, iodine, and 
tellurium in the ORNL fission product 

release program /, 85-22203 


Flame throwers — Maintenance and repair 
— Handbooks, manuals, etc. 
Equipment serviceability criteria for 
flamethrower, portable, M9A1-7, NSN 
1040-00-089-5034., 85-20523 


Flaps (Airplanes) 

The lateral-directional characteristics of a 
74-degree delta wing employing gothic 
planform vortex flaps [microform] / , 
85-21671 


Flicker fusion. 
Flicker-photometric spectral sensitivity in 
the presence of chromatic surrounds /, 

85-20666 


Flight engineers — United States. 
Relief of certain former flight engineers 
of Western Airlines : report (to accom- 
pany H.R. 484)., 85-22112 


Flood damage prevention — United States — 
Bibliography. 
Catalog of weather and flood hazard 
awareness material., 85-20407 


Flood dams and reservoirs — Kentucky — 

Kentucky River. 

Disposition of Kentucky River, Kentucky 
Locks and Dams 5 through 14 : com- 
munication from the Assistant Secre- 
tary of the Army (Civil Works), trans- 
mitting a report dated July 2, 1984, 
from the Chief of Engineers, Depart- 
ment of the Army ...., 85-22041 


Summary of trade and tariff information : 
floor coverings of textile materials : 
TSUS items 360.04-361.56., 85-21379 


1982 census of manufactures. Industry 
series. Floor covering mills., 85-20253 





October 1985 


Flotation. 
Electrochemical conditioning of a miner- 
al particle bed electrode for flotation /, 
85-21288 


Flue gases — Desulphurization. 

An evaluation of the disposal of flue gas 
desulfurization wastes in coal mines 
and the ocean : mine disposal demon- 
stration tests /, 85-20867 


Flue gases — Desulphurization — By- 
products. 


Economic evaluation of advanced lime- 
stone, Davy S-H, and Dowa gypsum- 
producing FGD processes /, 85-20839 


Fluid dynamic measurements. 
Determining critical flow valve charac- 
teristics using extrapolation techniques 
/, 85-22208 


Fluid dynamics. 
Development of computational fluid dy- 
namics at NASA Ames Research 
Center [microform] /, 85-21570 


Flow properties of concentrated suspen- 
sions [microform] /, 85-21458 

Konodo sasupenjon no ryudo tokusei., 
85-21458 


Status and prospects of computational 
fluid dynamics for unsteady transonic 
viscous flows [microform] / , 85- 
21568 


Fluid dynamics — Computer programs. 

A 3-dimensional computer model to sim- 
ulate fluid flow and contaminant trans- 
port through a rock fracture system /, 
85-22207 


Fluid mechanics. 
Trends in computational capabilities for 
fluid dynamics [microform] / , 85- 
21567 


Flumes. 
Hydraulic flume laboratory erosion-test 
equipment /, 85-21273 


Folklore — Archival resources — New 
Jersey. 
Folklife resources in New Jersey /, 
21436 


Folklore — Library resources — New 
Jersey. 
Folklife resources in New Jersey /, 
21436 


Food. 
Irradiation proposed to treat food /, 
21085 


Food — 
Food, diet and nutrition., 85-21026 


Food — Bibliography — Periodicals. 
Food bibliography : references to reports 
and other documents issued by the U.S. 
General Accounting Office., 85-21011 





Food — Packaging. 
In the matter of certain bag closure clips 
: investigation no. 337-TA-170 : Com- 
mission advisory opinion., 85-21388 


Food — Preservation — Bibliography — 
Catalogs. 
Canning, freezing, and storage of foods., 
85-21012 


Food — Storage — Bibliography — 
Catalogs. 
Canning, freezing, and storage of foods., 
85-21012 


Food adulteration and inspection — United 
States. 
Medical services 
food inspection., 


: veterinary, medical 
85-20521 


Food industry and trade — United States — 
Statistics. 
1982 census of manufactures. Industry 
series. Miscellaneous foods and kindred 
products., 85-20248 


Food law and legislation — United States — 
Bibliography — Periodicals. 
Food bibliography : references to reports 
and other documents issued by the U.S. 
General Accounting Office., 85-21011 


Food law and legislation — United States — 
Periodicals. 
CFR. 21, Food and drugs., 85-20213, 
85-20214, 85-20215, 85-20216, 85- 
20217, 85-20218, 85-20219 


Code of federal regulations. 21, Food and 
drugs., 85-20213, 85-20214, 85- 
20215, 85-20216, 85-20217, 85- 
20218, 85-20219 


Food and drugs, 85-20213, 85-20214, 
85-20215, 85-20216, 85-20217, 85- 
20218, 85-20219 


Food relief, American. 
Special report on applying United States 
food surpluses to the problems of 
hunger /, 85-22312 


The war we must not lose : the war on 
hunger /, 85-22238 


Food relief, American — Africa. 

African famine situation : briefing and 
markup before the Committee on For- 
eign Affairs, House of Representatives, 
Ninety-ninth Congress, first session, on 
H.R. 1096, January 30 and February 
19, 1985., 85-22296 


Africa’s food needs : the U.S. response., 
85-21866 

Famine in Africa : hearing before the 
Committee on Foreign Relations, 
United States Senate, Ninety-ninth 
Congress, first session, January 17, 
1985., 85-22302 
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Food stamp program — United States. 
A review of the thrifty food plan and its 
use in the Food Stamp Program /, 
85-22237 


Food supply — Africa. 

Famine in Africa : hearing before the 
Committee on Foreign Relations, 
United States Senate, Ninety-ninth 
Congress, first session, January 17, 
1985., 85-22302 


Food supply — United States. 
The war we must not lose : the war on 
hunger /, 85-22238 


Ford automobile — Technological 

innovations. 

Human resource development and new 
technology in the automobile industry : 
a case study of Ford Motor Company’s 
Dearborn Engine Plant : the develop- 
ment and utilization of human re- 
sources in the context of technological 
change and industrial restructuring /, 
85-20745 


Ford’s Theatre National Historic Site 
(Washington, D.C.) 
Ford’s Theatre and the house where Lin- 
coln died, Washington, DC., 85-21316 


Foreign exchange problem. 
American exports : why have they 
lagged? : a study /, 85-22279 


Foreign exchange problem — Venezuela — 

Mathematical models. 

Currency substitution, quality, and ex- 
change rate indeterminancy : an empir- 
ical analysis of the Venezuelan experi- 
ence /, 85-20992 


Foreign trade regulation. 

Aggregate costs to the United States of 
tariffs and quotas on imports : general 
tariff cuts and removal of quotas on 
automobiles, steel, sugar, and textiles : 
an economic policy analysis /, 85- 
20996 


Foreign trade regulation — United States. 
Anti-Apartheid Act of 1985 : report to- 
gether with minority views (to accom- 
pany H.R. 1460 which on March 7, 
1985, was referred jointly to the Com- 
mittee on Foreign Affairs, the Commit- 
tee on Banking, Finance, and Urban 
Affairs, and the Committee on Rules) 
(including cost estimate of the Con- 

gressional Budget Office)., 85-22127 


OECD’s arrangement on export credits., 
85-21886 


Overview of the export administration 
program., 85-20439 
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Foreign trade regulation U.S. Statistics 


Periodicals. 
Convention on international trade in en- 


dangered species of wild fauna and 
flora., 85-21335 


Cotton, wool, & man-made fiber textiles 
& apparel, 85-20446 


U.S. production, imports, & import/pro- 
duction ratios for cotton, wool, & man- 
made fiber textiles & apparel., 85- 


hanced memory or tampering with evi- 
dence? /, 85-21405 


Forest birds — Guam. 
Distribution and abundance of the forest 
birds of Guam : results of a 1981 
survey /, 85-21344 


Forest management. 
Community-level forestry development : 
options and guidelines for collaboration 
in PL 480 programs /, 85-21831 


Recreation sites in southwestern national 
forests /, 85-20188 


Forests and forestry — Brazil. 

Forestry inventory based on multistage 
sampling with probability proportional 
to size [microform.], 85-21735 

Inventario de floresta plantada atraves de 
amostragem multiplo estagio com 
probabilidade proporcional a grandeza., 
85-21735 


Forests and forestry — Northwest, Pacific. 
The Forest Service in the Pacific North- 
west., 85-20197 


Forfeiture — United States. 


Information to claimants., 85-21923 


Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, fork lift, electric, solid 
rubber tires, 4,000 Ib capacity, 100 in 
lift, Army model MHE 208, NSN 
3930-00-494-8151, Baker model FTD- 
040-EE and 180 in lift, NSN 3930-00- 
236-6253., 85-20564 


Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, forklift, gasoline engine 
driven, pneumatic-tired, 4,000 Ibs ca- 
pacity, 144” lift height Army model 
MHE-221, NSN 3930-00-151-4428 
Baker model FJF-040., 85-20565 

Operator’s, organizational, direct support 
and general support maintenance 
manual including (repair parts and spe- 
cial tools list) : truck, lift, fork, gasoline 
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engine driven, pneumatic rubber tire, 
4000 pound capacity, 144 inch lift, 
TCM model FG30N7(T) MHE 259, 
NSN 3930-01-146-3990., 85-20567 
and special tools lists : truck, fork lift, 
electric, solid rubber tires, 4,000 Ib. ca- 
pacity, 100 in. lift, Army model MHE 
208, NSN 3930-00-494-8151, Baker 
model FTD-040-EE and 180 in lift, 
NSN 3930-00-236-6253., 85-20563 
and special tools lists : truck, lift, fork, 
power shift GED, 6,000 Ib capacity, 
100 in., 128 in., 168 in. lift Army model 
MHE 205, 100 in. NSN 3930-00-935- 
7856, 128 in. NSN 3930-00-935-7855, 
168 in. NSN 3930-00-935-7857, Allis 
Chalmers model F-60-24PS., 85-20562 


Formaldehyde — Toxicology. 

Review of the scientific basis of the Envi- 
ronmental Protection Agency’s carci- 
nogenic risk assessment on formalde- 
hyde : report /, 85-22065 


Fort Lewis Military Museum. 
Fort Lewis Military Museum : tour pro- 
gram., 85-20488 


Fort Sumter National Monument (S.C.) 
Fort Sumter : anvil of war : Fort Sumter 
National Monument, South Carolina /, 
85-21318 


Fort Union National Monument (N.M.) 
Statement for management : Fort Union 
Trading Post National Historic Site., 
85-21310 


Fouling. 
Bivalve fouling of nuclear power plant 
service-water systems., 85-22211 


Foundries — United States — Statistics. 
1982 census of manufactures. Industry 
series. Ferrous and nonferrous found- 
ries., 85-20271 


Four-day week — Law and legislation — 

United States. 

Permanent authority for flexible and 
compressed work schedules : report (to 
accompany H.R. 1534) (including cost 
estimate of the Congressional Budget 
Office)., 85-22133 


Fourier transformations. 

The correction of aberrations computed 
in the aperture plane of multifrequency 
microwave radiometer antennas [mi- 
croform] /, 85-21573 


Fracture mechanics. 

Bending strength studies on hot-pressed 
silicon carbide [microform] / , 85- 
21478 

A review of chevron-notched fracture 
specimens [microform] /, 85-21539 
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Second interim progress report : materials 
selection criteria for crack arrester 
strakes in naval vessels /, 85-20380 


Franking privilege — United States. 
Regulations governing the use of the 
mailing frank by members and officers 
of the United States Senate /, 85- 
22294 


Fraud — United States. 

Department of Justice investigation of 
false shipbuilding claims : joint hearing 
before the Subcommittee on Adminis- 
trative Practice and Procedure of the 
Committee on the Judiciary, United 
States Senate, and Subcommittee on 
International Trade, Finance, and Se- 
curity Economics of the Joint Econom- 
ic Committee, Congress of the United 
States, Ninety-eighth Congress, second 
session ... October 1, 1984., 85-22329 


Free trade and protection. 

Aggregate costs to the United States of 
tariffs and quotas on imports : general 
tariff cuts and removal of quotas on 
automobiles, steel, sugar, and textiles : 
an economic policy analysis /, 85- 
20996 


Free trade and protection — Addresses, 
essays, lectures. 
Protectionism and U.S.-Japan trade /, 
85-21856 


Fretting corrosion. 
Effect of humidity on fretting wear of 
several pure metals /, 85-21808 


Friction. 
Microscopic aspects of the effect of fric- 
tion reducers at the lubrication limit 
[microform] /, 85-21450 


Fringe parking — Texas — Dallas 
Metropolitan Area. 
Park-and-ride alternatives 

21930 


Fuel. 
External fuel vaporization study. Phase 
II, Interim report [microform] / , 85- 
21762 


Fuel — United States. 
Lubricity of well-characterized jet and 
broad-cut fuels by ball-on-cylinder ma- 
chine [microform] /, 85-21523 


Fuel cells. 
NASA Redox Storage System Develop- 
ment Project [microform] : final report 
/, %5-21500 


Fuel cells — Testing. 

Develop and test fuel cell powered on- 
site integrated total energy systems [mi- 
croform] : phase III, full-scale power 
plant development : 12th quarterly 


study., 85- 





October 1985 


report, February-April 1984 /, 85- 
21781 


Fund raising — United States. 
Raising funds /, 85-21897 


Fungi — Poland — Babia Gora. 
Fungi of Mt. Babia Gora [microform] / , 
85-21471 


A Competitive assessment of the U.S. 
wood and upholstered furniture indus- 
try /, 85-20442 


G 


Galaxies. 
Cosmic rays and the emission line regions 
of active galactic nuclei [microform] / , 
85-21576 


Implications of a class of grand unified 
theories for large scale structure in the 
universe [microform] /, 85-21587 

A Large scale height galactic component 
of the diffuse 2-60 keV background 
[microform] /, 85-21524 


Search for emission lines in the gaseous 
halo of edge-on galaxies [microform] / 
, 85-21740 

X-ray observations of the Seyfert I galax- 
ies AKN120 and MCG8-11-11 [micro- 
form] /, 85-21493 

The X-ray spectrum and time variability 
of “Narrow emission line” galaxies [mi- 
croform] /, 85-21525 


Gallium compounds. 
High-temperature optically activated 
GaAs power switching for aircraft dig- 
ital electronic control [microform] / , 
85-21780 


Gamma ray astronomy. 
Three precise gamma-ray burst source lo- 
cations [microform] /, 85-21581 


Gardening., 85-21027 


Gardening — United States — Equipment 
and supplies — Safety measures. 
CPSC warns of springtime hazards., 85- 
22154 


Gas, Natural — Pipe lines — Law and 
legislation — United States. 
Pipeline safety authorizations : report (to 
accompany S. 813)., 85-22010 


Gas, Natural — United States — Pipe lines 
— Safety measures — Handbooks, 
manuals, etc. 

Guidance manual for operators of small 
gas systems., 85-21969 





Gas dynamics. 
Second- and third-order upwind differ- 
ence schemes for hyperbolic conserva- 
tion laws [microform] /, 85-21555 


Gas industry — Taxation — United States. 

Proposed Treasury Department’s tax sim- 
plication plan on the oil and gas indus- 
try : hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-ninth Congress, 
first session ... New Orleans, LA, 
March 15, 1985., 85-22285 


Gas industry — United States. 
Oil and gas technologies for the Arctic 
and deepwater., 85-22223 


Oil and gas technologies for the Arctic 
and deepwater : summary., 85-22224 


Gas masks. 
Leakage into the Navy oxygen breathing 
apparatus when worn over spectacles / 
85-20668 


Gas-turbines. 

Computational thermo-fluid dynamics 
contributions to advanced gas turbine 
engine design [microform] / , 85- 
21630 

Milling of SisN.with SisN.hardware [mi- 
croform]/, 85-21629 

Non-destructive evaluation techniques 
high temperature ceramic component 
parts for gas turbines [microform] / , 
85-21488 


Gases — Analysis. 
Stability of organic audit materials and 
results of source test analysis audits— 
status report #6 /, 85-20863 


Gases, Asphyxiating and poisonous. 
Hazardous air pollutants : dry-deposition 
phenomena /, 85-20860 


Gastrointestinal system — Diseases. 
Evaluation of health risks associated with 
wastewater treatment and sludge com- 
posting /, 85-20844 


Gates of the Arctic National Park and 

Preserve (Alaska) 

Draft general management plan— envi- 
ronmental assessment, land protection 
plan, wilderness suitability review : 
Gates of the Arctic National Park and 
Preserve, Alaska., 85-21311 


Gearing — Lubrication. 
Effect of lubricant extreme-pressure addi- 
tives on surface fatigue life of AISI 
9310 spur gears /, 85-21810 


Spur. 
Effect of lubricant extreme-pressure addi- 
tives on surface fatigue life of AISI 
9310 spur gears /, 85-21810 


Gene 
Enhancers., 85-21063 
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Genetic transcription. 
Enhancers., 85-21063 


Genetics — Research. 

Workshop proceedings : approaches for 
improving the assessment of human ge- 
netic risk—human biomonitoring., 85- 
20869 


— Michigan — Maps. 
Interpretive geochemical map of the Iron 
River 1°x 2° quadrangle, Michigan and 
Wisconsin /, 85-21260 


Geochemistry — Wisconsin — Maps. 
Interpretive geochemical map of the Iron 
River 1°x 2° quadrangie, Michigan and 
Wisconsin /, 85-21260 


Foreign area studies., 85-21022 


Geological Survey (U.S.) — Bibliography — 
Periodicals. 


Publications of the Geological Survey /, 
85-21159 


Geological Survey (U.S.). National Center — 
Directories — Telephone. 
Telephone directory /, 85-21257 


Geological time. 

Geology and geochronology of granitoid 
and metamorphic rocks of late Ar- 
chean age in northwestern Wisconsin /, 
85-21161 


Geology — Idaho — Snake River Plain. 
Results of geohydrologic test drilling in 
the Eastern Snake River Plain, Good- 
ing County, Idaho /, 85-21169 


Geology — Montana — Sanders County. 
The Prichard Formation of the lower 
part of the Belt Supergroup (middle 
Proterozoic), near Plains, Sanders 
County, Montana /, 85-21151 


Geology — New Mexico — Mora County — 


Geologic map and cross sections of the 
Mora River area, Sangre de Cristo 
Mountains, Mora County, New Mexico 
/, 85-21261 


Geology — North America. 
Meromictic lakes and varved lake sedi- 
ments in North America /, 85-21152 


Geology — Periodicity. 
Meromictic lakes and varved lake sedi- 
ments in North America /, 85-21152 


Geology — Saudi Arabia — Index maps. 
Index map of published 1:100,000-scale 
geologic quadrangle maps prepared for 
the Directorate General of Mineral Re- 
sources, Kingdom of Saudi Arabia [mi- 
croform]/, 85-21175 
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Geology U.S. Bibliography Periodicals. 


Geology — United States — Bibliography — 
Periodicals. 


Publications of the Geological Survey /, 
85-21159 


Geology, Stratigraphic — Archaean. 
Geology and geochronology of granitoid 
and metamorphic rocks of late Ar- 
chean age in northwestern Wisconsin /, 
85-21161 


Geology, Stratigraphic — Pre-Cambrian. 
The Prichard Formation of the lower 
part of the Belt Supergroup (middle 
Proterozoic), near Plains, Sanders 
County, Montana /, 85-21151 


Geophysics — Research — United States. 
Geophysical-geological studies of possible 
extensions of the New Madrid fault 
zone /, 85-22189 


George C. Marshall Space Flight Center. 
Master plan, 1985 : Slidell Computer 
Complex, Slidell, Louisiana., 85-21651 


Georgia — Maps, Topographic. 

7.5 minute series (topographic) : [Ala- 
bama]. 33085-G4-TF-024, Oak Level 
quadrangle, Alabama - Georgia, 1966 / 
» 85-21187 

7.5 minute series (topographic) : [Ala- 
bama].  33085-H4-TF-024, Borden 
Springs quadrangle, Alabama - Geor- 
gia, 1966 /, 85-21188 

7.5 minute series (topographic) : [Geor- 
gia]. 33083-A5-TF-024, Gray quadran- 
gle, Georgia - Jones Co., 1964 /, 85- 
21183 


Geriatric — United States. 
Drugs and the elderly : a background 
paper /, 85-21126 


Germany (West) — Description and travel. 
Background notes, Federal Republic of 
Germany., 85-21869 


Germany (West) — Foreign relations — 
United States. 
US-Federal Republic of Germany rela- 
tions., 85-21881 


Giardiasis — Connecticut. 
Occurrence of Giardia in Connecticut 
water supplies and watershed animals / 
, 85-20845 


Gifts — Taxation — United States. 
Generation-skipping transfer tax : hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, October 2, 1984., 85-22356 


Glaciers — Alaska. 

Photogrammetric determination of sur- 
face altitude, terminus position, and ice 
velocity of Columbia Glacier, Alaska / 
, 85-21160 
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Glass manufacture — United States — 


Statistics. 
1982 census of manufactures. Industry 
series. Glass products., 85-20267 


Glass trade — United States — Statistics. 
Summary of trade and tariff information : 
glass mirrors : TSUS items 544.51- 
544.55., 85-21382 


Glomar Challenger (Ship) 

Initial reports of the Deep Sea Drilling 
Project. Volume LXXX, covering Leg 
80 of the cruises of the drilling vessel 
Glomar Challenger, Brest, France, to 
Southampton, United Kingdom, June- 
July, 1981 : a project planned by and 
carried out with the advice of the Joint 
Oceanographic Institutions for 
Earth Sampling (JOIDES) /, 85- 
21823 


Glycols. 
Polyethylene glycol as an ice control 
coating /, 85-20616 


Gorsuch, Anne McGill, 

Relating to the contempt citation of Anne 
M. (Gorsuch) Burford : report together 
with additional views (to accompany 
H. Res. 180)., 85-22076 


Government lending — United States. 

Federal and state roles in economic stabi- 
lization : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, November 29, and December 12, 
1984., 85-22304 


Government paperwork — United States. 
For the record : guidelines for official 


records and personal papers. 85- 
21031 


Government paperwork — United States — 
Periodicals. 
Information collection budget of the 
United States government., 85-21837 


Government publications — Bibliography — 


Catalogs. 
Agricultural research, statistics, and eco- 


nomic reports., 85-21021 
Architecture., 85-21023 


Canning, freezing, and storage of foods., 
85-21012 


Census of manufactures., 85-21020 
Census of mineral industries., 85-21028 
Construction industry., 85-21024 
Educational statistics, 85-21016 

Food, diet and nutrition., 85-21026 
Foreign area studies., 85-21022 
Gardening., 85-21027 

The home., 85-21014 





Insects., 85-21013 
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National and world economy., 85-21017 


Publications relating to the 1985-86 high 
school debate : United States water 
policy : what is the most effective 
water policy for the United States?, 
85-21015 

Publications [sic] en espanol = (Spanish 
publications)., 85-21019 


Subversive activities, 85-21025 
Vital and health statistics., 85-21018 


Government purchasing — United States. 
Could you use a multibillion dollar cus- 
tomer? : VA invites you to submit your 
product or service., 85-21978 


-Digest of the Federal acquisition regula- 
tion for the Department of Defense., 
85-20448 

A Guide to doing business with the De- 
partment of State /, 85-21845 


Oversight of the Grace Commission’s 
procurement recommendations : hear- 
ing before the Subcommittee on Over- 
sight of Government Management of 
the Committee on Governmental Af- 
fairs, United States Senate, Ninety- 
ninth Congress, first session, January 
23, 1985., 85-22309 


Title 48, Federal acquisition regulations 
system : chapter 1 : Federal acquisition 
regulation /, 85-20451 


Government purchasing — United States — 
Directories. 


Customer service bureaus., 85-21030 


Government securities — United States. 
Survey of the Federal Reserve System’s 
supervision of the Treasury securities 
market : a discussion paper /, 85- 
22261 


Grain — United States — Milling — 
Statistics. 
1982 census of manufactures. Industry 
series. Grain mill products., 85-20244 


Gram negative bacteria — Identification. 
Identification of unusual pathogenic 
gram-negative aerobic and facultatively 
anaerobic bacteria /, 85-21099 


Grammar, Comparative and general — 
Interrogative. 
Interpreting WH-questions in English, 
German, and Dutch /, 85-20726 


G 
Grandparents’ rights : report (to accom- 
pany S. Con. Res. 67) (including cost 
estimate of the Congressional Budget 
Office)., 85-22027 


Granite — Wisconsin. 
Geology and geochronology of granitoid 
and metamorphic rocks of late Ar- 
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chean age in northwestern Wisconsin /, 
85-21161 


Grants-in-aid — United States — 
Periodicals. 
Significant features of froel federalism., 
85-22151 


Grants-in-aid — United States — States. 
Guidelines for program income., 
21836 


Graphite — United States. 
Stability of bromine intercalated graphite 
fibers [microform] /, 85-21628 


Graphite fibers. 

Dynamics of graphite fiber intercalation 
[microform] : in situ resistivity meas- 
urements with a four point probe /, 
85-21627 


Hygrothermal effects on mechanical be- 
havior of graphite/epoxy laminates 
beyond initial failure [microform] / , 
85-21563 


Gravity — United States. 
Effect of gravity on halogenated hydro- 
carbon flame retardant effectiveness 
[microform] /, 85-21504 


85- 


Gravity — United States — Measurements. 
On gravity from SST, geoid from 
SEASAT, and plate age and fracture 
zones in the Pacific [microform] / , 
85-21646 


Grazing —- New Mexico. 
Rangeland program summary : East and 
West Socorro Rangeland Management 
Program : annual update., 85-21363 


Grazing districts — New Mexico. 
Rangeland program summary : Las 
Cruces/Lordsburg Resource Area : 
annual update., 85-21364 


Great Lakes — Water diversion. 

Great Lakes diversions and consumptive 
uses : a report to the governments of 
the United States and Canada under 
the 1977 Reference., 85-22161 


Grebes. 
Habitat suitability index models : western 
grebe /, 85-21348 


Green Mountain National Forest (Vt. and 

N.Y.) 

Addition to the Green Mountain National 
Forest : report (to accompany H.R. 24) 
(including Congressional Budget Office 
estimate)., 85-22073 


Greeting cards industry — United States — 
Statistics. 
1982 census of manufactures. Industry 
series. Greeting cards, bookbinding, 
printing trade services., 85-20262 
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Maurice Bishop’s “Line of march” 
speech, September 13, 1982., 85-21843 


Grinding and polishing. 
Grinding kinetics and equilibrium states 
[microform] /, 85-21457 
Orles kinetikaja es egyensulyi allapotok., 
85-21457 


Ground control (Mining) 
Ground control study of a mechanized 
longwall coal operation in West Vir- 

ginia /, 85-21283 


Remedial and strata replacement tech- 
niques on longwall faces : a state-of- 
the-art report /, 85-21295 

Use of steel sets in underground coal /, 
85-21290 


Groundwater flow — Great Plains. 
Freshwater heads and ground-water tem- 
peratures in aquifers of the Northern 
Great Plains in parts of Montana, 
North Dakota, South Dakota, and Wy- 
oming /, 85-21162 


Grouting. 
Repointing mortar joints in historic brick 
buildings /, 85-21322 


Guadalupe fur seal. 
The Guadalupe fur seal : a status review 
/, 85-20428 


Guanchias Limitada. 

Guanchias Limitada : a case study of an 
agrarian reform cooperative and its 
long-term relationship with a multina- 
tional firm in Honduras /, 85-21894 


Guatemala — Gazetteers. 
Gazetteer of Guatemala : names ap- 
proved by the United States Board on 
Geographic Names., 85-20462 


Guatemala — Politics and government — 

1945- 

Developments in Guatemala and U.S. op- 
tions : hearing before the Subcommit- 
tee on Western Hemisphere Affairs of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, February 20, 
1985., 85-22298 


Guided missiles — Equipment and supplies 
— Handbooks, manuals, etc. 
Organizational, direct support and gener- 

al support maintenance repair parts and 
special tools list including depot main- 
tenance repair parts and special tools 
for propellant draining kit, guided mis- 
sile, 10293020, 1450-00-140-3490, Lance 
Field Artillery Missile System., 85- 
20554 
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ed, Patriot Air Defense Guided Missile 
System., 85-20552 


Guided missiles — Maintenance and repair. 
Calibration procedure for test set, guided 
missile system 11499000, TOW_ air- 
borne system., 85-20585 © 


Guided missiles — Maintenance and repair 


— Handbooks, manuals, etc. 

Operator and organizational maintenance 
manual : assembly and emplacement 
servicing and handling equipment 
(Nike-Hercules and improved Nike- 
Hercules air defense guided missile 
system)., 85-20553 

Operator and organizational maintenance 
manual for TOW 2 Weapon System, 
guided missile system M220E4 (1440- 
01-104-9834), (TOW 2 Heavy Antitank 
Assault Weapon System)., 85-20549 

Operator and organizational maintenance 
manual for TOW 2 Weapon System 
training set, guided missile system 
M70E2, (TOW 2 Heavy Antitank As- 
sault Weapon System)., 85-20561 

Operator’s manual : Information and Co- 
ordination Central, guided missile 
system, truck mounted, AN/MSQ-116, 
Patriot Air Defense Guided Missile 
System., 85-20551 


Gulf Region (Tex.) 

Texas Barrier Islands Region ecological 
characterization atlas : biological re- 
sources /, 85-21338 

Texas Barrier Islands Region ecological 
characterization atlas : mineral re- 
sources and selected oil and gas intras- 
tructures /, 85-21339 


Texas Barrier Islands Region ecological 
characterization atlas : socioeconomic 
and natural features /, 85-21337 


Gums — Diseases. 
Instructional program notes : root planing 
and gingival curettage., 85-21989 


Gypsum industry — Economic aspects — 
United States. 
Economic evaluation of advanced lime- 
stone, Davy S-H, and Dowa 
producing FGD processes /, 85-20839 


H 


Habitat partitioning (Biology) — 

Mathematical models. 

Habitat suitability index modeis : canvas- 
back (breeding habitat) /, 85-21350 

Habitat suitability index models : eastern 
cottontail /, 85-21346 

Habitat suitability index models : western 
grebe /, 85-21348 
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Habitat suitability index models and in- 
stream flow suitability curves : war- 
mouth /, 85-21347 


Habitat partitioning (Biology) — Models. 
Habitat suitability index models and in- 
stream flow suitability curves : paddle- 
fish /, 85-21349 


Handicapped — Employment — United 
States. 


Supervising adults with learning disabil- 
ities., 85-21835 


Handicapped — Employment — United 
States — Statistics. 
1974 followup of disabled & nondisabled 
adults., 85-21041 


Handicapped — Legal status, laws, etc. — 
United States. 
A compilation of federal laws for dis- 
abled children, youth, and adults /, 
85-22332 


— United States — Statistics. 
1974 followup of disabled & nondisabled 
adults., 85-21041 


Handicapped children — Education — Law 
and legislation — United States. 
Judicial interpretation of the Education 
for All Handicapped Children Act /, 
85-20748 


Handicapped children — Education — 
United States. 
A compilation of federal laws for dis- 
abled children, youth, and adults /, 
85-22332 


Handicapped children — Education 
(Preschool) — United States — 
Bibliography. 

Benefits of early intervention for special 
children /, 85-20695 


Handicapped children — Education 
(Preschool) — United States — 
Periodicals. 

H.C.E.E.P., 85-20700, 85-20701 

Handicapped children’s early education 
program HCEEP., 85-20700, 85- 
20701 


HCEEP, 85-20700, 85-20701 
Handicapped children — Services for — 

United States. 

Alliances in health and education for dis- 


abled children and youth : directions 
for the 80s., 85-20725 


Handicapped youth — Education — United 
States. 


School-family relations program : scope 
of work #1/, 85-20768 
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Handicapped youth — Employment — 
United States. 
Empirical identification of social proto- 
cols relating to the employability of 
handicapped youth /, 85-20750 


Harbors — Delaware. 
The Ports of Philadelphia, PA, Camden, 
NJ, Wilmington, DE, and ports on 
Delaware River /, 85-20612 


Harbors — New Jersey. 
The Ports of Philadelphia, PA, Camden, 
NJ, Wilmington, DE, and ports on 
Delaware River /, 85-20612 


Harbors — New York (State) — Westfield. 
— Models. 
Barcelona Harbor, New York design for 
harbor improvements : hydraulic model 
investigation /, 85-20614 


Harbors — Pennsylvania. 
The Ports of Philadelphia, PA, Camden, 
NJ, Wilmington, DE, and ports on 
Delaware River /, 85-20612 


Hawaii — Population — Statistics. 
Estimates of the population of Hawaii 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20294 


Hazardous substances — Law and legislation 

— United States. 

Hazardous Waste Control and Enforce- 
ment Act of 1983 : report together 
with minority views (to accompany 
H.R. 2867) (including cost estimate of 
the Congressional Budget Office)., 85- 
22061 


Hazardous substances — Law and legislation 
— United States — Periodicals. 
Toxic Substances Control Act (T.S.C.A.), 
85-20843 


Toxic Substances Control Act (TSCA) : 
report to Congress for fiscal year ... /, 
85-20843 


Hazardous substances — Study and teaching 
— United States. 
The Chemistry of hazardous materials., 
85-20885 


Hazardous substances — Transportation — 
Law and legislation — United States. 
Pipeline safety authorizations : report (to 

accompany S. 813)., 85-22010 


Hazardous substances — United States. 

Chemical activities status report /, 85- 
20883 

Cleaning up hazardous wastes : an over- 
view of superfund reauthorizaton issues 
: report to the Congress /, 85-21007 

Special nuclear materials fission track 
glass stable isotopes., 85-20361 
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Hazardous substances — United States — 
Handbooks, manuals, etc. 
Hazardous materials tactical consider- 
ations : student manual /, 85-20893 


Hazardous substances — United States — 


Packing. 
Review of DOE waste package pro- 
gram., 85-22186 


Hazardous substances — United States -— 
Safety measures. 
Fail-safe devices for the prevention of 
hazardous materials spills /, 85-20856 


Standard operating procedures for con- 
ducting sampling and sample bank 
audits., 85-20865 


Hazardous waste management industry — 
Government policy — United States. 
Hazardous waste management : recent 

changes and policy alternatives., 85- 
22362 


Hazardous waste sites — United States. 
Background and issues relating to House 
bills for reauthorization and financing 
of the Superfund : scheduled for a 
hearing before the Committee on Ways 
and Means on May 9, 1985 /, 85- 
22351 


Cleaning up hazardous wastes : an over- 
view of superfund reauthorizaton issues 
: Teport to the Congress /, 85-21007 

Groundwater monitoring survey : a 
survey /, 85-22290 


Superfund strategy., 85-22226 


Hazardous waste treatment facilities — 
United States. 
Capital and O&M cost relationships for 
hazardous waste incineration /, 85- 


20854 


Characterization of hazardous waste sites 
:a methods manual /, 85-20837 


Hazardous waste treatment facilities — 

United States — Costs. 

Capital and O&M cost relationships for 
hazardous waste incineration : adden- 
dum no. 1—ionizing wet scrubber costs 
/, 85-20857 


Hazardous waste treatment facilities — 
United States — Handbooks, manuals, etc. 
Permit writers’ guidance manual for the 

location of hazardous waste land stor- 
age and disposal facilities, 85-20831 


Hazardous wastes — Government policy — 
United States. 
Hazardous waste management : recent 
changes and policy alternatives. 85- 
22362 
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Hazardous wastes — United States — 
Incineration — Costs. 
Capital and O&M cost relationships for 
hazardous waste incineration /, 85- 
20854 


Hazardous wastes — United States — 
Management. 
Superfund strategy., 85-22226 
Health facilities — United States — 


Guidance for hospital capital expenditure 
plans., 85-21117 


Health facilities — United States — 
Statistics — Periodicals. 
Medicare, participating health facilities., 
85-21120 


*Health Facilities — utilization — United 
States — statistics. 
Medicare, participating health facilities., 
85-21120 


*Health Insurance for Aged and Disabled, 
Title 18 — economics — periodicals. 
Status report., 85-21119 


*Health Insurance for Aged and Disabled, 
Title 18 — statistics. 
Medicare, participating health facilities., 
85-21120 


Health planning — Law and legislation — 

United States. 

Health planning amendments of 1983 : 
report together with additional and dis- 
senting views (to accompany H.R. 
2934) (including cost estimate of the 
Congressinal Budget Office)., 85- 
22066 


Health surveys — Bibliography. 
Vital and health statistics : 
sources of information /, 


a guide to 
85-21075 


Health surveys — United States. 

Health characteristics according to family 
and personal income, United States., 
85-21090 

Procedures and questionnaires of the na- 
tional medical care utilization and ex- 

. penditure survey /, 85-21123 


*Health Surveys — United States — 
abstracts 

Vital and health statistics 

sources of information /, 


Heat — Trausmission. 
Investigation of tri-service heat distribu- 
tion systems /, 85-20621 
Preliminary results of a study of the rela- 
tionship between free stream turbu- 
lence and stagnation region heat trans- 
fer [microform] /, 85-21639 


: a guide to 
85-21075 


Heat — Transmission — Congresses. 
Turbine engine hot section technology 
(HOST) [microform] : material present- 





High school teachers In-service training U.S. 


ed at a government-industry informa- 
tion exchange workshop held at NASA 
Lewis Research Center, Cleveland, 
Ohio, October 19-20, 1982., 85-21496 


Heat engines. 

Cogeneration technology alternatives 
study (CTAS). Volume II, Comparison 
and evaluation of results [microform] / 
, 85-21494 


Heat resistant alloys. 

Development of powder metallurgy 
2XXX series Al alloys for high temper- 
ature aircraft structural applications 
[microform] /, 85-21720 


Heat-transfer media. 
Heat transfer and pressure drop in blade 
cooling channels with turbulence pro- 
moters [microform] /, 85-21667 


Heating — Control — United States. 
Summary of USA-CERL research on 
control of heating, ventilating, and air- 
conditioning systems /, 85-20625 


Heating — Equipment and supplies — 

Handbooks, manuals, etc. 

Organizational direct support, and gener- 
al support maintenance repair parts and 
special tools lists : heater, bituminous, 
trailer mounted, 3 tank car heating ca- 
pacity, oil-fired steam boiler, gasoline 
engine, driven feed water pump, NSN 
3895-00-062-7912, Cleaver Brooks 
model PSM 50M., 85-20535 


Heating-pipes — Evaluation. 
Investigation of tri-service heat distribu- 
tion systems /, 85-20621 


Helicopters. 
Ground exposure of composite materials 
for helicopters [microform] / , 85- 

21609 


Refinement and evaluation of helicopter 
real-time self-adaptive active vibration 
controller algorithms /, 85-21665 


Helicopters — Equipment & supplies — 

Handbooks, manuals, etc. 

Equipment serviceability criteria for ar- 
mament subsystem, helicopter, 7.62 
millimeter machine gun, caliber .50 ma- 
chine gun, door mounted, M59, (used 
on UH-1D and UH-1H helicopters), 
(1005-133-8224)., 85-20545 


Helicopters — Mathematical models. 
A mathematical simulation model of a 
CH-47B helicopter [microform] / , 
85-21527 


Helium — United States. 
Superfluid helium II liquid-vapor phase 
separation [microform] : technology as- 
sessment /, 85-21557 
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Helmholtz equation — Numerical solutions. 
The numerical solution of the Heimholtz 
equation for wave propagation prob- 
lems in underwater acoustics [micro- 
form] /, 85-21723 


Helsinki Human Rights Day. 
Helsinki Human Rights Day., 85-20236 
Joint Resolution to Designate May 7, 


1985, as “Helsinki Human Rights 
Day”, 85-20236 


Hemodialysis — Directories. 
National listing of providers furnishing 
kidney dialysis and transplant services 
/, 85-21121 


*Hemodialysis — United States — 
es. 
National listing of providers furnishing 
kidney dialysis and transplant services 
/, 85-21121 


Hendley, Gerald M. 
Gerald M. Hendley : report (to accompa- 
ny H.R. 1529)., 85-22128 


Herbs. 
Do yourself a flavor /, 85-21083 


Heroin habit — United States. 
Epidemiology of heroin : 
85-21114 


1964-1984., 


Hiawatha National Forest (Mich.) — Maps. 

Hiawatha National Forest, 7.5 minute 

series (topographic) /, 85-20189, 85- 
20190, 85-20191, 85-20192 


High school graduates — Employment — 
United States. 
Economic and noneconomic effects of al- 
ternative transitions through school to 
work /, 85-20705 


The quality of American high school 
graduates : what personnel officers say 
and do about it /, 85-20744 


High school students — Employment — 
Wisconsin. 
Lowering expectations : the impact of 
student employment on_ classroom 
knowledge /, 85-20733 


High school students — United States — 
Attitudes. 
Adolescents’ participation in developmen- 
tal activity : a method of assessment /, 
85-20755 


An analysis of course-taking patterns in 
secondary schools as related to student 
characteristics /, 85-20710 


High school teachers — In-service training 
— United States. 
Collaboration in applying research to 
teacher education /, 85-20754 
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High schools — United States — 
Administration. 
Organizational analysis of stress : the case 
of elementary and secondary schools /, 
85-20736 


High technology industries — United States. 
U.S. high technology trade and competi- 
tiveness /, 85-20441 


High temperatures — Congresses. 

Turbine engine hot section technology 
(HOST) [microform] : material present- 
ed at a government-industry informa- 
tion exchange workshop held at NASA 
Lewis Research Center, Cleveland, 
Ohio, October 19-20, 1982., 85-21496 


Higher education and state — United States. 
Hearings on the reauthorization of the 
Higher Education Act hearings 
before the Subcommittee on Postsec- 
ondary Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, on H.R. 5240 ... hear- 
ings held in Washington, DC, on 
March 27, 28, 29; St. Louis, MO .... 
Flushing, NY ... Winona, MN ... Eau 
Claire, WI ... and Washington, DC, on 
April 10, 11, 12, 1984., 85-22281 


Highway communications — Case studies. 
Improving highway information at haz- 
ardous locations : seven case studies : 
of demonstration project no. 
48 /, 85-21928 


Highway engineering — United States — 
Case studies. 
Highway safety engineering studies train- 
ing course : case studies : appendices J- 


L., 85-21936 
Highway law — United States — 


Periodicals. 
CFR. 23, Highways, 85-20220 
Code of federal regulations. 23, High- 


ways., 85-20220 
Highways, 85-20220 
Hiking — Ohio — Wayne National Forest. 
Hiking trails : Lamping homestead : Ohio 
View : Scenic River., 85-20196 
Historic buildings — Conservation and 
restoration. 
Conserving energy in historic buildings /, 
85-21323 
Dangers of abrasive cleaning to historic 
buildings /, 85-21326 
Preservation of historic adobe buildings., 
85-21325 
The preservation of historic glazed archi- 
tectural terra-cotta /, 85-21327 
Roofing for historic buildings /, 85- 
21324 
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Historic buildings — United States — 
Conservation and restoration. 
Exterior paint problems 

woodwork /, 85-21328 


on historic 


Historic sites — New Mexico — Fort Union 
National Monument. 
Statement for management : Fort Union 
Trading Post National Historic Site., 
85-21310 


Home and school. 
School-family relations program : scope 
of work #1 /, 85-20768 
Senior strategies : the STEP Program, 
teaching and learning across the gen- 
erations., 85-20753 


Home care services — United States — 
Statistics — Periodicals. 
Medicare, participating health facilities., 
85-21120 


Honduras — Foreign relations — United 

States. 

U.S. relations with Honduras—1985 : 
hearing before the Subcommittee on 
Western Hemisphere Affairs of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-ninth Con- 
gress, first session, February 6, 1985., 
85-22299 


Hospital patients — United States — 
Statistics. 
Adjustment of hospital utilization rates, 
United States, 1965-80., 85-21092 


Hospital utilization — United States — 
Length of stay — Statistics. 
Adjustment of hospital utilization rates, 
United States, 1965-80., 85-21092 


Hospital utilization — United States — 

Statistics. 

Detailed diagnoses and surgical proce- 
dures for patients discharged from 
short-stay hospitals, United States, 
1983., 85-21093 


*Hospitalization — United States — 
statistics. 

Detailed diagnoses and surgical proce- 
dures for patients discharged from 
short-stay hospitals, United States, 
1983., 85-21093 


Hospitals — United States —- Finance. 
Guidance for hospital capital expenditure 
plans., 85-21117 


Hospitals — United States — Planning. 
Guidance for hospital capital expenditure 
plans., 85-21117 


*Hospitals — utilization — United States — 
statistics. 
Adjustment of hospital utilization rates, 
United States, 1965-80., 85-21092 
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Hospitals, Public — United States — 
Statistics. 
Patients in public general hospitals : who 
pays, how sick?, 85-21098 


Hospitals, Voluntary — United States — 
Statistics. 
Patients in public general hospitals : who 
pays, how sick?, 85-21098 


Hours of labor, Flexible — Law and 
legislation — United States. 

Permanent authority for flexible and 
compressed work schedules : report (to 
accompany H.R. 1534) (including cost 
estimate of the Congressional Budget 
Office)., 85-22133 


Household applicances, Electric — United 
States — Safety measures. 
Home electrical safety audit : room by 
room checklist /, 85-22152 


Housing — Hawaii — Honolulu 
Metropolitan Area — Statistics — 
Periodicals. 

Annual housing survey, Honolulu, 
Hawaii, standard metropolitan statisti- 
cal area. Housing characteristics for se- 
lected metropolitan areas, 85-20317 


Current housing reports. H-170, Annual 
housing survey, Honolulu, Hawaii, 
standard metropolitan statistical area. 
Housing characteristics for selected 
metropolitan areas., 85-20317 


Housing — Illinois — Chicago Metropolitan 

Area — Statistics — 

Annual housing survey, Chicago, IIl., 
standard metropolitan statistical area. 
Housing characteristics for selected 
metropolitan areas, 85-20322 

Current housing reports. H-170, Annual 
housing survey, Chicago, Ill., standard 
metropolitan statistical area. Housing 
characteristics for selected metropoli- 
tan areas., 85-20322 


Housing — Law and legislation — United 
States. 


Housing and Urban-Rural Recovery Act 
of 1983 : report together with minority, 
and supplemental minority views (in- 
cluding cost estimate of the Congres- 
sional Budget Office) (to accompany 
H.R. 1)., 85-22054 


Housing — Law and legislation — United 
States — Periodicals. 
CFR. 24, Housing and urban develop- 
ment, 85-20221, 85-20222 


Code of federal regulations. 24, Housing 
and urban development., 85-20221, 
85-20222 


Housing and urban development, 85- 
20221, 85-20222 
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Housing — Maryland — Baltimore 
Metropolitan Area — Statistics — 
Periodicals. 

Annual housing survey, Baltimore, Md., 
standard metropolitan statistical area. 
Housing characteristics for selected 
metropolitan areas, 85-20323 


Current housing reports. H-170, Annual 
housing survey, Baltimore, Md., stand- 
ard metropolitan statistical area. Hous- 
ing characteristics for selected metro- 
politan areas., 85-20323 


Housing — Minnesota — Mineapolis-St. 
Paul Metropolitan Area — Statistics — 
Periodicals. 

Annual housing survey, Minneapolis-St. 
Paul, Minn., standard metropolitan sta- 
tistical area. Housing characteristics for 
selected metropolitan areas, 85-20320 


Current housing reports. H-170, Annual 
housing survey, Minneapolis-St. Paul, 
Minn., standard metropolitan statistical 
area. Housing characteristics for select- 
ed metropolitan areas., 85-20320 


Housing — New York Metropolitan Area — 

Statistics — Periodicals. 

Annual housing survey, New York, N.Y., 
standard metropolitan statistical area. 
Housing characteristics for selected 
metropolitan areas, 85-20319 


Current housing reports. H-170, Annual 
housing survey, New York, N.Y., 
standard metropolitan statistical area. 
Housing characteristics for selected 
metropolitan areas., 85-20319 


Housing — Texas — Houston Metropolitan 

Area — Statistics — Periodicals. 

Annual housing survey, Houston, Tex., 
standard metropolitan statistical area. 
Housing characteristics for selected 
metropolitan areas, 85-20318 


Current housing reports. H-170, Annual 
housing survey, Houston, Tex., stand- 
ard metropolitan statistical area. Hous- 
ing characteristics for selected metro- 
politan areas., 85-20318 


Housing — Texas — San Antonio 
Metropolitan Area — Statistics — 
Periodicals. 

Annual housing survey, San Antonio, 
TX, standard metropolitan statistical 
area. Housing characteristics for select- 
ed metropolitan areas, 85-20321 


Current housing reports. H-170, Annual 
housing survey, San Antonio, TX, 
standard metropolitan statistical area. 
Housing characteristics for selected 
metropolitan areas., 85-20321 


Housing — United States — Finance. 
Affordable housing : a selected resource 
guide /, 85-21134 





Housing — United States — Statistics — 
Periodicals. 
Annual housing survey, supplementary 
report, 85-20325 


Annual housing survey, United States 
and regions. Part D, Housing charac- 
teristics of recent movers, 85-20316 


Construction reports. C50, Residential al- 
terations and repairs., 85-20324 


Current housing reports. Series H-150, 
Annual housing survey, United States 
and regions. Part D, Housing charac- 
teristics of recent movers., 85-20316 


Current housing reports. Series H-171, 
Annual housing survey, supplementary 
reports. No. 1. Summary of housing 
characteristics for selected metropoli- 
tan areas., 85-20325 


Housing characteristics of recent movers, 
85-20316 


Residential alterations and repairs, 85- 
20324 


Summary of housing characteristics for 
selected metropolitan areas, 85-20325 


Housing policy — United States — 
Periodicals. 
Programs of HUD /, 85-21133 


Programs of HUD (1982), 85-21133 


Housing surveys — United States — 
Periodicals. 
Annual housing survey, supplementary 
report, 85-20325 


Current housing reports. Series H-171, 
Annual housing survey, supplementary 
reports. No. 1. Summary of housing 
characteristics for selected metropoli- 
tan areas., 85-20325 


Summary of housing characteristics for 
selected metropolitan areas, 85-20325 


Housing surveys — United States — 

Statistics — Periodicals. 

Annual housing survey, United States 
and regions. Part D, Housing charac- 
teristics of recent movers, 85-20316 

Current housing reports. Series H-150, 
Annual housing survey, United States 
and regions. Part D, Housing charac- 
teristics of recent movers., 85-20316 


Housing characteristics of recent movers, 
85-20316 


Howitzers — Maintenance and repair — 
Handbooks, manuals, etc. 


Equipment serviceability criteria for 
Howitzer, light, towed, 105-MM, M101 
(1015-332-9728) and M 101A1 (1015- 
322-9752)., 85-20546 


Equipment serviceability criteria for 
howitzer, medium, towed, 155-MM, 
M114 (1025-322-9755) and MI114A1 
(1025-322-9768)., 85-20547 
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Hydraulic models. 


Hughes, Richard H., 1932- 

Nomination of Richard H. Hughes : hear- 
ing before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-ninty Congress, 
first session, on the nomination of 
Richard H. Hughes, to be a member of 
the Board of Directors of the Export- 
Import Bank of the United States for a 
term expiring January 20, 1987, March 
13, 1985., 85-22269 


Human genetics. 

Workshop proceedings : approaches for 
improving the assessment of human ge- 
netic risk—human biomonitoring., 85- 
20869 


Human information processing. 
Comparison of abbreviation methods : 
measures of preference and decoding 

performance /, 85-20665 


Humanities — Research grants — United 
States — Periodicals. 
Challenge grants program /, 85-21817 


Humidity — Control. 
Effect of humidity on fretting wear of 
several pure metals /, 85-21808 


Hungary — Officials and employees — 
Directories. 
Directory of officials of the Hungarian 
People’s Republic : a reference aid., 
85-21840 


Hunger. 
Special report on applying United States 
food surpluses to the problems of 
hunger /, 85-22312 


Hunger — Government policy — United 
States. 
The war we must not lose : the war on 
hunger /, 85-22238 


Hunger — Periodicals. 
Progress report of the Select Committee 
on Hunger., 85-22094 


Hurricanes — Research — United States — 
Periodicals. 

Hurricane Research Division fiscal year 

.- programs, fiscal year ... projections., 
85-20432 


Hydraulic engineering — United States — 
Equipment and supplies. 
Hydraulic flume laboratory erosion-test 
equipment /, 85-21273 


Hydraulic models. 

Barcelona Harbor, New York design for 
harbor improvements : hydraulic model 
investigation /, 85-20614 

Hydraulic model studies : Ridgway Dam 
outlet works /, 85-21271 
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Hydraulics Handbooks, manuals, etc. 


Hydraulics — Handbooks, manuals, etc. 
Basic principles of hydraulics and hy- 
draulic schematic reading., 85-20502 

Hydrocarbons. 
Effect of gravity on halogenated hydro- 
carbon flame retardant effectiveness 
[microform] /, 85-21504 


Hydrocarbons — Research — United States. 

Plasma deposited “diamondlike” carbon 

on GaAs and InP [microform] /, 85- 
21634 


Hydrogen-ion concentration — 
Environmental aspects — United States. 
Precision of the measurement of pH and 

specific conductance at National At- 
mospheric Deposition Program moni- 
toring sites, October 1981 - November 
1983 /, 85-21171 


Hydrogen-ion concentratioa — 

Measurement. 

Precision of the measurement of pH and 
specific conductance at National At- 
mospheric Deposition Program moni- 
toring sites, October 1981 - November 
1983 /, 85-21171 


Hydrology — Great Basin. 

Geologic and hydrologic characterization 
and evaluation of the Basin and Range 
Province relative to the disposal of 
high-level radioactive waste., 85- 
21155 


Hydrology — Great Lakes. 
Great Lakes monthly hydrologic data /, 
85-20403 


Hydrology — Idaho — Snake River Plain. 
Results of geohydrologic test drilling in 
the Eastern Snake River Plain, Good- 
ing County, Idaho /, 85-21169 


Hydrology — New Mexico. 

Geohydrology of the central Mesilla 
Valley, Dona Ana County, New 
Mexico /, 85-21163 


Hygrometers — Handbooks, manuals, etc. 
Instruction manual hygrothermometer 
(HO83)., 85-20405 


Hypersonic wind tunnels — Catalogs. 
Aeronautical facilities catalogue /, 85- 
21812 


H 


ypnotism. 

Hypnotically refreshed testimony : en- 
hanced memory or tampering with evi- 
dence? /, 85-21405 


Hypnotism and crime. 
Hypnotically refreshed testimony : en- 
hanced memory or tampering with evi- 
dence? /, 85-21405 
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I 
IBM 360 (Computer) — Handbooks, 
ete. 


manuals, 

IBM system/360 time sharing system : 
command system user’s guide., 85- 
21650 


Ice. 
Ice forces on rigid, vertical, cylindrical 
structures /, 85-20618 


Ice prevention. 
Polyethylene glycol as an ice control 
coating /, 85-20616 


Idaho — Maps, Topographic. 

7.5 minute series (topographic) : [Idaho]. 
42111-D6-TF-024, Thatcher 
gle, Idaho, 1969 /, 85-21208 

7.5 minute series (topographic) : [Idaho]. 
42111-E2-TF-024, Snowdrift Mountain 
quadrangle, Idaho, 1949 /, 85-21209 

7.5 minute series (topographic) : [Idaho]. 
42111-F3-TF-024, Dry Valley quadran- 
gle, Idaho-Caribou, 1949 /, 85-21210 

7.5 minute series (topographic) : [Idaho]. 
42111-G4-TF-024, Lower Valley quad- 
rangle, Idaho-Caribou, 1949 /, 85- 
21211 


7.5 minute series (topographic) : [Idaho]. 
42112-D2-TF-024, Downey West quad- 
rangle, Idaho-Bannock Co., 1968 /, 
85-21212 


7.5 minute series (topographic) : [Idaho]. 
42113-E1-TF-024, Badger Peak quad- 
rangle, Idaho /, 85-21213 

7.5 minute series (topographic) : [Idaho]. 
42113-E2-TF-024, North Chapin 


Mountain quadrangle, Idaho /, 85- 
21214 


7.5 minute series (topographic) : [Idaho]. 
46112-B1-TF-024, Clifton quadrangle, 
Idaho, 1968 /, 85-21217 


7.5 minute series (topographic) : [Idaho]. 
46114-C6-TF-024, Cedar Ridge quad- 
rangle, Idaho-Idaho Co., 1966 /, 85- 
21218 


7.5 minute series (topographic) : [Idaho]. 
46114-DS5-TF-024, Savage Ridge quad- 
rangle, Idaho-Idaho Co., 1966 /, 85- 
21219 


7.5 minute series (topographic) : [Idaho]. 
46114-D7-TF-024, Tom Beal quadran- 
gle, Idaho-Idaho Co., 1966 /, 85- 
21220 


7.5 minute series (topographic) : [Idaho]. 
46114-E5-TF-024, Roundtop quadran- 
gle, Idaho-Idaho Co., 1964 /, 85- 
21221 


7.5 minute series (topographic) : [Idaho]. 
46114-E6-TF-024, Rocky Point quad- 
rangle, Idaho, 1964 /, 85-21222 
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7.5 minute series (topographic) : [Idaho]. 
46114-E7-TF-024, Cayuse Junction 
quadrangle, Idaho, 1966 /, 85-21223 

7.5 minute series (topographic) : [Idaho]. 
46114-E8-TF-024, Indian Postoffice 
quadrangle, Idaho, 1966 /, 85-21224 

7.5 minute series (topographic) : [Idaho]. 
46114-F8-TF-024, Toboggan Ridge 
quadrangle, Idaho-Clearwater Co., 
1966 /, 85-21225 


7.5 minute series (topographic) : [Idaho]. 
46115-B4-TF-024, Coolwater Min. 
Idaho-Idaho Co., 1966 /, 
85-21226 
7.5 minute series (topographic) : [Idaho]. 
46115-B5-TF-024, Lowell 
Idaho-Idaho Co., 1966 /, 85-21227 


7.5 minute series (topographic) : [Idaho]. 
46115-B6-TF-024, Syringa quadrangle, 
Idaho-Idaho Co., 1966 /, 85-21228 

7.5 minute series (topographic) : [Idaho;. 
46115-C3-TF-024, Huckleberry Butte 


quadrangle, Idaho-Idaho Co., 1966 /, 
85-21230 


7.5 minute series (topographic) : [Idaho]. 
46115-C4-TF-024, Mc Lendon Butte 
Idaho-Idaho Co., 1966 /, 

85-21231 


7.5 minute series (topographic) : [Idaho]. 
46115-CS-TF-024, Greenside Butte 
quadrangle, Idaho-Idaho Co., 1966 /, 
85-21229 


7.5 minute series (topographic) : [Idaho]. 
46115-C6-TF-024, Musselshell quadran- 
gle, Idaho, 1966 /, 85-21232 

7.5 minute series (topographic) : [Idaho]. 
46115-D1-TF-024, Greystone Butte 

le, Idaho-Idaho Co., 1966 /, 
85-21233 


7.5 minute series (topographic) : [Idaho]. 
46115-D2-TF-024, Holly Creek quad- 
rangle, Idaho-Idaho Co., 1966 /, 85- 
21234 


7.5 minute series (topographic) : [Idaho]. 
46115-D3-TF-024, Liz Butte quadran- 
gle, Idaho-Idaho Co., 1966 /, 85- 
21235 

7.5 minute series (topographic) : [Idaho]. 
46115-D7-TF-024, Pierce quadrangle, 
Idaho-Clearwater Co., 1966 /, 85- 
21236 

7.5 minute series (topographic) : [Idaho]. 
46115-E1-TF-024, Horseshoe Lake 
quadrangle, Idaho, 1965 /, 85-21237 

7.5 minute series (topographic) : [Idaho]. 
46115-E2-TF-024, Lookout Peak quad- 
rangle, Idaho, 1965 /, 85-21238 

7.5 minute series (topographic) : [Idaho]. 
46115-E3-TF-024, Cook Moutain quad- 
rangle, Idaho, 1965 /, 85-21239 

7.5 minute series (topographic) : [Idaho]. 
46115-E7-TF-024, Jaype quadrangle, 
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Idaho-Clearwater Co., 
21240 


7.5 minute series (topographic) : [Idaho]. 
46115-F1-TF-024, Gorman Hill quad- 
rangle, Idaho-Clearwater, 1965 /, 85- 
21241 


7.5 minute series (topographic) : [Idaho]. 
46115-F2-TF-024, Scurvy Mtn. quad- 
rangle, Idaho-Clearwater Co, 1965 /, 
85-21242 


7.5 minute series (topographic) : [Idaho]. 
46115-G1-TF-024, Osier Ridge quad- 
rangle, Idaho-Clearwater Co, 1965 /, 
85-21243 


7.5 minute series (topographic) : [Idaho]. 
46115-G4-TF-024, The Nub quadran- 
gle, Idaho, 1963 /, 85-21244 


7.5 minute series (topographic) : [Idaho]. 
46115-G5-TF-024, Sheep Mtn. quad- 
rangle, Idaho-Clearwater Co, 1963 /, 
85-21245 


7.5 minute series (topographic) : [Idaho]. 
46115-G7-TF-024, Bertha Hill quadran- 
gle, Idaho-Clearwater Co., 1981 /, 85- 
21246 


7.5 minute series (topographic) : [Idaho]. 
46115-G8-TF-024, Township Butte 
quadrangle, Idaho-Clearwater Co., 
1981 /, 85-21247 

7.5 minute series (topographic) : [Idaho]. 
46115-H1-TF-024, Hoodoo Pass quad- 


rangle, Idaho-Montana, 1965 /, 85- 
21248 


7.5 minute series (topographic) : [Idaho]. 
46115-H3-TF-024, Bscon Peak quad- 
rangle, Idaho, 1963 /, 85-21249 

7.5 minute series (topographic) : [Idaho]. 
46115-H4-TF-024, Pole Mtn. quadran- 
gle, Idaho, 1963 /, 85-21250 

7.5 minute series (topographic) : [Idaho]. 
46115-H6-TF-024, Buzzard Roost 
quadrangle, Idaho, 1963 /, 85-21251 

7.5 minute series (topographic) : [Idaho]. 
46115-H7-TF-024, Little Goat Moun- 


tains quadrangle, Idaho, 1981 /, 85- 
21252 


Idaho — Population — Statistics. 
Estimates of the population of Idaho 
counties and litan areas, July 1, 
1981, 1982, and 1983., 85-20295 


Idaho — Public lands. 
Cassia resource management plan /, 
21353 


1981 /, 85- 


85- 


— California — Statistics. 
An evaluation of California’s inferred 
birth statistics for unmarried women., 
85-21089 


*Illegitimacy — statistics. 
An evaluation of California’s inferred 
birth statistics for unmarried women., 
85-21089 





Illinois — Population — Statistics. 
Estimates of the population of Illinois 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20296 


Imaging systems. 

Fundamental remote sensing science re- 
search program. Part II, Status report 
of the mathematical pattern recognition 
and image analysis project [microform] 
/, 85-21443 

Mission science value/cost savings from 
the Advanced Imaging Communication 
System (AICS) [microform] / , 85- 
21765 


Immunology — Handbooks, manuals, etc. 
Allergy-clinical immunology specialist 
course : training manual., 85-20629 


Impedance (Electricity) 
A new method of measuring power 
system capacity /, 85-21272 


Import quotas. 

Aggregate costs to the United States of 
tariffs and quotas on imports : general 
tariff cuts and removal of quotas on 
automobiles, steel, sugar, and textiles : 
an economic policy analysis /, 85- 
20996 


Import quotas — United States. 

Federal enforcement of textile and appar- 
el import quotas : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-eighth Con- 
gress, second session., 85-22307 


Incineration — Environmental aspects — 
United States. 
Technical issues concerned with PCDD 
and PCDF formation and destruction 
in MSW fired incinerators /, 85-20378 


Incineration — United States — Costs. 
Capital and O&M cost relationships for 
hazardous waste incineration : adden- 
dum no. 1—ionizing wet scrubber costs 
/, 85-20857 


Incinerators — Technological innovations. 
Environmental and energy benefits of mi- 
croprocessor control of oven airflows 
from a coil coating operation : a case 
study., 85-20855 


Income — United States — Statistics. 
Health characteristics according to family 
and personal income, United States., 
85-21090 


Income distribution — United States — 
Statistics — Periodicals. 
Money income and poverty status of fam- 
ilies and persons in the United States., 
85-20309 
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Indians of North America Claims. 


Impact of budget proposals on income 
maintenance programs, trade and eco- 
nomic policy, state and local issues : 
hearing before the Committee on the 
Budget, House of Representatives, 
Ninety-ninth Congress, first session, 
February 14, 1985, San Francisco, CA., 
85-22272 


Income tax — United States. 
Comprehensive tax guide to U.S. Civil 
Service retirement benefits, 85-21918 


Favorable determination letter., 85- 
21919 


Revising the corporate income tax., 
22360 


85- 


Income tax — United States — Deductions 
— Losses. 

Special limitations on the use of net oper- 
ating loss carryovers and other tax at- 
tributes of corporations : scheduled for 
a hearings before the Subcommittee on 
Select Revenue Measures of the Com- 
mittee on Ways and Means, on May 
22, 1985 /, 85-22352 


National Historical Park (Pa.) 

Providing for the inclusion of the Wash- 

ington Square area within Independ- 

ence National Park, and for other pur- 

poses : report (to accompany H.R. 105) 

(including cost estimate of the Con- 
gressional Budget Office)., 85-22135 


Indiana — Population — Statistics. 
Estimates of the population of Indiana 
counties and metropolitan areas, July i, 
1981, 1982, and 1983., 85-20297 


Indians of North America — Aged. 
American Indian elderly : a national pro- 
file /, 85-21124 


Indian elderly and entitlement programs : 
an accessing demonstration project /, 
85-21130 


Indians of North America — Arizona — 

Land tenure. 

An Act to Declare That the United 
States Holds in Trust for the Cocopah 
Indian Tribe of Arizona Certain Land 
in Yuma County, Arizona., 85-20230 

Indians of North America — Children — 

Education. 

Dimensions of math avoidance among 
American Indian elementary school 
students /, 85-20752 


Indians of North America — Claims. 
Providing that per capita payments to In- 
dians may be made by tribal govern- 
ments, and for other purposes : report 
(to accompany S. 419) (including the 
cost estimate of the Congressional 
Budget Office)., 85-22070 
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Indians of North America Education Periodicals. 


Indians of North America — Education — 
Periodicals. 
Annual report to the Congress of the 
United States /, 85-22160 


Indian Education Act, Indian students 
have the right to excellence in educa- 
tion, 85-22160 


Indians of North America — Financial 
affairs. 

Providing that per capita payments to In- 
dians may be made by tribal govern- 
ments, and for other purposes : report 
(to accompany S. 419) (including the 
cost estimate of the Congressional 
Budget Office)., 85-22070 


Indians of North America — Fishing — Law 
and legislation. 

Pacific Salmon Treaty Act of 1985 : 
hearing before the National Ocean 
Policy Study of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-ninth 
Congress, first session, on S. 516 ... 
March 1, 1985., 85-22276 


Indians of North America — Health and 
hygiene. 

Reauthorizing and amending the Indian 
Health Care Improvement Act, and for 
other purposes : report (to accompany 
H.R. 1426) (including the cost estimate 
of the Congressional Budget Office)., 
85-22142 


Indians of North America — Land tenure. 

American Conservation Corps Act of 
1985 : report together with dissenting 
views (to accompany H.R. 99 ... re- 
ferred jointly to the Committee on 
Education and Labor and the Commit- 
tee on Interior and Insular Affairs) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22099 


Indians of North America — Legal status, 
laws, etc. 

Library Services and Construction Act 
technical amendments : report together 
with individual views (to accompany 
H.R. 1997) (including cost estimate of 
the Congressional Budget Office)., 85- 
22143 


Indians of North America — Mathematics. 
What problems do American Indians 
have with mathematics? /, 85-20806 


Indians of North America — Medical care. 
Indian Health Care Amendments of 1985 
: report (to accompany S. 277)., 85- 
22032 


Indians of North America — Mortuary 
customs. 
A nineteenth century Ute burial from 
northeast Utah /, 85-21362 
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Indians of North America — Public welfare. 

Indian elderly and entitlement programs : 

an accessing demonstration project /, 
85-21130 


Industrial engineering — Bibliography — 

Periodicals. 

Management, a bibliography for NASA 
managers., 85-21659, 85-21660 


Industrial equipment — United States — 
Periodicals. 
N.LO.S.H. certified equipment list as of 
wy 85-21105 


NIOSH certified equipment list as of ..., 
85-21105 


Industrial equipment — United States — 
Statistics. 
1982 census of manufactures. Industry 
series. General industrial machinery 
and equipment., 85-20277 


Industrial equipment leases — United States. 

A competitive assessment of the United 

States equipment leasing industry., 85- 
20438 


Industrial hygiene — Law and legislation — 
United States. 
Other regulations & procedures., 
21417 


Toxic Substances Control Act authoriza- 
tions : report (to accompany S. 1143)., 
85-22030 


Industrial hygiene — United States. 
Preventing illness and injury in the won.:- 
place : summary., 85-22225 


Industrial hygiene — United States — 
Periodicals. 
N.LO.S.H. report on occupational safety 
and health for fiscal year ... under 
Public Law 91-596, 85-21104 


NIOSH report on occupational safety 
and health for fiscal year .. under 
Public Law 91-596., 85-21104 


Report on occupational safety and health 
for FY ... under Public Law 91-596, 
85-21104 


Industrial hygiene — United States — 
Statistics — Periodicals. 
Accident/incident bulletin., 


85- 


85-21942 


Industrial mobilization — United States. 
Mobilization and the national defense /, 
85-20465 


Industrial project management — 
Bibliography — Periodicals. 
Management, a bibliography for NASA 
managers., 85-21659, 85-21660 


Industrial safety — Law and legislation — 
United States. 
Other regulations & procedures., 
21417 


85- 
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Industrial safety — United States. 
Preventing illness and injury in the work- 
place : summary., 85-22225 


Industrial safety — United States — 
Periodicals. 
N.L.O.S.H. certified equipment list as of 
85-21105 


N.1.0.S.H. report on occupational safety 
and health for fiscal year ... under 
Public Law 91-596, 85-21104 


NIOSH certified equipment list as of ..., 
85-21105 


NIOSH report on occupational safety 
and health for fiscal year ... under 
Public Law 91-596., 85-21104 


Report on occupational safety and health 
for FY ... under Public Law 91-596, 
85-21104 


Industrial safety — United States — 
Statistics — Periodicals. 


Accident/incident bulletin., 85-21942 


Industrial safety — West Virginia. 

OSHA  oversight—worker health and 
safety in Union Carbide’s MIC unit : 
hearing before the Subcommittee on 
Health and Safety of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, hearing held in Wash- 
ington, DC, on December 12, 1984., 
85-22282 


Industry and education — United States. 
The effects of corporate involvement in 
education /, 85-20818 


Industry and state — United States. 
Subject and policy issues for Energy and 
Commerce Committee review during 
the 99th Congress : a report /, 85- 
22291 


Inertia (Mechanics) 

Measurement of the inertial constants of a 
rigid or flexible structure of arbitrary 
shape through a vibration test [micro- 
form] /, 85-21480 


Inertia (Mechanics) — Measurement. 
Experimental determination of the inertia 
constants of an airplane or of a missile 
[microform] /, 85-21492 


*Infant, Newborn, Diseases 
Prenatal and perinatal factors associated 
with brain disorders /, 85-21072 


Infants (Newborn) — Diseases — United 
States. 
Prenatal and perinatal factors associated 
with brain disorders /, 85-21072 


Infertility — United States — Statistics. 
Fecundity and infertility : United States, 
1965-82 /, 85-21094 
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Inflation (Finance) — United States. 

Conduct of monetary policy : (pusurant 
to the Full Employment and Balanced 
Growth Act of 1978, P.L. 95-523) : 
hearings before the Subcommittee on 
Domestic Monetary Policy of the 
Committee on Banking, Finance,’ and 
Urban Affairs, House of Representa- 
tives, Ninety-ninth Congress, first ses- 
sion, February 26 and March 5, 1985., 
85-22263 


Information science — Periodicals. 
Annual report /, 85-22162 


Annual report (1980-1981), 85-22162 


Library and information services in a 
learning society, 85-22162 


NCLIS annual report, 85-22162 


Information storage and retrieval systems. 
NOAA information technology systems 
plan., 85-20386 


Course catalog, 85-20467 
Course information /, 85-20468 


NDU-DODCI course catalog., 85-20467 


Information storage and retrieval systems — 

Marine biology. 

AQUIRE : Aquatic Information Retriev- 
al Toxicity Data Base : project descrip- 
tion, guidelines, and procedures /, 85- 
20830 


Information theory in research. 
Design issues in qualitative research : the 
case of knowledge utilization studies /, 
85-20720 


Infrared astronomy. 
A cryogenically cooled, multidetector 
spectrometer for infrared astronomy 
[microform] /, 85-21565 


An infrared study of the bi-polar outflow 
region GGD 12-15 [microform] / , 
85-21623 


Infrared astronomy — Data processing. 
Documentation for the machine-readable 
version of the revised AFGL infrared 
sky survey catalog (Price and Murdock 
1983) [microform] /, 85-21643 


Infrared radiation. 
Infrared radiation 
tion., 85-20664 
Infrared rays. 
Infrared radiation 
tion., 85-20664 
Infrared technology. 
Far-IR selected star formation regions 
[microform] /, 85-21553 
The Nature of AFGL 2591 and its associ- 
ated molecular outflow [microform] : 


: programmed instruc- 


: programmed instruc- 





Insurance, Flood Idaho Gooding County. 


infrared and millimeter-wave observa- 
tions /, 85-21556 


NGC 2024 [microform] : far-infrared and 
radio molecular observations /, 85- 
21552 


Inheritance and transfer tax — United - 

States. 

Generation-skipping transfer tax : hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, October 2, 1984., 85-22356 


In the matter of certain apparatus for 
flow injection analysis and components 
thereof : investigation no. 337-TA-151., 
85-21386 


Inlets — United States. 
Flow rates and pressure profiles for one 
to four axially alined borda inlets /, 
85-21804 


Inner tubes — Maintenance and repair — 

Handbooks, manuals, etc. 

Organizational, direct support, and gener- 
al support maintenance : care, mainte- 
nance, and repair of pneumatic tires 
and inner tubes., 85-20560 


Insects — United States — Bibliography — 
Catalogs. 
Insects., 


Instrument landing systems. 

A flight-test and simulation evaluation of 
the longitudinal final approach and 
landing performance of an automatic 
system for a light wing loading STOL 
aircraft equipped with wing spoilers 
[microform] /, 85-21546 


Insurance, Disability — United States. 
SSI for aged, disabled, and blind people., 
85-21038 


Insurance, Flood — Alaska — Matanuska- 
Susitna Borough. 
Flood insurance study : Matanuska-Su- 
sitna Borough, Alaska, Matanuska-Su- 
sitna Division., 85-20894 


Insurance, Flood — Arizona — Pinal 


85-21013 


Flood insurance study : town of Mam- 


moth, Arizona, 
20895 


Insurance, Flood — Arkansas — Little 
Rock. 


Pinal County., 85- 


Flood insurance study : city of Little 
Rock, Arkansas, Pulaski County., 85- 
20896 


Insurance, Flood — California — Mendocino 
County. 

Flood insurance study : city of Ukiah, 

California, Mendocino County., 85- 
20897 
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Insurance, Flood — California — Shasta 
County. 
Flood insurance study : city of Redding, 
California, Shasta County., 85-20898 


Insurance, Flood — Colorado — E! 
County. 
Flood insurance study : city of Fountain, 
Colorado, El] Paso County., 85-20899 


Insurance, Flood — Colorado — Ouray 
County. 
Flood insurance study : city of Ouray, 
Colorado, Ouray County., 85-20901 
Flood insurance study : Ouray County, 
Colorado, unincorporated areas., 85- 
20900 


Insurance, Flood — Floria — Okaloosa 

County. 

Flood insurance study : 
Walton Beach, Florida, Okaloosa 
County., 85-20903 

Flood insurance study : 
Esther, 
85-20906 


Flood insurance study : city of Valpar- 
aiso, Florida, Okaloosa County., 85- 
20904 


Flood insurance study : town of Cinco 
Bayou, Florida, Okaloosa County., 
85-20908 

Flood insurance study : town of Shali- 
mar, Florida, Okaloosa County., 85- 
20907 


Insurance, Flood — Florida — Flagler 
County. 
Flood insurance study : city of Flagler 
Beach, Florida, Flagler County., 85- 
20902 


Insurance, Flood — Florida — Santa Rosa 
County. 
Flood insurance study : Santa Rosa 
County, Florida, unincorporated areas., 
85-20905 


Insurance, Flood — Georgia — Glynn 
County. 
Flood insurance study : Glynn County, 
Georgia, unincorporated areas., 85- 
20909 


city of Fort 


city of Mary 
Florida, Okaloosa County., 


Insurance, Flood — Idaho — Boundary 
County. 
Flood insurance study : city of Bonners 
Ferry, Idaho, Boundary County., 85- 
20910 


Insurance, Flood — Idaho — Gooding 
County. 
Flood insurance study : Gooding County, 
Idaho, unincorporated areas., 85- 
20911 
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Insurance, Flood Illinois Cass County. 


Insurance, Flood — Illinois — Cass County. 
Flood insurance study : Cass County, Illi- 
nois, unincorporated areas., 85-20916 


Insurance, Flood — Illinois — Cook County. 
Flood insurance study : village of Rose- 
mont, Illinois, Cook County., 85- 
20912 
Flood insurance study : village of Wheel- 
ing, Illinois, Cook County., 85-20913 


Insurance, Flood — Illinois — Douglas 
County. 
Flood insurance study : Douglas County, 
Illinois, unincorporated areas., 85- 
20914 


Insurance, Flood — Illinois — Kankakee 
County. 
Flood insurance study : village of Sun 
River Terrace, Illinois, Kankakee 
County., 85-20917 


Insurance, Flood — Illinois — La Salle 
County. 
Flood insurance study : city of Peru, Illi- 
nois, La Salle County., 85-20915 


Insurance, Flood — Iowa — Black Hawk 
County. 
Flood insurance study : city of Waterloo, 
Towa, Black Hawk County., 85-20918 


Insurance, Flood — Iowa — Johnson 
County. 
Flood insurance study 
City, Iowa, Johnson 
20919 


Insurance, Flood — Iowa — Polk County. 
Flood insurance study : city of Des 
Moines, Iowa, Polk County., 85- 
20920 


: city of Iowa 
County., 85- 


Insurance, Flood — Iowa — Sac County. 
Flood insurance study : city of Lake 
View, Iowa, Sac County., 85-20921 


Insurance, Flood — Kentucky — Perry 
County. 
Flood insurance study : Perry County, 
Kentucky, unincorporated areas., 85- 
20922 


Insurance, Flood — Louisiana — Lafayette 
Parish. 


Flood insurance study : city of Lafayette, 
Louisiana, Lafayette Parish., 85-20924 

Flood insurance study : Lafayette Parish, 
Louisiana, unincorporated areas., 85- 
20923 


Insurance, Flood — Louisiana — Vermilion 
Parish. 
Flood insurance study : Vermilion Parish, 
Louisiana, unincorporated areas., 85- 
20925 
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Insurance, Flood — Maine — Androscoggin 


Flood insurance study : town of Turner, 
Maine, Androscoggin County., 85- 
20926 


Insurance, Flood — Maine — Cumberland 

County. 

Flood insurance study : town of Cape 
Elizabeth, Maine, Cumberland County., 
35-20927 

Flood insurance study : town of Harps- 
well, Maine, Cumberland County., 
85-20930 


Flood insurance study : town of Scarbor- 
ough, Maine, Cumberland County., 
85-20928 


Insurance, Flood — Maine — Lincoln 
County. 
Flood insurance study : town of Waldo- 
boro, Maine, Lincoln County., 85- 
20929 


Insurance, Flood — Maryland — Anne 
Arundel County. 
Flood insurance study : Anne Arundel 
County, Maryland, unincorporated 
areas., 85-20931 


Insurance, Flood — Maryland — Talbot 
County 


Flood insurance study : Talbot County, 
Maryland, unincorporated areas., 85- 
20932 


Insurance, Flood — Massachusetts — 
Barnstable County. 
Flood insurance study : town of Brew- 
ster, Massachusetts, Barnstable 
County., 85-20933 


Flood insurance study : town of Har- 
wich, Massachusetts, Barnstable 
County., 85-20934 

Flood insurance study : town of Sand- 
wich, Massachusetts, Barnstable 
County., 85-20935 

Flood insurance study : town of Truro, 


Massachusetis, Barnstable County., 
85-20939 


Insurance, Flood — Massachusetts — 

Bristol County. 

Flood insurance study : town of Dart- 
mouth, Massachusetts, Bristol County., 
85-20936 

Flood insurance study : town of West- 
port, Massachusetts, Bristol County., 
85-20940 


Insurance, Flood — Massachusetts — Dukes 


Flood insurance study : town of Edgar- 
town, Massachusetts, Dukes County., 
85-20937 


Flood insurance study : town of Oak 
Bluffs, Massachusetts, Dukes County., 
85-20938 
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Insurance, Flood — Michigan — Ottawa 
County. 
Flood insurance study : Charter Town- 
ship of Georgetown, Michigan, Ottawa 
County., 85-20943 


Insurance, Flood — Michigan — Washtenaw 
County. 
Flood insurance study : city of Ann 
Arbor, Michigan, Washtenaw County., 
85-20941 


Insurance, Flood — Michigan — Wayne 
County. 
Flood insurance study : city of Trenton, 
Michigan, Wayne County., 85-20942 


Insurance, Flood — Minnesota — Wright 


Flood insurance study : city of Buffalo, 
Minnesota, Wright County., 85-20944 


Insurance, Flood — Missouri — Cass 
County. 
Flood insurance study : city of Pleasant 
Hill, Missouri, Cass County., 85-20949 


Insurance, Flood — Missouri — Lincoln 
County. 
Flood insurance study : city of Old 
Monroe, Missouri, Lincoln County., 
85-20945 


Insurance, Flood — Missouri — Newton 
County. 
Flood insurance study : city of Granby, 
Missouri, Newton County., 85-20946 
Flood insurance study : village of Red- 
ings Mill, Missouri, Newton County., 
85-20948 


Insurance, Flood — Missouri — Wright 
County. 
Flood insurance study : city of Hartville, 
Missouri, Wright County., 85-20947 


Insurance, Flood — New Jersey — Mercer 
County. 
Flood insurance study : 
Lawrence, New 
County., 85-20950 


Insurance, Flood — New Jersey — Morris 
County. 
Flood insurance study : township of 
Mount Olive, New Jersey, Morris 
County., 85-20951 


Insurance, Flood — New York — Tompkins 
County. 

Flood insurance study : town of Ithaca, 

New York, Tompkins County., 85- 
20955 


Insurance, Flood — New York (State) — 
Allegany County. 
Flood insurance study : town of Wells- 
ville, New York, Allegany County., 
85-20952 


township of 
Jersey, Mercer 





October 1985 


Insurance, Flood — New York (State) — 
Onondaga County. 
Flood insurance study : village of Fay- 
etteville, New York, Onondaga 
County., 85-20953 


Insurance, Flood — New York (State) — 
Suffolk County. 
Flood insurance study : town of South- 
old, New York, Suffolk County., 85- 
20954 


Insurance, Flood — New York (State) — 
Ulster County. 
Flood insurance study : town of Lloyd, 
New York, Ulster County., 85-20956 


Insurance, Flood — North Carolina — 
Camden County. 
Flood insurance study : city of Elizabeth 
City, North Carolina, Pasquotank and 
Camden Counties., 85-20958 


Insurance, Flood — North Carolina — 

Chowan County. 

Flood insurance study : Chowan County, 
North Carolina, (unincorporated 
areas)., 85-20961 

Flood insurance study : town of Edenton, 
North Carolina, Chowan County., 85- 
20957 


Insurance, Flood — North Carolina — 
Pamlico County. 
Flood insurance study : town of Alliance, 
North Carolina, Pamlico County., 85- 
20964 


Flood insurance study : town of Minne- 
sott Beach, North Carolina, Pamlico 
County., 85-20965 


Insurance, Flood — North Carolina — 
Pasquotank County. 
Flood insurance study : city of Elizabeth 
City, North Carolina, Pasquotank and 
Camden Counties., 85-20958 


Insurance, Flood — North Carolina — 

Perquimans County. 

Flood insurance study Perquimans 
County, North Carolina, (unincorporat- 
ed areas)., 85-20962 

Flood insurance study : town of Hert- 
ford, North Carolina, Perquimans 
County., 85-20959 

Flood insurance study : town of Winfall, 
North Carolina, Perquimans County., 
85-20963 


Tyrrell County. 

Flood insurance study : town of Colum- 
bia, North Carolina, Tyrrell County., 
85-20960 


Washington County. 

Flood insurance study : town of Roper, 
North Carolina, Washington County., 
85-20966 
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Insurance, Flood Washington (State) Whatcom 


Insurance, Flood — North Dakota — Grand 
Forks County. 
Flood insurance study : city of Thomp- 
son, North Dakota, Grand Forks 
County., 85-20967 


Insurance, Flood — Ohio — Crawford 
County. 
Flood insurance study : city of Galion, 
Ohio, Crawford County, 85-20968 


Insurance, Flood — Ohio — Franklin 
County. 
Flood insurance study : city of Whitehall, 
Ohio, Franklin County., 85-20969 


Insurance, Flood — Ohio — Jackson 


Flood insurance study : Jackson County, 
Ohio, unincorporated areas., 85-20970 


Insurance, Flood — Ohio — Logan County. 
Flood insurance study : Logan County, 
Ohio, unincorporated areas., 85-20971 


Insurance, Flood — Oregon — Westfir 
County. 
Flood insurance study : city of Westfir, 
Oregon, Lane County., 85-20972 


Insurance, Flood — Pennsylvania — Blair 
County. 
Flood insurance study : township of Alle- 
gheny, Pennsylvania, Blair County., 
85-20973 


Insurance, Flood — Tennessee — Shelby 
County. 
Flood insurance study : city of Memphis, 
Tennessee, Shelby County., 85-20974 


Insurance, Flood — Texas — Aransas 
County. 
Flood insurance study : city of Port 
Aransas, Texas, Nueces and Aransas 
Counties., 85-20983 


Insurance, Flood — Texas — Brazoria 
County. 
Flood insurance study : city of Lake 
Jackson, Texas, Brazoria County., 85- 
20981 


Insurance, Flood — Texas — Collin County. 

Flood insurance study : city of Plano, 

Texas, Collin and Denton Counties., 
85-20975 


Insurance, Flood — Texas — Dallas County. 

Flood insurance study : city of Grand 

Prairie, Texas, Dallas, Tarrant and 
Ellis Counties., 85-20980 


Insurance, Flood — Texas — Denton 
County. 
Flood insurance study : city of Plano, 
Texas, Collin and Denton Counties., 
85-20975 
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Insurance, Flood — Texas — Ellis County. 
Flood insurance study : city of Grand 
Prairie, Texas, Dallas, Tarrant and 
Ellis Counties., 85-20980 


Insurance, Flood — Texas — Jackson 
County. 
Flood insurance study : Jackson County, 
Texas, unincorporated areas., 85- 
20976 


Insurance, Flood — Texas — Nueces 
County. 
Flood insurance study : city of Port 
Aransas, Texas, Nueces and Aransas 
Counties., 85-20983 


Flood insurance study : city of Portland, 
Texas, San Patricio and Nueces Coun- 
ties, 85-20977 

Flood insurance study : Nueces County, 
Texas, unincorporated reas. 85- 
20982 


Insurance, Flood — Texas — San Patricio 
County. 
Flood insurance study : city of Portland, 
Texas, San Patricio and Nueces Coun- 
ties., 85-20977 


Flood insurance study : San Patricio 
County, Texas, unincorporated areas., 
85-20984 


Insurance, Flood — Texas — Tarrant 
County. 
Flood insurance study : city of Grand 
Prairie, Texas, Dallas, Tarrant and 
Ellis Counties., 85-20980 


Flood insurance study : city of Richland 
Hills, Texas, Tarrant County., 85- 
20978 


Insurance, Flood — Texas — Wichita 
County. 
Flood insurance study : city of Wichita 
Falis, Texas, Wichita County., 85- 
20979 


Insurance, Flood — United States. 
Oversight hearing on FEMA flood insur- 
ance program : hearing before a sub- 
committee of the Committee on Ap- 
propriations, United States Senate, 
Ninety-eighth Congress, second session 

: special hearing., 85-22256 


Insurance, Flood — Vermont — Bennington 
County. 
Flood insurance study : town of Man- 
chester, Vermont, Bennington County., 
85-20985 


Insurance, Flood — Washington (State) — 
Whatcom County. 
Flood insurance study : city of Sumas, 
Washington, Whatcom County., 85- 
20986 
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Insurance, Flood West Virginia Jackson County. Subject Index 
Internal revenue law — United States — 

Periodicals. 

CFR. 26, Internal revenue, 85-20223, 
85-20224, 85-20225, 85-20226, 85- 
20227 

Code of federal regulations. 26, Internal 
revenue., 85-20223, 85-20224, 85- 
20225, 85-20226, 85-20227 

Internal revenue, 85-20223, 85-20224, 
85-20225, 85-20226, 85-20227 


International business enterprises. 

Gvanchias Limitada : a case study of an 
agrarian reform cooperative and its 
long-term relationship with a multina- 
tional firm in Honduras /, 85-21894 


International economic relations. 
Agriculture in US foreign economic 
policy., 85-21877 


Bonn economic summit., 


Insurance, Mortgage guaranty. 
Debentures not serving purposes HUD 
intended—legislative changes could 
help increase effectiveness and mini- 
mize interest costs : summary : report 
to the Congress /, 85-21005 


Insurance, Surety and fidelity — United 
States. 


Transferring responsibility for furnishing 
certified copies of Miller Act payment 
bonds from the Comptroller General to 
the officer that awarded the contract : 
report (to accompany H.R. 596) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22053 


Integrated circuits. 

Influence of aluminum oxide film on ther- 
mocompression bonding of gold wire 
to evaporated aluminum film [micro- 
form] /, 85-21475 


Intelligence service — United States — 

Periodicals. 

Report on the activities of the Permanent 
Select Committee on Intelligence of 
the House of Representatives during 
the ... Congress pursant to clause 1(d) 
rule XI of the rules of the House of 
Representatives., 85-22096 


Flood insurance © stady : city of Ripley, 
West Virginia, Jackson County., 85- 
20987 


Insurance, Flood — West Virginia — Wood 
County. 
Flood insurance study : Wood County, 
West Virginia, (unincorporated areas)., 
85-20988 


Insurance, Flood — Wisconsin — La Crosse 

County. 

Flood insurance study : city of La 
Crosse, Wisconsin, La Crosse County., 
85-20990 


Insurance, Flood — Wisconsin — Sauk 

County. 

Flood insurance study : city of Reeds- 
burg, Wisconsin, Sauk County., 85- 
20989 85-21879 

Insurance, Government employees’ health — 

United States. 

Authority for additional federal employee 
health benefits plans : report (to ac- 
company H.R. 873) (including cost es- 
timate of the Congressional Budget 
Office)., 85-22123 

Insurance, Government employees’ heaith — 

United States — Statistics — Periodicals. 

i 85-21833 


International economic relations — 
Bibliography — Catalogs. 


National and world economy., 


International economic relations — 
Government policy — United States. 
Developments in Guatemala and U.S. op- 

tions : hearing before the Subcommit- 
tee on Western Hemisphere Affairs of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, February 20, 
ee 


International finance. 
Bonn economic summit., 85-21879 


85-21017 


Description of the tax treatment of im- 
puted interest on deferred payment 
sales of property (and H.R. 242 and 
H.R. 2069) : scheduled for a hearing 
before the Committee on Ways and 
Means on April 24, 1985 /, 85-22347 

Description of the tax treatment of im- 
puted interest on deferred payment 
sales of property (and S. 56, S. 71, S. 


CHAMPUS, the effect of other health 
plans on CHAMPUS., 85-20457 International Telecommunication Union. 


International Telecommunication Con- 


Health care coverage and insurance pre- 
miums of families : United States, 1980 
/, 85-21122 


Legislation to authorize VA recoveries 
from private health Der aniee would 
result in substantial savings : 
report to the Congress /, 85.20999 

Procedures and questionnaires of the na- 
tional medical care utilization and ex- 
penditure survey /, 85-21123 


Insurance, Health — United States — 
Periodicals. 


Annual report of the Board of Trustees 
of the Federal Supplementary Medical 
Insurance Trust Fund (1982), 85- 
22040 


Annual report of the Board of Trustees 
of the Federal Supplementary Medical 
Insurance Trust Fund : communication 
from the Board of Trustees, Federal 
Supplementary Medical Trust Fund ..., 
85-22040 


Maternity — United States. 
CHAMPUS, maternity care., 85-20458 
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217, S. 251, S. 729 and H.R. 2475, as 
reported by the House Committee on 
Ways and Means) : scheduled for a 
hearing before the Subcommittee on 
Taxation and Debt Management of the 
Senate Committee on Finance on May 
20, 1985 /, 85-22349 


fiscal relations — United 


States — Periodicals. 


Significant features of fiscal federalism., 
85-22151 


Intergovernmental fiscal relations — United 


States — States. 

Emergency Public Works Employment 
Act of 1983 : report together with ad- 
ditional, supplemental, and minority 
views (to accompany H.R. 2544) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22063 

State and local fiscal assistance amend- 
ments of 1983 : report together with 
additional and dissenting views (to ac- 
company H.R. 2780) (including cost es- 
timate of the Congressional Budget 

85-22059 
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vention (Nairobi, 1982) : message from 
the President of the United States 
transmitting the International Telecom- 
munication Convention, with annexes, 
and a final protocol to the Convention 
signed on behalf of the United States at 
Nairobi on November 6, 1982., 85- 
22005 


International trusteeships — United States. 
Compact of Free Association : i 


hearings 
before the Subcommittee on Public 
Lands and National Parks of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session, hear- 
ings held in Washington, D.C., 85- 
22316 


Interstellar matter. 
Far-IR selected star formation regions 
[microform] /, 85-21553 
183 GHz water line variation [microform] 
: an energetic outburst in Orion KL /, 
85-21554 





October 1985 


Inventory control — Handbooks, manuals, 
etc. 


D.LD.S. procedures manual. Vol. 3, De- 
velopment and maintenance of item lo- 
gistics data tools, 85-20471 


Defense Integrated Data Systems DIDS 
procedures manual. Vol. 3, Develop- 
ment and maintenance of item logistics 
data tools., 85-20471 


Development and maintenance of item lo- 
gistics data tools, 85-20471 


DIDS procedures manual. Vol. 3, Devel- 
Opment and maintenance of item logis- 
tics data tools, 85-20471 


Investigations. 
The impact of the budget process on Of- 
fices of Inspector General : second 
report /, 85-22103 


Investments, American. 
U.S. international trade and investment in 
services : data needs and availability /, 
85-20433 


Investments, American — South Africa. 

Anti-Apartheid Act of 1985 : report to- 
gether with minority views (to accom- 
pany H.R. 1460 which on March 7, 
1985, was referred jointly to the Com- 
mittee on Foreign Affairs, the Commit- 
tee on Banking, Finance, and Urban 
Affairs, and the Committee on Rules) 
(including cost estimate of the Con- 
gressional Budget Office)., 85-22127 


Invisible items of trade — United States. 
U.S. international trade and investment in 
services : data needs and availability /, 
85-20433 


Iodine — Isotopes. 
Singlet oxygen generator for a solar pow- 
ered chemically pumped iodine laser 
[microform] /, 85-21714 


Ton bombardment. 
Ion beamlet steering for two-grid electro- 
static thrusters [microform] / , 85- 
21773 


Ton rockets — Propellant feed systems. 
Characterization of 8-cm_ engineering 
model thruster [microform] / , 85- 
21774 


Iowa — Industries — Periodicals. 
County business patterns, Iowa., 
20312 


Iran — Claims vs. United States. 

Developments concerning the national 
emergency with respect to Iran : mes- 
sage from the President of the United 
States transmitting a further report on 
developments concerning the national 
emergency with respect to Iran, pursu- 
ant to 50 U.S.C. 1703., 85-22044 


85- 





Iran — Foreign relations — United States. 

Developments concerning the national 
emergency with respect to Iran : mes- 
sage from the President of the United 
States transmitting a further report on 
developments concerning the national 
emergency with respect to Iran, pursu- 
ant to 50 U.S.C. 1703., 85-22044 


Iran — Gazetteers. 
Gazetteer of Iran : names approved by 
the United States Board on Geographic 
Names /, 85-20463 


Traq-Iranian Conflict, 1980- 
Iran-Iraq war., 85-21882 


Iron industry and trade — United States — 
Statistics. 
Summary of trade and tariff information : 
iron and steel : TSUS items 606.13- 
606.19 and 606.55-610.93., 85-21383 


Irradiation. 
Irradiation proposed to treat food /, 85- 
21085 


Irrigation. 
Columbia Basin wildlife, irrigation devel- 
opment study /, 85-21268 


Irrigation — United States. 


Water measurement manual /, 85-21267 


Why a farm and ranch irrigation survey?, 
85-20237 


Isostatic pressing. 

Hot isostatically pressed manufacture of 
high strength MERL 76 disk and seal 
shapes. Volume II, Final report, 
project 2 [microform] /, 85-21676 


Israel — Commercial treaties. 

United States-Israel free trade area : 
report (to accompany H.R. 2268) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22115 


Israel — Foreign economic relations — 

United States. 

Establishment of a free trade area be- 
tween the United States and Israel : 
message from the President of the 
United States transmitting the text of 
the agreement on the establishment of a 
free trade area between the govern- 
ment of the United States and the gov- 
ernment of Israel ...., 85-22047 


Israel — Foreign relations — United States. 
Israel : an overview., 85-21883 


Israel — Foreign relations — United States 
— Addresses, essays, lectures. 
The United States and Israel : partners 
for peace and freedom : April 21, 1985 
/, 85-21857 
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Job hunting U.S. 


Israel — Politics and government. 
Report of a study mission to Egypt, 
Jordan, Syria, and Israel, April 7-16, 
1985 /, 85-22252 


J 


Jack D. Watson Post Office Building (Fort 
Worth, Tex.) 
Jack D. Watson Post Office Building : 
report (to accompany H.R. 3151)., 85- 
22071 


Japan — Commerce — United States. 
United States-Japan trade : hearing before 
the Subcommittee on International 
Trade of the Committee on Finance, 
United States Senate, Ninety-ninth 
Congress, first session, March 8, 1985., 
85-22295 


Japan — Foreign economic relations — 
United States. 


US-Japan trade., 85-21889 


Japan — Foreign economic relations — 
United States — Addresses, essays, 
lectures. 

Protectionism and U.S.-Japan trade /, 
85-21856 


Jet planes, Military — United States — 
F-100 jet engine 

42654)., 85-20684 

Jet Propulsion Laboratory (U.S.) — 


Directories — Telephone. 
Telephone directory /, 85-21441 


mechanic (AFSC 


Jewish Heritage Week. 

Joint Resolution to Authorize and Re- 
quest the President to Issue a Procla- 
mation Designating April 21 through 
April 28, 1985, as “Jewish Heritage 
Week.”, 85-20233 


Job analysis. 

A skills map : the general and specific 
competencies required by different oc- 
cupations : progress report /, 85- 
20794 

The validity of an occupational classifica- 
tion based on job competencies for as- 
sessing employability /, 85-20795 


Job Corps (U.S.) 

Reaffirming commitment to the Job 
Corps program : report together with 
minority and supplemental views (to 
accompany H. Res. 72) (including cost 
estimate of the Congressional Budget 
Office)., 85-22100 


Job hunting — United States. 
Economic and noneconomic effects of al- 
ternative transitions through school to 
work /, 85-20705 
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John Day Dam (Wash.) 


John Day Dam (Wash.) 
Flow-net relationships in the forebay of 
John Day Dam, 1982 /, 85-20419 
Research at McNary Dam to develop 
and implement a fingerling protection 
system for John Day Dam /, 85- 
20417 


John F, Kennedy Center for the Performing 
Arts (U.S.) — Appropriations and 


Authorization for the nonperforming arts 
functions of the John F. Kennedy 
Center : report (to accompany S. 710)., 
85-22028 


Joint ventures — United States. 

Acquisitions and joint ventures among 
large corporations : hearings before the 
Subcommittee on Monopolies and 
Commercial Law of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, first and 
second sessions, on H.R. 3561, H.R. 
5042, and H.R. 5137 ... July 14 and 28, 
1983; October 6, 1983; and March 23, 
1984., 85-22321 


Jordan — Politics and government. 
Report of a study mission to Egypt, 
Jordan, Syria, and Israel, April 7-16, 
1985 /, 85-22252 


Judicial review of administrative acts — 
United States. 
Selection of court of appeals in multiple 
appeals of agency orders : report (to 
accompany H.R. 439)., 85-22136 


The United States courts., 85-21408 


Jupiter (Planet) — Observations. 
The Jovian atmospheric window at 2.7 
microns [microform] : a search for H.S 
/, 85-21626 


Jupiter (Planet) — Photo maps. 

Atlas of Jovian satellites, 1:5,000,000 
topographic series. Ji-2, shaded relief 
and surface markings of the Ruwa 
Patera Region of IO /, 85-21262 


Atlas of Jovian satellites, 1:5,000,000 
topographic series. Ji-4, shaded relief 
and surface markings of the Lerna 
Region of IO /, 85-21263 


Juvenile courts — Florida. 

Drugs and the juvenile justice system : 
hearing before the Subcommittee on 
Alcoholism and Drug Abuse of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
eighth Congress, second session, on ex- 
amination of the system used by courts 
in handling drug-related offenses 
among juveniles, December 6, 1984, 
Miami, FL., 85-22330 
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Juvenile delinquency — Prevention. 
Delinquency prevention program manag- 
ers’ theories of action : a content analy- 
sis /, 85-20723 


K 


Kansas — Population — Statistics. 
Estimates of the population of Kansas 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20298 


Katmai National Park and Preserve (Alaska) 
Draft general management plan— envi- 
ronmental assessment, land protection 
plan, wilderness suitability review, 
Katmai National Park and Preserve, 
Alaska., 85-21312 


Kentucky — Industries — Periodicals. 
County business patterns, Kentucky., 
85-20313 


*Kidney — transplantation — United States 
— directories. 
National listing of providers furnishing 
kidney dialysis and transplant services 
/, 85-21121 


Kidneys — Cancer. 
What you need to know about Wilms’ 
tumor., 85-21057 


Kidneys — Diseases — Research — United 

States — Periodicals. 

Annual report of the director, National 
Institute of Arthritis, Diabetes, and Di- 
gestive and Kidney Diseases. 85- 
21068 


Kidneys — Transplantation — Directories. 
National listing of providers furnishing 
kidney dialysis and transplant services 
/, 85-21121 


Klondike Gold Rush National Historical 
Park (Alaska and Seattle, Wash.) 
Klondike Gold Rush National Historical 

Park., 85-21330 


Knit goods industry — United States — 
Statistics. 


1982 census of manufactures. Industry 
series. Knitting mills., 85-20251 


Korea (South) — Foreign relations — United 
States. 
Korea, status report., 


L 


85-21884 


La Jolie (Ship) 
Restoration of coastwise trading privi- 
leges to the vessel “La Jolie” : report 
(to accompany S. 1015) (including cost 
estimate of the Congressional Budget 
Office)., 85-22084 


La Paz Enterprises. 
La Paz Enterprises, Limited : report (to 
accompany H. Res. 57)., 85-22080 
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Labor and laboring classes — Diseases and 
hygiene — United States. 
Preventing illness and injury in the work- 
place : summary., 85-22225 


Labor laws and legislation — United States 
— Cases. 
Decisions and orders of the National 
Labor Relations Board., 85-21438 


Labor laws and legislation — United States 
— Periodicals. 
CFR. 20, Employees’ benefits, 85-20212 
Code of federal regulations. 20, Employ- 
ees benefits., 85-20212 


Employees’ benefits, 85-20212 


Labor supply — United States. 
The validity of an occupational classifica- 
tion based on job competencies for as- 
sessing employability /, 85-20795 


Laboratories — United States. 
State weights and measures laboratories : 
program handbook /, 85-20359 


Lake Mead National Recreation Area (Ariz. 
and Nev.) 
Lake Mead National Recreation Area, 
Arizona-Nevada : draft environmental 
impact statement., 85-21141 


Lake Meredith Recreation Area (Tex.) 
Off-road vehicle use and safety at Lake 
Meredith Recreation Area., 85-21320 


Lake sediments — North America. 
Meromictic lakes and varved lake sedi- 
ments in North America /, 85-21152 


Laminar flow. 

Hybrid laminar flow control study final 
technical report [microform] : energy 
efficient transport program., 85-21680 

A preliminary design study on an acous- 
tic muffler for the laminar flow transi- 
tion research apparatus [microform] / , 
85-21717 


Laminated fabrics. 
Development of failure criterion for 
kevlar/epoxy fabric laminates [micro- 
form] /, 85-21725 © 


Laminated fabrics — Statistics. 

Summary of trade and tariff information : 
coated, filled, bonded, and laminated 
fabrics : TSUS items 355.02 (pt.), 
355.25 (pt.) 355.50-356.45, 359.10 (pt.), 
359.50 (pt.)., 85-21378 


Laminated materials. 

Hygrothermal effects on mechanical be- 
havior of graphite/epoxy laminates 
beyond initial failure [microform] / , 
85-21563 


Lance (Missile) — Handbooks, manuals, etc. 
Organizational, direct support and gener- 
al support maintenance repair parts and 
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special tools list including depot main- 
tenance repair parts and special tools 
for propellant draining kit, guided mis- 
sile, 10293020, 1450-00-140-3490, Lance 
Field Artillery Missile System., 85- 
20554 


Land titles — Registration and transfer — 

United States. 

Program to transfer land between the 
Bureau of Land Management and the 
Forest Service has stalled : report to 
the Secretaries of Agriculture and the 
Interior /, 85-21003 


Land treatment of wastewater. 
Land treatment of petroleum refinery 
sludges /, 85-20870 


Land treatment of wastewater — Florida. 
Overland flow treatment of municipal 
wastewater in Florida /, 85-20850 


Land treatment of wastewater — Wyoming. 
Overland flow treatment of domestic 
wastewater in northern climes /, 85- 
20849 


Land use — California. 
Final Red Hills management plan and en- 
vironmental assessment., 85-21360 


Land use — California — Planning. 
Alturas Resource Area : resource man- 
agement plan, record of decision., 85- 
21351 


Land use — Colorado. 
Piceance basin resource management plan 
and environmental impact statement /, 
85-21145 


Land use — Idaho. 
Cassia resource management plan /, 85- 
21353 


Land use — Nevada. 
Walker Resource Area wilderness techni- 
cal report., 85-21359 


Land use — Oregon. 

Recreation area management final plan 
for the Steens Mountain Recreation 
Lands, Oregon /, 85-21357 

Steens Mountain Recreation Area man- 
agement plan: summary., 85-21358 


Land use — Utah. 
Box Elder resource management plan and 
environmental impact statement., 85- 
21139 


Landing aids (Aeronautics) 

A flight-test and simulation evaluation of 
the longitudinal final approach and 
landing performance of an automatic 
system for a light wing loading STOL 
aircraft equipped with wing spoilers 
[microform] /, 85-21546 


Flight tests of the Digital Integrated 
Automatic Landing System (DIALS) 
[microform] /, 85-21675 


Landsat satellites. 

Estudo preliminar sobre a viabilidade de 
deteccao de macrofitas flutuantes 
atraves de processamento digital de 
dados do MSS/LANDSAT., 85- 
21748 


A preliminary study of the feasibility of 
detecting the floating macrophytes by 
means of digital processing of MSS/ 
LANDSAT [microform.], 85-21748 


Seventh type II quarterly status and tech- 
nical progress report 21 March 1984-20 
June 1984 for study on spectral/radio- 
metric characteristics of the thematic 
mapper for land use applications [mi- 
croform]/, 85-21751 


Visual vulnerability of the landscape : 
control of visual quality /, 85-20199 


Langley Research Center. 
Langley Aeronautics and Space Test 
highlights, 1983 [microform.] 85- 
21541 


Language and education — United States. 
Robot plans and human plans : implica- 
tions for models of communication /, 
85-20747 


Language and languages — Composition and 
exercises. 
Investigating children’s story productions 
/, %5-20746 


Languages, Modern — Scholarships, 
fellowships, etc. — United States. 

Foreign Language Assistance for Nation- 
al Security Act of 1983 : report (to 
acompany H.R. 2708) (including cost 
estimate of the Congressional Budget 
Office)., 85-22056 


Languages, Modern -— Study and teaching 

— United States. 

Language and literacy learning in bilin- 
gual instruction : descriptive studies- 
Asian, Spanish, Navajo, (NIE-R-80- 
0026 [i.e (NIE-X-80-0043)]/, 85-20787 


Laos — Foreign relations — United States. 
American servicemen missing in Indo- 
china., 85-21878 
Large space structures (Astronautics) — 
Bibliography — Periodicals. 
Technology for large space systems. Sup- 
plement., 85-21657, 85-21658 


Laser spectroscopy. 
Advanced laser stratospheric monitoring 
systems analyses [microform] / , 85- 





21709 
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Leadership Handbooks, manuals, etc. 


Lasers. 
Singlet oxygen generator for a solar pow- 
ered chemically pumped iodine laser 
[microform] /, 85-21714 


Lasers in aeronautics. 
Laser balancing system for high material 
removal rates [microform] / , 85- 
21782 


Law — United States — Interpretation and 
construction. 
Judicial interpretation of the Education 
for All Handicapped Children Act /, 
85-20748 


Law — United States — Periodicals. 
Congressional record : proceedings and 
debates of the ... Congress., 85-21992, 
85-21993 


Law enforcement — United States. 

Crime and protection in America : a 
study of private security and law en- 
forcement resources and relationships : 
executive summary /, 85-21404 


Law reports, digests, etc. — United States — 
Periodicals. 
Reports of the United States Tax Court / 
, 85-21410 
United States Tax Court reports, 85- 
21410 


Leaching. 
Solid waste leaching procedure manual : 
draft technical resource document for 
public comment., 85-20836 


Lead. 
Lead : a chapter from Mineral facts and 
problems, 1985 edition., 85-21279 


Lead industry and trade. 

Primary lead and zinc availability— 
market economy countries : a minerals 
availability program appraisal /, 85- 
21298 


Lead mines and mining. 

Primary lead and zinc availability— 
market economy countries : a minerals 
availability program appraisal /, 85- 
21298 


Leadership. 

Improving conditions for principal effec- 
tiveness : policy implications of re- 
search on effective principals / A. 
Lorri Manasse., 85-20776 


Leadership guide., 85-20487 
Leadership — Handbooks, manuals, etc. 
Leadership handbook., 85-20609 


Leadership makes the difference., 
20580 


85- 
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Leadership Study and teaching U.S. 
Leadership — Study and teaching — United 
States. 


If teachers were thought of as execu- 
tives—implication for teacher prepara- 
tion and certification /, 85-20777 


Leadville National Fish Hatchery. 
Leadville National Fish Hatchery., 
21336 


Learning, Psychology of. 
Ways of going wrong in teaching for 
conceptual change : report on the con- 
ceptual change project /, 85-20729 


Learning ability. ; 
What problems do American Indians 
have with mathematics? /, 85-20806 


85- 


1982 census of manufactures. Industry 
series. Leather gloves, luggage, and 
miscellaneous eather goods. 85- 
20266 


Lee Metcalf Wilderness (Mont.) 
Wilderness management plan for the Bear 
Trap Canyon unit of the Lee Metcalf 
Wilderness, Montana /, 85-21352 


Legal aid — United States. 

Legal Services Corporation, general 
oversight : hearing before the Subcom- 
mittee on Courts, Civil Liberties, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-eighth Con- 
gress, second session, on Legal Serv- 
ices Corporation general oversight, 
February 29, 1984., 85-22318 


Legal deposit (of books, etc.) — United 
States. 


Deposit requirements for registration of 
claims to copyright in visual arts mate- 
rial., 85-21425 


Legal services — United States. 
Legal Services Act Amendments of 1983 
: report together with additional and 
dissenting views (to accompany H.R. 
2909) (including cost estimate of the 
Congressional Budget Offfice)., 85- 
22062 


Legal Services Corperation. 

Legal Services Act Amendments of 1983 
: feport together with additional and 
dissenting views (to accompany H.R. 
2909) (including cost estimate of the 
Congressional Budget Offfice)., 85- 
22062 

Legal Services Corporation, general 
oversight : hearing before the Subcom- 
mittee on Courts, Civil Liberties, and 
the Administration of Justice of the 
Committee on the Judiciary, House of 
Representatives, Ninety-eighth Con- 
gress, second session, on Legal Serv- 
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ices Corporation general oversight, 
February 29, 1984., 85-22318 


Lewis and Clark National Forest (Mont.) — 


Maps. 

Lewis and Clark National Forest (Jeffer- 
son Division) Montana : forest visitors 
map and travel plan., 85-20193 


Lewis and Clark National Forest (Rocky 
Mountain Division) Montana : forest 
visitors map and travel plan /, 85- 
20194 


Lewis, Audrey O. 
Audrey O. Lewis and Emerson B. 
Vereen : report (to accompany H.R. 
1010)., 85-22130 


Lewis Research Center. 

Characteristics and capabilities of the 
NASA Lewis Research Center high 
precision 6.7- by 6.7-m planar near-field 
scanner [microform] /, 85-21517 


Liability for environmental damages — 

United States. 

Background and issues relating to House 
bills for reauthorization and financing 
of the Superfund : scheduled for a 
hearing before the Committee on Ways 
and Means on May 9, 1985 /, 85- 
22351 


Liability for hazardous substances pollution 

damages — United States. 

Background and issues relating to House 
bills for reauthorization and financing 
of the Superfund : scheduled for a 
hearing before the Committee on Ways 
and Means on May 9, 1985 /, 85- 
22351 


Superfund strategy., 85-22226 


Liability for nuclear damages — United 
States. 
Financial analysis of potential retrospec- 
tive premium assessments under the 
Price-Anderson system /, 85-22184 


Liberty — Addresses, essays, lectures. 
The United States and Israel : 
for peace and freedom : April 21, 1985 
/, 85-21857 


Libraries — Automation — History — 
Addresses, essays, lectures. 
FIND : automation at the Library of 
Congress : the first twenty-five years 
and beyond /, 85-21421 


Libraries — United States — Periodicals. 
Annual report /, 85-22162 
Anzual report (1980-1981), 85-22162 
Library and information services in a 
learning society, 85-22162 
NCLIS annual report, 85-22162 
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Libraries, National — Washington (D.C.) — 
Automation — History — Addresses, 
essays, lectures. 

FIND : automation at the Library of 
Congress : the first twenty-five years 
and beyond /, 85-21421 


Library of Congress. 
Authorizing the Librarian of Congress to 
study the changing role of the book in 
the future : report (to accompany S. 
Con. Res. 50)., 85-22083 


Library of Congress. Congressional Research 
Service — Bibliography — Periodicals. 
C.R.S. studies in the public domain, 

21435 


CRS studies in the public domain., 
21435 


Library of Congress. Copyright Office — 
promotions, salaries, etc. 
Donald C. Curran named acting register 
of copyrights., 85-21433 


Library of Congress. Copyright Office — 
Periodicals. 


85- 


85- 


Annual report of the Register of Copy- 
rights for the fiscal year ending ..., 
85-21423 

Library of Congress — History — 

Addresses, essays, lectures. 

FIND : automation at the Library of 


Congress : the first twenty-five years 
and beyond /, 85-21421 


Library of Congress. Music Division — 


Catalogs. 
The musical languages of Elliott Carter /, 
85-21434 


Life sciences — Research — United States. 
Hubble space telescope., 85-21794 


Light water reactors. 
LWR pressure vessel surveillance dosim- 
etry improvement program /, 85- 
22196 


Light water reactors — Accidents. 
TRAC-PD2 independent assessment /, 
85-22199 


Light water reactors — Periodicals. 

L.W.R. pressure vessel surveillance do- 
simetry improvement program. Quar- 
terly progress report, 85-22187, 85- 
22191 

LWR pressure vessel surveillance dosim- 
etry improvement program. Quarterly 
progress report /, 85-22187, 85- 
22191 


Light water reactors — United States — 
Accidents — Data 
MATADOR : a computer code for the 
analysis of radionuclide behavior 
during degraded core accidents in light 
water reactors /, 85-22217 
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MATADOR (Methods for the Analysis 
of Transport And Deposition Of Ra- 
dionuclides) code description and user’s 
manual /, 85-22218 


Light water reactors — United States — 
Testing. 
Reactor safety research quarterly report, 
April-June 1983, vol. 26 /, 85-22192 


Reactor safety research quarterly report, 
July-September 1983 and October-De- 
cember 1983, vol. 27 and 28 /, 85- 
22193 


Lightning. 
Lightning swept-stroke attachment pat- 
terns and flight conditions for storm 
hazards °81 [microform] / , 85-21604 


Lightning — Research — United States. 
NASA thunderstorm overflight program 
[microform] /, 85-21614 


Linear 
Analysis of multiresource production for 
national assessments and appraisals /, 
85-20200 


Parallel triangularization of substructruct- 
ed finite element problems [microform] 
/, 85-21726 


Liquid metal fast breeder reactors — Safety 
measures — Periodicals. 
Physics of reactor safety quarterly report 
/, 85-22197 


Liquid oxygen. 
Numerical analysis of flow and heat 
transfer in the VAFB LOX storage 
Dewar tank [microform] / , 85-21746 


Literacy — United States. 
Literacy for a technological world /, 
85-20722 


Lobster fisheries — Hawaii. 
1983 economic status report on the 
Northwestern Hawaiian Islands spiny 
lobster fishery /, 85-20425 


Local area networks (Computer networks) 
An IEEE 802.4 token bus network simu- 
lation /, 85-20377 


1982 census of governments. Volume 5, 
Local government in metropolitan 
areas., 85-20285 


Locks (Hydraulic engineering) — Kentucky 

— Kentucky River. 

Disposition of Kentucky River, Kentucky 
Locks and Dams 5 through 14 : com- 
munication from the Assistant Secre- 
tary of the Army (Civil Works), trans- 
mitting a report dated July 2, 1984, 
from the Chief of Engineers, Depart- 
ment of the Army ...., 85-22041 





Manganese mines and mining, Submarine. 


Longlining (Fisheries) — North Pacific 
Ocean. 


Exploratory albacore longline fishing in 
the eastern North Pacific during winter 
1982 /, 85-20423 


Louisiana — Population — Statistics. 
Estimates of the population of Louisiana 
parishes and metropolitan areas : July 
1, 1981, 1982, and 1983., 85-20299 


Low temperature engineering. 
A cryogenically cooled, multidetector 
spectrometer for infrared astronomy 

[microform] /, 85-21565 


Data from tests of a R4 airfoil in the 
Langley 0.3-meter transonic cryogenic 
tunnel [microform] /, 85-21536 

Description of the insulation system for 
the Langley 0.3-meter transonic cryo- 
genic tunnel /, 85-21601 

LOX/LHz propulsion system for launch 
vehicle upper stage [microform] : 2nd 
report, test results /, 85-21483 


Lower Granite Lake Dam (Wash.) 
Studies to improve fish guiding efficiency 
of traveling screens at lower granite 
dam /, 85-20418 


Lubrication and lubricants. 
Lubricity of well-characterized jet and 
broad-cut fuels by ball-on-cylinder ma- 
chine [microform] /, 85-21523 


Lufkin (Tex.) — Public buildings. 
Colonel Homer Garrison, Jr. Federal 
Building : report (to accompany H.R. 
1748)., 85-22077 


Lumber trade — United States. 
A Competitive assessment of the U.S. 
wood and upholstered furniture indus- 
try /, 85-20442 


Lumbering — United States — Statistics. 
1982 census of manufactures. Industry 
series. Logging camps, sawmills, and 
planing mills., 85-20257 


M 


Macao — Description and travel. 
Background notes, Macau., 85-21870 


Equipment serviceability criteria for ar- 
mament subsystem, helicopter, 7.62 
millimeter machine gun, caliber .50 ma- 
chine gun, door mounted, M59, (used 
on UH-ID and UH-1H helicopters), 
(1005-133-8224)., 85-20545 


Machinery in industry — Statistics. 
1982 census of manufactures. Industry 
series. General industrial machinery 
and equipment., 85-20277 
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Macroeconomics. 
The macroeconomic implications of labor 
contracting with asymmetric informa- 
tion /, 85-20993 


Magnetic devices — Patents. 
Magnetic spin reduction system for free 
spinning objects [microform] : patent 

application., 85-21813 


Magnetic fields (Cosmic physics) 

Mapping magnetized geologic structures 
from space [microform] : the effect of 
orbital and body parameters /, 85- 
21582 

Modification to shock fitting program 
[microform] /, 85-21574 


drodynamics., 
Particle acceleration by turbulent magne- 
tohydro-dynamic reconnection [micro- 

form] /, 85-21578 


Maine — Industries — Periodicals. 
County business patterns, Maine., 
20314 


85- 


Malnutrition — Periodicals. 


Progress report of the Select Committee 
on Hunger., 85-22094 


1982 census of manufactures. Industry 

series. Plastics materials, synthetic 
rubber, and manmade fibers. 85- 
20263 


Management. 

Improving conditions for principal effec- 
tiveness : policy implications of re- 
search on effective principals / A. 
Lorri Manasse., 85-20776 


— Study and teaching — 
United States. 
If teachers were thought of as execu- 
tives—implication for teacher prepara- 
tion and certification /, 85-20777 


Management information systems. 
Management information control : list of 
approved recurring management infor- 
mation requirements., 85-20522 


Management information systems — 
Handbooks, manuals, etc. 
REQUEST manager’s handbook., 

20581 


85- 


Management information systems — United 
States — Bibliography — Periodicals. 
A bibliography of documents issued by 
the GAO on matters related to ADP, 
IRM & telecx 85-21010 


Manganese mines and mining, Submarine. 
Mining ocean manganese nodules : de- 
scription and economic analysis of a 
potential venture /, 85-21296 


ications., 
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Mining ocean manganese nodules : de- 
scription and economic analysis of a 
potential venture /, 85-21296 


Manpower policy — United States. 

Human resource development and new 
technology in the automobile industry : 
a case study of Ford Motor Company’s 
Dearborn Engine Plant : the develop- 
ment and utilization of human re- 
sources in the context of technological 
change and industrial restructuring /, 
85-20745 


Manufactures — Bibliograph 
Census of manufactures., 85-21020 


Map-projection — Data processing. : 
Computer-assisted map projection re- 
search /, 85-21153 


Marine accidents. 

Marine accident report : ramming of the 
Poplar Street Bridge by the towboat 
M/V Erin Marie and its twelve-barge 
tow, St. Louis, Missouri, April 26, 1984 
/, 85-21933 


Marine engineering — Handbooks, manuals, 


etc. 

Personnel qualification standard for FF- 
1040 class engineering, qualification 
section 8 electrical., 85-20671 


Marine fouling organisms. 
Bivalve fouling of nuclear power plant 
service-water systems., 85-22211 


Marine mammals — Pacific Ocean — 

Protection. 

Draft environmental impact statement : 
proposed amendments to regulations 
governing the taking of marine mam- 
mals associated with tuna purse seining 
operations., 85-20415 


Marine ° 
Bioaccumulation of P-32 in bluegill and 
catfish /, 85-22204 


Maritime law — United States. 
The Merchant Marine Act, 1936, the 
Shipping Act of 1984, and related acts 
(as amended through the 98th Con- 
gress)., 85-22333 


Title 46, United States Code amendment : 


report (to accompany S. 597)., 85- 
22008 


Market surveys — Asia, Southeastern. 

A Guide to doing business in the 
ASEAN region, Brunei/Indonesia/Ma- 
laysia/Philippines/Singapore/ 
Thailand., 85-20443 


Market surveys — United States. 
How is your money spent? : The quarter- 
ly interview survey, the consumer ex- 
penditure surveys., 85-20238 
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Marketing — Canada. 
Marketing in Canada /, 85-20444 


Marketing — United States. 

Trademark Reform Act of 1983 : hearing 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, on H.R. 4460 ... June 28, 1984., 
85-22319 


Marrow — Transplantation. 
A Guide to bone marrow transplant, 2., 
85-21975 


Mars (Planet) — Atmosphere. 
The Martian climate [microform] 
energy balance models with CO./H:O 
atmospheres /, 85-21758 


Mars (Planet) — Exploration. 

Mars exploration Venus swingby and 
conjunction class mission modes, time 
period 2000 to 2045 [microform] / , 
85-21621 


Mars (Planet) — Observations. 

Clouds above the Martian limb [micro- 
form] : Viking observations /, 85- 
21745 

Martian impact basins [microform] : mor- 
phology differences and tectonic prov- 
inces /, 85-21759 


Mars (Planet) — Photo maps. 

Atlas of Mars 1:5,000,000 topographic 
series. MC-6, shaded relief map of the 
Casius quadrangle of Mars /, 85- 
21264 


Mars (Planet) — Surface. 
Mars-earth geographical comparisons 
[microform] : a pictorial view /, 85- 
21595 


Influence of vertical compressive stress 
on shear resistance of concrete block 
masonry walls /, 85-20373 


— Cleaning. 
The cleaning and waterproof coating of 


masonry buildings /, 85-21321 
Masonry — Statistics. 

1982 census of construction industries. In- 
dustry series. Masonry, stone setting, 
and other stonework special trade con- 
tractors, industry 1741., 85-20334 


Mass media — Africa. 
U.S. media coverage of Africa : a media 
source guide : issues for the ’80s /, 
85-20813 


Materials — Environmental aspects — South 
Carolina. 

Environmental assessment for renewal of 

special nuclear material license no. 
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SNM-1107, docket no. 70-1151, Wes- 
tinghouse Electric Corporation, Nucle- 
ar Fuel Fabrication Plant., 85-22183 


Materials — Environmental aspects — 

United States. 

Environmental assessment for renewal of 
special nuclear material license no. 
SNM-368, docket no. 70-371, UNC 
Naval Products, Division of UNC Re- 
sources, Inc., 85-22181 


Materials — Fatigue. 
Crack tip field and fatigue crack growth 
in general yielding and low cycle fa- 
tigue [microform] /, 85-21776 


Maternal health services — United States. 
CHAMPUS, maternity care., 85-20458 


Mathematical ability. 
What problems do American Indians 
have with mathematics? /, 85-20806 


Mathematical models. 
Computer models and output [microform] 
: Spartan REM : appendix B /, 85- 
21699 
Parallel, iterative solution of sparse linear 
systems [microform] : models and ar- 
chitectures /, 85-21724 


Mathematics — Study and teaching — 
United States — Periodicals. 
Mathematical sciences postdoctoral re- 

search fellowships. Announcement /, 
85-21820 


Mathematics — United States. 

Dimensions of math avoidance among 
American Indian elementary school 
students /, 85-20752 

Empirical studies of procedural flaws, im- 

and repairs in procedural skills 
/, 85-20790 


Mathematics teachers — United States. 
Collaboration in applying research to 
teacher education /, 85-20754 
Projections of future shortages of mathe- 
matics and science teachers /, 85- 
20740 


Matrices. 
Parallel triangularization of substructruct- 
ed finite element problems [microform] 
/, 85-21726 


Maturation (Psychology) 
Adult development : implications for 
adult education /, 85-20796 


Mauritania — Description and travel. 
Background notes, Mauritania. 85- 
21871 


McCloskey, Frank. 
Appendices, investigation of the question 
of the right of Frank McCloskey or 
Richard MclIntyre, from the Eighth 
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Congressional District of Indiana, to a 
seat in the Ninety-ninth Congress pur- 
suant to House resolution 1 : meetings 
and hearings before the Task Force on 
the Indiana Eighth Congressional Dis- 
trict of the Committee on House Ad- 
ministration, House of Representatives, 
Ninety-ninth Congress, first session, 
counties of Crawford ...., 85-22311 

Relating to election of a Representative 
from the Eighth Congressional District 
of Indiana : report together with dis- 
senting and addtional views (to accom- 
pany H. Res. 146)., 85-22109 


McHenry, Barnabas, 1929- 

Providing for the appointment of Barna- 
bas McHenry as a citizen regent of the 
Board of Regents of the Smithsonian 
Institution : report (to accompany S.J. 
Res. 81)., 85-22022 


McIntyre, Richard. 

Appendices, investigation of the question 
of the right of Frank McCloskey or 
Richard McIntyre, from the Eighth 
Congressional District of Indiana, to a 
seat in the Ninety-ninth Congress pur- 
suant to House resolution 1 : meetings 
and hearings before the Task Force on 
the Indiana Eighth Congressional Dis- 
trict of the Committee on House Ad- 
ministration, House of Representatives, 
Ninety-ninth Congress, first session, 
counties of Crawford ...., 85-22311 

Relating to election of a Representative 
from the Eighth Congressional District 
of Indiana : report together with dis- 
senting and addtional views (to accom- 
pany H. Res. 146)., 85-22109 


McLoughlin House National Historic Site 
(Or.) 
McLoughlin House., 85-21317 


McNary Dam (Or. and Wash.) 

Research at McNary Dam to develop 
and implement a fingerling protection 
system for John Day Dam /, 85- 
20417 


Meals on Wheels of the Monterey Peninsula, 
Inc. 
Meals on Wheels of the Monterey Penin- 
sula, Inc. : report (to accompany H.R. 
1095)., 85-22113 


Meat industry and trade — Directories. 
Foreign plants cerified to export meat to 
the United States : report of the Secre- 
tary of Agriculture to the United States 
Congress., 85-20210 


Meat industry and trade — Egypt. 
Egyptian meat market : policy issues in 
trade, prices, and expected market per- 
formance /, 85-20208 





Meat industry and trade — United States — 
Statistics. 
1982 census of manufactures. Industry 
series. Meat products., 85-20241 


Meat inspection — United States — 
Statistics — Periodicals. 
Statistical summary, federal meat and 
poultry inspection for fiscal year ... /, 
85-20209 


Medicaid. 

Medicare and Medicaid Patient and Pro- 
gram Protection Act of 1985 : report 
(to accompany H.R. 1868 ... referred 
jointly to the Committee on Ways and 
Means and the Committee on Energy 
and Commerce) (including cost esti- 
mate of the Congressional Budget 
Office)., 85-22131 

Third party liability in the Medicaid pro- 
gram : a guide to successful state 
agency practices., 85-21118 


*Medical Assistance, Title 19 — economics 
— periodicals, 


Status report., 85-21119 


Medical care — United States — 

Utilization. 

Procedures and questionnaires of the na- 
tional medical care utilization and ex- 
penditure survey /, 85-21123 

The relative importance of physician-in- 
duced demand in the demand for medi- 
cal care /, 85-21097 


Medical care — United States — Utilization 
— Statistics. 
Persons injured and disability days due to 
injuries, United States, 1980-81., 85- 
21091 


Medical care, Cost of — Government policy 
— United States — Periodicals. 


Status report., 85-21119 


Medical care, Cost of — Research — United 
States — Periodicals. 
Status report., 85-21119 


Medical care, Cost of — United States. 
Procedures and questionnaires of the na- 
tional medical care utilization and ex- 
penditure survey /, 85-21123 


Medical care, Cost of — United States — 
Evaluation — Periodicals. 
Status report., 85-21119 


Medical colleges — United States — 

Corrupt practices. 

Fraudulent medical degrees : hearing 
before the Subcommittee on Health 
and Long-Term Care of the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, December 7, 1984., 
85-22231 
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Medical economics — United States — 

Congresses. 

Uncompensated care in a competitive en- 
vironment : whose problem is it? : pro- 
ceedings, September 13-14, 1984., 85- 
21116 


Medical education — Law and legislation — 

United States. 

Health professions educational assistance 
amendments of 1985 : report together 
with additional views (to accompany 
H.R. 2410) (including cost estimate of 
the Congressional Budget Office)., 85- 
22147 


Medical education — United States. 
Graduate training supported by the Na- 
tional Institute of Dental Research., 
85-21071 


Medical education policy — United States. 

Fraudulent medical degrees : hearing 
before the Subcommittee on Health 
and Long-Term Care of the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, December 7, 1984., 
85-22231 


Medical instruments and apparatus — 
Handbooks, manuals, etc. 
Burdick EK-5A /, 85-20630 


Medical instruments and apparatus industry 

— United States — Statistics. 

1982 census of manufactures. Industry 
series. Medical instruments; ophthalmic 
goods; photographic equipment; clocks, 
watches, and watchcases., 85-20283 


Medical policy —- United States. 

Subject and policy issues for Energy and 
Commerce Committee review during 
the 99th Congress : a report /, 85- 
22291 


Medical screening — United States. 

Public health screening at U.S. ports of 
entry : U.S. Public Health Service 
guide to U.S. Immigration & Natural- 
ization Service and U.S. Customs Serv- 
ice inspectors., 85-21109 


Medicare. 

Medicare and Medicaid Patient and Pro- 
gram Protection Act of 1985 : report 
(to accompany H.R. 1868 ... referred 
jointly to the Committee on Ways and 
Means and the Committee on Energy 
and Commerce) (including cost esti- 
mate of the Congressional Budget 
Office)., 85-22131 


Medicare — Statistics — Periodicals. 
Medicare, participating health facilities., 
85-21120 
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Medicine — Research — United States — 
Periodicals. 
N.LH. research grants, 85-21051 


NIH research grants, 85-21051 
Research grants /, 85-21051 


Medicine — United States — Bibliography 


Catalogs. 
Publications /, 85-21077 


Melanoma. 

A Population at high risk for melanoma : 
hereditary melanoma and the dysplastic 
nevus syndrome., 85-21064, 85- 
21065 


Membranes (Biology) 
Tumors and pseudotumors of the serous 
membranes /, 85-20453 


*Mental Disorders — prevention & controi 
A guide to evaluating prevention pro- 
grams in mental health /, 85-21112 


Preventing stress-related psychiatric dis- 
orders : proceedings of a research plan- 
ning workshop held at the Langley 
Porter Psychiatric Institute, University 
of California, December 10-11, 1981 /, 
85-21113 


*Mental Heaith — bibliography 
Disasters and mental health : an anno- 
tated bibliography /, 85-21111 


Mental illness — Prevention. 
A guide to evaluating prevention pro- 
grams in mental health /, 85-21112 


Mental illness — United States. 
Mental illness in nursing homes : agenda 
for research /, 85-21110 
Merchant marine — Statistics — 
Periodicals. 
A Statistical analysis of the world’s mer- 
chant fleets, 85-21971 


Merchant marine — United States — 
Statistics — Periodicals. 
United States oceanborne foreign trade 
routes., 85-21972 


Merchant ships — Statistics — Yearbooks. 
A Statistical analysis of the world’s mer- 
chant fleets., 85-21971 


Mercury — Environmental aspects — 
United States. 


Review of national emission standards for 
mercury., 85-20878 


Mesothelioma. 
Tumors and pseudotumors of the serous 
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Metal oxide semiconductors, 


The friction behavior of semiconductors 
Si and GaAs in contact with pure 
metals [microform] /, 85-21513 


Metal stamping — Statistics. 

1982 census of manufactures. Industry 
series. Screw machine products, fasten- 
ers and washers, metal forgings and 
stampings, and metal services., 85- 
20274 


Metal trade — United States — Statistics. 
1982 census of manufactures. Industry 
series. Metal cans, cutlery, hand tools, 
and general hardware., 85-20273 


1982 census of manufactures. Industry 
series. Miscellaneous fabricated metal 
products., 85-20275 

1982 census of manufactures. Industry 
series. Screw machine products, fasten- 
ers and washers, metal forgings and 
stampings, and metal services. 85- 
20274 


Metal-work — United States — Statistics. 

1982 census of manufactures. Industry 
series. Miscellaneous fabricated metal 
products., 85-20275 

1982 census of manufactures. Industry 
series. Screw machine products, fasten- 
ers and washers, metal forgings and 
stampings, and metal services. 85- 
20274 


Metallurgy. 

Hot isostatically pressed manufacture of 
high strength MERL 76 disk and seal 
shapes. Volume II, Final report, 
project 2 [microform] /, 85-21676 


Metals — Effect of radiation on. 
LWR pressure vessel surveillance dosim- 
etry improvement program /, 85- 
22196 


Metals — Fatigue. 
Low cycle fatigue behavior of conven- 


tionally cast MAR-M 200 at 1000 C 
[microform] /, 85-21510 


Metastasis. 
Answers to your questions about meta- 
static cancer., 85-21062 
Meteorological instruments. 
NASA thunderstorm overflight program 
[microform] /, 85-21614 


Meteorological services — United States — 
Periodicals. 


National severe local storms operations 
plan /, 85-20389 


Meteorology — United States. 
Scatterometer research in oceanography 
and meteorology., 85-21793 
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Meteorology, Maritime — Periodicals. 
Selected worldwide marine weather 
broadcasts., 85-20406 


Methane — Thermal properties. 

Methane heat transfer investigation tech- 
nical progress narrative [microform] : 
period of performance : 15 August thru 
October 31 /, 85-21648 


Methodology. 
Design issues in qualitative research : the 
case of knowledge utilization studies /, 

85-20720 


Metropolitan areas — United States — 
Statistics. 
1982 census of governments. Volume 5, 
Local government in metropolitan 
areas., 85-20285 


Mexico — Foreign relations — United 

States — Congresses. 

Twenty-fifth Mexico-United States Inter- 
parliamentary Conference : background 
materials for U.S. Delegation use only., 
85-22300 


Mexico-United States Interparliamentary 
Conference 1985 : Queretaro, Mexico) 
Twenty-fifth Mexico-United States Inter- 

parliamentary Conference : background 
materials for U.S. Delegation use only., 
85-22300 


Microcomputers. 
Microcomputer selection guide for con- 
struction field offices /, 85-20622 


System design of a remotely operated, 
program controlled measurement table 
for the calibration of the egret experi- 
ment. Part A, Program control [micro- 
form.], 85-21490 


Microcomputers — Congresses. 

Proceedings of the National Conference 
on the Use of Microcomputers in Spe- 
cial Education, Hartford, CT, March 
10-12, 1983 /, 85-20749 


Microcomputers — United States. 
Equity and microcomputer use in Ameri- 
can public education /, 85-20822 
R&D speaks : microcomputers & educa- 
tion., 85-20804 


Micronesia (Federated States) — Foreign 
relations — United States. 

Compact of Free Association : hearings 
before the Subcommittee on Public 
Lands and National Parks of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session, hear- 
ings held in Washington, D.C., 
22316 
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Micronesia (Federated States) — Politics 
and government. 

Compact of Free Association : hearings 
before the Subcommittee on Public 
Lands and National Parks of the Com- 
mittee on Interior and Insular Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session, hear- 
ings held in Washington, D.C., 85- 
22316 


Microstructure. 

Ultrasonic-nondestructive evaluation, mi- 
crostructure, and mechanical property 
interrelations [microform] / , 85- 
21636 


Microwave amplifiers — Programmed 
instruction. 
Microwave amplifiers, AB-4-1-16A : pro- 
grammed instruction., 85-20658 


Microwave devices. 
20 x 20 high speed microwave matrix 
switches [microform] /, 85-21512 


Microwaves. 

Microwave and X-ray observations of de- 
layed brightenings at sites remote from 
the primary flare locations [microform] 
/, 85-21584 


Military art and science — History — 20th 
century. 
Toward combined arms warfare : a 
survey of 20th-century tactics, doc- 
trine, and organization /, 85-20631 


Military art and science — United States. 
Tactical fundamentals : Amphibious War- 
fare School, nonresident program., 
85-20677 


Military art and science — United States — 


History. 

US Army Field Artillery School guide 
for writers of military history : handout 
2., 85-20492 


Military art and science — United States — 
History — 20th century. 
From active defense to AirLand Battle : 
the development of Army doctrine, 
1973-1982 /, 85-20604 


Military assistance, American — Directories. 
MAPAD : Military assistance program 
address directory system., 85-20472 


Military assistance, Communist — Central 

America. 

Soviet posture in the Western Hemi- 
sphere : hearing before the Subcommit- 
tee on Western Hemisphere Affairs of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, February 28, 
1985., 85-22301 
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Military assistance, Communist — South 

America, 

Soviet posture in the Western Hemi- 
sphere : hearing before the Subcommit- 
tee on Western Hemisphere Affairs of 
the Committee on Foreign Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, February 28, 
1985., 85-22301 


Military bases — Nicaragua. 
The Sandinista military build-up., 
21844 


Military dependents — Housing — 
Maryland. 


85- 


Field hydraulic performance of one- and 
two-story residential plumbing systems 
with reduced-size vents /, 85-20370 


Military education — United States. 
Report to the Officer Corps : results of 
the professional development of offi- 

cers study surveys., 85-20484 


Welcome to the Defense Information 
School., 85-20480 


Military helicopters — Maintenance and 
repair — Handbooks, manuals, etc. 
Equipment serviceability criteria for ar- 

mament subsystem, helicopter, 7.62 
millimeter machine gun, caliber .50 ma- 
chine gun, door mounted, M59, (used 
on UH-1D and UH-1H helicopters), 
(1005-133-8224)., 85-20545 


history. 
US Army Field Artillery School guide 
for writers of military history : handout 
2., 85-20492 


Military history, Modern — 20th century. 
Toward combined arms warfare : a 
survey of 20th-century tactics, doc- 

trine, and organization /, 85-20631 


Military maneuvers. 
Tactical fundamentals : Amphibious War- 
fare School, nonresident program., 
85-20677 


Military service, Compulsory — United 
States — Yearbooks. 
Director’s semiannual report, 85-22222 
Semiannual report of the director of Se- 
lective Service., 85-22222 


Military supplies. 
Mobilization and the national defense /, 
85-20465 


Military topography — United States. 
Analysis of edge detection algorithms on 
DIAL /, 85-20613 


Milk production — United States — 
Statistics — Periodicals. 
Milk, production, disposition, and income 
/, 85-20206 
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Milk trade — United States — Statistics — 
Periodicals. 
Milk, production, disposition, and income 
/, %85-20206 


Milling machinery — Materials. 

Wear and corrosion of 12 alloys during 
laboratory milling of phosphate rock in 
phosphoric acid waste water /, 85- 
21282 


Millivoltmeter — Calibration — Handbooks, 
manuals, etc. 

Calibration procedure for RF millivolt- 
meter, AN/URM-155 (ME-288) and 
Hewlett-Packard, models 411A, 
411AR, and H03-411A., 85-20586 


Mills and millwork — United States — 

Statistics. 

1982 census of manufactures. Industry 
series. Millwork, plywood, and struc- 
tural wood members, N.E.C., 85- 
20258 


Mine accidents — United States. 
Bins, muckpiles, and stockpiles., 
21420 


Mine filling. 

Inverted pyramid-shaped plugs for clos- 
ing abandoned mine shafts : Galena, 
KS, demonstration project /, 85- 
21291 


85- 


Mine safety — United States. 
Bins, muckpiles, and _ stockpiles., 
21420 


85- 


Mine timbering. 
Use of steel sets in underground coal /, 
85-21290 


Mine ventilation. 

Comparison of rotary and in-hole motor 
techniques for drilling horizontal bore- 
holes in coal /, 85-21285 

Techniques for constructing concrete 
block stoppings /, 85-21281 


Mineral industries. 
Thermodynamic data for mineral technol- 
ogy /, 85-21275 


Mineral industries — Indonesia — Statistics 
— Periodicals. 
Mineral industry of Indonesia, 85-21302 
Preprint from the ... Bureau of Mines 
Minerals yearbook. The mineral indus- 
try of Indonesia., 85-21302 


Mineral industries — Missouri — Statistics 
— Periodicals. 
Mineral industry of Missouri, 85-21303 
Preprint from the ... Bureau of Mines 
Minerals yearbook. The mineral indus- 
try of Missouri., 85-21303 
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Mineral industries — Noise control. 
The Bureau of Mines noise-control re- 
search program : a 10-year review /, 
85-21300 


Mineral industries — North Carolina — 
Statistics — Periodicals. 
Mineral industry of North Carolina, 85- 
21304 
Preprint from the ... Bureau of Mines 
Minerals yearbook. “The mineral indus- 
try of North Carolina., 85-21304 


Mineral industries — Ohio — Statistics — 
Periodicals. 
Mineral industry of Ohio, 85-21305 
Preprint from the ... Bureau of Mines 
Minerals yearbook. The mineral indus- 
try of Ohio., 85-21305 


_ Mineral industries — United States — 
Periodicals. 
Minerals yearbook /, 85-21301 


Mineral industries — United States — 

Statistics. 

1982 census of mineral industries. Indus- 
try series. Chemical and fertilizer min- 
eral mining., 85-20328 

1982 census of mineral industries. Indus- 
try series. Clay, ceramic, and refracto- 
ry minerals., 85-20330 

1982 census of mineral industries. Indus- 
try series. Copper ores, lead and zinc 
ores, gold ores, and silver ores., 85- 
20326 

1982 census of mineral industries. Indus- 
try series. Miscellaneous nonmetallic 
minerals (except fuels) and services., 
85-20329 

1982 census of mineral industries. Indus- 
try series. Sand and gravel., 85-20327 


Mineral industries — United States — 
Statistics — Bibliography — Catalogs. 
Census of mineral industries., 85-21028 


Texas Barrier Islands Region ecological 
characterization atlas : mineral re- 
sources and selected oil and gas intras- 
tructures /, 85-21339 


Mineralogy — Thermal properties. 
Thermodynamic data for mineral technol- 
ogy /, 85-21275 


Mines and mineral resources. 
Dimension stone : a chapter from Mineral 
facts and problems, 1985 edition., 85- 
21277 


Mines and mineral resources — Alaska — 
Periodicals. 
Annual report on Alaska’s mineral re- 
sources., 85-21156 
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Mines and mineral resources — Taxation — 

Law and legislation — United States. 

A summary of current and historical fed- 
eral income tax treatment of mineral 
exploration and development expendi- 
tures /, 85-21293 


Mines and mineral resources — United 
States — Periodicals. 
Minerals yearbook /, 85-21301 


Mining machinery — Safety measures. 
Rollover protective structures (ROPS) 
inspection and maintenance guide /, 
85-21292 


Mining machinery industry — United States 
— Statistics. 


1982 census of manufactures. Industry 
series. Construction, mining, and mate- 
rials handling machinery and equip- 
ment., 85-20276 


Minnesota — Maps, Topographic. 

7.5 minute series (topographic) : [Minne- 
sota]. 48095-E6-TF-024, Wannaska SW 
quadrangle, Minnesota, 1968 /, 85- 
21255 

7.5 minute series (topographic) : [Minne- 
sota]. 48095-TF-024, Salol NW quad- 
rangle, Minnesota, 1966 /, 85-21256 


Minorities — New York (N.Y.) 

Minority elderly and low-income needs : 
New York : hearing before the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, March 2, 1984 New 
York, NY., 85-22232 


Minority business enterprises — Government 
policy — United States. 
A Guide to doing business with the De- 
partment of State /, 85-21845 


Mirrors — Statistics. 
Summary of trade and tariff information : 
glass mirrors : TSUS items 544.51- 
544.55., 85-21382 


Missing in action. 
American servicemen missing in Indo- 


china., 85-21878 


Mississippi — Census, 1980. 
1980 census of population and housing. 
Congressional districts of the 99th Con- 
gress. Part 26, Mississippi., 85-20332 


Modular construction. 
In the matter of certain modular structur- 
al systems : investigation no. 337-TA- 
164., 85-21387 


Molecular spectra. 
NGC 2024 [microform] : far-infrared and 
radio molecular observations /, 85- 
21552 
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Mollusks — Classification. 
The tribe Alasmidontini (Unionidae, Ano- 
dontinae) /, 85-21898 


Molybdenum alloys. 

Effect of rhenium on the structure and 
properties of the weld metal of a mo- 
lybdenum alloy [microform] / , 85- 
21473 


Molybdenum compounds. 
Oxidation characteristics of molybdenum- 
zirconium oxide cermets [microform] / 
85-21482 


Molybdenum ores — Michigan — Maps. 
Molybdenum distribution in B-horizon 
soils, Iron River 1 x 2 quadrangle, 
Michigan and Wisconsin /, 85-21259 


Molybdenum ores — Wisconsin — Maps. 
Molybdenum distribution in B-horizon 
soils, Iron River 1 x 2 quadrangle, 
Michigan and Wisconsin /, 85-21259 


Monetary policy — Mathematical policy. 
The macroeconomic implications of labor 
contracting with asymmetric informa- 
tion /, 85-20993 


Monetary policy — United States. 

Assessing the validity of M1 as a target 
for monetary policy : a report of the 
Subcommittee on Domestic Monetary 
Policy of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-ninth Con- 
gress, first session., 85-22262 

Conduct of monetary policy : (pusurant 
to the Full Employment and Balanced 
Growth Act of 1978, P.L. 95-523) : 
hearings before the Subcommittee on 
Domestic Monetary Policy of ‘the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-ninth Congress, first ses- 
sion, February 26 and March 5, 1985., 
85-22263 


Federal Reserve’s first monetary policy 
report for 1985 : hearing before the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-ninth Congress, first session, on 
oversight on the monetary policy 
report to Congress pursuant to the Full 
Employment and Balanced Growth 
Act of 1978, February 20, 1985., 85- 
22268 


Money — United States. 

Assessing the validity of M1 as a target 
for monetary policy : a report of the 
Subcommittee on Domestic Monetary 
Policy of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-ninth Con- 
gress, first session., 85-22262 
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Money supply. 
Monetary policy games and the role of 
private information /, 85-20994 


Money supply — United States. 

Assessing the validity of M1 as a target 
for monetary policy : a report of the 
Subcommittee on Domestic Monetary 
Policy of the Committee on Banking, 
Finance, and Urban Affairs, House of 
Representatives, Ninety-ninth Con- 
gress, first session., 85-22262 


Montana — Maps, Topographic. 

7.5 minute series (topographic) : [Idaho]. 
46115-H1-TF-024, Hoodoo Pass quad- 
rangle, Idaho-Montana, 1965 /, 85- 
21248 


Montana — Population — Statistics. 
Estimates of the population of Montana 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20300 


Mopeds — Lighting. 
Improved motorcycle and moped head- 
lamps /, 85-21964 


Mora County (N.M.) — Maps. 

Geologic map and cross sections of the 
Mora River area, Sangre de Cristo 
Mountains, Mora County, New Mexico 
/, 85-21261 


Strategic petroleum reserve : budget and 
policy implications of the proposed 
moratorium : tenth report /, 85-22148 


Mortgage bonds — United States. 

Survey of the Federal Reserve System’s 
supervision of the Treasury securities 
market : a discussion paper /, 85- 
22261 


Motor fuels — Purchasing. 
Transportation energy management : fuel 
procurement strategies and contract 
options /, 85-21929 


Motor vehicle scales. 
Bridge formula application., 85-21939 
Motor vehicles — Environmental aspects. 
Characterization of heavy-duty motor ve- 
hicle emissions under transient driving 
conditions /, 85-20858 


Characterization of heavy-duty motor ve- 
hicle emissions under transient driving 
conditions /, 85-20858 

Motorcycles — 


Lighting. 
Improved motorcycle and moped head- 
lamps /, 85-21964 
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Mount Baker National Forest (Wash.) — 


Maps. 
Mt. Baker-Snoqualmie National Forest, 
Washington /, 85-20195 


Mouth — Diseases — Diagnosis. 
Instructional program notes : clinical ex- 
amination of the oral and perioral soft 
tissues., 85-21985 


Mouth — Examination. 
Instructional program notes : clinical ex- 
amination of the oral and perioral soft 

tissues., 85-21985 


Moving-pictures in education. 
Lesson guide for captioned films, XIX : a 
training and utilization guide, 85- 
20697 


Multiple myeloma. 
What you need to know about multiple 
myeloma /, 85-21054 


Munitions — United States — Periodicals. 
Fiscal year ... arms control impact state- 
ments : statements submitted to the 
Congress by the President pursuant to 
section 36 of the Arms Control and 
Disarmament Act., 85-22297 


Musculoskeletal system. 
Ultrastructural alterations in skeletal 
muscle fibers of rats after exercise [mi- 
croform] /, 85-21448 


Mustang automobile. 

Frontal occupant sled simulation correla- 
tion : vehicle to fixed load cell barrier : 
1980 Ford Mustang into a fixed load 
cell barrier at 29.9 mph., 85-21961 


Frontal occupant sled simulation correla- 
tion : 1980 Ford Mustang sled buck., 
85-21960 


N 


Names, Geographical — Guatemala. 
Gazetteer of Guatemala : names ap- 
proved by the United States Board on 

Geographic Names., 85-20462 


Names, Geographical — Iran. 
Gazetteer of Iran : names approved by 
the United States Board on Geographic 
Names /, 85-20463 


Narcotic laws — United States. 

Criminal prosecution under the Continu- 
ing Criminal Enterprise Statute : Sec- 
tion 848 of Title 21, United States 
Code /, 85-21398 

Diversion of prescription drugs to illegal 
channels and Dangerous Drug Diver- 
sion Control Act : hearings before the 
Subcommittee on Crime of the Com- 
mittee on the Judiciary, House of Rep- 
resentatives, Ninety-eighth Congress, 
first and second sessions, on H.R. 4698 
.. June 29, 1983, and February 22, 
1984., 85-22323 
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Narcotics, Control of — Asia — Addresses, 
essays, lectures. 
Controlling international narcotics pro- 
duction and trafficking /, 85-21849 


Controlling international narcotics 
duction and trafficking /, 85-21849 


Controlling international narcotics pro- 
duction and trafficking /, 85-21849 


Narcotics, Control of — United States. 
Department of Defense support for drug 
interdiction : hearing before a subcom- 
mittee of the Committee on Appropria- 
tions, United States Senate, Ninety- 
eighth Congress, second session : spe- 
cial hearing, Department of Defense, 
Department of the Treasury (U.S. Cus- 
toms Service)., 85-22255 
Financial investigative techniques money 
laundering., 85-21395 
Narcotics, Control of — United States — 
Addresses, essays, lectures. 
Controlling international narcotics pro- 
duction and trafficking /, 85-21849 


Narcotics and youth — Florida. 

Drugs and the juvenile justice system : 
hearing before the Subcommittee on 
Alcoholism and Drug Abuse of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
eighth Congress, second session, on ex- 
amination of the system used by courts 
in handling drug-related offenses 
among juveniles, December 6, 1984, 
Miami, FL., 85-22330 


National Center for Education Statistics — 
Addresses, essays, lectures. 
The NCES commitment to excellence /, 
85-20799 


National Child Safety Awareness Month. 
Joint Resolution Designating the Month 
of May 1985, as “National Child Safety 
Awareness Month.”, 85-21037 


National Council on Educational Research. 
Creating and disseminating knowledge 
for educational reform : a report to the 
National Council on Educational Re- 
search., 85-20739 


National DECA Week. 

Joint Resolution to Designate the Week 
of February 10, 1985, through Febru- 
ary 16, 1985, as “National DECA 
Week.”, 85-21034 


National Defense University — Curricula — 
Periodicals. 
National Defense University... 
logue., 85-20466 


Cata- 
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Natl DES Awareness Week. 


National DES Awareness Week. 

Joint Resolution to Designate the Week 
of April 21, 1985, through April 27, 
1985, as “National DES Awareness 
Week”, 85-20235 


National DES Awareness Week., 
20235 


National Emergency Training Center (U.S.) 
National Emergency Training Center., 
85-20887 


85- 


National Endowment for Democracy (U.S.) 
— Appropriations and expenditures, 1986- 
1987. 

Foreign Relations Authorization Act, 
Fiscal Years 1986 and 1987 : report of 
the Committee on Foreign Relations, 
United States Senate, on S. 1003 ...., 
85-22017 


National Endowment for the Humanities. 

National Endowment for the Humanities 
and the Equal Employment Opportuni- 
ty Commission : sixth report by the 
Committee on Government Operations 
together with dissenting, additional, 
and additional dissenting views., 85- 
22107 


Fire prevention and control authorization 
: repert (to accompany S. 818)., 85- 
22012 


National Health Service Corps (U.S.) 
The National Health Service Corps., 
21115 


National Institute for Occupational Safety 
and Health — Periodicals. 
N.LO.S.H. report on occupational safety 
and health for fiscal year ... under 
Public Law 91-596, 85-21104 


NIOSH report on occupational safety 
and health for fiscal year ... under 
Public Law 91-596., 85-21104 


Report on occupational safety and health 
for FY ... under Public Law 91-596, 
85-21104 


National Institute of Arthritis, Diabetes, and 
Digestive and Kidney Diseases (U.S.) — 
Periodicals. 

Annual report of the director, National 
Institute of Arthritis, Diabetes, and Di- 
gestive and Kidney Diseases., 85- 
21068 


85- 


National Institute of Dental Research (U.S.) 

Graduate training supported by the Na- 

tional Institute of Dental Research., 
85-21071 


National Institute of Dental Research (U.S.) 
— Periodicals. 
Annual report /, 85-21070 
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National Institute of Education (U.S.) 
Creating and disseminating knowledge 
for educational reform : a report to the 
National Council on Educational Re- 
search., 85-20739 


National Institutes of Health (U.S.) 
Helpful hints on preparing a research 
grant application to the National Insti- 
tutes of Health /, 85-21050 


National Institutes of Health (U.S.) — 
Periodicals. 
N.LH. research grants, 85-21051 


NIH research grants, 85-21051 
Research grants /, 85-21051 


National Library of Medicine (U.S.) — 
Bibliography — Catalogs. 
Publications /, 85-21077 


National Library of Medicine (U.S.). 
Learning Resource Center. 
A guide to the Learning Resource Center 
of the National Library of Medicine., 
85-21073 


National parks and reserves — Alaska. 

Bering Land Bridge National Preserve, 
Alaska : draft general management 
plan/environmental assessment, land 
protection plan, wilderness suitability 
review., 85-21308 

Draft general management plan/environ- 
mental assessment, land protection 
plan, Aniakchak Wild River manage- 
ment plan, wilderness suitability review 
: Aniakchak National Monument and 
Preserve, Alaska., 85-21307 


Klondike Gold Rush National Historical 
Park., 85-21330 


National parks and reserves — Alaska — 
Yukon-Charley Rivers National Preserve. 
Yukon-Charley Rivers National Preserve, 

Alaska : general management plan, 
land protection plan, Charley Wild 
River management plan, wilderness 
suitability review., 85-21315 


National parks and reserves — New York 

(State) 

Addition to the Green Mountain National 
Forest : report (to accompany H.R. 24) 
(including Congressional Budget Office 
estimate)., 85-22073 


National parks and reserves — United States 
— History. 

The national parks : shaping the system /, 
85-21313 


National parks and reserves — Vermont. 
Addition to the Green Mountain National 
Forest : report (to accompany H.R. 24) 
(including Congressional Budget Office 
estimate)., 85-22073 
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National parks and reserves — Washington 
(State) 
Klondike Gold Rush National Historical 
Park., 85-21330 


National Safe Boating Week. 
Press kit : 1985 National Safe Boating 
Week campaign., 85-21955 


National Science Foundation (U.S.) — 
Appropriations and expenditures. 
National Science Foundation Authoriza- 
tion Act for fiscal year 1986 : report 
(to accompany S. 903)., 85-22009 


National Science Foundation (U.S.) — 
Periodicals. 
Publications of the National Science 
Foundation., 85-21821 


National Skin Cancer Prevention and 

Detection Week. 

Joint Resolution to Designate the Week 
of March 24, 1985, through March 30, 
1985, as “National Skin Cancer Preven- 
tion and Detection Week”, 85-21036 


National Skin Cancer Prevention and De- 
tection Week., 85-21036 


Natural disaster warning systems — United 
States. 
WARN, a warning formatter /, 85- 
20398 


Natural resources — Mathematical models. 
Analysis of multiresource production for 
national assessments and appraisals /, 
85-20200 


Naturalization — United States. 
Extension training program. Lesson 2.6, 
Special classes of aliens who may be 
naturalized., 85-21401 


Nature conservation — Montana — Lee 
Metcalf Wilderness. 
Wilderness management plan for the Bear 
Trap Canyon unit of the Lee Metcalf 
Wilderness, Montana /, 85-21352 


Nature conservation — Oklahoma. 
Planning analysis for the central Oklaho- 
ma proposed land disposal Blaine, 
Caddo, Canadian, Cleveland, Grady, 
Lincoln, McClain, Oklahoma, and 
Pottawatomie counties, Oklahoma /, 
85-21354 


Nature conservation — United States — 
Periodicals. 
Annual report to the President and the 
Congress, 85-21150 
Y.C.C. program report, 85-21149 
YCC program report., 85-21149 
Youth Conservation Corps, annual report 


to the President and the Congress., 
85-21150 





October 1985 


Nautical charts — Periodicals. 
Summary of corrections : 
20460 


charts., 85- 


Navajo and Hopi Indian Relocation 
Commission — Appropriations and 
expenditures. 

Authorizing appropriations for the 
Navajo and Hopi Indian Relocation 
Commission : report (to accompany 
H.R. 1746) (including the cost estimate 
of the Congressional Budget Office)., 
85-22058 


Naval research — United States — 
Periodicals. 
Fact book /, 85-20676 


N.R.L. fact book, 85-20676 
NRL fact book, 85-20676 


Naval Research Laboratory (U.S.) 
The Naval Research Laboratory : where 
your future begins., 85-20675 


Naval Research Laboratory (U.S.) — 
Periodicals. 
Fact book /, 85-20676 


N.R.L. fact book, 85-20676 
NRL fact book, 85-20676 


Navier-Stokes equations — Numerical 
solutions. 
Numerical studies of unsteady transonic 
flow over an oscillating airfoil [micro- 
form] /, 85-21566 


Navigation — Antarctic regions — Tables. 
Omega propagation correction tables for 
10.2 kHz : area 19, Queen Maud Land, 
station G (Australia) /, 85-20461 


Navigation (Aeronautics) — Tables — 
Periodicals. 
Controller chart supplement. Section 8, 
Preferred IFR routes, low and high al- 
titude., 85-21952 


Preferred IFR routes, low and high alti- 
tude, 85-21952 


Near East — Foreign relations — United 
States — Addresses, essays, lectures. 
Negotiations, the path to peace in the 

Middle East /, 85-21865 
The U.S. and the Middle East : a partner- 
ship for the future., 85-21863 


Near East — Maps. 
Northern Africa and the Middle East., 
85-21838 


Near-fields. 

Case study of sample spacing in planar 
near-field measurement of high gain an- 
tennas [microform] /, 85-21635 

Characteristics and capabilities of the 
NASA Lewis Research Center high 
precision 6.7- by 6.7-m planar near-field 
scanner [microform] /, 85-21517 





Structural design of a vertical antenna 
boresight 18.3- by 18.3-m planar near- 
field antenna measurement system [mi- 
croform] /, 85-21515 


Nebraska — Population — Statistics. 
Estimates of the population of Nebraska 
counties and metropolitan areas, July 1, 

1981, 1982, and 1983., 85-20301 


Nebulae. 

Detection of shocked atomic gas in the 
Kleinmann-Low nebula [microform] / , 
85-21558 

An infrared study of the bi-polar outflow 
region GGD 12-15 [microform] / , 
85-21623 

Neutral carbon in the egg nebula (AFGL 
2688) [microform] /, 85-21528 


Nephroblastoma. 
What you need to know about Wilms’ 
tumor., 85-21057 


Neutrinos. 
Axions, neutrinos and strings [microform] 
: the formation of structure in an 
SO(10) universe/, 85-21583 


Neutron flux — Testing — Periodicals. 

L.W.R. pressure vessel surveillance do- 
simetry improvement program. Quar- 
terly progress report, 85-22187, 85- 
22191 

LWR pressure vessel surveillance dosim- 
etry improvement program. Quarterly 
progress report /, 85-22187, 85- 
22191 


Nevada — Population — Statistics. 
Estimates of the population of Nevada 
counties and metropolitan areas, July 1, 
1981, 1982, and 1983., 85-20302 


Nevada — Public lands. 
Walker Resource Area wilderness techni- 
cal report., 85-21359 


New Hampshire — Industries — Periodicals. 
County business patterns, New Hamp- 
shire., 85-20315 


New Jersey — History — Societies, etc. — 
Directories. 
Folklife resources in New Jersey /, 
21436 


New Jersey — Maps, Topographic. 

7.5 minute series (topographic) : [Penn- 
sylvania]. 41075-A1-TF-024, Bushkill 
quadrangle, Pennsylvania - New 
Jersey, 1944 /, 85-21207 


85- 


New Jersey — Museums — Directories. 
Folklife resources in New Jersey /, 
21436 


85- 


New Jersey — Social life and customs — 
Archival resources. 
Folklife resources in New Jersey /, 85- 
21436 
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Nickel alloys. 


New Jersey — Social life and customs — 
Library resources. 
Folklife resources in New Jersey /, 85- 
21436 


New Mexico — Population — Statistics. 
Estimates of the population of New 
Mexico counties and metropolitan 
areas, July 1, 1981, 1982, and 1983., 
85-20303 


Newspaper publishing — United States — 

Statistics. 

1982 census of manufactures. Industry 
series. Newspapers, periodicals, books, 
and miscellaneous publishing. 85- 
20261 


Nicaragua. 

National emergency with respect to 
Nicaragua : message from the President 
of the United States transmitting notifi- 
cation of the exercise of authority 
under the International Emergency 
Economic Powers Act with respect to 
Nicaragua, pursuant to 50 U.S.C. 1703., 
85-22051 


Nicaragua — Defenses. 
The Sandinista military build-up., 
21844 


85- 


Nicaragua — Foreign relations — United 
States. 
The Nicaraguan peace process : a docu- 
mentary record : April 1985., 85- 
21891 


Nicaragua — Foreign relations — United 
States — Addresses, essays, lectures. 
The new opportunity for peace in Nica- 
ragua : April 17, 1985., 85-21854 
Nicaragua : the stolen revolution : March 
27, 1985., 85-21850 


President Reagan supports Nicaraguan 
peace process : April 4, 1985., 85- 
21852 


Nicaragua — Politics and government — 
1979- 
The Sandinista military build-up., 
21844 


85- 


Nicaragua — Politics and government — 
1979- — Addresses, essays, lectures. 
Nicaragua : the stolen revolution : March 

27, 1985., 85-21850 


Nickel — Electrometallurgy. 

Research on oxidation by air and temper- 
ing of Raney nickel electrocatalysts for 
the H2 anodes of alkali combustion ma- 
terials cells [microform] / , 85-21451 


Nickel alloys. 

The effect of tantalum and carbon on the 
structure/properties of a single crystal 
nickel-base superalloy [microform] / , 
85-21787 
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Nickel alloys. 


The effects of Cr, Co, Al, Mo, and Ta on 
the cyclic oxidation behavior of a pro- 
totype cast Ni-base superalloy based on 
a 2%composite statistically designed ex- 
periment [microform] /, 85-21516 

Low cycle fatigue behavior of conven- 
tionally cast MAR-M 200 at 1000 C 
[microform] /, 85-21510 


Nickel-aluminum alloys. 

Results of the technical exchange agree- 
ment between NASA and DuPont on 
the containerless drop tube solidifica- 
tion of NiAl, [microform] / , 85- 
21618 


manual : assembly and emplacement 
servicing and handling equipment 
(Nike-Hercules and improved Nike- 
Hercules air defense guided missile 
system)., 85-20553 


Noise — Measurement. 

The noise guidebook : a reference docu- 
ment for implementing the Department 
of Housing and Urban Development’s 
noise policy /, 85-21135 


Noise — Physiological effect. 
Patterns of behavior in lodgings exposed 
to traffic noise [microform] / , 85- 
21487 


Noise control. 
Patterns of behavior in lodgings exposed 
to traffic noise [microform] / , 85- 
21487 


Noise control — United States. 

The noise guidebook : a reference docu- 
ment for implementing the Department 
of Housing and Urban Development’s 
noise policy /, 85-21135 


1982 census of manufactures. Industry 
series. Nonferrous metal mills and mis- 
cellaneous primary metal products., 
85-20272 


Nonmetallic minerals — United States — 
Statistics. 


1982 census of manufactures. Industry 
series. Abrasive, asbestos, and miscella- 
neous nonmetallic mineral products., 
85-20270 


1982 census of mineral industries. Indus- 
try series. Miscellaneous nonmetallic 
minerals (except fuels) and services., 
85-20329 


Norfolk Southern Corporation. 

Description of revenue provisions of 
H.R. 1930 and background relating to 
proposed transfer of Conrail to Norfolk 
Southern Corporation : scheduled for a 
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hearing before the Committee on Ways 
and Means on May 1, 1985 /, 85- 
22348 


Northern fur seal. 

North Pacific fur seals : current problems 
and opportunities concerning conserva- 
tion and management : a special report 
to the President and the Congress /, 
85-22221 


Northern fur seal — Law and legislation — 

North Pacific Ocean. 

North Pacific fur seals : current problems 
and opportunities concerning conserva- 
tion and management : a special report 
to the President and the Congress /, 
85-22221 


Northern Ireland — Foreign relations — 
United States. 


Northern Ireland., 85-21885 


Northern Ireland — Politics and government 
— 1969- 


Northern Ireland., 85-21885 


Notices to mariners — United States — 
Periodicals. 
Light list /, 


85-21957, 85-21958 


Nuclear engineering — Michigan. 

Safety evaluation report related to the 
operation of Enrico Fermi Atomic 
Power Plant, Unit no. 2, docket no. 50- 
341 : Detroit Edison Company, et al., 
85-22170 

Technical specifications, Fermi - 2, 
docket no. 50-341 : appendix “A” to 
license no. NPF-33., 85-22179 

Nuclear engineering — United States — 

Curricula. 

Assessment of job-related educational 
qualifications for nuclear power plant 
operators /, 85-22209 


Nuclear facilities — California — 

Evaluation. 

Safety evaluation report related to the 
operation of Diablo Canyon Nuclear 
Power Plant, Units 1 and 2, docket 
nos. 50-275 and 50-323 : Pacific Gas 
and Electric Company., 85-22164, 
85-22165, 85-22166 


Nuclear facilities — California — Safety 
measures. 

Integrated plant safety assessment : sys- 
tematic evaluation program, San 
Onofre Nuclear Generating Station, 
Unit 1 : Southern California Edison 
Company, docket no. 50-206 : draft 
report., 85-22171 


Nuclear facilities — Connecticut — 
Evaluation. 
Safety evaluation report related to the 
operation of Millstone Nuclear Power 
Station, Unit no. 3 : docket no. 50-423, 
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Northeast Nuclear Energy Company., 
85-22174 


Nuclear facilities — Decommissioning — 

Costs. 

Technology, safety, and costs of decom- 
missioning nuclear reactors at multiple- 
reactor stations : effects on decommis- 
sioning of interim inability to dispose 
of wastes offsite /, 85-22185 


Nuclear facilities — Environmental aspects 

— New York (State) 

Final environmental statement related to 
the operation of Nine Mile Point Nu- 
clear Station, Unit no. 2 : docket no. 
50-410 : Niagara Mohawk Power Cor- 
poration, Rochester Gas and Electric 
Corporation, Central Hudson Gas and 
Electric Corporation, New York State 
Electric and Gas Corporation, Long 
Island Lighting Company., 85-22178 


Nuclear facilities — Environmental aspects 

— Washington (State) 

Final environmental statement related to 
the operation of WPPSS Nuclear 
Project No. 3, docket no. 50-508, 
Washington Public Power Supply 
System., 85-22175 


Nuclear facilities — Kansas — Evaluation. 
Safety evaluation report related to the 
operation of Wolf Creek Generating 
Station, Unit no. 1, docket no. STN 50- 
482 : Kansas Gas and Electric Compa- 
ny, et al., 85-22173 


Nuclear facilities — Licenses — South 

Carolina. 

Environmental assessment for renewal of 
special nuclear material license no. 
SNM-1107, docket no. 70-1151, Wes- 
tinghouse Electric Corporation, Nucle- 
ar Fuel Fabrication Plant., 85-22183 


Nuclear facilities — Licenses — United - 
States. 
Acceptance criteria for the low enriched 
uranium reform amendments /, 85- 
22177 


Environmental assessment for renewal of 
special nuclear material license no. 
SNM-368, docket no. 70-371, UNC 
Naval Products, Division of UNC Re- 
sources, Inc., 85-22181 


Nuclear facilities — Licenses — Utah. 
Safety evaluation report related to the re- 
newal of the operating license for the 
TRIGA training and research reactor 
at the University of Utah, docket no. 
50-407., 85-22180 


Nuclear facilities — Tennessee — 
Evaluation. 
Safety evaluation report related to the 
Operation of Watts Bar Nuclear Plant, 
Units 1 and 2, docket nos. 50-390 and 





October 1985 


50-391 : Tennessee Valley Authority., 
85-22172 


Nuclear facilities — United States — 
Accidents — Investigation. 
Observed behavior of cesium, iodine, and 
tellurium in the ORNL fission product 
release program /, 85-22203 


Nuclear facilities — United States — 

Decommissioning. 

Technology, safety, and costs of decom- 
missioning nuclear reactors at multiple- 
reactor stations : effects on decommis- 
sioning of interim inability to dispose 
of wastes offsite /, 85-22185 

Nuclear facilities — United States — 

Inspection. 

An ultra-high speed residue processor for 
SAFT inspection system image en- 
hancement : final report /, 85-22214 


Nuclear facilities — United States — Safety 
measures. 
Categorization of reactor safety issues 
from a risk perspective., 85-22182 


Nuclear facilities — Utah — Evaluation. 
Safety evaluation report related to the re- 
newal of the operating license for the 
TRIGA training and research reactor 
at the University of Utah, docket no. 
50-407., 85-22180 


Nuclear fuels — United States. 
Acceptance criteria for the low enriched 
uranium reform amendments /, 85- 
22177 


Nuclear pressure vessels — Observations. 
LWR pressure vessel surveillance dosim- 
etry improvement program /, 85- 
22196 


Nuclear pressure vessels — Periodicals. 

L.W.R. pressure vessel surveillance do- 
simetry improvement program. Quar- 
terly progress report, 85-22187, 85- 
22191 

LWR pressure vessel surveillance dosim- 
etry improvement program. Quarterly 
progress report /, 85-22187, 85- 
22191 


Nuclear reactor safety /, 85-22190 


Nuclear reactors — Hygenic aspects — 
Statistics — Periodicals. 
Occupational radiation exposure at com- 
mercial nuclear power reactors ... 
annual report., 85-22167 


Nuclear reactor safety /, 85-22190 





Nuclear reactors — United States — 
Containment. 
Design and fabrication of a 1/8-scale steel 
containment model /, 85-22195 


Nuclear reactors — United States — Safety 
measures. 
Categorization of reactor safety issues 
from a risk perspective., 85-22182 


Emergency preparedness and the licens- 
ing process for commercial nuclear 
power reactors : oversight hearings 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-eighth Con- 
gress, first session., 85-22315 

Reactor safety research quarterly report, 
April-June 1983, vol. 26 /, 85-22192 


Reactor safety research quarterly report, 
July-September 1983 and October-De- 
cember 1983, vol. 27 and 28 /, 85- 
22193 


Nuclear reactors — United States — Safety 
measures — Periodicals. 
Physics of reactor safety quarterly report 
/, 85-22197 


Nuclear reactors — Utah — Safety 
measures. 

Safety evaluation report related to the re- 
newal of the operating license for the 
TRIGA training and research reactor 
at the University of Utah, docket no. 
50-407., 85-22180 


Nursing — Scholarships, fellowships, etc. — 

United States. 

Veterans Administration Health Profes- 
sional Scholarship Program : applicant 
information bulletin : 1985-86 school 
year, full time nursing students, bacca- 
laureate and specified master’s degree 
programs., 85-21979 


Nursing homes — United States. 
Mental illness in nursing homes : agenda 
for research /, 85-21110 


Nutrition — 
Food, diet and nutrition., 


Nutrition — B — Periodicals. 
Food bibliography : references to reports 
and other documents issued by the U.S. 
General Accounting Office., 85-21011 


Nutrition — Evaluation. 
A review of the thrifty food plan and its 
use in the Food Stamp Program /, 
85-22237 


Nutrition disorders — Research — United 

States — Periodicals. 

Annual report of the director, National 
Institute of Arthritis, Diabetes, and Di- 
gestive and Kidney Diseases. 85- 
21068 
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Office practice Automation. 


Nutrition policy — United States — 
y — Periodicals. 
Food bibliography : references to reports 
and other documents issued by the U.S. 
General Accounting Office., 85-21011 


O 


Occupational retraining — United States. 
Displaced workers : implications for edu- 
cational and training institutions /, 85- 
20765 


Job aptitude requirement waivers for re- 
trained airmen /, 85-20689 


Occupational training — United States. 

Job Training Partnership Acct : initial im- 
plementation of program for disadvan- 
taged youth and adults : summary : 
report to the Congress /, 85-20997 


Occupations. 

A skills map : the general and specific 
competencies required by different oc- 
cupations : progress report /, 85- 
20794 


Ocean currents — Remote sensing. 
Coastal ocean dynamics applications 
radar : a user’s guide /, 85-20388 


Ocean thermal power plants. 
Large scale OTEC pipe program : devel- 
opment, experimental results, and 
trends /, 85-20397 


Ocean travel. 

Revitalization of the domestic cruise in- 
dustry : report together with dissenting 
and separate views (to accompany 
H.R. 2883) (including cost estimate of 
the Congressional Budget Office)., 85- 
22085 


Ocean waves — Remote sensing. 
Coastal ocean dynamics applications 
radar : a user’s guide /, 85-20388 


Oceanography. 
Coastal ocean dynamics applications 
radar : a user’s guide /, 85-2038 
Scatterometer research in 
and meteorology., 85-21793 


Oceanography — Bibliography — 
Periodicals. 
Catalogue of accessioned publications. 
Supplement /, 85-20411 


Oceanography — Indexes — Periodicals. 
Catalogue of accessioned publications. 
Supplement /, 85-20411 


Oceanography — Remote 
Oceanography from space /, 85-21792 


Office practice — Automation. 
Office automation : Office of the Assist- 
ant Chief of Engineers /, 85-20624 
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Offshore gas industry — United States — 
Periodicals. 
Annual report. Outer Continental Shelf 
Oil and Gas Leasing and Production 
Program /, 85-21371 


Proposed St. George Basin sale 89 /, 
85-21147 

Proposed St. George Basin (sale 89) : 
draft environmental impact statement, 
April 1985 /, 85-21146 


Offshore oil industry — Environmental 
aspects — Alaska — Bering Sea. 

Bering Sea summary report, September 
1984 : outer continental shelf oil and 
gas activities in the Bering Sea and 
their onshore impacts /, 85-21368 

Offshore oil industry — United States. 

Oil and gas technologies for the Arctic 
and deepwater., 85-22223 

Oil and gas technologies for the Arctic 
and deepwater : summary., 85-22224 


Offshore oil industry — United States — 
Periodicals. 
Annual report. Outer Continental Shelf 
Oil and Gas Leasing and Production 
Program /, 85-21371 


Aquifer. 
Effects of artificial recharge on the Ogal- 
lala Aquifer, Texas /, 85-21157 


Oil and gas leases — Alaska. 
St. George Basin sale 89 /, 
85-21147 


Oil and gas leases — Pacific Coast (North 
America) 
Pacific Index : April 1983-October 1984 / 
, 85-21369 


Oil and gas leases — Pacific coast (United 

States and Canada) 

Pacific summary report, July 1984 : 
Outer continental shelf oil and gas ac- 
tivities in the Pacific and their onshore 
impacts /, 85-21370 

Oil and gas leases — United States. 

Proposed St. George Basin (sale 89) : 


draft environmental impact statement, 
April 1985 /, 85-21146 


Proposed 1985 outer continental shelf oil 
and gas lease sale offshore the mid- 
Atlantic states, OCS sale no. 111 /, 
85-21144 


5-year outer continental shelf oil and gas 


leasing program for mid-1986 through 
mid-1991., 85-21367 


Oil and gas leases — United States — 
Periodicals. 
Annual report. Outer Continental Shelf 
Oil and Gas Leasing and Production 
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Poor — Hospital care — United States — 
Congresses. 


Uncompensated care in a competitive en- 
vironment : whose problem is it? : pro- 
ceedings, September 13-14, 1984. 85- 
21116 
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Poor — Medical care — United States — 


Uncompensated care in a competitive en- 
vironment : whose problem is it? : pro- 
ceedings, September 13-14, 1984., 85- 
21116 


Population forecasting — United States. 
County intercensal estimates by age, sex, 
and race, 1970-80 /, 85-20287 


Porpoises. 
Porpoise/fisheries interactions within the 
Hawaiian Islands /, 85-20420 


Portugal — Description and travel. 
Background notes, Portugal., 85-21873 


Portugal — Foreign relations — United 
States — Addresses, essays, lectures. 
Democracy, peace, and progress /, 85- 

21864 


Postal service — California. 
The Santa Ana General Mail Facility : a 
case study in the activation of a major 


postal facility /, 85-21826 


Postal service — Examinations. 
Close a registry section., 85-20518 


Postal service — Texas — Fort Worth — 


Buildings. 

Jack D. Watson Post Office Building : 
report (to accompany H.R. 3151)., 85- 
22071 


Postal service — United States — 
Employees. 
Postal employee’s guide to safety. 85- 
21828 


Postal service — United States — Juvenile 
literature. 
How your letter gets there : family color- 
ing book., 85-21825 


Competitors and competition of the U.S. 
Postal Service., 85-21830 


Postal service — United States — Safety 
measures. 
Postal employee’s guide to safety., 85- 
21828 


Potash industry and trade — Soviet Union. 
Potassium chloride from the U.S.S.R. : 
determination of the Commission in in- 
vestigation no. 731-TA-187 (final) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 85-21389 


Potash industry and trade — United States. 
Potassium chloride from the U.S.S.R. : 
determination of the Commission in in- 
vestigation no. 731-TA-187 (final) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 85-21389 





Potassium chloride. 

Potassium chloride from the U.S.S.R. : 
determination of the Commission in in- 
vestigation no. 731-TA-187 (final) 
under the Tariff Act of 1930, together 
with the information obtained in the 
investigation., 85-21389 

Potentiometer. 

Freshwater heads and ground-water tem- 
peratures in aquifers of the Northern 
Great Plains in parts of Montana, 
North Dakota, South Dakota, and Wy- 
oming /, 85-21162 


Pottery — United States — Statistics. 
1982 census of manufactures. Industry 
series. Pottery and related products., 
85-20269 


Poultry — United States — Inspection — 
Statistics — Periodicals. 
Statistical summary, federal meat and 
poultry inspection for fiscal year ... /, 
85-20209 


Poverty — Government policy — United 
States. 
Children in poverty /, 85-22355 
Reducing poverty among children., 
22363 


Powder metallurgy. 

Development of powder metallurgy 
2XXX series Al alloys for high temper- 
ature aircraft structural applications 
[microform] /, 85-21720 


Power resources — Law and legislation — 
United States. 
Compilation of selected energy-related 
legislation /, 85-22293 


Power resources — Law and legislation — 

United States — Periodicals. 

CFR. 18, Power and water resources, 
85-20211 

Code of federal regulations. 18, Conser- 
vation of power and water resources., 
85-20211 

Conservation of power and water re- 
sources, 85-20211 

Energy initiatives of the ... Congress /, 
85-22286 


Power resources — United States. 
Army energy plan /, 85-20483 


Southern 
Hemisphere — Measurement. 
Southern hemisphere atlas of 1-minute 
rainfall rates /, 85-20688 


Pregnancy — Nutritional aspects. 
All about eating for two /, 85-21082 


President’s Private Sector Survey on Cost 
Control (U.S.) 
Oversight of the Grace Commission’s 
procurement recommendations : hear- 
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Printing industry U.S. Statistics. 


ing before the Subcommittee on Over- 
sight of Government Management of 
the Committee on Governmental Af- 
fairs, United States Senate, Ninety- 
ninth Congress, first session, January 
23, 1985., 85-22309 


Pressure vessels — Valves. 
Determining critical flow valve charac- 
teristics using extrapolation techniques 
/, 85-22208 


Pressurized water reactors — Blowdown. 
TRAC-PD2 independent assessment /, 
85-22199 


Pressurized water reactors — Cores — Data 
processing. 

MATADOR : a computer code for the 
analysis of radionuclide behavior 
during degraded core accidents in light 
water reactors /, 85-22217 

MATADOR (Methods for the Analysis 
of Transport And Deposition Of Ra- 
dionuclides) code description and user’s 
manual /, 85-22218 


Pressurized water reactors — Critical heat 
flux. 
TRAC-PD2 independent assessment /, 
85-22199 


Pressurized water reactors — Evaluation. 
Integrated plant safety assessment : sys- 
tematic evaluation program, San 
Onofre Nuclear Generating Station, 
Unit 1 : Southern California Edison 
Company, docket no. 50-206 : draft 
report., 85-22171 


Pressurized water reactors — Loss of 
coolant. 
Determining critical flow valve charac- 
teristics using extrapolation techniques 
/, 85-22208 
TRAC-PD2 independent assessment /, 
85-22199 


Pressurized water reactors — Loss of 
coolant — Periodicals. 
Thermal/hydraulic analysis research pro- 
gram quarterly report /, 85-22198 


Printing, Legislative — United States — 

Finance. 

Authorizing the printing, for committee 
use, of the report entitled “Develop- 
ments in aging, 1984” : report (to ac- 
company S. Res. 30)., 85-22007 


Printing industry — United States — 
Statistics. 
1982 census of manufactures. Industry 
series. Greeting cards, bookbinding, 
printing trade services., 85-20262 
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Privacy, Right of U.S. 


Privacy, Right of — United States. 
Criminal justice information policy : in- 
telligence and investigative records /, 
85-21406 


Product safety. 
CPSC warns of springtime hazards., 
22154 


Product safety — Law and legislation — 
United States. 
Compilation of statutes administered by 
CPSC /, 85-22153 


Production engineering — Bibliography. 
Publications of Center for Manufacturing 
Engineering, 1978-1983 /, 85-20369 


85- 


Production management. 
Production manual for contract adminis- 
tration services., 85-20475 


Project Head Start (U.S.) — Anniversaries, 
etc. 

Commemorating the twentieth anniversa- 
ry of Head Start : report (to accompa- 
ny H. Con. Res. 95) (including cost 
estimate of the Congressional Budget 
Office)., 85-22124 


Project Voyager. 
Multispectral and geomorphic studies of 
processed Voyager 2 images of Europa 
[microform] /, 85-21760 


Investigation of a pulsed electrothermal 
thruster system [microform] / , 85- 
21786 


Propellers — Testing. 
Refined methods of aeroelastic analysis 
and optimisation [microform] / , 85- 
21739 


Propellers, Aerial. 

An experimental investigation of the 
effect of boundary layer refraction on 
the noise from a high-speed propeller 
[microform] /, 85-21506 

Noise generated by a propeller in a wake 
[microform] /, 85-21538 

Summary of recent NASA propeller re- 
search [microform] /, 85-21502 


Propellers, Aerial — Statistics — 
Periodicals. 


Aircraft propellers, 85-20286 


Current industrial reports. MA-37E, Air- 
craft propellers /, 85-20286 


Prosthodontics. 
Instructional program notes : impression- 
ing for proper placement of the lingual 
bar major connector., 85-21987 


Public contracts — United States. 
Constitutionality of GAO’s bid protest 
function : hearings before a subcommit- 
tee of the Committee on Government 
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Operations, House of Representatives, 
Ninety-ninth Congress, first session, 
February 28 and March 7, 1885., 85- 
22306 


Could you use a multibillion dollar cus- 
tomer? : VA invites you to submit your 
product or service., 85-21978 

Digest of the Federal acquisition regula- 
tion for the Department of Defense., 
85-20448 

Hubble space telescope., 85-21794 

Title 48, Federal acquisition regulations 
system : chapter 1 : Federal acquisition 
regulation /, 85-20451 

Transferring responsibility for furnishing 
certified copies of Miller Act payment 
bonds from the Comptroller General to 
the officer that awarded the contract : 
report (to accompany H.R. 596) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22053 


Public health — United States — Statistics. 
Health characteristics according to family 
and personal income, United States., 
85-21090 


Public health — United States — Statistics 


— Bibliography — Catalogs. 
Vital and health statistics, 85-21018 


Public health laboratories — United States. 
Public health laboratory data base man- 
agement system : microbiology/immu- 
nology/epidemiology documentation /, 
85-21100 


Public records — United States. 
For the record : guidelines for official 


records and personal papers. 85- 
21031 


Public records — United States — Access 
control. 

Eligibility verification and privacy in fed- 
eral benefit programs : a delicate bal- 
ance : summary : report to the Con- 
gress /, 85-20998 


Public safety radio service — United States. 
NOAA weather radio : the voice of the 
National Weather Service., 85-20404 


Public schools — United States — States — 
Statistics — Periodicals. 
Public elementary and secondary educa- 
tion, 85-2071], 85-20716 


Public elementary and secondary educa- 
tion in the United States. 85-20711, 
85-20716 


Public service employment — United States. 
Emergency Public Works Employment 
Act of 1983 : report together with ad- 
ditional, supplemental, and minority 
views (to accompany H.R. 2544) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22063 
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Public speaking. 


Fire service leadership/communications : 
speech communications., 85-20888 


Public utilities — Northwestern States. 

Bonneville Power Administration (BPA) 
and Washington Public Power Supply 
System (WPPSS) : oversight hearing 
before the Subcommittee on Mining, 
Forest Management, and Bonneville 
Power Administration of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session., 85- 
22314 


Public welfare — United States — Quality 
control. 

AFDC quality control program : hearing 
before the Subcommittee on Public As- 
sistance and Unemployment Compensa- 
tion of the Committee on Ways and 
Means, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, October 3, 1984., 85-22358 


Public welfare — United States — States — 
Periodicals. 
Aid to families with dependent children, 
85-21045 
Characteristics of state plans for aid to 
families with dependent children under 
the Social Security Act, Title IV-A, 
and for Guam, Puerto Rico, & Virgin 
Islands., 85-21045 


Public welfare — United States — States — 

Statistics — Periodicals. 

Characteristics of state plans for aid to 
families with dependent children, 85- 
21046 

Research tables based on Characteristics 
of state plans for aid to families with 
dependent children : need, eligibility, 
administration in effect., 85-21046 


Public welfare administration — United 

States. 

Eligibility verification and privacy in fed- 
eral benefit programs : a delicate bal- 
ance : summary : report to the Con- 
gress /, 85-20998 


Publishers and publishing — United States 

— Statistics. 

1982 census of manufactures. Industry 
series. Newspapers, periodicals, books, 
and miscellaneous publishing., 85- 
20261 


Pulse generators — Calibration — 

Handbooks, manuals, etc. 

Calibration procedure for pulse genera- 
tor, Hewlett-Packard, models 214A, 
214B, and 214B W/Option 001., 85- 
20587 





October 1985 


Purse seining — Pacific Ocean. 

Draft environmental impact statement : 
proposed amendments to regulations 
governing the taking of marine mam- 
mals associated with tuna purse seining 
Operations., 85-20415 


Pyrites. 
Electrochemical conditioning of a miner- 
al particle bed electrode for flotation /, 
85-21288 


Q 


Quality control — Handbooks, manuals, etc. 
Quality assurance technical development 
program., 85-20474 


Teachers’ comprehension questions 
what functions might they serve? /, 
85-20810 


Radar. 
Radar investigations above the trans- 
Alaska pipeline near Fairbanks /, 85- 
20615 


Radar — Data processing. 
Coastal ocean dynamics applications 
radar : a user’s guide /, 85-20388 


Radar meteorology. 

Color calibrator for RRWDS radar 
remote weather display system /, 85- 
20372 


Radar 
Algorithm for astronomical, point source, 
signal to noise ratio calculations [mi- 
croform] /, 85-21806 


Radiation — Dosage. 

Historical summary of occupational radi- 
ation exposure experience in U.S. com- 
mercial nuclear power plants /, 85- 
22213 


Occupational radiation exposure at com- 
mercial nuclear power reactors 
annual report., 85-22167 


Radiation — Safety measures. 

Historical summary of occupational radi- 
ation exposure experience in U.S. com- 
mercial nuclear power plants /, 85- 
22213 


Radiation . 
LWR pressure vessel surveillance dosim- 
etry improvement program /, 85- 
22196 


Radiation dosimetry — Periodicals. 

L.W.R. pressure vessel surveillance do- 
simetry improvement program. Quar- 
terly progress report, 85-22187, 85- 
22191 





Radioisotopes in sanitary engineering. 


LWR pressure vessel surveillance dosim- 
etry improvement program. Quarterly 
progress report /, 85-22187, 85- 
22191 


Radio — United States — Testing. 
Calibration procedure for radio test set 
AN/GRM-114 and AN/GRM-114A 
(IFR, models 1000S and 1100S)., 85- 
20589 


Radio, Military — Handbooks, manuals, 
etc.. 
Communications procedures and adminis- 
tration : annex B., 85-20479 


Radio operators — United States. 
Airborne communications systems opera- 
tor (AFSC 11650) /, 85-20681 


Radioactive decontamination — South 

Carolina. 

Environmental assessment for renewal of 
special nuclear material license no. 
SNM-1107, docket no. 70-1151, Wes- 
tinghouse Electric Corporation, Nucle- 
ar Fuel Fabrication Plant., 85-22183 


Radioactive decontamination — United 

States. 

Environmental assessment for renewal of 
special nuclear material license no. 
SNM-368, docket no. 70-371, UNC 
Naval Products, Division of UNC Re- 
sources, Inc., 85-22181 


Radioactive pollution of the atmosphere. 
Summary of historical experience with 
releases of radioactive materials from 
commercial nuclear power plants in the 
United States /, 85-22210 


Radioactive substances — Transportation. 
Recommended welding criteria for use in 
the fabrication of shipping containers 
for radioactive materials /, 85-22188 


Radioactive substances — United States — 
Packing. 


Review of DOE waste package pro- 
gram., 85-22186 


Radioactive substances — United States — 
Storage. 
Long-term performance of materials used 


for high-level waste packaging /, 85- 
22200 


Radioactive substances in rivers, lakes, etc. 

— New Mexico — Case studies. 

Mobility of radionuclides in high chloride 
environments : a case study of waters 
within and near the Delaware Basin, 
Southeastern New Mexico /, 85- 
22220 


Radioactive waste disposal — Texas — 
Safety measures. 
The economic implications of locating a 
nuclear waste repository in Texas : 
hearing before the Subcommittee on 
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Nuclear Regulation of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-ninth 
Congress, first session, February 11, 
1985, Hereford, TX., 85-22336 


Radioactive waste disposal — United States. 
Summary of historical experience with 
releases of radioactive materials from 
commercial nuclear power plants in the 
United States /, 85-22210 


Radioactive waste disposal — United States 

— Costs. 

Technology, safety, and costs of decom- 
missioning nuclear reactors at multiple- 
reactor stations : effects on decommis- 
sioning of interim inability to dispose 
of wastes offsite /, 85-22185 


Radioactive waste disposal — United States 
— Safety measures. 
Review of DOE waste package pro- 
gram., 85-22186 


Radioactive waste disposal in the ground — 

Great Basin. 

Geologic and hydrologic characterization 
and evaluation of the Basin and Range 
Province relative to the disposal of 
high-level radioactive waste. 85- 
21155 


Radioactive waste disposal in the ground — 
United States. 
Long-term performance of materials used 
for high-level waste packaging /, 85- 
22200 


Radioactive wastes — Management. 
Assay of long-lived radionuclides in low- 
level wastes from power reactors /, 
85-22212 


Radioactivity — Data processing. 
MATADOR : a computer code for the 
analysis of radionuclide behavior 
during degraded core accidents in light 
water reactors /, 85-22217 
MATADOR (Methods for the Analysis 
of Transport And Deposition Of Ra- 
dionuclides) code description and user’s 
manual /, 85-22218 


Radiochemical analysis. 
Assay of long-lived radionuclides in low- 
level wastes from power reactors /, 
85-22212 


Radioisotopes. 
Assay of long-lived radionuclides in low- 
level wastes from power reactors /, 
85-22212 


Radioisotopes in sanitary engineering. 
Radionuclide migration in groundwater : 
final report /, 85-22206 
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in hydrology — Case studies. 
Mobility of radionuclides in high chloride 
environments : a case study of waters 
within and near the Delaware Basin, 
Southeastern New Mexico /, 85- 
22220 


Railroad law — United States. 

Railroad Safety Improvement Act of 
1984 : report together with minority 
and dissenting views (to accompany 
H.R. 5585) (including cost estimate of 
the Congressional Budget Office)., 85- 
22090 


Railroads — Freight-cars — Standards — 
United States. 
Safety standards for motive power and 
equipment personnel : railroad safety 
program., 85-21924 


Railroads — Pennsylvania — Saltsburg — 

Accidents. 

Railroad accident report : rear end colli- 
sion between Conrail trains OIPI-6 and 
ENPI-6X near Saltsburg, Pennsylvania, 
February 26, 1984., 85-21932 


Railroads — Safety regulations — United 
States. 


Railroad Safety Improvement Act of 
1984 : report together with minority 
and dissenting views (to accompany 
H.R. 5585) (including cost estimate of 
the Congressional Budget Office)., 85- 
22090 


Railroads — United States — Accidents — 
Statistics — Periodicals. 


Accident/incident bulletin., 85-21942 


Railroads — United States — Consolidation. 
Description of revenue provisions of 
H.R. 1930 and background relating to 
proposed transfer of Conrail to Norfolk 
Southern Corporation : scheduled for a 
hearing before the Committee on Ways 
and Means on May 1, 1985 /, 85- 
22348 


Railroads — United States — Safety 


Safety standards for motive power and 
equipment personnel : railroad safety 
program., 85-21924 


Railroads — United States — Track — 

Maintenance and repair. 

Development of a railroad track mainte- 
nance management system for Army 
installations : initial decision report /, 
85-20620 


Rain and rainfall — Southern Hemisphere. 
Southern hemisphere atlas of 1-minute 
rainfall rates /, 85-20688 


Rain forests — Research — Latin America. 
Tropical forest development projects : 
status of environmental and agricultur- 
al research : hearing before the Sub- 
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committee on Natural Resources, Agri- 
culture Research, and Environment of 
the Committee on Science and Tech- 
nology, U.S. House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, September 19, 1984., 85-22338 


Range management — Idaho. 
Cassia resource management plan /, 85- 
21353 


Range management — New Mexico. 
Rangeland program summary : East and 
West Socorro Rangeland Management 
Program : annual update., 85-21363 
Rangeland program summary : Las 
Cruces/Lordsburg Resource Area 
annual update., 85-21364 


White Sands Resource Area rangeland 


program summary : annual update., 
85-21365 


Rare animals — Statistics — Periodicals. 
Convention on international trade in en- 
dangered species of wild fauna and 
flora., 85-21335 


Rare plants — Statistics — Periodicals. 
Convention on international trade in en- 
dangered species of wild fauna and 
flora., 85-21335 


Reading (Elementary) — United States. 
Becoming a nation of readers : the report 
of the Commission on Reading /, 85- 
20714 


Reading (Preschool) 
Acquisition of knowledge about reading 
in the preschool period : an update and 
extension /, 85-20798 


Reading Is Fundamental, inc. 
Raising funds /, 85-21897 


Real estate development — Government 
policy — United States. 
Affordable housing : a selected resource 
guide /, 85-21134 


Real property — United States. 

Description of the tax treatment of im- 
puted interest on deferred payment 
sales of property (and H.R. 242 and 
H.R. 2069) : scheduled for a hearing 
before the Committee on Ways and 
Means on April 24, 1985 /, 85-22347 


Description of the tax treatment of im- 
puted interest on deferred payment 
sales of property (and S. 56, S. 71, S. 
217, S. 251, S. 729 and H.R. 2475, as 
reported by the House Committee on 
Ways and Means) : scheduled for a 
hearing before the Subcommittee on 
Taxation and Debt Management of the 
Senate Committee on Finance on May 





20, 1985 /, 85-22349 
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Real property — United States — 
Management. 


Orientation to real property management 
trust responsibility : a training manual 
in real property management /, 85- 
21265 


Recreation — Vocational guidance — United 
States. 
Careers in commercial and private recre- 
ation /, 85-20814 


Recreation areas — Oregon. 
Recreation area management final plan 
for the Steens Mountain Recreation 
Lands, Oregon /, 85-21357 


Recreation areas — Southwestern States. 
Recreation sites in southwestern national 
forests /, 85-20188 


Recruiting of employees — United States. 
Hiring and training workers /, 85-20808 
Hiring and training workers : 
summary /, 85-20807 

National Endowment for the Humanities 
and the Equal Employment Opportuni- 
ty Commission : sixth report by the 
Committee on Government Operations 
together with dissenting, additional, 
and additional dissenting views., 85- 
22107 


Red dwarfs. 
Einstein solid state spectrometer observa- 
tion of the peculiar red dwarf wolf 630 
AB [microform] /, 85-21526 


Reducing diets. 
Diet books sell well but ... /, 85-21081 


executive 


Reference books — Dentistry — 
Bibliography. 
Dentistry : a guide to sources of informa- 
tion /, 85-21074 


*Reference Books, Medical. 
Characteristics of doctoral scientists and 
engineers in the United States. Detailed 
statistical tables, 85-21822 


Reflective materials. 
Measurement techniques for evaluating 
solar reflector materials /, 85-20365 


Refractory materials — United States — 
Statistics. 
1982 census of mineral industries. Indus- 
try series. Clay, ceramic, and refracto- 
ry minerals., 85-20330 


Refugees — Indochina. 
Southeast Asian refugee self-sufficiency 
study : final report /, 85-21042 


Refugees — United States. 
Southeast Asian refugee self-sufficiency 
study : final report /, 85-21042 
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Refuse and refuse disposal — Environmental 
aspects — United States. 

Technical issues concerned with PCDD 

and PCDF formation and destruction 

in MSW fired incinerators /, 85-20378 


Refuse and refuse disposal — United States. 
Assessment of hazardous waste surface 
impoundment technology : case studies 
and perspectives of experts /, 85- 
20853 


Registers of births, etc. — United States — 
Directories. 
Where to write for vital records., 
21088 


85- 


Rehabilitation of juvenile delinquents — 
United States. 


Project New Pride., 85-21407 


Remedies (Law) — United States. 

Bankruptcy law and repurchase agree- 
ments : hearing before the Subcommit- 
tee on Monopolies and Commercial 
Law of the Commitiee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, second session, on 
H.R. 2852 and H.R. 3418 ... May 2, 
1984., 85-22320 


Remote sensing. 


Oceanography from space /, 85-21792 


Remote sensing — Brazil. 
Areas irrigadas., 85-21733 


Desenvolvimento e teste de um sistema 
de fiscalizapcao das operapcoes de cre- 
dito agrbicola ao nbivel de municbipio 
e de propriedades agrbicolas utilizando 
tbecnicas de sensoriamento remoto., 
85-21694 


Development and testing of a rural credit 
supervision system at the level of coun- 
ties and rural properties utilizing 
remote sensing technique [microform.] 
, 85-21694 

Estudo preliminar sobre a viabilidade de 
deteccao de macrofitas flutuantes 
atraves de processamento digital de 
dados do MSS/LANDSAT., 85- 
21748 


Irrigated lands [microform] : monitoring 


by remote sensing., 85-21733 

A preliminary study of the feasibility of 
detecting the floating macrophytes by 
means of digital processing of MSS/ 
LANDSAT [microform.], 85-21748 


Remote sensing — Brazil — Santa Catarina 

(State) 

Mapping project on land use changes in 
the carboniferous region of Santa Ca- 
tarina [microform.], 85-21734 

Projeto mapeamento da alteracao do uso 


do solo da regiao carbonifera de Santa 
Catarina., 85-21734 
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Remote sensing — Germany. 
Study of the system of middle atmos- 
phere/ionosphere using remote-sensing 
data [microform] /, 85-21491 


Remote sensing — United States. 

Fundamental remote sensing science re- 
search program. Part II, Status report 
of the mathematical pattern recognition 
and image analysis project [microform] 
/, 85-21443 

Non-intrusive speed sensor [microform] : 
NAS8-34658 final report, phase I, RI/ 
RD84-232 /, 85-21703 

Remote sensing applications program [mi- 
croform] : summary report November 
1973-October 1984., 85-21752 


Seventh type II quarterly status and tech- 
nical progress report 21 March 1984-20 
June 1984 for study on spectral/radio- 
metric characteristics of the thematic 
mapper for land use applications [mi- 
croform] /, 85-21751 


A sphere-scanning radiometer for rapid 
directional measurements of sky and 
ground radiance [microform] : the PA- 
RABOLA field instrument /, 85- 
21596 


Renault automobile. 

Frontal crash responses : car-to-car 
impact test of 2 1983 Renault Fuegos 
with a closing velocity of 60.1 mph., 
85-21962 


Report writing — Study and teaching — 
United States. 
Fire service communications : 
85-20890 


Repossession — United States. 
Information to claimants., 


writing /, 


85-21923 


Research — United States — Finance. 
Research and development funding in the 
proposed 1985 budget., 85-22364 


*Research Support — periodicals. 
Status report., 85-21119 


Reservoirs — United States. 
Habitat suitability index models : a low 
effort system for planned coolwater 
and coldwater reservoirs /, 85-21345 


Residential mobility — United States — 

Statistics — Periodicals. 

Annual housing survey, United States 
and regions. Part D, Housing charac- 
teristics of recent movers, 85-20316 

Current housing reports. Series H-150, 
Annual housing survey, United States 
and regions. Part D, Housing charac- 
teristics of recent movers., 85-20316 


Housing characteristics of recent movers, 
85-20316 
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Retail trade — Alabama — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Alabama., 85-20338 


Retail trade — California — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. California., 85-20339 


Retail trade — Florida — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan siatis- 

tical areas. Florida., 85-20340 


Retail trade — Georgia — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Georgia., 85-20341 


Retail trade — Illinois — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Illinois., 85-20342 


Retail trade — Indiana — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Indiana., 85-20343 


Retail trade — Iowa — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Iowa., 85-20344 


Retail trade — Kansas — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Kansas., 85-20345 


Retail trade — Kentucky — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Kentucky., 85-20346 


Retail trade — Mississippi — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Mississippi., 85-20347 


Retail trade — Missouri — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Missouri., 85-20348 


Retail trade — Nebraska — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Nebraska., 85-20349 


Retail trade — North Carolina — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 
tical areas. North Carolina., 85-20350 


Retail trade — North Dakota — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. North Dakota., 85-20351 
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Retail trade Ohio Statistics. 


Retail trade — Ohio — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Ohio., 85-20352 


Retail trade — Oregon — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Oregon., 85-20353 


Retail trade — Pennsylvania — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Pennsylvania., 85-20354 


Retail trade — Texas — Statistics. 
1982 census of retail trade. Major retail 
centers in standard metropolitan statis- 

tical areas. Texas., 85-20355 


Retail trade — United States — Statistics. 
1982 census of retail trade. Industry 
series. Establisment and firm size (in- 
cluding legal form of organization)., 
85-20337 


Retirement income — Taxation — United 
States. 
Comprehensive tax guide to U.S. Civil 
Service retirement benefits., 85-21918 


Revenue sharing — Law and legislation — 

United States. 

State and local fiscal assistance amend- 
ments of 1983 : report together with 
additional and dissenting views (to ac- 
company H.R. 2780) (including cost es- 
timate of the Congressional Budget 
Office)., 85-22059 


Revenue sharing — United States. 
Revenue sharing : 1972-1986 : a plain- 
language explanation of the Revenue 

Sharing Program., 85-21903 


Reye’s syndrome. 
[Possible association between the use of 
aspirin and the onset of Reye Syn- 
drome]., 85-21078 


Reynolds number. 

High Reynolds number tests of the cast 
10-2/DOA 2 airfoil in the Langley 0.3- 
meter transonic cryogenic tunnel - 
phase II [microform] /, 85-21600 


Rhenium ores. 

Effect of rhenium on the structure and 
properties of the weld metal of a mo- 
lybdenum alloy [microform] / , 85- 
21473 


The rheology of icy satellites [microform] 
/, 85-21743 


Rivers — Temperature. 
Harmonic analyses of stream tempera- 
tures in the Upper Colorado River 

Basin /, 85-21168 
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Roads — United States — Design — Awards 
— Periodicals. 
Excellence in highway design /, 85- 
21937 


Roads — United States — Safety measures 

— Case studies. 

Improving highway information at haz- 
ardous locations : seven case studies : 
summary of demonstration project no. 
48 /, 85-21928 


Roadside improvement — United States — 
Awards — Periodicals. 
Excellence in highway design /, 85- 
21937 


Robots, Industrial. 

Translation control of a graphically simu- 
lated robot arm by kinematic rate equa- 
tions that overcome elbow joint singu- 
larity /, 85-21802 


Rock mechanics. 
Overcoring equipment and techniques 
used in rock stress determination (an 
update of IC 8618) /, 85-21294 


Rock-salt. 

Rock salt from Canada : determination of 
the Commission in investigation no. 
731-TA-239 (preliminary) under the 
Tariff Act of 1930, together with the 
information obtained in the investiga- 
tion., 85-21390 


Rocket engines — Combustion. 
Rocket injector anomalies study [micro- 
form] /, 85-21779 


Rocket engines — Thrust. 

An experimental investigation of two-di- 
mensional thrust augmenting ejectors 
[microform] : final report, part II /, 
85-21764 

Investigation of a pulsed electrothermal 
thruster system [microform] / , 85- 
21786 


Rockets (Aeronautics) — Fuel. 

Methane heat transfer investigation tech- 
nical progress narrative [microform] : 
period of performance : 15 August thru 
October 31 /, 85-21648 


Rockets (Aeronautics) — Handbooks, 
manuals, etc. 

Operator and organizational maintenance 
manual : 762-mm rockets MGR-1A and 
MGR-1B, (Honest John rocket 
system)., 85-20548 


Rockets (Aeronautics) — Launching — 

Handbooks, manuals, etc. 

Operator’s manual : launcher, rocket, ar- 
mored vehicle mounted, M270, (1055- 
01-092-0596), Multiple Launch Rocket 
System., 85-20550 
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Rocks — Fracture. 

A 3-dimensional computer model to sim- 
ulate fluid flow and contaminant trans- 
port through a rock fracture system /, 
85-22207 


Rocks — Permeability. 

Rock mass sealing : experimental assess- 
ment of borehole plug performance : 
annual report, June 1983 - May 1984 /, 
85-22215 


Rocks — Testing — Equipment and supplies. 

Overcoring equipment and techniques 

used in rock stress determination (an 
update of IC 8618) /, 85-21294 


Rocks, Metamorphic. 

Geology and geochronology of granitoid 
and metamorphic rocks of late Ar- 
chean age in northwestern Wisconsin /, 
85-21161 


Rocky Mountains Region. 
Harmonic analyses of stream tempera- 
tures in the Upper Colorado River 
Basin /, 85-21168 


Roofing. 
Roofing for historic buildings /, 85- 
21324 


Roofs — Maintenance and repair. 
Roofing for historic buildings /, 85- 
21324 


Root canal therapy. 
Instructional program notes : dental as- 
sistant utilization : endodontics—filling 
the root canal., 85-21983 


Rotors — Dynamics. 

Investigation of the three-dimensional 
flow field within a transonic fan rotor 
[microform] : experiment and analysis / 
, 85-21503 


Rotors (Helicopters) 
Application of the ONERA model of dy- 
namic stall [microform] / , 85-21807 
Hover test of a full-scale hingeless rotor 
[microform] /, 85-21562 


NASA rotor system research aircraft 
flight-test data report [microform] : 
helicopter and compound configuration 
/, 85-21545 


Rubber, Artificial — Statistics. 
1982 census of manufactures. Industry 
series. Plastics materials, synthetic 
rubber, and manmade fibers., 85- 
20263 


Rubber industry and trade — United States 

— Statistics. 

Summary of trade and tariff information : 
miscellaneous rubber and plastics prod- 
ucts : TSUS items 770.05-770.80, 
771.05-771.15, 772.03-772.15, 772.25, 





October 1985 


772.35-772.42, 772.65-772.81, 772.95- 
774.45, and 774.55-774.70., 85-21385 


1982 census of manufactures. Industry 

series. Plastics materials, synthetic 
rubber, and manmade fibers., 85- 
20263 


Rural schools — United States. 
Before school starts : a handbook for new 
elementary rural/small school teachers 
/, %5-20789 


S 


Saccharin — Law and legislation — United 

States. 

Saccharin Study and Labeling Act 
amendments of 1985 : report together 
with additional views (to accompany S. 
484)., 85-22015 


Sailing /, 85-20674 


Sales, Conditional — United States. 
Description of the tax treatment of im- 
puted interest on deferred payment 
sales of property (and H.R. 242 and 
H.R. 2069) : scheduled for a hearing 
before the Committee on Ways and 
Means on April 24, 1985 /, 85-22347 


Description of the tax treatment of im- 
puted interest on deferred payment 
sales of property (and S. 56, S. 71, S. 
217, S. 251, S. 729 and H.R. 2475, as 
reported by the House Committee on 
Ways and Means) : scheduled for a 
hearing before the Subcommittee on 
Taxation and Debt Management of the 
Senate Committee on Finance on May 
20, 1985 /, 85-22349 


Saline water conversion — Freezing process. 

Study of the potential for using liquid 

carbon dioxide for freshwater produc- 

tion at Aquatrain coal transport pipe- 
line terminus sites /, 85-21270 


Saline water conversion — Reverse osmosis 


process. 

Study of the potential for using liquid 
carbon dioxide for freshwater produc- 
tion at Aquatrain coal transport pipe- 
line terminus sites /, 85-21270 


Salmon-fisheries — Law and legislation — 

Canada. 

Pacific Salmon Treaty Act of 1985 : 
hearing before the National Ocean 
Policy Study of the Committee on 
Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-ninth 
Congress, first session, on S. 516 ... 
March 1, 1985., 85-22276 


Salmon-fisheries — Law and legislation — 
United States. 
Pacific Salmon Treaty Act of 1985 : 
hearing before the National Ocean 
Policy Study of the Committee on 





School 


Commerce, Science, and Transporta- 
tion, United States Senate, Ninety-ninth 
Congress, first session, on S. 516 ... 
March 1, 1985., 85-22276 


Salt industry and trade — Canada. 

Rock salt from Canada : determination of 
the Commission in investigation no. 
731-TA-239 (preliminary) under the 
Tariff Act of 1930, together with the 
information obtained in the investiga- 
tion., 85-21390 


Salt industry and trade — United States. 
Rock salt from Canada : determination of 
the Commission in investigation no. 
731-TA-239 (preliminary) under the 
Tariff Act of 1930, together with the 
information obtained in the investiga- 
tion., 85-21390 


Saltwater fishing — United States — 
Statistics — Periodicals. 
Marine recreational fishery _ statistics 
survey. Atlantic and Gulf coasts., 85- 
20413 


San Marino — Description and travel. 
Background notes, San Marino., 
21874 


85- 


Sanctions (International law) — Addresses, 
essays, lectures. 
South Africa : the case against sanctions : 
April 16, 1985., 85-21853 


Sand and gravel industry — United States — 

Statistics. 
1982 census of mineral industries. Indus- 
try series. Sand and gravel., 85-20327 


Sanitary landfills — Leaching. 
Mobility of toxic compounds from haz- 
ardous wastes /, 85-20862 


Sarcoma. 
Limb-sparing treatment of adult soft- 
tissue sarcomas and osteosarcomas., 
85-21052 


The rheology of icy satellites [microform] 
/, 85-21743 


Satellites — Jupiter — Photo maps. 

Atlas of Jovian satellites, 1:5,000,000 
topographic series. Ji-2, shaded relief 
and surface markings of the Ruwa 
Patera Region of IO /, 85-21262 

Atlas of Jovian satellites, 1:5,000,000 
topographic series. Ji-4, shaded relief 
and surface markings of the Lerna 
Region of IO /, 85-21263 


Saturn (Planet) — Ring system. 
Wet model of Saturn’s ionosphere [micro- 
form] : water from the rings /, 85- 
21586 


Saudi Arabia — Index maps. 
Index map of published 1:100,000-scale 
geologic quadrangle maps prepared for 
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mgt and organization U.S. Decision 


the Directorate General of Mineral Re- 
sources, Kingdom of Saudi Arabia [mi- 
croform] /, 85-21175 


Savannah National Wildlife Refuge (Ga. and 
S.C.) 


Laurel Hill Wildlife Drive., 85-21333 


Sawmills — United States — Statistics. 
1982 census of manufactures. Industry 
series. Logging camps, sawmills, and 
planing mills., 85-20257 


Scattering (Physics) 
Scatterometer research in oceanography 
and meteorology., 85-21793 


Schloenbachia leonensis. 
The Lower Cretaceous ammonite 
Schloenbachia leonensis Conrad var. 
equidistans Cragin /, 85-21154 


School administrators — United States. 
Executive summary of the final report : a 
survey of school administrators and 
policy makers /, 85-20780 


School integration — United States. 
Student achievement in an integrated set- 
ting /, 85-20821 


School management and organization — 
United States. 
Evaluation Systems Project : defining 
school district instructional information 
systems /, 85-20724 


Executive summary of the final report : a 
survey of school administrators and 
policy makers /, 85-20780 

The generation of practical theory : 
schools as political organizations /, 
85-20734 

Implementing school improvement strate- 
gies /, 85-20775 


Old wine in new bottles : the quality of 
work life in schools and school districts 
/, %85-20735 

Organizational analysis of stress : the case 
of elementary and secondary schools /, 
85-20736 

School reform : the policy implications of 
the effective schools literature /, 85- 
20771 

Toward strategic independence : policy 
considerations for enhancing school ef- 
fectiveness /, 85-20773 


Transforming the frog into the prince : 
effective schools research, policy, and 
practice at the district level /, 85- 
20779 


School management and organization — 
United States — Decision making. 
The teacher as decision maker /, 85- 
20815 
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School superintendents and principals, Rating of. 


School superintendents and principals, Rating 
of. 

Improving conditions for principal effec- 
tiveness : policy implications of re- 
search on effective principals / A. 
Lorri Manasse., 85-20776 


Schools — United States — Records and 


correspondence. 

Evaluation Systems Project : defining 
school district instructional information 
systems /, 85-20724 


Science — Social aspects. 
Social sciences and space exploration : 
new directions for university instruc- 
tion /, 85-21652 


Science — Social aspects — Addresses, 
essays, lectures. 
The impact of science on society /, 85- 
21655 


Science — Study and teaching (Elementary) 
— United States. 
Ways of going wrong in teaching for 
conceptual change : report on the con- 
ceptual change project /, 85-20729 


Science — United States — Bibliography — 
Catalogs. 
Publications of the National Science 
Foundation., 85-21821 


*Science — United States — statistics. 
Characteristics of doctoral scientists and 
engineers in the United States. Detailed 
statistical tables., 85-21822 


Science and state — United States. 

1985 science and technology posture 
hearing with the Director of the Office 
of Science and Technology Policy : 
hearing before the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-ninth Con- 

second session, February 5, 
85-22341 


Science teachers — United States. 
Projections of future shortages of mathe- 
matics and science teachers /, 85- 
20740 


Scientific satellites. 

Utilization of the polar platform of 
NASA’s space station program for 
operational earth observations /, 85- 
20390 


1985., 


Scientists — Employment — United States 
— Periodicals. 
Science and engineering personnel., 85- 
21824 


Scientists — Soviet Union — Directories. 
Directory of Soviet officials : science and 
education : a reference aid., 85-21841 
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Scientists — United States — Statistics — 
Periodicals. 
Characteristics of doctoral scientists and 
engineers in the United States. Detailed 
statistical tables., 85-21822 


Scrap metals — Identification. 
Spectral characteristics of grinding sparks 
used for identification of scrap metals / 
» 85-21289 


Scrap metals — Recycling. 
Deposition of nickel-cobalt alloys by con- 
trolled-potential electrolysis /, 85- 
21284 


Scrubber (Chemical technology) 

Capital and O&M cost relationships for 
hazardous waste incineration : adden- 
dum no. 1—ionizing wet scrubber costs 
/, 85-20857 


Scrubber (Chemical technology) — 
Evaluation. 


Wet scrubber inspection and evaluation 
manual /, 85-20835 


Sea ice — United States — Measurements. 
Active microwave measurements of sea 
ice under fall conditions [microform] : 
the RADARSAT/FIREX fall experi- 
ment /, 85-21695 


Seagrasses — Atlantic Coast (United States 
and Canada) 


The ecology of eelgrass meadows of the 
Atlantic Coast : a community profile /, 
85-21341 


Sealing — Law and legislation — North 

Pacific Ocean. 

North Pacific fur seals : current problems 
and opportunities concerning conserva- 
tion and management : a special report 
to the President and the Congress /, 
85-22221 


Sealing compounds. 
Value engineering study of crack and 
joint sealing., 85-21940 


Seamanship. 
Sailing /, 85-20674 


Search and rescue 
SARSAT : search and rescue satellite- 
aided tracking., 85-20409 


Securities — United States. 
United States of America, treasury notes 
of December 31, 1986, series AC-1986., 
85-21906 


United States of America, treasury notes 
of December 31, 1988, series Q-1988., 
85-21907 


United States of America, treasury notes 
of February 15, 1990, series G-1990., 
85-21905 


United States of America, treasury notes 


of January 15, 1992, series D-1992., 
85-21908 
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Sediment transport — Pennsylvania — 

Schuylkill River Watershed. 

Distribution and transport of trace sub- 
stances in the Schuylkill River Basin 
from Berne to Philadelphia, Pennsylva- 
nia /, 85-21158 


Seed industry and trade — Tanzania. 
Tanzania seed multiplication /, 85-21893 


Seeds — Quality — Tanzania. 
Tanzania seed multiplication /, 85-21893 


Seeds — Tanzania. 
Tanzania seed multiplication /, 85-21893 


Seger, Martha Romayne, 1932- 

Nomination of Martha Romayne Seger : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-ninth 
Congress, first session, on nomination 
of Martha Romayne Seger to be a 
member of the Board of Governors of 
the Federal Reserve System for a term 
of 14 years from February 1, 1984; 
March 27, 1985., 85-22271 


Segregation in education — United States. 
Effective strategies for avoiding within 
school resegregation /, 85-20757 


Seismology — Missouri — New Madrid — 
Observations. 
New Madrid seismotectonic study : ac- 
tivities during fiscal year 1983 /, 85- 
22219 


Seismology — Research — Law and 
legislation — United States. 
Earthquake Hazards Reduction Act of 
1977 authorization : report (to accom- 
pany S. 817)., 85-22011 


Seismology — Research — Missouri — New 
Madrid. 


New Madrid seismotectonic study : ac- 
tivities during fiscal year 1983 /, 85- 
22219 


— Research — United States. 
Geophysical-geological studies of possible 
extensions of the New Madrid fault 
zone /, 85-22189 


Seismology — Research — United States — 
Finance. 
Earthquake Hazards Reduction Act of 
1977 authorization : report (to accom- 
pany S. 817)., 85-22011 


Sequential machine theory — Handbooks, 
manuals, etc. 
Digital techniques., 85-20687 


Service industries — South Carolina. 
1982 census of service industries. Geo- 
graphic area series. South Carolina., 
85-20356 





October 1985 


Service industries — United States — 
Statistics. 
1982 census of manufactures. Industry 
series. Service industry machines and 
machine shops., 85-20278 


Sewage disposal. 
Handbook : improving POTW perform- 
ance using the composite correction 
program approach /, 85-20884 


Sewage disposal in the ground — United 
States. 


Technical-economic study of sewage 
sludge disposal on dedicated land /, 
85-20852 


Sewage disposal plants — Environmental 
aspects — United States. 
Evaluation of health risks associated with 
wastewater treatment and sludge com- 
posting /, 85-20844 


Sewage disposal plants — United States. 
Handbook : improving POTW perform- 
ance using the composite correction 
program approach /, 85-20884 


Sewage disposal plants — United States — 
Equipment and supplies. 
Design information on rotating biological 
contactors /, 85-20838 


Sewage sludge. 
Technical-economic study of sewage 
sludge disposal on dedicated land /, 

85-20852 


Sewage sludge — Physiological effect. 
Evaluation of health risks associated with 
wastewater treatment and sludge com- 
posting /, 85-20844 


Shale oils. 
Auto-oxidation potential of raw and re- 
tored oil shale /, 85-20847 


Shannon, John W. 

Nomination of John W. Shannon to be 
Assistant Secretary of the Army (In- 
stallations and Logistics) : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, Ninety-ninth 

first session ... January 23, 
1985., 85-22260 


Shear (Mechanics) 

Deformation measurements of composite 
multi-span beam shear specimens by 
moire interferometry [microform] / , 
85-21670 


Shipbuilding — United States — Costs. 
Department of Justice investigation of 
false shipbuilding claims : joint hearing 
before the Subcommittee on Adminis- 
trative Practice and Procedure of the 
Committee on the Judiciary, United 
States Senate, and Subcommittee on 
International Trade, Finance, and Se- 
curity Economics of the Joint Econom- 





ic Committee, Congress of the United 
States, Ninety-eighth Congress, second 
session ... October 1, 1984., 85-22329 


Shipment of goods — Law and legislation — 
United States. 

Guide to applying for permanent operat- 

ing authority : property /, 85-21374 


Shipping — Atlantic Coast (U.S.) — 
Statistics — P. 
Waterborne commerce of the United 
States. Part 1, Waterways and harbors, 
Atlantic Coast /, 85-20605 


Waterways and harbors, Atlantic Coast, 
85-20605 


Shipping — United States — Statistics — 
Periodicals. 
National summaries, 85-20606 


United States oceanborne foreign trade 
routes., 85-21972 


Waterborne commerce of the United 
States. Part 5, National summaries /, 
85-20606 


Shipwrecks — Missouri — Saint Louis. 
Marine accident report : ramming of the 
Poplar Street Bridge by the towboat 
M/V Erin Marie and its twelve-barge 
tow, St. Louis, Missouri, April 26, 1984 
/, 85-21933 


Shock waves. 
Local stability analysis for a planar shock 
wave [microform] /, 85-21803 


Shore-lines — Minnesota — Orwell Lake. 
Shoreline erosion processes, Orwell Lake, 
Minnesota /, 85-20617 


Shoshone National Forest (Wyo.) 

Final North Fork Well environmental 
impact statement, Shoshone National 
Forest, Park County, Wyoming /, 85- 
21143 


Siding (Building materials) 
Review of siding materials for turnkey 
procurement of Army family housing / 
, 85-20626 


Signal generators — Calibration. 
Calibration procedure for signal genera- 
tor SG-1144/U., 85-20590 


Signal processing. 

Algorithm for astronomical, point source, 
signal to noise ratio calculations [mi- 
croform] /, 85-21806 

An ultra-high speed residue processor for 
SAFT inspection system image en- 
hancement : final report /, 85-22214 

Signal processing — Congresses. 

High-resolution spatial processing in un- 

derwater acoustics /, 85-20633 
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Signal processing — Digital techniques — 
Handbooks, manuals, etc. 
Digital techniques., 85-20687 


Silicon. 
Surface property modification of silicon 
[microform] /, 85-21736 


Silicon alloys. 

Development of a polysilicon process 
based on chemical vapor deposition 
(phase 1 & phase 2) [microform] / , 
85-21738 


Silicon carbide. 

Effects of applied pressure on hot-press- 
ing of V7I-SiC [microform] / , &85- 
21449 

Sintering behavior of ultrafine silicon car- 
bide powders obtained by vapor phase 
reaction [microform] /, 85-21454 


Silicon nitride. 

Crystallization of the glassy phase of 
grain boundaries in silicon nitride [mi- 
croform] /, 85-21467 

Effects of applied pressure on hot-press- 
ing of VTI-SiC [microform] / , 85- 
21449 

Hot-pressed silicon nitride with various 
lanthanide oxides as sintering additives 
[microform] /, 85-21456 

Kakushu rantanido sankabutsu o shoketsu 
jozai to suru chikka keiso hotto-puresu 
shokettai., 85-21456 


Sintering. 

Hot-pressed silicon nitride with various 
lanthanide oxides as sintering additives 
[microform] /, 85-21456 

Kakushu rantanido sankabutsu o shoketsu 
jozai to suru chikka keiso hotto-puresu 
shokettai., 85-21456 


Skin — Care and hygiene. 
Tan now, pay later? /, 85-21086 


Slurry. 
Development of carbon slurry fuels for 
transportation (hybrid fuels-phase II) 
[microform] /, 85-21770 


Small business — United States. 
Beyond a dream : an instructor’s guide 
for small business exploration /, 85- 
20703 


Small business — United States — Awards. 
‘Small business : America at work : U.S. 
Small Business Week, May 5-11, 1985., 
85-21896 


Small business — United States — 
Directories. 
Small business subcontracting directory., 
85-20447 


Page I-473 





Small business U.S. Finance. 


Small business — United States — Finance. 
S. 408, a bill to authorize and provide 
program levels for the Small Business 
Administration for fiscal years 1986, 
1987, and 1988 : hearings before the 
Committee on Small Business, United 
States Senate, Ninety-ninth Congress, 
first session ... February 21, 28, and 
March 7, 1985., 85-22345 


Small brsiness — United States — 
Periodicals. 
The State of small business : a report of 
the President transmitted to the Con- 
gress., 85-21895 


Small Business Week. 
Small business : America at work : U.S. 
Small Business Week, May 5-11, 1985., 
85-21896 


Smithsonian Institution. Board of Regents — 
Appointments, promotions, salaries, etc. 
Providing for the appointment of Barna- 

bas McHenry as a citizen regent of the 
Board of Regents of the Smithsonian 
Institution : report (to accompany S.J. 
Res. 81)., 85-22022 


Snoqualmie National Forest (Wash.) — 
Maps. 


Mt. Baker-Snoqualmie National Forest, 
Washington /, 85-20195 


Social interaction — United States. 
Intepretation and manipulation in human 
plans /, 85-20811 


Social perception. 
Intepretation and manipulation in human 
plans /, 85-20811 


Social sciences — Study and teaching. 
Social sciences and space exploration : 
new directions for university instruc- 
tion /, 85-21652 


Social sciences — Study and teaching — 
United States — Audio-visual aids — 
Periodicals. 

Data book of social studies materials and 
resources., 85-20715 


Social sciences — Study and teaching — 
United States — Periodicals. 
Data book of social studies materials and 
resources., 85-20715 


Social sciences —- United States — Text- 
books — Periodicals. 
Data book of social studies materials and 
resources., 85-20715 


Social security — Law and legislation — 

United States. 

Social security minor and _ technical 
changes act of 1985 : report (to accom- 
pany H.R. 2005) (including cost esti- 
mate of the Congressional Budget 
Office)., 85-22120 
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Social security — United States. 
A Guide to supplemental security 
income., 85-21044 


Reductions in social security benefit 
levels : the notch : hearing before the 
Select Committee on Aging, House of 
Representatives, Ninety-eighth Con- 
gress, second session., 85-22234 

SSI for aged, disabled, and blind people., 
85-21038 

Your social security check = deres social 
security check : udenfor U.S.A., 85- 
21039 

Your social security check = 
socialneho zabezpecenia : pocas Vasej 
nepritomnosti v Spojenych statoch 
americkych., 85-21040 

The 1982 new beneficiary survey., 85- 
21043 


Social security beneficiaries — United States 
— Statistics — Periodicals. 
Program and demographic characteristics 
of supplemental security income benefi- 
ciaries /, 85-21047 


Social work with delinquents and criminals 
— United States. 
Project New Pride., 85-21407 


Soft toy making. 
Summary of trade and tariff information : 
dolls and stuffed toy animals : TSUS 
items 737.21-737.30., 85-21384 


Soil conservation — Ohio — Cuyahoga 
Valley National Recreation Area. 
Providing certain authority to reduce 

erosion within the Cuyahoga Valley 
National Recreation Area : report (to 
accompany H.R. 934) (including cost 
estimate of the Congressional Budget 
Office)., 85-22134 


Soil erosion — United States. 
Hydraulic flume laboratory erosion-test 
equipment /, 85-21273 


Soil mineralogy — Michigan — Maps. 
Chromium distribution in B-horizon soils, 
Iron River 1 x 2 quadrangle, Michigan 
and Wisconsin /, 85-21258 


Soil mineralogy —- Wisconsin — Maps. 
Chromium distribution in B-horizon soils, 
Iron River 1 x 2 quadrangle, Michigan 
and Wisconsin /, 85-21258 
Soils — Florida — Bay County — Maps. 
Soil survey of Bay County, Florida /, 
85-20203 


Soils — Indiana — Lawrence County — 


Maps. 
Soil survey of Lawrence County, Indiana 
/, %5-20204 
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Soils — Michigan — Molybdenum content 
Molybdenum distribution in B-horizon 
soils, Iron River 1 x 2 quadrangle, 
Michigan and Wisconsin /, 85-21259 


Soils — Ohio — Athens County — Maps. 
Soil survey of Athens County, Ohio /, 
85-20202 


Soils — Wisconsin — Molybdenum content 
— Maps. 
Molybdenum distribution in B-horizon 
soils, Iron River 1 x 2 quadrangle, 
Michigan and Wisconsin /, 85-21259 


Soils — Wisconsin — Waupaca County — 
Maps. 
Soil survey of Waupaca County, Wiscon- 
sin /, 85-20205 


Solar activity — Observations. 
Solar Activity Monitoring Satellite 
(SAMSAT) : impact on space environ- 
ment services /, 85-20391 


Solar collectors. 
Measurement techniques for evaluating 
solar reflector materials /, 85-20365 


Solar energy. 
Interactions of twin boundaries and dislo- 
cations in solar silicon [microform] : 
topical technical report /, 85-21731 


Solar energy — United States. 


Active regions [microform] / , 85-21697 


Measurement techniques for evaluating 
solar reflector materials /, 85-20365 


Short duration winter-time performances 
of different passive solar systems /, 
85-20374 

Thermal performance testing of passive 


solar components in the NBS calorime- 
ter /, 85-20371 


Solar magnetic field — Data processing. 
Real-time solar magnetograph operation 
system software design and user’s guide 
[microform] /, 85-21613 


Solar magnetic field — Observations. 
Studies of solar magnetic fields during 
the solar maximum year [microform] / 
, 85-21615 


Solar wind. 
Coalescence of two pressure waves asso- 
ciated with stream interactions [micro- 
form] /, 85-21577 


Solid state electronics. 
State-of-the-art of solid-state motor con- 
trollers /, 85-22216 


Sonar — Congresses. 
High-resolution spatial processing in un- 
derwater acoustics /, 85-20633 
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Sound pressure. 

A theoretical prediction of the acoustic 
pressure generated by turbulence-flame 
front interactions [microform] / , 85- 
21497 


Sound-waves. 

Shear-layer correction after amiet under 
consideration of additional temperature 
gradient [microform] : working dia- 
grams for correction of signals /, 85- 
21485 


South Africa — Foreign relations — United 
States — Addresses, essays, lectures. 
South Africa : the case against sanctions : 

April 16, 1985., 85-21853 


The U.S. response to apartheid in South 
Africa : April 17, 1985., 85-21855 


The U.S. response to apartheid in South 
Africa : April 17, 1985., 85-21855 


South Dakota — Population — Statistics. 
Estimates of the population of South 
Dakota counties and metropolitan 
areas, July 1, 1981, 1982, and 1983., 
85-20305 


Soviet Union — Foreign relations — United 
States. 


US-Soviet relations., 85-21888 


Soviet Union — Foreign relations — United 
States — Addresses, essays, lectures. 
Arms control : the first round in Geneva 

/, 85-21862 


U.S.-Soviet relations : May 1985., 
21868 


Soviet Union — Officials and employees — 
Directories. 
Directory of Soviet officials : science and 
education : a reference aid., 85-21841 


Soviet Union. Raboche-Krestianskaia 
Krasnaia Armiia — Airborne troops — 
History. 

The Soviet airborne experience /, 85- 
20632 


Soviet Union. Raboche-Krestianskaia 
Krasnaia Armiia — Parachute troops — 
History. 

The Soviet airborne experience /, 85- 
20632 


Space flight. 
A high energy stage for the National 
Space Transportation System [micro- 
form] /, 85-21521 


Space flight — Physiological effect. 
Human response to vibroacoustic envi- 
ronments of space vehicles [microform] 
/, 85-21611 


85- 
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Space medicine. 
Air Force Aerospace Medical Research 
Laboratory /, 85-20679 


Increase in whole-body peripheral vascu- 
lar resistance during three hours of air 
or oxygen prebreathing [microform] / , 
85-21444 


Pulmonary artery location during micro- 
gravity activity [microform] : potential 
impact for chest-mounted Doppler 
during space travel /, 85-21445 


Space optics. 

A sphere-scanning radiometer for rapid 
directional measurements of sky and 
ground radiance [microform] : the PA- 
RABOLA field instrument /, 85- 
21596 


Space optics — Data processing. 
Documentation for the machine-readable 
version of a catalogue of extragalactic 
radio source identifications [microform] 
: Veron-Cetty and Veron 1983 /, 85- 
21641 


Space sciences — Bibliography. 
NSSDC and WDC-A-R&S document 
availability and distribution services 

{microform.], 85-21642 


Space shuttles. 
Feasibility of producing commodities and 
electricity for space shuttle operations 
at Vandenberg Air Force Base /, 85- 
20868 


The next logical step., 85-21440 

Non-intrusive speed sensor [microform] : 
NAS8-34658 final report, phase I, RI/ 
RD84-232 /, 85-21703 


Nuclear processes in the jets of SS433 
[microform] /, 85-21575 


Oil-flow study of a spce shuttle orbiter 
tip-fin controller [microform] / , 85- 
21602 


Shuttle Experimental Radar for Geologi- 
cal Exploration (SERGE) [microform] 
: field work relating to the shuttle., 
85-21750 


Space shuttle orbiter trimmed center-of- 
gravity extension study. Volume viii, 
Effects of configuration modifications 
on the aerodynamic characteristics of 
the 140 A/B orbiter at a mach number 
of 5.97 [microform] /, 85-21446 

Space shuttle wind tunnel testing pro- 
gram summary /, 85-21811 

Spinoff 1984 /, 85-21535 

STS natural environment analysis [micro- 
form] : final report for the contract 
period August 1 - September 30, 1984 / 
, 85-21706 

STS-13 (41-C) BET products [micro- 
form] /, 85-21710 
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Space vehicles. 


A study of leeside flow field heat transfer 
on shuttle orbiter configurations [mi- 
croform] /, 85-21713 


Verification tests of durable TPS con- 
cepts [microform] /, 85-21610 


Space shuttles — Handbooks, manuals, etc. 
STS-23 (51-D) cargo handbook. 85- 
21649 


Space stations. 

Applications of Tethers in Space [micro- 
form] : executive summary, 15-17 June 
1983, Williamsburg, Virginia /, 85- 
21700 

Applications of tethers in space, 15-17 
June 1983, Williamsburg, Virginia [mi- 
croform] /, 85-21701 

Definition of technology development 
missions for early space stations [mi- 
croform] : large space structures /, 
85-21704 

Human response to vibroacoustic envi- 
ronments of space vehicles [microform] 
/, 85-21611 

The next logical step., 85-21440 


Power subsystem automation study [mi- 
croform] : phase 2, final report /, 85- 
21705 

Selected tether applications in space [mi- 


croform] : an analysis of five selected 
concepts., 85-21707 


Space station /, 85-21653 
Space stations [microform] : living in 
zero gravity : developmental task for 


psychologists and space environmental 
experts /, 85-21481 


Spinoff 1984 /, 85-21535 


Structural performance of orthogonal tet- 
rahedral truss space-station configura- 
tions [microform] /, 85-21598 


Utilization of the polar platform of 
NASA’s space station program for 
operational earth observations /, 85- 
20390 


Space stations — Industrial applications — 


Congresses. 

Second Symposium on Space Industriali- 
zation [microform] : proceedings of a 
symposium sponsored by NASA Mar- 
shall Space Flight Center, the Ameri- 
can Institute of Aeronautics and Astro- 
nautics, and The University of Ala- 
bama and held at Huntsville Hilton 
inn, Huntsville, Alabama, February 13- 
15, 1984., 85-21795 


Space trajectories. 
STS-13 (41-C) BET products [micro- 
form] /, 85-21710 


Space vehicles. 


Experimental and predicted heating dis- 
tributions for biconics at incidence in 
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Space vehicles. 


air at Mach 10 [microform] / , 85- 
21799 


A user’s guide to the flexible spacecraft 
dynamics and control program-V [mi- 
croform] /, 85-21647 


Space vehicles — Attitude control systems. 
Autonomous attitude determination 
system (AADS) [microform.] , 85- 
21645 


Space vehicles — Data processing. 
Interactive flight control system analysis 
program [microform] /, 85-21711 
An operating system for future aerospace 
vehicle computer systems [microform] 
/, 85-21537 


Space vehicles — Equipment and supplies. 
Large-diameter astromast development, 
phase II, final report [microform] / , 
85-21702 


vehicles — Landing. 
STS-13 (41-C) BET products [micro- 
form] /, 85-21710 


LEO atomic oxygen effects on spacecraft 
materials [microform] : STS-5 results /, 
85-21612 


Space vehicles — Propulsion systems. 

Energy efficient engine flight propulsion 
system preliminary analysis and design 
report [microform] : final update /, 
85-21778 

The mechanisms of flame holding in the 
wake of a bluff body [microform] : 
final report NASA grant NAG 3-60, 
May 21, 1980 to August 21, 1983 /, 
85-21754 


Spain — Description and travel. 
Background notes, Spain., 85-21875 


Spanish language — Glossaries, vocabularies, 
etc. 


English-Spanish glossary of words and 
phrases used in publications issued by 
the Internal Revenue Service., 85- 
21920 


Spark tests. 
Spectral characteristics of grinding sparks 
used for identification of scrap metals / 
, 85-21289 


Special funds — United States. 
Background and issues relating to House 
bills for reauthorization and financing 
of the Superfund : scheduled for a 
hearing before the Committee on Ways 
and Means on May 9, 1985 /, 85- 
22351 
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Spectral theory (Mathematics) — 
Mathematical models. 
Final report on biophysical and spectral 
modeling for crop identification and as- 
sessment [microform] /, 85-21708 


Spectrometer. : 
A cryogenically cooled, multidetector 
meter for infrared astronomy 
[microform] /, 85-21565 
Einstein solid state spectrometer observa- 
tion of the peculiar red dwarf wolf 630 
AB [microform] /, 85-21526 


analysis. 

Analysis and testing of a new method for 
drop size.measurement using laser light 
scatter interferometry [microform] / , 
85-21768 


Study of the system of middle atmos- 
phere/ionosphere using remote-sensing 
data [microform] /, 85-21491 


Speech therapy — United States. 
Speech-language pathology and audiol- 
ogy : an educational perspective for the 
future /, 85-20782 


Spinning — Statistics. 
1982 census of manufactures.: Industry 
series. Yarn and thread mills. 85- 
20254 


Spiny lobsters — Hawaii. 
1983 economic status report on the 
Northwestern Hawaiian Islands spiny 
lobster fishery /, 85-20425 


Sprinkel, Beryl W. 

Nomination of Beryl Wayne Sprinkel : 
hearing before the Committee on Bank- 
ing, Housing, and Urban Affairs, 
United States Senate, Ninety-ninth 
Congress, first session, on the nomina- 
tion of Beryl Wayne Sprinkel, to be 
chairman of the Council of Economic 
Advisers, April 2, 1985., 85-22270 


Stability. 
Stability of organic audit materials and 
results of source test analysis audits— 
status report #6 /, 85-20863 


Stalling (Aerodynamics) 
Subsonic/transonic stall flutter investiga- 
tion of a rotating rig [microform] / , 
85-21767 


Standard deviations — Measurement — 
Handbooks, manuals, etc. 
Calibration procedure for carrier devi- 
ation meter, Marconi, type TF 791D., 
85-20588 


Star trackers. 

Optical analysis of the star-tracker tele- 
scope for gravity probe [microform] / , 
85-21619 

Optical contacting for gravity probe star 
tracker [microform] /, 85-21620 
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Stars. 
A Large scale height galactic component 
of the diffuse 2-60 keV background 
[microform] /, 85-21524 


Stars — Evolution. 
The Energetics and mass structure of re- 
gions of star formation, $201 [micro- 
form] /, 85-21551 


Statue of Liberty National Monument (New 

York, N.Y.) 

Statue of Liberty-Ellis Island Commemo- 
rative Coin Act : joint hearing before 
the Subcommittee on Consumer Affairs 
and Coinage of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, and the 
Senate Banking, Housing, and Urban 
Affairs Committee, Ninety-ninth Con- 
gress, first session, on H.R. 47 ... S. 233 
... February 20, 1985., 85-22264 


Steam. 
Adding steam to control dust in mineral 
processing /, 85-21287 


Steam-boilers. 
Corrosion of materials used in steam gen- 
erating boiler systems /, 85-20376 


Steam-pipes — Evaluation. 
Investigation of tri-service heat distribu- 
tion systems /, 85-20621 


Steel industry and trade — United States — 
Statistics. 
Summary of trade and tariff information : 
iron and steel : TSUS items 606.13- 
606.19 and 606.55-610.93., 85-21383 


Stirling engines. 
Automotive Stirling engine development 
program [microform] : RESD summa- 
ry report /, 85-21775 


Stokes, Mary E. 
Mary E. Stokes : report (to accompany 
H.R. 1783)., 85-22129 


Stone — United States. 
Dimension stone : a chapter from Mineral 
facts and problems, 1985 edition., 85- 
21277 


— United States — Statistics. 

1982 census of construction industries. In- 

dustry series. Masonry, stone setting, 

and other stonework special trade con- 
tractors, industry 1741., 85-20334 


Storms — United States — Periodicals. 
National severe local storms operations 
plan /, 85-20389 


Story-telling — United States. 
Investigating children’s story productions 
/, %5-20746 
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Stream measurements — Florida — 
Yearbooks. 

Florida, 85-21173 

U.S.G.S. water resources data. Florida, 
85-21173 


USGS water resources data. Florida, 
85-21173 


Water resources data. Florida., 85-21173 
Water resources data, Florida, 85-21173 


Stream measurements — Kansas. 

Transit losses and traveltimes for reser- 
voir releases during drought conditions 
along the Neosho River from Council 
Grove Lake to Iola, east-central 
Kansas /, 85-21172 


Stream measurements — South Carolina — 
Yearbooks. 
South Carolina, 85-21174 


U.S.G.S. water resources data, 85-21174 
USGS water resources data, 85-21174 


Water resources data. South Carolina., 
85-21174 


Stream measurements — United States. 
Water measurement manual /, 85-21267 


Isolation and identification of strepto- 
cocci : techniques manual /, 85-21102 


*Stress, Psychological — congresses 
Preventing stress-related psychiatric dis- 
orders : proceedings of a research plan- 
ning workshop held at the Langley 
Porter Psychiatric Institute, University 
of California, December 10-11, 1981 /, 
85-21113 


Stress (Psychology) 
Stress among police officers /, 85-21108 


Stress (Psychology) — Congresses. 
Preventing stress-related psychiatric dis- 
orders : proceedings of a research plan- 
ning workshop held at the Langley 
Porter Psychiatric Institute, University 
of California, December 10-11, 1981 /, 
85-21113 


Stress corrosion. 

A study of environmental characteriza- 
tion of conventional and advanced alu- 
minum alloys for selection and design 
[microform] /, 85-21719 


Stress relieving (Materials) 

Influence of vertical compressive stress 
on shear resistance of concrete block 
masonry walls /, 85-20373 

Material properties, loads, and stress anal- 
ysis [microform] : Spartan REM : ap- 
pendix A /, 85-21698 


Strip mining — Environmental aspects — 
Tennessee. 
Comprehensive impacts of permit deci- 
sions under Tennessee federal program 





Supplemental security income program U.S, 


: final environmental impact statement 
/, 85-21148 


Strip mining — Law and legislation — 
United States. 
A Review of the unsuitability criteria in 
federal coal leasing /, 85-21355 


Student aid — Law and legislation — United 

States. 

Hearings on the reauthorization of the 
Higher Education Act hearings 
before the Subcommittee on Postsec- 
ondary Education of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, on H.R. 5240 ... hear- 
ings held in Washington, DC, on 
March 27, 28, 29; St. Louis, MO ... 
Flushing, NY ... Winona, MN ... Eau 
Claire, WI ... and Washington, DC, on 
April 10, 11, 12, 1984., 85-22281 


Student aid — United States — Handbooks, 
manuals, etc. 
Federal student financial aid handbook., 
85-20698 


Student loan funds — United States. 
Counselor’s handbook : a federal student 
aid reference., 85-20696 


Deferment and cancellation guide, Na- 
tional Defense/Direct Student Loan 
Program., 85-20699 


Student loan funds — United States — 
Handbooks, manuals, etc. 
Federal student financial aid handbook., 
85-20698 


Subcontracting — United States. 
Small business subcontracting directory., 
85-20447 


Subgingival curettage. 
Instructional program notes : root planing 
and gingival curettage., 85-21989 


Submarine geology. 

Initial reports of the Deep Sea Drilling 
Project. Volume LXXX, covering Leg 
80 of the cruises of the drilling vessel 
Glomar Challenger, Brest, France, to 
Southampton, United Kingdom, June- 
July, 1981 : a project planned by and 
carried out with the advice of the Joint 
Oceanographic Institutions for Deep 
Earth Sampling (JOIDES) /, 85- 
21823 


Submarine topography. 
Along-track deflection of the vertical 
from Seasat : GEBCO overlays /, 85- 
20395 


Subpoena — United States. 

Subpoena power for President’s Commis- 
sion on Organized Crime : hearing 
before the Subcommittee on Crime of 
the Committee on the Judiciary, House 
of Representatives, Ninety-eighth Con- 
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gress, second session, on H.J. Res. 490 
.. April 5, 1984., 85-22324 


Subtraction. 
Empirical studies of procedural flaws, im- 
passes, and repairs in procedural skills 
/, 85-20790 


Subversive activities — Soviet Union. 
Soviet active measures : the World Peace 
Council., 85-21876 


Subversive activities — United States — 
Bibliography — Catalogs. 
Subversive activities., 85-21025 


Sugar — Manufacture and refining — 
United States — Statistics. 
1982 census of manufactures. Industry 
series. Sugar and confectionery prod- 
ucts., 85-20245 


Sugar substitutes. 

Saccharin Study and Labeling Act 
amendments of 1985 : report together 
with additional views (to accompany S. 
484)., 85-22015 


Electrochemical conditioning of a miner- 
al particle bed electrode for flotation /, 
85-21288 


Sulphuric acid. 
Technical assistance document for moni- 
toring sulfuric acid vapor from station- 
ary sources /, 85-20866 


Sun-spots. 
Estimating sunspot number [microform] / 
, 85-21616 


Suntan. 
Tan now, pay later? /, 85-21086 


Supersonic planes. 

An engine trade study for a supersonic 
STOVL fighter/attack aircraft. 
Volume I, Trade study background 
and methodology [microform] / , 85- 
21683 


Supersonic wind tunnels. 

Investigation of light source and scatter- 
ing medium related to vapor-screen 
flow visualization in a supersonic wind 
tunnel /, 85-21607 

Supersonic wind tunnels — Catalogs. 


Aeronautical facilities catalogue /, 85- 
21812 


Supplemental security income program — 
United States. 
A Guide to supplemental security 
income., 85-21044 
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Supplemental security income program U.S. 


security income program — 
United States — Statistics — Periodicals. 
Program and demographic characteristics 
of supplemental security income benefi- 
ciaries /, 85-21047 


Surgery — United States — Statistics. 
Detailed diagnoses and surgical proce- 
dures for patients discharged from 
short-stay hospitals, United States, 
1983., 85-21093 


*Surgery, Operative — United States — 
statistics. 

Detailed diagnoses and surgical proce- 
dures for patients discharged from 
short-stay hospitals, United States, 
1983., 85-21093 


Surplus agricultural commodities, American. 
Special report on applying United States 
food surpluses to the problems of 
hunger /, 85-22312 


Surplus government property — United 
States. 


The Corps of Engineers should revise its 
policy for identifying uneeded land : 
report /, 85-21006 


Survivors’ benefits — United States. 

Social security minor and_ technical 
changes act of 1985 : report (to accom- 
pany H.R. 2005) (including cost esti- 
mate of the Congressional Budget 
Office)., 85-22120 


Suspensions (Chemistry) 
Flow properties of concentrated suspen- 
sions [microform] /, 85-21458 


Konodo sasupenjon no ryudo tokusei., 
85-21458 


Sweaters — Statistics. 

Summary of trade and tariff information : 
sweaters : TSUS items 379.00-379.06, 
379.11, 379.15, 379.26, 379.28, 379.35, 
379.37, 379.40, 379.41, 379.66, 379.72, 
379.74, 379.76, 379.86, 379.90, 379.92, 
379.98, 383.00-383.03, 383.10, 383.13, 
383.18, 383.20, 383.23-383.27, 383.30, 
383.52, 383.55, 383.58, 383.60, 383.63, 
383.77, 383.80, 383.86, 383.95, and 
791.74., 85-21380 


Sweeteners. 

Saccharin Study and Labeling Act 
amendments of 1985 : report together 
with additional views (to accompany S. 
484)., 85-22015 

Swimming — United States. 

Aqua dynamics : physical conditioning 

through water exercises., 85-21049 
Syria — Politics and government. 
Report of a study mission to Egypt, 


Jordan, Syria, and Israel, April 7-16, 
1985 /, 85-22252 
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System analysis. 

Parallel, iterative solution of sparse linear 
systems [microform] : models and ar- 
chitectures /, 85-21724 

Survey and evaluation of system interac- 
tion events and sources /, 85-22202 


System theory. 
A relational approach to the development 
of expert diagnostic systems [micro- 
form] /, 85-21606 


T 


Table Producing Language (Computer 
program language) 
Table Producing Language System : ver- 
sion 6 /, 85-21413 


Tactics. 
Tactical fundamentals : Amphibious War- 
fare School, nonresident program., 
85-20677 


Tactics — History — 20th century. 
Toward combined arms warfare : a 
survey of 20th-century tactics, doc- 
trine, and organization /, 85-20631 


Tampa (Fla.) — Water supply — 
Management. 
City of Tampa : management analysis and 
report system (MARS) /, 85-20848 


Tanks (Military science) — Handbooks, 
manuals, etc. 
M60A3 TTS procedure guide., 


Tariff. 

Aggregate costs to the United States of 
tariffs and quotas on imports : general 
tariff cuts and removal of quotas on 
automobiles, steel, sugar, and textiles : 
an economic policy analysis /, 85- 
20996 


Tariff — Law and legislation. 
1982 GATT notification activities /, 85- 
20368 


85-20490 


Tax administration and procedure — United 
States. 
Repeal of contemporaneous recordkeep- 
ing requirements : conference report 
(to accompany H.R. 1869)., 85-22118 
Statement of procedural rules : confer- 
ence and practice requirements : sub- 
part E of part 601 of title 26, Code of 
Federal Regulations., 85-21914 


Tax deductions — United States. 
Repeal of contemporaneous recordkeep- 
ing requirements : conference 
(to accompany H.R. 1869)., 85-22118 


Tax protests and appeals — United States. 
Election of small tax case procedure & 
preparation of petitions., 85-21409 
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Taxation — Law and legislation — United 
States. 


Miscellaneous tax bills : hearing before 
the Subcommittee on Select Revenue 
Measures of the Committee on Ways 
and Means, House of Representatives, 
Ninety-eighth Congress, second ses- 
sion, October 3, 1984., 85-22357 


Taxation — Law and legislation — United 
States — Cases. 
Reports of the United States Tax Court / 
, 85-21410 


United States Tax Court reports, 85- 
21410 


Taxation — Law and legislation — United 
States — Periodicals. 
Cumulative bulletin, 85-21915 


Internal revenue cumulative bulletin., 
85-21915 


Taxation — United States. 
English-Spanish glossary of words and 
phrases used in publications issued by 
the Internal Revenue Service., 85- 
21920 


Proposed Treasury Department’s tax sim- 
plication plan on the oil and gas indus- 
try : hearing before the Committee on 
Energy and Natural Resources, United 
States Senate, Ninety-ninth Congress, 
first session ... New Orleans, LA, 
March 15, 1985., 85-22285 


Taxation — United States — Statistics. 
Trend analyses and related statistics : dis- 
tricts, regions, service centers., 85- 
21913 


Teacher-administrator 
Change processes and strategies at the 
local level /, 85-20778 


Teachers — Certification — United States. 
Emergency teacher certification., 85- 
20820 


Teachers — In-service training — United 
States. 
Staff, school, and workshop influences on 
knowledge use in educational improve- 
ment efforts /, 85-20741 


Updating teachers for tomorrow’s tech- 
nology : a strategy for action /, 85- 
20731 


Teachers — Rating of. 
Teacher evaluation : a study of effective 
practices /, 85-20713 


Teachers — Salaries, pensions, etc. — 
United States. 
Merit pay /, 85-20817 


Teachers — United States. 
What first-year teachers need to know /, 
85-20819 





October 1985 


Teachers — United States — Attitudes. 
Innovation and change in American edu- 
cation— Kensington revisited : a fifteen 
year follow-up of an innovative ele- 
mentary school and its faculty., 85- 
20738 


Teachers of handicapped children, Training 
of — United States. 
Alliances in health and education for dis- 
abled children and youth : directions 
for the 80s., 85-20725 


Teaching. 
Essential knowledge for beginning educa- 
tors /, 85-20718 
The teacher as decision maker /, 
20815 


Teaching effectiveness : research findings 
and policy implications /, 85-20772 
Ways of going wrong in teaching for 
conceptual change : report on the con- 

ceptual change project /, 85-20729 


Technical assistance — United States. 
A Unique source of executive and profes- 
sional talent /, 85-21847 


85- 


Handbooks, 
Job program I for lesson topic 2.7 : publi- 
cation maintenance., 85-20634 


innovations — United States. 
Spinoff 1984 /, 85-21535 


Technology — P. 
Spinoff /, 85-21439 


Technology — Social aspects. 
Social sciences and space exploration : 
new directions for university instruc- 
tion /, 85-21652 


Technology — United States — Vocational 
guidance. 


Literacy for a technological world /, 
85-20722 


Technology and state — United States. 

1985 science and technology posture 
hearing with the Director of the Office 
of Science and Technology Policy : 
hearing before the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-ninth Con- 
gress, second session, February 5, 
1985., 85-22341 


Technology transfer — 
Spinoff /, 85-21439 


Technology transfer — United States. 
Controlling transfer of strategic technolo- 
gy., 85-21887 


Spinoff 1984 /, 85-21535 
Teeth — Care and hygiene. 


Instructional program notes : quick es- 
thetic provisionalization., 85-21991 


Periodicals. 





Theodore Roosevelt High School Curricula. 


Teeth — Radiography. 
Instructional program notes : panelipse 
patient positioning., 85-21986 


Teeth — Roots — Planing. 
Instructional program notes : root planing 
and gingival curettage., 85-21989 


Telecommunication. 

RF characteristics of the hoop column 
antenna for the land mobile satellite 
system mission [microform] / , 85- 
21668 


Telecommunication — International 


cooperation. 

International Telecommunication Con- 
vention (Nairobi, 1982) : message from 
the President of the United States 
transmitting the International Telecom- 
munication Convention, with annexes, 
and a final protocol to the Convention 
signed on behalf of the United States at 
Nairobi on November 6, 1982., 85- 
22005 


Telecommunication — Switching systems. 
Electronic computer and switching sys- 
tems specialist : programming., 85- 
20680 


Telecommunication — United States — 
Bibliography — Periodicals. 
A bibliography of documents issued by 
the GAO on matters related to ADP, 
IRM & telecommunications., 85-21010 


Telecommunication equipment industry — 
United States — Statistics. 
1982 census of manufactures. Industry 
series. Communication equipment, in- 
cluding radio and TV., 85-20281 


Telescope. 
Signal-to-noise ratio for the wide field/ 
planetary camera of the space telescope 
[microform] /, 85-21617 


Television broadcasting — United States. 
Acquisition and deposit of unpublished 
television transmission programs =: 
[symbol for section] 201.22, 37 C.F.R., 
85-21431 


Television broadcasting of films — United 
States — 
Programs available for purchase /, 85- 
21373 


Tennessee — Maps, Topographic. 
7.5 minute series (topographic) : [Tennes- 
see]. 36087-E2-TF-024, Sango quadran- 
gle, Tennessee, 1957 /, 85-21194 


Tennessee Valley Authority — Periodicals. 
Power program summary., 85-22227 


Terra-cotta. 
The preservation of historic glazed archi- 
tectural terra-cotta /, 85-21327 
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Terrorism — Addresses, essays, lectures. 
Combating international terrorism 
March 5, 1985., 85-21848 


Testing machines — Calibration. 

Calibration procedure for radio test set 
AN/GRM-114 and AN/GRM-114A 
(IFR, models 1000S and 1100S)., 85- 
20589 


Testing-machines — Handbooks, manuals, 
ete. 
Use and care of STE/ICE., 85-20507 


Texas Utilities Generating Company. 

Safety evaluation report related to the 
operation of Comanche Peak Steam 
Electric Station, units 1 and 2, docket 
nos. 50-445 and 50-446 : Texas Utilities 
Generating Company, et al., 85-22168 


Textile industry — United States. 

Federal enforcement of textile and appar- 
el import quotas : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-eighth Con- 
gress, second session., 85-22307 


Textile industry — United States — 

Statistics. 

Summary of trade and tariff information : 
coated, filled, bonded, and laminated 
fabrics : TSUS items 355.02 (pt.), 
355.25 (pt.) 355.50-356.45, 359.10 (pt.), 
359.50 (pt.)., 85-21378 


1982 census of manufactures. Industry 
series. Dyeing and finishing textiles, 
except wool fabrics and knit goods., 
85-20252 


1982 census of manufactures. Industry 
series. Miscellaneous textile goods., 
85-20255 


1982 census of manufactures. Industry 
series. Weaving mills., 85-20250 
1982 census of manufactures.: Industry 


series. Yarn and thread mills., 85- 
20254 


Textile industry — United States — 

Statistics — Periodicals. 

Cotton, wool, & man-made fiber textiles 
& apparel, 85-20446 

U.S. production, imports, & import/pro- 
duction ratios for cotton, wool, & man- 
made fiber textiles & apparel., 85- 
20446 


Textile machinery — Statistics. 
1982 census of manufactures. Subject 
series. Textile machinery in place., 
85-20284 


Theodore Roosevelt High School — 
Curricula. 


Theodore Roosevelt High School : 
project C.H.A.S.P., 1982-1983 /, 85- 
20758 
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Thermal analysis Mathematical models. 


Thermal analysis — Mathematical models. 
Simulation of solidification in a Bridgman 
cell [microform] /, 85-21669 


Thermal analysis — Periodicals. 
Thermal/hydraulic analysis research pro- 
gram quarterly report /, 85-22198 


Thermodynamics. 

Computational thermo-fluid dynamics 
contributions to advanced gas turbine 
engine design [microform] / , 85- 
21630 


Thermometers and thermometry — 
Handbooks, manuals, etc. 
Instruction manual hygrothermometer 
(HO83)., 85-20405 


Thermoplastic/carbon fiber hybrid yarn 
[microform] /, 85-21672 


Thread — Statistics. 
1982 census of manufactures.: Industry 
series. Yarn and thread mills. 85- 
20254 


Thrust of rocket engines. 
Viscous-inviscid aerodynamic analysis of 
two-dimensional thrust augmentors [mi- 
croform]/, 85-21791 


Thunderstorms — Research — United 
States. 
NASA thunderstorm overflight program 
{micrcform] /, 85-21614 


IBM system/360 time sharing system : 
command system user’s guide. 85- 
21650 


Tin alloys. 
Effects of tin on microstructure and me- 
chanical behavior of Inconel 718 [mi- 
croform] /, 85-21631 


Tire industry — Toxicology. 
Control of air contaminants in tire manu- 
facturing /, 85-21106 


Tire industry workers — Diseases and 
hygiene. 


Control of air contaminants in tire manu- 
facturing /, 85-21106 


Tires, Rubber — Maintenance and repair — 

Handbooks, manuals, etc. 

Organizational, direct support, and gener- 
al support maintenance : care, mainte- 
mance, and repair of pneumatic tires 
and inner tubes., 85-20560 


Titanium-aluminum-vanadium alloys. 
Flight service evaluation of two alumi- 
num-brazed titanium spoilers [micro- 
form] /, 85-21716 


Page 1-480 





Tobacco industry — United States — 
Statistics. 
1982 census of manufactures. Industry 
series. Tobacco products., 85-20249 


Topological algebras. : 
Analysis of edge detection algorithms on 
DIAL /, 85-20613 


Tourist trade — United States. 
Revitalization of the domestic cruise in- 
dustry : report together with dissenting 
and separate views (to accompany 
H.R. 2883) (including cost estimate of 
the Congressional Budget Office)., 85- 
22085 


Tourist trade — United States — 
Periodicals. _ 
Canadian vacation travel, 85-20384 


Vacation travel by Canadians in the 
United States /, 85-20384 


Toxicity testing — Data processing. 
AQUIRE : Aquatic Information Retriev- 
al Toxicity Data Base : project descrip- 
tion, guidelines, and procedures /, 85- 
20830 


Toxicology. 

The ability to respond to toxic chemical 
emergencies : hearing before the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
ninth Congress, first session, February 
18, 1985—Newark, NJ., 85-22337 


Toys — United States. 
Summary of trade and tariff information : 
dolis and stuffed toy animals : TSUS 
items 737.21-737.30., 85-21384 


Trace elements — 

Distribution and transport of trace sub- 
stances in the Schuylkill River Basin 
from Berne to Philadelphia, Pennsylva- 
nia /, 85-21158 


Trace elements in water — United States. 
Granular activated carbon for removing 
nontrihalomethane organics from 
drinking water /, 85-20851 


Tracers (Chemistry) 
Analysis techniques for tracer studies of 
oxidation [microform] /, 85-21789 


Tractors — United States — Maintenance 
and repair — Handbooks, manuals, etc. 
Direct and general support maintenance 

repair parts and special tools lists (in- 
cluding depot maintenance repair parts 
and special tools lists) tractor, 
wheeled, industrial, diesel driven, 
MED DBP, w/dozer, w/backrip scari- 
fier, w/drawbar, trailer pintle and hy- 
draulic scraper controls, NSN 2420-00- 
088-9384, (Clark model 290M), w/rops, 
NSN 2420-01-059-0090., 85-20525 


Operator’s, organizational, direct support 
and general support maintenance 
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manual (including repair parts and spe- 
cial tools lists) : tractor, wheeled, ware- 
house, gas, 4000 Ib drawbar pull, NSN 
3930-01-047-8722, Northwestern model 
JG40PT-15, Army model MHE 251., 
85-20566 

Organizational maintenance repair parts 
and special tools lists tractor, 
wheeled, industrial, diesel driven, med 
DBP, w/dozer, w/backrip scarifier, w/ 
drawbar, trailer pintle and hydraulic 
scraper controls, NSN 2420-00-088- 
9384 (Clark model 290M), w/ROPS, 
NSN 2420-01-059-0090., 85-20524 


Trade regulation. 
1982 GATT notification activities /, 85- 
20368 


Trade secrets — United States. 
Unfair foreign trade practices : criminal 
components of America’s trade prob- 

lem : report /, 85-22289 


Trade-unions — United States — Cases. 
Determinations of the National Mediation 
Board., 85-21819 


Trade-unions — United States — 
Recognition — Cases. 
Determinations of the National Mediation 
Board., 85-21819 


Trademarks — United States. 

Trademark Counterfeiting Act of 1984 : 
hearings before the Subcommittee on 
Crime of the Committee on the Judici- 
ary, House of Representatives, Ninety- 
eighth Congress, first session on H.R. 
2447 ... October 20, November 3, 1983, 
and February 9, 1984., 85-22325 


Trademark Reform Act of 1983 : hearing 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, “fouse of Representatives, 
Ninety-eighth Congress, second ses- 
sion, on H.R. 4460 ... June 28, 1984., 
85-22319 


Trademarks — United States — Periodicals. 
Consolidated listing of recent Official ga- 
zette notices, re Patent and Trademark 
Office practices and procedures., 85- 
20381 


Official gazette, 85-20381 


Traffic accidents — Texas — Livingston. 
Trailways Lines, Inc., bus, E.A. Holder, 
Inc., truck, rear end collision and bus 
run-off-bridge, U.S. Route 59, near 
Livin Texas, November 30, 
1983., 85-21935 


Traffic noise — France — Paris, 

Study of annoyance due to urban auto- 
mobile traffic [microform] : annex 4, a 
catalog of the characteristics of noise at 
different measuring points /, 85-21479 





October 1985 


Traffic regulations — United States — 
Periodicals, 
CFR. 23, Highways, 85-20220 


Code of federal regulations. 23, High- 
ways., 85-20220 


Highways, 85-20220 


Traffic safety — Study and teaching — 
United States — Case studies. 
Highway safety engineering studies train- 
ing course : case studies : appendices J- 
L., 85-21936 


Traffic safety — United States. 
Alcohol and highway safety 1984 : a 
review of the state of the knowledge., 
85-21959 


NHTSA authorization and means of im- 
proving highway safety hearing 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-ninth Congress, 
first session ... February 21, 1985., 85- 
22275 


Operator’s, organizational, direct support, 
and general support maintenance (in- 
cluding repair parts and special tools 
lists) : trailer, flatbed, 10-ton, 4-wheel, 
M345, (NSN 2330-00-200-1737)., 85- 
20559 


Trails — Ohio — Wayne National Forest. 
Hiking trails : Lamping homestead : Ohio 
View : Scenic River., 85-20196 


Translators — Training of — United States. 
Training translators and conference inter- 
preters /, 85-20801 


Transonic planes — Wings — Testing. 
Effect of a variable camber and twist 
wing at transonic mach numbers [mi- 
croform] /, 85-21605 


Transonic wind tunnels. 

High Reynolds number tests of the cast 
10-2/DOA 2 airfoil in the Langley 0.3- 
meter transonic cryogenic tunnel - 
phase II [microform] /, 85-21600 

Static internal performance of single-ex- 
pansion-ramp nozzles with various 
combinations of internal geometric pa- 
rameters /, 85-21599 


Transplantation of organs, tissues, etc. 
A Guide to bone marrow transplant, 2., 
85-21975 


Transport planes. 

Experimental trim drag values and flow- 
field measurements for a wide-body 
transport model with conventional and 
supercritical wings [microform] / , 
85-21798 





Transport planes — Landing. 

Simulator study of flight characteristics 
of several large dissimilar, cargo trans- 
port airplanes during approach and 
landing [microform] /, 85-21800 


planes — Take-off. 

Simulator study of flight characteristics 
of several large dissimilar, cargo trans- 
port airplanes during approach and 
landing [microform] /, 85-21800 


Transportation — Law and legislation — 
United States — Periodicals. 
CFR. 49, Transportation, 85-21033 


Code of federal regulations. 49, Transpor- 
tation., 85-21033 


Transportation, 85-21033 


Transportation — Michigan — Statistics. 
1982 census of transportation. Truck in- 
ventory and use survey. Michigan., 
85-20333 


ransportation — Research grants — United 
States — Periodicals. 
Awards to academic institutions, 85- 
21970 


D.O.T. awards to academic institutions, 
85-21970 


DOT awards to academic institutions, 
85-21970 


FY ... DOT awards to academic institu- 
tions /, 85-21970 


Transportation, Automotive — Law and 
legislation — United States — Cases. 
Interstate Commerce Commission re- 

ports. Motor carrier cases /, 85-21375 


Motor carrier cases, 85-21375 


Transportation and state — United States. 
Transportation issues of the 1980’s : a 
summary of private and public sector 
views /, 85-21925 


Solid lubrication design methodology 
[microform] /, 85-21777 


Travelers — Canada — Periodicals. 
_Canadian vacation travel, 85-20384 
Vacation travel by Canadians in the 

United States /, 85-20384 


Travelers — United States — Periodicals. 
Canadian vacation travel, 85-20384 
Vacation travel by Canadians in the 

United States /, 85-20384 


Trials — United States. 

Exclusionary rule in criminal trials : over- 
sight hearings before the Subcommittee 
on Criminal Justice of the Committee 
on the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion ... March 10 and April 20, 1983., 
85-22326 
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Trucking Florida. 


Trichloroethane — Toxicology. 
Health assessment document for 1, 1, 1- 
Trichloroethane (methyl chloroform) : 
final report., 85-20840 


Truck-mounted cranes — Maintenance and 
repair — Handbooks, manuals, etc. 

Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools lists) : 
crane, truck mounted, GED, 3/4 cubic 
yard, 20 ton, with clamshell, dragline, 
and backhoe attachments, NSN 3810- 
00-151-4431, Harnischfeger Corp model 
M320T2., 85-20530 

Organizational maintenance repair parts 
and special tools lists : crane-shovel, 
crawler mounted, diesel engine driven, 
12-1/2 ton capacity, rated, w/3/4 cu 
yd, NSN _ 3810-00-937-3939, Thew- 
Lorain model L36M., 85-20527 
and special tools lists : crane, truck 
mounted, GED, 3/4 cubic yard, 20 
ton, with clamshell, dragline, and back- 
hoe attachments, NSN 3810-00-151- 
4431, Harnischfeger Corp . model 
M320T2., 85-20529 

Organizational maintenance repair parts 
and special tools lists : crane, wheel 
mounted, 20 ton at 10 foot radius, 2 
engines, diesel engine driven, 4x4 air 
transportable, phase III, w/blade, bull- 
dozer, earth moving, w/block,tackle, 
20 ton, w/boom, crane, 30 foot, Army 
model M2380, NSN 3810-00-763-7728, 
American Hoist and Derrick model 
2380 and Army model M2385 ..., 85- 
20526 


Truck tractors — Maintenance and repair — 

Handbooks, manuals, etc. 

Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, tractor, commercial, heavy 
equipment transporter, C-HET, 85,000 
GVWR, 8x6, Army model M911, NSN 
2320-01-025-3733., 85-20558 

Organizational maintenance repair parts 
and special tools lists : truck, tractor, 
commercial, heavy equipment trans- 
porter, C-HET, 85,000 GVWR, 8x6, 
Army model M911, NSN 2320-01-025- 
3733., 85-20557 


Trucking — Arizona. 
The effects of transportation deregulation 
on motor carrier service in Florida and 
Arizona /, 85-21926 


Trucking — Florida. 
The effects of transportation deregulation 
on motor carrier service in Florida and 
Arizona /, 85-21926 
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Trucks Brakes Testing. 


Trucks — Brakes — Testing. 

NHTSA heavy duty vehicle brake re- 
search program : report no. 1—stop- 
ping capability of air braked vehicles., 
85-21965 


Trucks — Michigan — Statistics. 
1982 census of transportation. Truck in- 
ventory and use survey. Michigan., 
85-20333 


Trucks — Texas — Livingston — Accidents. 
Trailways Lines, Inc., bus, E.A. Holder, 
Inc., truck, rear end collision and bus 
run-off-bridge, U.S. Route 59, near 


Li Texas, November 30, 
1983., 85-21935 


Trucks, Military — Maintenance and repair 

— Handbooks, manuals, etc. 

Direct support and general support main- 
tenance repair parts and special tools 
lists : distributor, liquid bituminous ma- 
terial, tankless type, trailer mtd., 4 to 
24 ft. spraybar, 375 GPM pump, gaso- 
line driven, NSN 3895-00-767-0247, 
Seaman-Gunnison model MTD., 85- 
20534 

Direct support and general support main- 
tenance repair parts and special tools 
lists : roller, motorized, gasoline engine 
» 3 rolls, 10 to 12 ton, w/sprinkler, 
NSN 3895-00-255-5054, General Steel 
Tank model 1503., 85-20540 

Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, telephone maintenance, 
utility C/S, 36,000 GVW, 6x4 W/WN, 
W/E Army model M876, NSN 2320- 
00-000-0114., 85-20556 
and special tools lists : distributor, 
liquid bituminous material, tankless 
type, trailer mtd., 4 to 24 ft. spraybar, 
375 GPM pump, gasoline driven, NSN 
3895-00-767-0247, | Seaman-Gunnison 
model MTD., 85-20533 
and special tools lists : truck, telephone 
maintenance, utility C/S, 36,000 GVW, 
6x4 W/WN, W/E Army model M876, 
NSN 2320-00-000-0114., 85-20555 


Trusts and trustees — United States — 

Periodicals. 

Annual report of the Board of Trustees 
of the Federal Supplementary Medical 
Insurance Trust Fund (1982), 85- 
22040 


Annual report of the Board of Trustees 
of the Federal Supplementary Medical 
Insurance Trust Fund : communication 
from the Board of Trustees, Federal 
Supplementary Medical Trust Fund ..., 
85-22040 


Tumors. 
Tumors and pseudotumors of the serous 
membranes /, 85-20453 
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Tumors in children. 
Prenatal x-ray exposure and childhood 
cancer in twins., 85-21066 
What you need to know about Wilms’ 
tumor., 85-21057 


Tuna, Canned — Statistics. 
1983 U.S. tuna trade summary /, 85- 
20424 


Tuna fisheries. 
1983 U.S. tuna trade summary /, 85- 
20424 


Tuna fisheries — North Pacific Ocean. 
Exploratory albacore longline fishing in 
the eastern North Pacific during winter 
1982 /, 85-20423 


Tuna fishing. 

Draft environmental impact statement : 
proposed amendments to regulations 
governing the taking of marine mam- 
mals associated with tuna purse seining 
operations., 85-20415 


Tungsten industry. 
Tungsten availability—market economy 
countries : a minerals availability pro- 
gram appraisal /, 85-21297 


Turbines. 
High pressure turbine ceramic shroud 
support technology report [microform] 
/, 85-21692 


High pressure turbine test hardware de- 
tailed design report [microform] / , 
85-21689 

Low pressure turbine test hardware de- 
tailed design report [microform] / , 
85-21690 

Materials for advanced turbine engines. 
Project 3, Project completion report. 
Volume II, Advanced blade tip seal 
system [microform] /, 85-21685 

A review and analysis of boundary layer 
transition data for turbine application 
[microform] /, 85-21638 


Turbines — 
Aileron controls for wind turbine applica- 
tions [microform] /, 85-21632 
Design and wind tunnel evaluation of a 
symmetric airfoil series for large wind 
turbine applications [microform] / , 
85-21785 


Turbines — Blades. 

Materials for advanced turbine engines 
[microform] project completion 
report, project 2 : Rene 150 direction- 
ally solidified superalloy turbine blades. 
Volume II /, 85-21691 


Turbines — Specifications. 
Materials for advanced turbine engines 
[microform] : project completion 
report, project 2 : Rene 150 direction- 
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ally solidified superalloy turbine blades. 
Volume II /, 85-21691 


Turbomachines. 

Response of a_ small-turboshaft-engine 
compression system to inlet tempera- 
ture distortion [microform] / , 85- 
21507 


Turbomachines — Fluid dynamics. 
Model equation for simulating flows in 
multistage turbomachinery [microform] 
/, 85-21633 


Turbulence. 
Heat transfer and pressure drop in blade 
cooling channels with turbulence pro- 
moters [microform] /, 85-21667 


Preliminary results of a study of the rela- 
tionship between free stream turbu- 
lence and stagnation region heat trans- 
fer [microform] /, 85-21639 


The Role of freestream turbulence scale 
in subsonic flow separation [micro- 
form] /, 85-21766 

A theoretical prediction of the acoustic 
pressure generated by turbulence-flame 
front interactions [microform] / , 85- 
21497 


Turbulent boundary layer. 

The structure of the vorticity field in tur- 
bulent channel flow. Part 1, Analysis of 
instantaneous fields and statistical cor- 
relations [microform] /, 85-21569 

The structure of the vorticity field in tur- 
bulent channel flow. Part II, Study of 
ensemble-average fields [microform] / , 
85-21625 


Twins. 
Prenatal x-ray exposure and childhood 
cancer in twins., 85-21066 


U 


U.S. Customs Service. 

Public health screening at U.S. ports of 
entry : U.S. Public Health Service 
guide to U.S. Immigration & Natural- 
ization Service and U.S. Customs Serv- 
ice inspectors., 85-21109 


U.S. Customs Service — Management. 

Adequacy of U.S. Customs Service oper- 
ation; and administrative organization 
on the West Coast : hearing before the 
Committee on Small Business, United 
States Senate, Ninety-ninth Congress, 
first session ... Seattle WA—February 
15, 1985., 85-22344 


Results based performance management : 
staff study report /, 85-21911 


U.S. Nuclear Regulatory Commission — 
Appropriations and expenditures. 
Authorizing appropriations for the Nucle- 

ar Regulatory Commission for fiscal 





October 1985 


year 1986 and fiscal year 1987 : report 
(to accompany H.R. 1711) (including 
the cost estimate of the Congressional 
Budget Office)., 85-22141 


Energy and water development appro- 
priations for 1986 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-ninth Congress, first session /, 
85-22247 


U.S. Nuclear Regulatory Commission — 
Officials and employees — Handbooks, 
manuals, etc. 

Senior executive service handbook., 
22163 


Ultrasonic imaging. 
An ultra-high speed residue processor for 
SAFT inspection system image en- 
hancement : final report /, 85-22214 


85- 


Ultrasonic testing. 
An ultra-high speed residue processor for 
SAFT inspection system image en- 
hancement : final report /, 85-22214 


Ultrasonics. 
The role of the reflection coefficient in 
precision measurement of ultrasonic at- 
tenuation [microform] /, 85-21519 


Ultrasonics in medicine. 
An Overview of ultrasound : theory, 
measurement, medical applications, and 
biological effects /, 85-21087 


Ultraviolet spectroscopy — Data processing. 
Documentation for the machine-readable 
version of the ANS ultraviolet photom- 
etry catalogue of point sources (Wesse- 
lius et al. 1982) [microform] / , 85- 
21644 


Undercover operations — United States. 
Undercover Operations Act : hearing 
before the Subcommittee on Criminal 
Law of the Committee on the Judici- 
ary, United States Senate, Ninety- 
eighth Congress, second session, on S. 
804 ... May 16, 1984., 85-22328 


Underwater acoustics — United States. 

The numerical solution of the Helmholtz 
equation for wave propagation prob- 
lems in underwater acoustics [micro- 
form] /, 85-21723 


Underwater acoustics — United States — 


High-resolution spatial processing in un- 
derwater acoustics /, 85-20633 


Unemployed — United States. 

Displaced workers : implications for edu- 
cational and training institutions /, 85- 
20765 

Job loss and its effects on dislocated 
workers and their families /, 85-20766 





U.S. Appropriations and expenditures, 1984, 


Unemployment — United States. 

Conduct of monetary policy : (pusurant 
to the Full Employment and Balanced 
Growth Act of 1978, P.L. 95-523) : 
hearings before the Subcommittee on 
Domestic Monetary Policy of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-ninth Congress, first ses- 
sion, February 26 and March 5, 1985., 
85-22263 


Union Carbide Corporation. 

OSHA oversight—worker health and 
safety in Union Carbide’s MIC unit : 
hearing before the Subcommittee on 
Health and Safety of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-eighth Congress, 
second session, hearing held in Wash- 
ington, DC, on December 12, 1984., 
85-22282 


Unionidae — Classification. 
The tribe Alasmidontini (Unionidae, Ano- 
dontinae) /, 85-21898 


United States. 

Criminal prosecution under the Continu- 
ing Criminal Enterprise Statute : Sec- 
tion 848 of Title 21, United States 
Code /, 85-21398 


Observing the twentieth anniversary of 
the Older Americans Act : report to- 
gether with supplemental views (to ac- 
company H. Con. Res. 132) (including 
cost estimate of the Congressional 
Budget Office)., 85-22125 


United States. Air Force — Facilities. 
Endangered and threatened species on 
U.S. Air Force installations /, 85- 
21343 


United States. Air Force — Handbooks, 
manuals, etc. 

Airborne command post communications 
equipment specialist (AFSC 32855) /, 
85-20682 

Dental laboratory specialist 
98250)., 85-20686 


Digital techniques., 85-20687 

F-100 jet engine mechanic (AFSC 
42654)., 85-20684 

Fire protection specialist (AFSC 57150) / 
, 85-20685 

Jet engine mechanic (AFSC 42652)., 
20683 

Operator’s, organizational, direct support 
and general support maintenance 
manual (including repair parts and spe- 
cial tools lists) : tractor, wheeled, ware- 
house, gas, 4000 Ib drawbar pull, NSN 
3930-01-047-8722, Northwestern model 
JG40PT-15, Army model MHE 251., 
85-20566 
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United States. Air Force — Historiography. 
The United States Air Force in Southeast 
Asia, 1961-1973 : an illustrated account 
/, %5-20678 


United States — Appropriations and 
expenditures. 
Arms Control and Disarmament amend- 
ments of 1985 : report (to accompany 
S. 1132)., 85-22026 


Authorization for the nonperforming arts 
functions of the John F. Kennedy 
Center : report (to accompany S. 710)., 
85-22028 

Authorizing appropriations for the 
Navajo and Hopi Indian Relocation 
Commission : report (to accompany 
H.R. 1746) detains the cost estimate 
of the Congressional Budget Office)., 
85-22058 


Authorizing the printing, for committee 
use, of the report entitled “Develop- 
ments in aging, 1984” : report (to ac- 
company S. Res. 30)., 85-22007 

Cumulative report on rescissions and de- 
ferrals, May 1985 : communication 
from the Director, Office of Manage- 
ment and Budget, transmitting the cu- 
mulative report on rescissions and de- 
ferrals of budget authority as of May 1, 
1985, pursuant to 2 U.S.C. 685(e)., 85- 
22052 


Department of Energy civilian energy 
programs authorization act for fiscal 
years 1986, 1987, and 1988 : report to- 
gether with additional and dissenting 
views (to accompany H.R. 1799) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22106 


Department of Energy civilian research 
and development authorization act for 
fiscal years 1986, 1987, and 1988 : 
report together with additional and dis- 
senting views (to accompany H.R. 
1798) (including cost estimate of the 
Congressional Budget Office)., 85- 
22105 

Establishing the Select Committee on the 
Two-Year Budget : report (to accom- 
pany S. Res. 159)., 85-22023 


United States — Appropriations and 
expenditures — Statistics — Periodicals. 
Cumulative report on rescissions and de- 

ferrals : communication from the Di- 
rector, Office of Management and 
Budget, Executive Office of the Presi- 
dent .-» 85-22033, 85-22034, 85- 
22035, 85-22036, 85-22037, 85- 
22038, 85-22039 


United States — Appropriations and 
expenditures, 1984. 
Department of Justice Authorization Act, 
fiscal year 1984 : report together with 
additional and supplemental views (to 
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accompany H.R. 2912) (including cost 
estimate of the Congressional Budget 
Office)., 85-22060 

Department of the Interior and related 
agencies appropriation bill, 1984 


report (to accompany H.R. 3363)., 85- 
22072 


Treasury, Postal Service, and general 
government appropriation bill, 1984 : 
report with additional views (to ac- 
company H.R. 3191)., 85-22069 


United States — Appropriations and 

expenditures, 1985. 

Department of Justice Appropriation Au- 
thorization Act, fiscal year 1985 : 
report (to accompany H.R. 5468) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22088 

Military construction appropriation bill, 
1985 : report (to accompany H.R. 
5898)., 85-22092 


Military construction authorization and 
appropriation for fiscal year 1985 : 
joint hearings before the Subcommittee 
on Military Construction of the Com- 
mittee on Armed Services, on S. 2364 
.. and the Subcommittee on Military 
Construction of the Committee on Ap- 
propriations, on H.R. 5898 ... United 
States Senate, Ninety-eighth Congress, 
second session, March 20, 21, 22, 23, 
1984., 85-22258 

Supplemental appropriations for 1985 : 
hearings before subcommittees of the 
Committee on Appropriations, House 
of Representatives, Ninety-ninth Con- 
gress, first session., 85-22243 


United States — ee 


Agriculture, me development, and re- 
lated agencies appropriations for 1986 : 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-ninth Con- 
gress, first session /, 85-22241, 85- 
22242 


Authorization for appropriations of mari- 
time programs for fiscal year 1986 : 
report (to accompany H.R. 1157) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22111 

Authorizing appropriations for the Feder- 
al Election Commission for fiscal year 
1986 : report (to accompany S. 1117)., 
85-22021 


Department of Defense Authorization 
Act, 1986 : report of the Committee on 
Armed Services, U.S. House of Repre- 
sentatives, on H.R. 1872 together with 
additional and dissenting views., 85- 
22132 


Department of the Interior and related 
agencies appropriations for 1986 : hear- 
ings before a subcommittee of the 
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Committee on Appropriations, House 
of Representatives, Ninety-ninth Con- 
gress, first session /, 85-22249 


Departments of Commerce, Justice, and 
State, the Judiciary, and reiated agen- 
cies appropriations for 1986 : hearings 
before a subcommittee of the Commit- 
tee on Appropriations, House of Rep- 
resentatives, Ninety-ninth Congress, 
first session /, 85-22244, 85-22245 

Departments of Labor, Health and 
Human Services, Education, and relat- 
ed agencies appropriations for 1986 : 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-ninth Con- 
gress, first session /, 85-22250 

Disaster Relief Act authorizations : 
report [to accompany S. 1023]., 85- 
22024 


Economic conditions in agriculture and 
fiscal year 1986 Department of Agri- 
culture budget proposals (Secretary 
John R. Block) : hearing before the 
Committee on Agriculture, House of 
Representatives, Ninety-ninth Con- 
gress, first session, February 21, 1985., 
85-22240 

Energy and water development appro- 
priations for 1986 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-ninth Con; first session /, 
85-22246, 85-22247, 85-22248 


Fiscal year 1986 Department of Energy 
authorization (transportation programs) 
: hearing before the Subcommittee on 
Transportation, Aviation, and Materials 
of the Committee on Science and 
Technology, U.S. House of Represent- 
atives, Ninety-ninth Congress, first ses- 
sion, February 27, 1985., 85-22342 

Legislative branch appropriations for 
1986 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-ninth 
Congress, first session /, 85-22251 

Military Construction Authorization Act, 
1986 : report together with dissenting 
views (to accompany H.R. 1409) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22145 


National Science Foundation Authoriza- 
tion Act for fiscal year 1986 : report 
(to accompany S. 903)., 85-22009 


Treasury, Postal Service, and general 
government appropriations for fiscal 
year 1986 : hearing before a subcom- 
mittee of the Committee on Appropria- 
tions, House of Representatives, 
Ninety-ninth Congress, first session /, 
85-22254 

Treasury, Postal Service, and general 
government appropriations for fiscal 
year 1986 : hearings before a subcom- 
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mittee of the Committee on Appropria- 
tions, House of Representatives, 
Ninety-ninth Congress, first session /, 
85-22253 


VA fiscal year 1986 medical program 
budgets : hearings before the Subcom- 
mittee or Hospitals and Health Care of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, February 7, 
1985., 85-22353 


Authorizing appropriations for the Nucle- 
ar Regulatory Commission for fiscal 
year 1986 and fiscal year 1987 : report 
(to accompany H.R. 1711) (including 
the cost estimate of the Congressional 
Budget Office)., 85-22141 


United States — Armed Forces. 
Title 10, United States Code : Armed 
Forces (as amended through December 
31, 1984) /, 85-22257 


United States — Armed Forces — 
Chaplains. 
Sea padres : some chaplains of “the old 
Navy” /, 85-20673 


United States — Armed Forces — 

Equipment — Periodicals. 

Fiscal year ... arms control impact state- 
ments : statements submitted to the 
Congress by the President pursuant to 
section 36 of the Arms Control and 
Disarmament Act., 85-22297 


United States — Armed Forces — 
Equipment — Periodicals. 
Real and personal property /, 85-20454, 
85-20455 


United States — Armed Forces — Insignia. 
Everything you always wanted to know 
about your uniform but were afraid to 
ask., 85-20491 


United States — Armed Forces — Medical 
care. 
CHAMPUS, 

20459 


CHAMPUS, the effect of other health 
plans on CHAMPUS., 85-20457 


United States — Armed Forces — Military 
construction operations. 

Military construction authorization and 
appropriation for fiscal year 1985 : 
joint hearings before the Subcommittee 
on Military Construction of the Com- 
mittee on Armed Services, on S. 2364 
.. and the Subcommittee on Military 
Construction of the Committee on Ap- 
propriations, on H.R. 5898 ... United 
States Senate, Ninety-eighth Congress, 
second session, March 20, 21, 22, 23, 
1984., 85-22258 


appeals procedures., 85- 





October 1985 


National Defense Authorization Act for 
fiscal year 1986 : report (to accompany 
S. 1029) ... together with additional 
views /, 85-22019 


United States — Armed Forces — Military 
construction operations — Law and 


Military construction appropriation bill, 
1985 : report (to accompany H.R. 
5898)., 85-22092 


Military Construction Authorization Act, 
1986 : report together with dissenting 
views (to accompany H.R. 1409) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22145 


United States — Armed Forces — 
Mobilization. 
Proceedings of the national study tours 
on military preparedness /, 85-20743 


United States. Armed Forces — Pay, 
allowances, etc. — Handbooks, manuals, 
etc. 


Military pay and allowances entitlements 
manual /, 85-20450 


United States — Armed Forces — 

Procurement. 

Reducing the cost of weapon systems ac- 
quisition : hearing before the Task 
Force on Selected Defense Procure- 
ment Matters of the Committee on 
Armed Services, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, December 18, 1984., 85-22259 


United States — Armed Forces — 
Procurement — Directories. 
D.O.D. directory of contract administra- 
tion services components, 85-20470 
DOD directory of contract administra- 
tion services components., 85-20470 


United States — Armed Forces — 
Procurement — Handbooks, manuals, etc. 
D.LD.S. procedures manual. Vol. 3, De- 
velopment and maintenance of item lo- 
gistics data tools, 85-20471 

Defense Integrated Data Systems DIDS 
procedures manual. Vol. 3, Develop- 
ment and maintenance of item logistics 
data tools., 85-20471 


Development and maintenance of item lo- 
gistics data tools, 85-20471 
DIDS procedures manual. Vol. 3, Devel- 


opment and maintenance of item logis- 
tics data tools, 85-20471 


Real and personal property /, 85-20454, 
85-20455 


United States — Armed Forces — 
Recruiting, enlistment, etc. — Yearbooks. 
Director’s semiannual report, 85-22222 
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Semiannual report of the director of Se- 
lective Service., 85-22222 


United States. — Armed Forces — Statistics 
— Periodicals. 
Distribution of personnel by state and by 
selected locations /, 85-20456 


United States — Armed Forces — Supplies 
and stores — Periodicals. 
Real and personal property /, 
85-20455 


United States — Armed Forces — Weapons 
systems — Periodicals. 

Fiscal year ... arms control impact state- 
ments : statements submitted to the 
Congress by the President pursuant to 
section 36 of the Arms Control and 
Disarmament Act., 85-22297 


85-20454, 


United States. Arms Control and 
ee 


Arms Control and Disarmament amend- 
ments of 1985 : report (to accompany 
S. 1132)., 85-22026 


United States. Army. 

Guide for new soldiers., 85-20602 

United States. Army — Appointments and 
retirements. 

Nomination of John W. Shannon to be 
Assistant Secretary of the Army (In- 
stallations and Logistics) : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, Ninety-ninth 
Congress, first session ... January 23, 
1985., 85-22260 


United States. Army. Corps of Engineers. 
The Corps of Engineers should revise its 
pelicy for identifying uneeded land : 
report /, 85-21006 


United States. Army. Corps of Engineers. — 
Automation. 


Office automation : Office of the Assist- 
ant Chief of Engineers /, 85-20624 


United States. Army — Drill manuals. 
Drill sergeant handbook of lesson plans 
(EOCT)., 85-20485 


United States. Army — Equipment. 

Calibration procedure for digital card 
tester AN/USM-465A (Genrad, model 
2225A)., 85-20591 

Calibration procedure for instrument 
shunt, Guildline model 9711, and mul- 
tirange instrument shunt, Rubicon 
model 2759., 85-20584 

Calibration procedure for pulse genera- 
tor, Hewlett-Packard, models 214A, 
214B, and 214B W/Option 001., 85- 
20587 


Calibration procedure for sweep genera- 
tors, AN/USM-308(V), AN/USM- 
308(V)1, AN/USM-308(V)2, and AN/ 
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USM-308(V)3, including generator sub- 
assemblies MX-8333(P)/USM-308(V), 
MX-8364(P)/USM-308(V), and MX- 
8364A(P)/USM-308(V) with electronic 
test equipment plug-in units ..., 85- 
20592 

Calibration procedure for test set, guided 
missile system i1499000, TOW air- 
borne system., 85-20585 


Calibration procedures for tool kit, 
guided missile 4935-791-0079, torque 
kit, wrench (spark-proof) 4935-791- 
0051, and screwdriver bit, socket set, 
torque handle 5120-021-2040., 85- 
20600 

Inspection and certification program for 
radiacmeters (dosimeters) IM-90/PD, 
IM-930/UD, IM-1470/PD, and IM- 
1850/UD., 85-20598 


United States. Army — Equipment — 
Catalogs. 


Hand receipt catalog covering content of 
: sets, kits, and outfits components list 
for tool kit locomotive electrician, 
(NSN 5180-00-7 16-8753) (LIN 
W44375)., 85-20574, 85-20575, 85- 
20576 


Direct support and general support main- 
tenance repair parts and special tools 
lists : auger, earth, skid mounted, 9 foot 
boring depth, NSN 3820-00-931-4509, 
Texoma Enterprises model 254-10., 
85-20532 


Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, forklift, gasoline engine 
driven, pneumatic-tired, 4,000 Ibs ca- 
pacity, 144” lift height Army model 
MHE-221, NSN 3930-00-151-4428 
Baker model FJF-040., 85-20565 


Equipment improvement report and 
maintenance digest : DRAGON 
Medium Antitank/Assault Weapon 
System (third quarter, CY 1984)., 85- 
20594 


Equipment improvement report and 
maintenance digest : TOW heavy anti- 
tank/assault weapon system (third 
quarter, CY 1984)., 85-20593 

Equipment serviceability criteria for 
Howitzer, light, towed, 105-MM, M101 
(1015-332-9728) and M 101A1 (1015- 
322-9752)., 85-20546 

M60A3 TTS procedure guide., 85-20490 

Operator and organizational maintenance 
manual : 762-mm rockets MGR-1A and 
MGR-1B, (Honest John rocket 
system)., 85-20548 

Operator, organizational, direct support, 
and general support (intermediate sup- 
port) maintenance manual and repair 
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U.S. Army Equipment Handbooks, manuals, etc. 


parts and special tools list (including 
depot maintenance repair parts and 
special tools) : digital processor test set 
AN/USM-433., 85-20570 

and special tools lists : truck, lift, fork, 
power shift GED, 6,000 Ib capacity, 
100 in., 128 in., 168 in. lift Army model 
MHE 205, 100 in. NSN 3930-00-935- 
7856, 128 in. NSN 3930-00-935-7855, 
168 in. NSN 3930-00-935-7857, Allis 
Chalmers model F-60-24PS., 85-20562 


Use and care of STE/ICE., 85-20507 


serviceability criteria for 
Rawin sets AN/GMD-1A (6660-224- 
6137) and AN/GMD-1B (6660-599- 
8252)., 85-20569 
Operator’s and aviation intermediate 
maintenance (AVIM) manual including 
repair parts and special tools list for 
engine shop, P/N SC-4920-97-CL-A60, 
NSN 4920-01-139-4536., 85-20572 


United States. Army — Examinations. 
Handbook of Army personnel tests., 85- 
20582 


Student pamphlet : project definition and 
work classification /, 85-20611 


Airborne communications systems opera- 
tor (AFSC 11650) /, 85-20681 

Allergy-clinical immunology specialist 
course : training manual., 85-20629 

Automotive electrical system, principles 
and operations., 85-20493 

Basic principles of hydraulics and hy- 
draulic schematic reading., 85-20501 

Basic principles of hydraulics and hy- 
draulic schematic reading, part I., 85- 
20500 

Calibration procedure for carrier devi- 
ation meter, Marconi, type TF 791D., 
85-20588 

Calibration procedure for RF millivolt- 
meter, AN/URM-155 (ME-288) and 
Hewlett-Packard, models 411A, 
411AR, and H03-411A., 85-20586 

Calibration procedure for signal genera- 
tor SG-1144/U., 85-20590 

mailable articles. Part 1, 

Classes of mail., 85-20514 


Ciose a registry section., 85-20518 

Compression ignition, principles and op- 
eration., 85-20495 

DA publications., 85-20505 
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Direct and general support maintenance 
repair parts and special tools lists (in- 
cluding depot maintenance repair parts 
and special tools lists) : tractor, 
wheeled, industrial, diesel driven, 
MED DBP, w/dozer, w/backrip scari- 
fier, w/drawbar, trailer pintle and hy- 
draulic scraper controls, NSN 2420-00- 
088-9384, (Clark model 290M), w/rops, 
NSN 2420-01-059-0090., 85-20525 

Direct support and general support main- 
tenance repair parts and special tools 
lists : concrete - mobile mixer, body 
M919, model 8CM - 24/F, NSN 3895- 
01-028-4391., 85-20543 

Direct support and general support main- 
tenance repair parts and special tools 
lists : distributor, liquid bituminous ma- 
terial, tankless type, trailer mtd., 4 to 
24 ft. spraybar, 375 GPM pump, gaso- 
line driven, NSN 3895-00-767-0247, 
Seaman-Gunnison model MTD., 85- 
20534 


Direct support and general support main- 
tenance repair parts and special tools 
lists : roller, motorized, gasoline engine 
, 3 rolls, 10 to 12 ton, w/sprinkler, 
NSN 3895-00-255-5054, General Steel 
Tank model 1503., 85-20540 


Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, fork lift, electric, solid 
rubber tires, 4,000 Ib capacity, 100 in 
lift, Army model MHE 208, NSN 
3930-00-494-8151, Baker model FTD- 
040-EE and 180 in lift, NSN 3930-00- 
236-6253., 85-20564 


Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, telephone maintenance, 
utility C/S, 36,000 GVW, 6x4 W/WN, 
W/E Army model M876, NSN 2320- 
00-000-0114., 85-20556 


Direct support and general support main- 
tenance repair parts and special tools 
lists : truck, tractor, commercial, heavy 
equipment transporter, C-HET, 85,000 
GVWR, 8x6, Army model M911, NSN 
2320-01-025-3733., 85-20558 


Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools lists) : 
crane, truck mounted, GED, 3/4 cubic 
yard, 20 ton, with clamshell, dragline, 
and backhoe attachments, NSN 3810- 
00-151-4431, Harnischfeger Corp model 
M320T2., 85-20530 


Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot 
repair parts and special tools lists) : 
mixer, bituminous material, non-self 
loading, DED, NSN 3895-00-933-0577, 
Barber-Greene model KA60, compo- 
nent of mixing plant, asphalt 100-150 
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ton per hour, NSN 3895-00-936-8613., 
85-20537 


Direct support and general support main- 
tenance repair parts and special tools 
lists (including depot maintenance 
repair parts and special tools lists) : 
mixer, rotary tiller DED, 4 wheel, 
pneumatic tired, self-propelled, NSN 
3895-00-883-0437, FWD Corporation 
model B2-1171., 85-20539 


Drill sergeant handbook of lesson plans 
(EOCT)., 85-20485 


Equipment improvement report and 
maintenance digest (US Army Tank- 
Automotive Command) : commercial 
automotive equipment (July thru Dec - 
2nd half CY 84)., 85-20595 


Equipment improvement report and 
maintenance digest (US Army Tank- 
Automotive Command) : construction 
equipment (July thru Sep-3rd qtr CY 
84)., 85-20596 


Equipment improvement report and 
maintenance digest (US Army Tank- 
Automotive Command) : construction 
equipment (Oct thru Dec - 4th qtr CY 
84)., 85-20597 

Equipment serviceability criteria for ar- 
mament subsystem, helicopter, 7.62 
millimeter machine gun, caliber .50 ma- 
chine gun, door mounted, M59, (used 
on UH-1D and UH-1H helicopters), 
(1005-133-8224)., 85-20545 

Equipment serviceability criteria for 
flamethrower, portable, M9A1-7, NSN 
1040-00-089-5034., 85-20523 

Equipment serviceability criteria for gen- 
erator set, electric, portable, DED, 
SKID MTD, 15 KW, 120/208 and 
240/416 VAC, 3 phase, 4 wire, 50 HZ, 
convertible to 12.5 KW, 240/416 VAC, 
3 phase, 4 wire, 50 HZ, liquid cooled, 
fully inclosed by housing, JETA MDL 
MD-151815-W and MD-151815-WA, 
US motors MDL _  15US-10327B-A, 
WINPOWER MDL D-15H18-M 
85-20544 

Equipment serviceability criteria for 
howitzer, medium, towed, 155-MM, 
M114 (1025-322-9755) and MI114A1 
(1025-322-9768)., 85-20547 

Equipment serviceability criteria for 
Rawin sets AN/GMD-1A (6660-224- 
6137) and AN/GMD-1B (6660-599- 
8252)., 85-20569 


Fire support handbook., 85-20608 
General shop safety., 85-20506 
Handbook for administration of the indi- 


vidual training evaluation program., 
85-20579 


Handbook of Army personnel tests., 85- 
20582 


weey 
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International mail—determining classifi- 
cations and prohibitions., 85-20515 

International mail processing mail for air 
service, postage rates and special serv- 
ices fees., 85-20516 

Leadership handbook., 85-20609 


Leadership makes the difference., 85- 
20580 


Maintain stamp stock., 85-20517 

Maintenance discipline., 85-20509 

Military police : military working dogs., 
85-20578 

Operator and organizational maintenance 
manual : assembly and emplacement 
servicing and handling equipment 
(Nike-Hercules and improved Nike- 
Hercules air defense guided missile 
system)., 85-20553 


Operator and organizational maintenance 
manual : 762-mm rockets MGR-1A and 
MGR-1B, (Honest John rocket 
system)., 85-20548 

Operator and organizational maintenance 
manual for TOW 2 Weapon System, 
guided missile system M220E4 (1440- 
01-104-9834), (TOW 2 Heavy Antitank 
Assault Weapon System)., 85-20549 

Operator and organizational maintenance 
manual for TOW 2 Weapon System 
training set, guided missile system 
M70E2, (TOW 2 Heavy Antitank As- 
sault Weapon System)., 85-20561 


Operator, organizational, direct support, 
and general support (intermediate sup- 
port) maintenance manual and repair 
parts and special tools list (including 
depot maintenance repair parts and 
special tools) : digital processor test set 
AN/USM-433., 85-20570 

Operator’s and aviation intermediate 
maintenance (AVIM) manual including 
repair parts and special tools list for 
engine shop, P/N SC-4920-97-CL-A60, 
NSN 4920-01-139-4536., 85-20572 


Operator’s manual : Information and Co- 
ordination Central, guided missile 
system, truck mounted, AN/MSQ-116, 
Patriot Air Defense Guided Missile 
System., 85-20551 


Operator’s manual : launcher, rocket, ar- 
mored vehicle mounted, M270, (1055- 
01-092-0596), Multiple Launch Rocket 
System., 85-20550 


Operator’s manual : launching station 
M901 guided missile semitrailer mount- 
ed, Patriot Air Defense Guided Missile 
System., 85-20552 


Operator’s, organizational, direct support, 
and general support maintenance (in- 
cluding repair parts and special tools 
lists) : trailer, flatbed, 10-ton, 4-wheel, 
M345, (NSN 2330-00-200-1737)., 85- 
20559 
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Operator’s, organizational, direct support 
and general support maintenance 
manual (including repair parts and spe- 
cial tools lists) : tractor, wheeled, ware- 
house, gas, 4000 Ib drawbar pull, NSN 
3930-01-047-8722, Northwestern model 
JG40PT-15, Army model MHE 251., 
85-20566 


Operator’s, organizational, direct support 
and general support maintenance 
manual including (repair parts and spe- 
cial tools list) : truck, lift, fork, gasoline 
engine driven, pneumatic rubber tire, 
4000 pound capacity, 144 inch lift, 
TCM model FG30N7(T) MHE 259, 
NSN 3930-01-146-3990., 85-20567 


Organizational, direct support, and gener- 
al support maintenance : care, mainte- 
nance, and repair of pneumatic tires 
and inner tubes., 85-20560 

Organizational, direct support and gener- 
al support maintenance manual includ- 
ing repair parts and special tools list 
for control-indicator, C-10965, 

34, part number 5051600-1, NSN 5865- 
01-109-3983., 85-20571 

Organizational, direct support and gener- 
al support maintenance repair parts and 
special tools list including depot main- 


sile, 10293020, 1450-00-140-3490, Lance 
Field Artillery Missile System., 85- 
20554 

Organizational direct support, and gener- 
al support maintenance repair parts and 
special tools lists : heater, bituminous, 
trailer mounted, 3 tank car heating ca- 
pacity, oil-fired steam boiler, gasoline 
engine, driven feed water pump, NSN 
3895-00-062-7912, Cleaver Brooks 
model PSM 50M., 85-20535 
and special tools lists : auger, earth, 
skid mounted, 9 foot boring depth, 
NSN 3820-00-931-4509, Texoma Enter- 
prises model 254-10., 85-20531 
and special tools lists : concrete - 
mobile mixer, body M919, model 8CM 
- 24/F, NSN 3895-01-028-4391., 85- 
20542 
and special tools lists : crane-shovel, 
crawler mounted, diesel engine driven, 
12-1/2 ton capacity, rated, w/3/4 cu 
yd, NSN _ 3810-00-937-3939, Thew- 
Lorain model L36M., 85-20527 

Organizational maintenance repair parts 
and special tools lists : crane-shovel, 
crawler mounted, 12-1/2 ton, 3/4 cu. 
yd, diesel engine driven, NSN 3810-00- 
869-3092, Bucyrus-Erie model 22BM.., 
85-20528 


repair parts 
and special tools lists : 


crane, truck 
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mounted, GED, 3/4 cubic yard, 20 
ton, with clamshell, dragline, and back- 
hoe attachments, NSN 3810-00-151- 
4431, Harnischfeger Corp model 
M320T2., 85-20529 


and special tools lists : crane, truck, 
warehouse, 10,000 Ib. capacity, GED, 


pneumatic tires, Army model MHE 
216, NSN 3950-00-197-4935, Pettibone 
model 10FM., 85-20568 
and special tools lists : crane, wheel 
mounted, 20 ton at 10 foot radius, 2 
engines, diesel engine driven, 4x4 air 
transportable, phase III, w/blade, bull- 
dozer, earth moving, w/block,tackle, 
20 ton, w/boom, crane, 30 foot, Army 
model M2380, NSN 3810-00-763-7728, 
American Hoist and Derrick model 
2380 and Army model M2385 ..., 85- 
20526 
and special tools lists : distributor, 
liquid bituminous material, tankless 
type, trailer mtd., 4 to 24 ft. spraybar, 
375 GPM pump, gasoline driven, NSN 
3895-00-767-0247, | Seaman-Gunnison 
model MTD., 85-20533 

Organizational maintenance repair parts 
and special tools lists : mixer, bitumi- 
nous material, non-self loading, DED, 
NSN 3895-00-933-0577, Barber-Greene 
model KA60, component of mixing 
plant, asphalt, 100-150 ton per hour, 
NSN 3895-00-936-8613., 85-20536 

Organizational maintenance repair parts 
and special tools lists : mixer, rotary 
tiller ded, 4 wheel, pneumatic tired, 
self-propelled, NSN 3895-00-883-0437, 
FWD Corporation model B2-lI71., 85- 
20538 

Organizational maintenance repair parts 
and special tools lists : non-tilt mixer, 
concrete, NSN 3895-00-444-1531, T.L. 
Smith Company model 499A., 85- 
20541 

Organizational maintenance repair parts 
and special tools lists tractor, 
wheeled, industrial, diesel driven, med 
DBP, w/dozer, w/backrip scarifier, w/ 
drawbar, trailer pintle and hydraulic 
scraper controls, NSN 2420-00-088- 
9384 (Clark model 290M), w/ROPS, 
NSN 2420-01-059-0090., 85-20524 

Organizational maintenance repair parts 
and special tools lists : truck, fork lift, 
electric, solid rubber tires, 4,000 Ib. ca- 
pacity, 100 in. lift, Army model MHE 
208, NSN 3930-00-494-8151, Baker 
model FTD-040-EE and 180 in lift, 
NSN 3930-00-236-6253., 85-20563 

Organizational maintenance repair parts 
and special tools lists : truck, telephone 
maintenance, utility C/S, 36,000 GVW, 
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6x4 W/WN, W/E Army model M876, 
NSN 2320-00-000-0114., 85-20555 

Organizational maintenance repair parts 
and special tools lists : truck, tractor, 
commercial, heavy equipment trans- 
porter, C-HET, 85,000 GVWR, 8x6, 
Army model M911, NSN 2320-01-025- 
3733., 85-20557 


Prepare a claims settlement agreement 
DA form 1666., 85-20519 

Prepare/process record of proceedings 
under Article 15, UCMJ : (DA form 
2627)., 85-20513 

Principles and operation of the cooling 
system., 85-20499 

Principles and operation of wheel brake 
system., 85-20496 

Principles and operation of wheel vehicle 
brake systems., 85-20497, 85-20498 

Principles of spark ignition., 85-20512 

Processing a claim for damage, injury, or 
death, standard form 95., 85-20520 

REQUEST manager’s handbook., 
20581 

Return procedures under interim contrac- 
tor support (ICS) depot level for navi- 
gation set, Doppler AN/ASN-128., 
85-20573 

Soldier fitness book., 85-20486 

Standard characteristics (dimensions, 
weight, and cube) for transportability 
of military vehicles and other outsize/ 
overweight equipment (in TOE LIN 
item number sequence)., 85-20599 

Student pamphlet : project definition and 
work classification /, 85-20611 

Troubleshoot the steering system on the 
M553 wrecker., 85-20504 

Troubleshooting the brake system on the 
M553 wrecker truck., 85-20503 


Use and care of STE/ICE., 85-20508 
United States. Army — History — 20th 


85- 


century. 

From active defense to AirLand Battle : 
the development of Army doctrine, 
1973-1982 /, 85-20604 


United States. Army — Management. 
Army Modernization Information Memo- 
randum (AMIM) /, 85-20577 


Handbook for administration of the indi- 
vidual training evaluation program., 
85-20579 


United States. Army — Military 
construction operations — Data 
processing. 

Microcomputer selection guide for con- 
struction field offices /, 85-20622 
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United States. Army — Non-commissioned 
officers’ handbooks. 
US Army Noncommissioned Officer 
Academy III Corps student guide., 
85-20489 


United States. Army — Officers. 
Report to the Officer Corps : results of 
the professional development of offi- 
cers study surveys., 85-20484 


United States. Army — Ordnance and 
ordnance stores. 
Munitions restricted or suspended., 
20583 


85- 


United States. Army — Personnel records — 
Handbooks, manuals, etc. 
Prepare/process record of proceedings 
under Article 15, UCMJ : (DA form 
2627)., 85-20513 


United States. Army — Postal service — 

Handbooks, manuals, etc. 

Classifying mailable articles. Part 1, 
Classes of mail., 85-20514 

International mail—determining classifi- 
cations and prohibitions., 85-20515 

International mail processing mail for air 
service, postage rates and special serv- 
ices fees., 85-20516 


Maintain stamp stock., 85-20517 


United States. Army — Procurement. 
Army Modernization Information Memo- 
randum (AMIM) /, 85-20577 


United States. Army — Procurement — 

Handbooks, manuals, etc. 

Return procedures under interim contrac- 
tor support (ICS) depot level for navi- 
gation set, Doppler AN/ASN-128., 
85-20573 


United States. Army — Records and 


Management information control : list of 
approved recurring management infor- 
mation requirements., 85-20522 


United States. Army. Reserve Officers’ 
Training Corps — Recruiting, enlistment, 
etc. 

Basic facts about Army ROTC., 
20601 


85- 


United States. Army — Uniforms. 
Everything you always wanted to know 
about your uniform but were afraid to 
ask., 85-20491 


United States. Army — Vocational guidance. 
Handbook of Army personnel tests., 85- 
20582 


United States. Army — Weapons systems. 
Army Modernization Information Memo- 
randum (AMIM) /, 85-20577 
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United States. Army — Weapons systems — 

Handbooks, manuals, etc. 

Operator’s manual : launcher, rocket, ar- 
mored vehicle mounted, M270, (1055- 
01-092-0596), Multiple Launch Rocket 
System., 85-20550 


United States. Board for International 
Broadcasting — Appropriations and 
expenditures, 1986-1987. 

Foreign Relations Authorization Act, 
Fiscal Years 1986 and 1987 : report of 
the Committee on Foreign Relations, 
United States Senate, on S. 1003 ...., 
85-22017 


United States. Board of Trustees of the 
Federal Supplementary Medical Insurance 
Trust Fund — Periodicals. 

Annual report of the Board of Trustees 
of the Federal Supplementary Medical 
Insurance Trust Fund : communication 
from the Board of Trustees, Federal 
Supplementary Medical Trust Fund ..., 
85-22040 


United States. Bonneville Power 
Administration. 


Bonneville Power Administration (BPA) 
and Washington Public Power Supply 
System (WPPSS) : oversight hearing 
before the Subcommittee on Mining, 
Forest Management, and Bonneville 
Power Administration of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session., 85- 
22314 


United States. Bureau of Land Management. 
Program to transfer land between the 
Bureau of Land Management and the 
Forest Service has stalled : report to 
the Secretaries of Agriculture and the 
Interior /, 85-21003 


United States. Bureau of Land Management. 
Alturas Resource Area. 
Alturas Resource Area : resource man- 
agement plan, record of decision., 85- 
21351 


United States. Bureau of Land Management. 

Arcata Resource Area. 

Preliminary wilderness recommendations 
for the Arcata resource area : Chemise 
Mountain WSA and King Range WSA 
/, 85-21138 


United States. Bureau of Land Management. 
White River Resource Area. 
Piceance basin resource management plan 
and environmental impact statement /, 
85-21145 


United States. Bureau of Land Management. 
White Sands Rescurce Area. 
White Sands Resource Area rangeland 
program summary : annual update., 
85-21365 





October 1985 


United States — Census, 20th, 1980. 
State profiles of the veteran population : 
Statistical portraits from the 1980 
Census /, 85-21974 


1980 census of population and housing. 
Congressional districts of the 99th Con- 
gress. Part 6, California., 85-20331, 
85-20332 


United States — Claims vs. Iran. 

Developments concerning the national 
emergency with respect to Iran : mes- 
sage from the President of the United 
States transmitting a further report on 
developments concerning the national 
emergency with respect to Iran, pursu- 
ant to 50 U.S.C. 1703., 85-22044 


United States. Coast Guard — Rules and 
practice. 
United States Coast Guard regulations, 
1985., 85-21954 


United States — Commerce. 

Activities of the Export-Import Bank of 
the United States : report together with 
dissenting views (to accompany H. 
Con. Res. 76) (including cost estimate 
of the Congressional Budget Office)., 
85-22140 


Unfair foreign trade practices : criminal 
components of America’s trade prob- 
lem : report /, 85-22289 


United States — Commerce — Japan. 
United States-Japan trade : hearing before 
the Subcommittee on International 
Trade of the Committee on Finance, 
United States Senate, Ninety-ninth 
Congress, first session, March 8, 1985., 
85-22295 


United States oceanborne foreign trade 
routes., 85-21972 


United States — Commercial treaties. 
United States-Israel free trade area : 
report (to accompany H.R. 2268) (in- 
cluding cost estimate of the Congres- 

sional Budget Office)., 85-22115 


United States. Congress — Appropriations 
and expenditures. 

Legislative branch appropriations for 
1986 : hearings before a subcommittee 
of the Committee on Appropriations, 
House of Representatives, Ninety-ninth 
Congress, first session /, 85-22251 


United States. Congress — Election districts 

— Statistics. 

1980 census of population and housing. 
Congressional districts of the 99th Con- 
gress. Part 6, California. 85-20331, 
85-20332 





United States. Congress. House. Committee 
on Education and Labor — Approprations 
and expenditures. 

Report of the Committee on Education 
and Labor, pursuant to section 302(b) 
of the Congressional Budget Act of 
1974., 85-22119 


United States. Congress. House. Committee 
on Education and Labor — Rules and 
practice. 

Rules of the Committee on Education 
and Labor /, 85-22284 


United States. Congress. House. Committee 
on Energy and Commerce. Subcommittee 
on Oversight and Investigations — Rules 
and practice. 

Subcommittee on Oversight and Investi- 
gations of the Committee on Energy 
and Commerce, U.S. House of Repre- 
sentatives : 99th Congress, 1985-86., 
85-22288 


United States. Congress. House. Committee 
on Standards of Official Conduct — Rules 
and practice. 

Rules of procedure /, 85-22346 


United States. Congress. House. Committee 
on Veterans’ Affairs — Appropriations and 


expenditures. 

Report of the Committee on Veterans’ 
Affairs pursuant to section 302(b) of 
the Congressional Budget Act of 1974., 
85-22078 


United States. Congress. House — Contested 
elections. 


Appendices, investigation of the question 
of the right of Frank McCloskey or 
Richard MclIntyre, from the Eighth 
Congressional District of Indiana, to a 
seat in the Ninety-ninth Congress pur- 
suant to House resolution 1 : meetings 
and hearings before the Task Force on 
the Indiana Eighth Congressional Dis- 
trict of the Committee on House Ad- 
ministration, House of Representatives, 
Ninety-ninth Congress, first session, 
counties of Crawford ...., 85-22311 

Relating to election of a Representative 
from the Eighth Congressional District 
of Indiana : report together with dis- 
senting and addtional views (to accom- 
pany H. Res. 146)., 85-22109 


United States. Congress. House — Officials 
and employees. 

Appendices, investigation of the question 
of the right of Frank McCloskey or 
Richard MclIntyre, from the Eighth 
Congressional District of Indiana, to a 
seat in the Ninety-ninth Congress pur- 
suant to House resolution 1 : meetings 
and hearings before the Task Force on 
the Indiana Eighth Congressional Dis- 
trict of the Committee on House Ad- 
ministration, House of Representatives, 
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U.S. Congress. Senate. Committee on 


Ninety-ninth Congress, first session, 
counties of Crawford ...., 85-22311 


United States. Congress. House. Permanent 
Select Committee on Intelligence — Rules 
and practice. 

Rules of procedure for the Permanent 
Select Committee on Intelligence, U.S. 
House of Representatives., 85-22317 


United States. Congress. House — Rules and 
Rules of procedure /, 85-2346 


United States. Congress. House. Select 
Committee on Children, Youth, and 
Families. 

Report on the activities in the 98th Con- 
gress of the Select Committee on Chil- 
dren, Youth, and Families, House of 
Representatives, years 1983 and 1984 
(pursuant to Rule xi (1)(d))., 85-22095 


United States. Congress. House. Select 
Committee on Hunger — Periodicals. 
Progress report of the Select Committee 

on Hunger., 85-22094 


United States. Congress. House. Select 
Committee on Narcotics Abuse and 
Control — Rules and practice. 

Rules of the Select Committee on Nar- 
cotics Abuse and Control : adopted 
April 3, 1985, 99th Congress, Ist ses- 
sion., 85-22334 


United States. Congress. Joint Economic 
Committee — Bibliography — Periodicals. 
Committee publications and policies gov- 

erning their distribution., 85-22280 


United States Congress. Senate — 
Appropriations and expenditures. 
Omnibus Committee funding resolution 
amendments : report (to accompany S. 
Res. 145)., 85-22018 


United States. Congress. Senate. Committee 
on Energy and Natural Resources — 
Officials and employees. 

Rules, membership, and jurisdiction of 
the Committee on Energy and Natural 
Resources, United States Senate., 85- 
22287 


United States. Congress. Senate. Committee 
on Energy and Natural Resources — 

Rules and practice. 

Rules, membership, and jurisdiction of 
the Committee on Energy and Natural 
Resources, United States Senate., 85- 
22287 


United States. Congress. Senate. Committee 
on Governmental Affairs — Periodicals. 
Activities of the Committee on Govern- 

mental Affairs : report of the Commit- 
tee on Governmental Affairs, United 
States Senate, and its subcommittees 
for the ... Congress., 85-22014 
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U.S. Congress. Senate Directories Telephone. 


Senate telephone directory, 85-22149 


United States Senate telephone directo- 
ry., 85-22149 


United States. Congress. Senate — History 
— Periodicals. 
Senate history /, 85-22150 


United States. Congress. Senate. Special 
Committee on Aging — Bibliography — 
Periodicals. 

Publications list /, 85-22230 


United States — Constitutional law. 
Constitutionality of GAO’s bid protest 
function : hearings before a subcommit- 
tee of the Committee on Government 
Operations, House of Representatives, 
Ninety-ninth Congress, first session, 
February 28 and March 7, 1885., 85- 


Letters of delegates to Congress, 1774- 
1789 /, 85-21422 


United States. Defense Logistics Agency. 
MAPAD : Military assistance program 
address directory system., 85-20472 


United States. Dept. of Agriculture. 

Department of Agriculture’s acquisition 
and distribution of commodities for its 
1983 payment-in-kind program : report 
to the Chairman, Subcommittee on 
Government Information, Justice, and 
Agriculture, House Committee on 
Government Operations /, 85-21002 


Agriculture, rural development, and re- 
lated agencies appropriations for 1986 : 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-ninth Con- 
gress, first session /, 85-22241, 85- 
22242 

Economic conditions in agriculture and 
fiscal year 1986 Department of Agri- 
culture budget proposals (Secretary 
John R. Block) : hearing before the 
Committee on Agriculture, House of 
Representatives, Ninety-ninth Con- 
gress, first session, February 21, 1985., 
85-22240 


United States. Dept. of Defense — 
Appropriations and expenditures. 
Department of Defense Authorization 

Act, 1986 : report of the Committee on 
Armed Services, U.S. House of Repre- 
sentatives, on H.R. 1872 together with 
additional and dissenting views., 85- 
22132 
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Major defense issues being addressed by 
the General Accounting Office : report 
to the Congress /, 85-21001 


Military construction appropriation bill, 
1985 : report (to accompany H.R. 
5898)., 85-22092 


National Defense Authorization Act for 
fiscal year 1986 : report (to accompany 
S. 1029) ... together with additional 
views /, 85-22019 


United States. Dept. of Defense — 
Appropriations and expenditures, 1986. 
Military Construction Authorization Act, 

1986 : report together with dissenting 
views (to accompany H.R. 1409) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22145 


United States. Dept. of Defense — 
Handbooks, manuals, etc. 
Transition from development to produc- 
tion : solving the risk equation : draft., 
85-20449 


United States. Dept. of Defense — 


Management. 

Department of Defense support for drug 
interdiction : hearing before a subcom- 
mittee of the Committee on Appropria- 
tions, United States Senate, Ninety- 
eighth Congress, second session : spe- 
cial hearing, Department of Defense, 
Department of the Treasury (U.S. Cus- 
toms Service)., 85-22255 


United States. Dept. of Defense — 
Management — Handbooks, manuals, etc. 
Transition from development to produc- 

tion : solving the risk equation : draft., 
85-20449 


United States. Dept. of Defense — Officials 
and employees — Periodicals. 
Distribution of personnel by state and by 
selected locations /, 85-20456 


United States. Dept. of Defense — 

Procurement. 

Department of Defense Authorization 
Act, 1986 : report of the Committee on 
Armed Services, U.S. House of Repre- 
sentatives, on H.R. 1872 together with 
additional and dissenting views., 85- 
22132 

Major defense issues being addressed by 
the General Accounting Office : report 
to the Congress /, 85-21001 


United States. Dept. of Defense — 
Procurement — Handbooks, manuals, etc. 
D.LD.S. procedures manual. Vol. 3, De- 

velopment and maintenance of item lo- 
gistics data tools, 85-20471 


Defense Integrated Data Systems DIDS 
procedures manual. Vol. 3, Develop- 
ment and maintenance of item logistics 
data tools., 85-20471 
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Development and maintenance of item lo- 
gistics data tools, 85-20471 


DIDS procedures manual. Vol. 3, Devel- 
opment and maintenance of item logis- 
tics data tools, 85-20471 


United States. Dept. of Energy. 

The economic implications of locating a 
nuclear waste repository in Texas : 
hearing before the Subcommittee on 
Nuclear Regulation of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-ninth 
Congress, first session, February 11, 
1985, Hereford, TX., 85-22336 


United States. Dept. of Energy — 
Appropriations and expenditures. 
Department of Energy civilian energy 

programs authorization act for fiscal 
years 1986, 1987, and 1988 : report to- 
gether with additional and dissenting 
views (to accompany H.R. 1799) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22106 


Department of Energy civilian research 
and development authorization act for 
fiscal years 1986, 1987, and 1988 : 
report together with additional and dis- 
senting views (to accompany H.R. 
1798) (including cost estimate of the | 
Congressional Budget Offfice)., 85- 
22105 

Energy and water development appro- 
priations for 1986 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-ninth Congress, first session /, 
85-22246, 85-22248 

Fiscal year 1986 Department of Energy 
authorization (transportation programs) 
: hearing before the Subcommittee on 
Transportation, Aviation, and Materials 
of the Committee on Science and 
Technology, U.S. House of Represent- 
atives, Ninety-ninth Congress, first ses- 
sion, February 27, 1985., 85-22342 


United States. Dept. of Health and Human 
Services — Appropriations and 


expenditures. 

Departments of Labor, 
Human Services, Education, and relat- 
ed agencies appropriations for 1986 : 
hearings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-ninth Con- 
gress, first session /, 85-22250 


Health and 


United States. Dept. of Housing and Urban 
Development — Periodicals. 
Programs of HUD /, 85-21133 


United States. Dept. of Justice — 
Appropriations and expenditures. 
Department of Justice Appropriation Au- 

thorization Act, fiscal year 1985 : 
report (to accompany H.R. 5468) (in- 
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cluding cost estimate of the Congres- 
sional Budget Office)., 85-22088 


Department of Justice Authorization Act, 
fiscal year 1984 : report together with 
additional and supplemental views (to 
accompany H.R. 2912) (including cost 
estimate of the Congressional Budget 
Office)., 85-22060 


United States. Dept. of Justice. Civil 
Division — Directories — Telephone. 
Civil Division telephone directory /, 

85-21397 


United States. Dept. of Justice — 
Information services. 
Need answers? : call National Institute of 
Justice/NCJRS Data Base Search 
Service., 85-21403 


United States. Dept. of Justice — 
Periodicals. 
Annual report of the Attorney General of 
the United States., 85-21392 


United States. Dept. of State. 
A Guide to doing business with the De- 
partment of State /, 85-21845 


United States. Dept. of State — 
— and expenditures, 1986- 
Foreign Relations Authorization Act, 

Fiscal Years 1986 and 1987 : report of 
the Committee on Foreign Relations, 
United States Senate, on S. 1003 ...., 
85-22017 


United States. Dept. of State — Handbooks, 
manuals, etc. 
Upward mobility training agreement and 
handbook /, 85-21846 


United States. Dept. of State — Officials 
and employees. 
A Unique source of executive and profes- 
sional talent /, 85-21847 


Upward mobility training agreement and 
handbook /, 85-21846 


United States. Dept. of the Interior — 
Appropriations and expenditures. 
Department of the Interior and related 

agencies appropriation bill, 1984 : 
report (to accompany H.R. 3363)., 85- 
22072 


Department of the Interior and related 
agencies appropriations for 1986 : hear- 
ings before a subcommittee of the 
Committee on Appropriations, House 
of Representatives, Ninety-ninth Con- 
gress, first session /, 85-22249 


United States. Dept. of the Interior. Office 
of Inspector General — Auditing and 
inspection — Periodicals. 

Semiannual report /, 85-21136 





U.S. Executive Office of the President 


United States. Dept. of the Interior. Office 
of Inspector General — Periodicals. 
Semiannual report /, 85-21136 


United States. Dept. of the Treasury — 
Appropriations and expenditures. 
Treasury, Postal Service, and general 
government appropriation bill, 1984 : 
report with additional views (to ac- 
company H.R. 3191)., 85-22069 

Treasury, Postal Service, and general 
government appropriations for fiscal 
year 1986 : hearings before a subcom- 
mittee of the Committee on Appropria- 
tions, House of Representatives, 
Ninety-ninth Congress, first session /, 
85-22253 


United States. Dept. of the Treasury — 

Periodicals 

Annual report of the United States gov- 
ernment for the fiscal year ended Sep- 
tember 30 ... (as cited in Secretary’s 
letter), 85-21899 

United States government annual report / 
, 85-21899 


United States. Dept. of the Treasury — 
Procurement. 
Selling to the Department of the Treas- 
ury., 85-21904 


United States. Dept. of the Treasury — 
Statistics — Periodicals. 
Annual report. Appendix, 85-21900 


United States government annual report. 
Appendix /, 85-21900 


United States. Dept. of Transportation. 
Transportation issues of the 1980’s : a 
summary of private and public sector 
views /, 85-21925 


United States — Economic conditions — 
Bibliography — Periodicals. 
Committee publications and policies gov- 
erning their distribution., 85-22280 


United States — Economic conditions — 
1971- — Bibliography — Catalogs. 
National and world economy., 85-21017 


United States — Economic conditions, — 
1981- 
Trend analyses and related statistics : dis- 
tricts, regions, service centers. 85- 
21913 


United States — Economic policy. 

Impact of budget proposals on income 
maintenance programs, trade and eco- 
nomic policy, state and local issues : 
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Dental auxiliaries in the VA., 


United States — Vital statistics — 


85-21977 


Bibliography — Catalogs. 
Vital and health statistics, 85-21018 


United States. Volunteers in Service to 
America — Appropriations and 


expenditures. 

Domestic Volunteer Service Act amend- 
ments of 1983 : report together with 
additional and dissenting views (to ac- 
company H.R. 2655) (including cost es- 


timate of the Congressional Budget 
85-22055 


Petroleum contract quality assurance 
manual., 85-20473 


United States. Congress. House. Permanent 
Select Committee on Intelligence. — 
Periodicals. 

Report on the activities of the Permanent 
Select Committee on Intelligence of 
the House of Representatives during 
the ... Congress pursant to clause 1(d) 
tule XI of the rules of the House of 
Representatives., 85-22096 


United States. Dept. of Housing and Urban 
Development. 


Debentures not serving purposes HUD 
intended—legislative changes could 
help increase effectiveness and mini- 
mize interest costs : summary : report 
to the Congress /, 85-21005 


United States Fire Administration — 

Appropriations and 

Authorization of the Federal Fire Pre- 
vention and Control Act : hearing 
before the Subcommittee on Science, 
Technology, and Space of the Commit- 
tee on Commerce, Science, and Trans- 
portation, United States Senate, 
Ninety-ninth Congress, first session ... 
March 26, 1985., 85-22277 

Fire prevention and control authorization 
: report (to accompany S. 818)., 85- 
22012 
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United States Information Agency — 

Appropriations and expenditures. 

Foreign Relations Authorization Act, 
Fiscal Years 1986 and 1987 : report of 
the Committee on Foreign Relations, 
United States Senate, on S. 1003 ...., 
85-22017 


United States International Trade 
Commission — Periodicals. 
Annual report /, 85-21377 


United States Postal Service. 
Zip4 codes, why they add up for business 
mailers., 85-21827 


United States Postal Service — 
Appropriations and expenditures. 
Treasury, Postal Service, and general 
government appropriation bill, 1984 : 
report with additional views (to ac- 
company H.R. 3191)., 85-22069 

Treasury, Postal Service, and general 
government appropriations for fiscal 
year 1986 : hearing before a subcom- 
mittee of the Committee on Appropria- 
tions, House of Representatives, 
Ninety-ninth Congress, first session /, 
85-22254 


United States Postal Service — Directories 
—T 
Telephone directory /, 85-21829 


United States Postal Service — Juvenile 
literature. 
How your letter gets there : family color- 
ing book., 85-21825 


United States Postal Service. Sequoia 
District. 
The Santa Ana General Mail Facility : a 
case study in the activation of a major 
postal facility /, 85-21826 


Universities and colleges — Finance — 
Statistics — Periodicals. 
Basic student charges, 2-year and 4-year 
institutions, 85-20712 
College costs. Basic student charges, 2- 
year and 4-year institutions., 85-20712 


Universities and colleges — United States — 
Graduate work — Periodicals. 
Mathematical sciences postdoctoral re- 

search fellowships. Announcement /, 
85-21820 


Uranium. 
Acceptance criteria for the low enriched 
uranium reform amendments /, 85- 
22177 


Urban runoff — Colorado — Denver 
Metropolitan Area. 
A summary of urban runoff studies in the 
Denver metropolitan area, Colorado /, 
85-21137 
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Utah — Antiquities — Congresses. 
A nineteenth century Ute burial from 
northeast Utah /, 85-21362 


Utah — Population — Statistics. 
Estimates of the population of Utah 
counties and metropolitan areas : July 
1, 1981, 1982, and 1983., 85-20306 


Ute Indians — Religion and mythology — 
Congresses. 


A nineteenth century Ute burial from 
northeast Utah /, 85-21362 


Vv 


Value analysis (Cost control) 
Value engineering study of crack and 
joint sealing., 85-21940 


Valves — Patents. 
Linear motion valve [microform.] , 
21814 


Vaporization, Heats of. 
External fuel vaporization study. Phase 
Il, Interim report [microform] / , 85- 
21762 


85- 


Vapors — Measurment. 
Technical assistance document for moni- 
toring sulfuric acid vapor from station- 
ary sources /, 85-20866 


Vehicles, Military — United States — 

Handbooks, manuals, etc. 

Standard characteristics (dimensions, 
weight, and cube) for transportability 
of military vehicles and other outsize/ 
overweight equipment (in TOE LIN 
item number sequence)., 85-20599 

Vehicles, Military — United States — 

Maintenance and repair — Handbooks, 

manuals, etc. 

Automotive electrical system, principles 
and operations., 85-20493 

Basic principles of hydraulics and hy- 
draulic schematic reading., 85-20501 

Basic principles of hydraulics and hy- 
draulic schematic reading, part I., 85- 
20500 

Compression ignition, principles and op- 
eration., 85-20495 

General shop safety., 85-20506 

Maintenance discipline., 85-20509 

Principles and operation of the cooling 
system., 85-20499 

Principles and operation of wheel brake 
system., 85-20496 

Principles and operation of wheel vehicle 
brake systems., 85-20497, 85-20498 

Principles of spark ignition., 85-20512 

Troubleshoot the steering system on the 
M553 wrecker., 85-20504 


Troubleshooting the brake system on the 
M553 wrecker truck., 85-20503 





Use and care of STE/ICE., 85-20508 
Vehicles, Military — United States — 
Maintenance and repair — Safety 
measures, 
General shop safety., 85-20506 


Ventilation — Control — United States. 
Summary of USA-CERL research on 
control of heating, ventilating, and air- 

conditioning systems /, 85-20625 


Vereen, Emerson B. 
Audrey O. Lewis and Emerson B. 
Vereen : report (to accompany H.R. 
1010)., 85-22130 


Vermiculite. 
Vermiculite : a chapter from Mineral 
facts and problems, 1985 edition., 85- 
21280 


Veterans — Education — United States. 

New GI Bill amendments of 1985 : report 
(to accompany H.R. 752 ... referred 
jointly to the Committee on Veterans’ 
Affairs and the Committee on Armed 
Services) (including cost estimate of 
the Congressional Budget Office)., 85- 
22098 


Veterans — Employment — United States. 

Implementation of the Emergency Veter- 
ans’ Job Training Act of 1983 : hearing 
before the Subcommittee on Education, 
Training, and Employment of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-ninth Con- 
gress, first session, February 14, 1985., 
85-22354 


Veterans — Legal status, laws, etc. — 

United States. 

New GI Bill amendments of 1985 : report 
(to accompany H.R. 752 ... referred 
jointly to the Committee on Veterans’ 
Affairs and the Committee on Armed 
Services) (including cost estimate of 
the Congressional Budget Office)., 85- 
22098 


Veterans — Medical care — United States. 

VA fiscal year 1986 medical program 
budgets : hearings before the Subcom- 
mittee on Hospitals and Health Care of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-ninth 
Congress, first session, February 7, 
1985., 85-22353 


Veterans — Medical care — United States 

— Costs. 

Legislation to authorize VA recoveries 
from private health insurance would 
result in substantial savings : summary : 
report to the Congress /, 85-20999 


Veterans — Training of — United States. 
Implementation of the Emergency Veter- 
ans’ Job Training Act of 1983 : hearing 
before the Subcommittee on Education, 
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Vietnam Veterans of America, Inc. 


Training, and Employment of the 
Committee on Veterans’ Affairs, House 
of Representatives, Ninety-ninth Con- 
gress, first session, February 14, 1985., 
85-22354 


Veterans — United States — Statistics. 
State profiles of the veteran population : 
statistical portraits from the 1980 
Census /, 85-21974 


Veterans, Disabled — Employment — 
United States. 
Employment programs for veterans with 
disabilities, 85-21834 


Veterans, Disabled — Medical care — 

United States. 

Study of temporary 100 percent ratings 
for service-connected disabilities re- 
quiring inpatient treatment /, 85- 
21973 


Veterans Administration Medical Center 
(Seattle, Wash.) 
A Guide to bone marrow transpiant, 2., 
85-21975 


Veterinary hygiene — United States. 
Medical services : veterinary, medical 
food inspection., 85-20521 


Vibration — Research — United States. 
Approximation methods for inverse prob- 
lems involving the vibration of beams 
with tip bodies [microform] / , 85- 
21728 
Refinement and evaluation of helicopter 
real-time self-adaptive active vibration 
controller algorithms /, 85-21665 


Vietnam — Foreign relations — United 
States. 
American servicemen missing in Indo- 
china., 85-21878 
Vietnam — History — 1975- — Addresses, 
essays, lectures. 


Vietnam, under two regimes 
1985., 85-21892 


: April 


Vietnam — Politics and government — 1975- 
— Addresses, essays, lectures. 
The meaning of Vietnam /, 85-21859 


Vietnam Conflict, 1961-1975 — United 
States. 
The United States Air Force in Southeast 
Asia, 1961-1973 : an illustrated account 
/, %85-20678 


Vietnam Veterans of America, Inc. 

Vietnam Veterans of America, Inc. : 
report (to accompany H.R. 4772) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22091 
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Vietnamese Conflict, 1961-1975 Moral and ethical 


Vietnamese Conflict, 1961-1975 — Moral 
and ethical aspects — Addresses, essays, 
lectures. 

The meaning of Vietnam /, 85-21859 


Viking Mars Program. 
Clouds above the Martian limb [micro- 
form] : Viking observations /, 85- 
21745 


Virgin Islands of the United States — 

Industries. 

Enhancing the economic development of 
Guam, the Virgin Islands, American 
Samoa, the Northern Mariana Islands, 
and for other : report (to ac- 
company H.R. 5531)., 85-22089 


Virginia — Maps, Topographic. 

7.5 minute series (topographic) : [Virgin- 
ia]. 37079-B3-TF-024, Lynch Station 
quadrangle, Virginia, 1966 /, 85-21202 

7.5 minute series (topographic) : [Virgin- 
ia]. 37080-A7-TF-024, Pulaski quadran- 
gle, Virginia, 1965 /, 85-21201 


Viscous flow. 

Three-dimensional unsteady viscous flow 
analysis over airfoil sections [micro- 
form] /, 85-21715 

Visual acuity. 


Visual vulnerability of the landscape : 
control of visual quality /, 85-20199 


Visual fields. 
Wide-field-of-view, helmet-mounted infin- 
ity display system development., 85- 
20690 


Visual perception. 
Visual vulnerability of the landscape : 
control of visual quality /, 85-20199 


*Vital Statistics — United States — 
abstracts 
Vital and health statistics : a guide to 
sources of information /, 85-21075 


Vi 


Learning words from context /, 85- 
20797 


Vocational education — United States. 

Anticipating future influences on voca- 
tional education /, 85-20764 

Designing excellence in secondary voca- 
tional education : applications of princi- 
ples from effective schooling and suc- 
cessful business practices /, 85-20721 

Displaced workers : implications for edu- 
cational and training institutions /, 85- 
20765 

Literacy for a technological world /, 
85-20722 


The quality of American high school 
graduates : what personnel officers say 
and do about it /, 85-20744 
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Skills for the changing workplace : an 
electronics instructor’s guide /, 85- 
20706 

The Unfinished agenda : the role of voca- 
tional education in the high school /, 
85-20702 

Updating teachers for tomorrow’s tech- 
nology : a strategy for action /, 85- 
20731 

Vocational education and youth employ- 
ment /, 85-20732 


Vocational education — United States — 

Evaluation. 

Assessing cooperative vocational educa- 
tion students’ time use at their training 
stations /, 85-20707 

Critical evaluation for vocational educa- 
tion /, 85-20704 


Vocational guidance — United States. 
Adult development : implications for 
adult education /, 85-20796 
A skills map : the general and specific 
competencies required by different oc- 
cupations : progress report /, 85- 
20794 


Vocational rehabilitation — United States. 
Anticipating future influences on voca- 
tional education /, 85-20764 


Voluntarism — Nebraska. 

Volunteerism and private sector initia- 
tives for older Nebraskans : hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety- 
eighth Congress, second session, July 
13, 1984, Omaha, NE., 85-22235 


Volunteer workers in education. 
Senior strategies : the STEP Program, 
teaching and learning across the gen- 
erations., 85-20753 


Vortex-motion. 

Flow visualization study of a vortex/ 
wing interaction [microform] / , 85- 
21624 

VORCOR [microform] : a computer pro- 
gram for calculating characteristics of 
wings with edge vortex separation by 
using a vortex filament and core model 
/, 85-21679 


Voters, Registration of — United States — 
Statistics — Periodicals. 
Voting and registration in the election of 
sy» 85-20310 


Voting — United States — Statistics — 
Periodicals. 
Voting and registration in the election of 
--» 85-20310 


Do not order from index; see indicated entry 





Subject Index 
Ww 


Wage-price policy. 
Monetary policy games and the role of 
private information /, 85-20994 


Wages — American Samoa. 
Various industries in American Samoa : 
an economic report., 85-21418 


Wages — Storage and moving trade — New 
Jersey — Statistics — Periodicals. 
Moving and storage wage survey, Mid- 

dlesex, Monmouth, and Ocean Coun- 
ties, N.J. /, 85-21415 


Wages — Storage and moving trade — 
North Dakota — Statistics — Periodicals. 
Moving and storage wage survey, North 

Dakota /, 85-21414 


Wages — United States — Statistics — 
Periodicals. 
Bargaining calendar /, 


Wakes (Aerodynamics) 

Physics of aircraft wakes [microform] : 
progress report no. 1 for the period 
May 15, 1984 to November 14, 1984 /, 
85-21763 


Wallops Flight Facility — Bibliography. 
Technical publications of the NASA 
Wallops Flight Facility 1980 through 
1983 [microform] /, 85-21529 


War and emergency legislation — United 

States. 

National emergency with respect to 
Nicaragua : message from the President 
of the United States transmitting notifi- 
cation of the exercise of authority 
under the International Emergency 
Economic Powers Act with respect to 
Nicaragua, pursuant to 50 U.S.C. 1703., 
85-22051 


Warmouth. 
Habitat suitability index models and in- 
stream flow suitability curves : war- 
mouth /, 85-21347 


Washington Monument (Washington, D.C.) 
The Washington Monument, Washington 
DC., 85-21319 


Washington Public Power Supply System. 

Bonneville Power Administration (BPA) 
and Washington Public Power Supply 
System (WPPSS) : oversight hearing 
before the Subcommittee on Mining, 
Forest Management, and Bonneville 
Power Administration of the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety- 
eighth Congress, second session., 85- 
22314 


85-21412 
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Washington (State) — Maps, Topographic. 
7.5 minute series (topographic) : [Wash- 
ington].  46122-D6-TF-024, Eden 
Valley quadrangle, Washington /, 85- 
21253 


7.5 minute series (topographic) : [Wash- 
ington]. 46122-E5-TF-024, Mayfield 
Lake quadrangle, Washington-Lewis 
Co. /, 85-21254 


Washington (State) — Population — 
Statistics. 


Estimates of the population of Washing- 
ton counties and metropolitan areas, 
July 1, 1981, 1982, and 1983., 85- 
20307 


Waste disposal in the ground — Law and 
legislation — United States. 

Hazardous Waste Control and Enforce- 
ment Act of 1983 : report together 
with minority views (to accompany 
H.R. 2867) (including cost estimate of 
the Congressional Budget Office)., 85- 
22061 


Waste disposal in the ground — United 
States. 
Standard operating procedures for con- 
ducting sampling and sample bank 
audits., 85-20865 


Water — Pollution — Florida — Lake 

County. 

Distribution and occurrence of total coli- 
form bacteria in Floridan aquifer wells, 
western Lake County, Florida /, 85- 
21167 


Water — Pollution — Law and legislation 

— United States. 

Clean Water Act Amendments of 1985 : 
report of the Committee on Environ- 
ment and Public Works, United States 
Senate, to accompany S. 1128 together 
with additional views., 85-22025 

Guidelines for screening National Pollut- 
ant Discharge Elimination System per- 
mits /, 85-21342 


Water -— Pollution — Ohio. 
The Maumee River basin pilot watershed 
study /, 85-20828 


Water — Pollution — Standards —- United 
States. 


Development document for effluent limi- 
tations guidelines and standards for the 
plastics molding and forming point 
source category., 85-20834 


Water — Pollution — United States — 
Prevention. 
Fail-safe devices for the prevention of 
hazardous materials spills /, 85-20856 


Water — Purification. 
Overland flow treatment of municipal 
wastewater in Florida /, 85-20850 





Water quality South Carolina Yearbooks. 


Water — Purification — Congresses. 
Control of acid mine drainage : proceed- 
ings of a technology transfer seminar /, 
85-21299 


Water — Purification — Filtration. 
Bacterial colonization of point-of-use 
water treatment devices /, 85-20825 


Water, Underground — Delaware — New 
Castle County. 
Simulated ground-water flow in the Poto- 
mac aquifers, New Castle County, 
Delaware /, 85-21165 


Water, Underground — Great Plains — 
Temperature. 

Freshwater heads and ground-water tem- 
peratures in aquifers of the Northern 
Great Plains in parts of Montana, 
North Dakota, South Dakota, and Wy- 
oming /, 85-21162 


Water, Underground — Kentucky. 
Hydrology of area 11, Eastern Coal 
Province, Ohio, Kentucky, and West 
Virginia /, 85-21164 


Water, Underground — Minnesota. 

Water levels and water-level changes in 
the Prairie du Chien-Jordan and Mount 
Simon-Hinckley aquifers, Twin Cities 
metropolitan area, Minnesota, 1971-80 
/, 85-21332 


Water, Underground — New Mexico. 
Geohydrology of the central Mesilla 
Valley, Dona Ana County, New 
Mexico /, 85-21163 


Preliminary study of the aquifers of the 
lower Mesilla Valley in Texas and 
New Mexico by model simulation /, 
85-21170 


Water, Underground — Ohio. 
Hydrology of area 11, Eastern Coal 
Province, Ohio, Kentucky, and West 
Virginia /, 85-21164 


Water, Underground — Pollution — Florida 

— Lake County. 

Distribution and occurrence of total coli- 
form bacteria in Floridan aquifer wells, 
western Lake County, Florida /, 85- 
21167 


Water, Underground — Pollution — United 
States. 


Groundwater monitoring survey : a 
survey /, 85-22290 

Radionuclide migration in groundwater : 
final report /, 85-22206 

Resource document for the Ground- 


Water Monitoring Strategy Workshop., 
85-20874 


Water, Underground — Pollution — United 
States — Mathematical models. 
A 3-dimensional computer model to sim- 
ulate fluid flow and contaminant trans- 
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port through a rock fracture system /, 
85-22207 


Water, Underground — Texas. 

Preliminary study of the aquifers of the 
lower Mesilla Valley in Texas and 
New Mexico by model simulation /, 
85-21170 


Water, Underground — Texas — Artificial 


recharge. 
Effects of artificial recharge on the Ogal- 
lala Aquifer, Texas /, 85-21157 


Water, Underground — United States — 
Pollution — Congresses. 
Planning Workshop to develop recom- 
mendations for a Ground-water Moni- 
toring Strategy /, 85-20872 


Water, Underground — West Virginia. 
Hydrology of area 11, Eastern Coal 
Province, Ohio, Kentucky, and West 
Virginia /, 85-21164 


Water, Underground — Wyoming. 
Ground-water quality in Wyoming /, 
85-21166 


Water pollution control industry — United 

States — Technological innovations. 

Clean Water Act Amendments of 1985 : 
report of the Committee on Environ- 
ment and Public Works, United States 
Senate, to accompany S. 1128 together 
with additional views., 85-22025 


Water quality — Erie, Lake. 
Lake Erie intensive study 1978-1979 : 
final report /, 85-20873 
Water quality — Florida — Yearbooks. 
Florida, 85-21173 
U.S.G.S. water resources data. Florida, 
85-21173 
USGS water resources data. Florida, 
85-21173 
Water resources data. Florida., 85-21173 
Water resources data, Florida, 85-21173 
Water quality — Government policy — 
United States. 
What is the most effective water policy 
for the United States? : national debate 
topic for high schools, 1985-1986, pur- 


suant to Public Law 88-246 /, 85- 
22004 


Water quality — South Carolina — 
Yearbooks, 
South Carolina, 85-21174 


U.S.G.S. water resources data, 85-21174 

USGS water resources data, 85-21174 

Water resources data. South Carolina., 
85-21174 
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Water quality U.S. 


Water quality — United States. 

Clean Water Act Amendments of 1985 : 
report of the Committee on Environ- 
ment and Public Works, United States 
Senate, to accompany S. 1128 together 
with additional views., 85-22025 


Groundwater monitoring survey 
survey /, 85-22290 


Water quality — Wyoming. 
Ground-water quality in Wyoming /, 
85-21166 


Water quality bioassay — Erie, Lake. 
Lake Erie intensive survey, 1978-1979 /, 
85-20827 


Water quality management — Colorado. 
Meeker Dome Unit, Colorado : prelimi- 
nary findings report /, 85-21266 


Water quality management — Ohio. 
The Maumee River basin pilot watershed 
study /, 85-20828 


Water quality management — United States. 
Groundwater monitoring survey : a 
survey /, 85-22290 


Water quality management — United States 
— Congresses. 
Planning Workshop to develop recom- 
mendations for a Ground-water Moni- 
toring Strategy /, 85-20872 


Water resources development — Florida — 
Yearbooks. 
Florida, 85-21173 


U.S.G.S. water resources data. Florida, 
85-21173 


USGS water resources data. Florida, 
85-21173 


Water resources data. Florida., 85-21173 
Water resources data, Florida, 85-21173 


Water resources development — Government 
policy — United States. 

What is the most effective water policy 
for the United States? : national debate 
topic for high schools, 1985-1986, pur- 
suant to Public Law 88-246 /, 85- 
22004 


Water resources development — Great Lakes 

Region. 

Great Lakes diversions and consumptive 
uses : a report to the governments of 
the United States and Canada under 
the 1977 Reference., 85-22161 


Water resources development — Idaho. 
Reynolds Creek cooperative watershed 
study., 85-21356 
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Water resources development — Law and 
legislation — United States — Periodicals. 
CFR. 18, Power and water resources, 

85-20211 


Code of federal regulations. 18, Conser- 
vation of power and water resources., 
85-20211 


Conservation of power and water re- 
sources, 85-20211 


Water resources development — South 
Carolina — Yearbooks. 
South Carolina, 85-21174 


U.S.G.S. water resources data, 85-21174 
USGS water resources data, 85-21174 


Water resources data. South Carolina., 
85-21174 


Water resources development — United 

States. 

Energy and water development appro- 
priations for 1986 : hearings before a 
subcommittee of the Committee on Ap- 
propriations, House of Representatives, 
Ninety-ninth Congress, first session /, 
85-22246, 85-22248 


Water resources development — United 
States — Government policy — 
Bibliography — Catalogs. 

Publications relating to the 1985-86 high 
school debate : United States water 
policy : what is the most effective 
water policy for the United States?, 
85-21015 


Water-supply — Florida — Tampa — 
A 
City of Tampa : management analysis and 
report system (MARS) /, 85-20848 


Water-supply — Government policy — 

United States. 

What is the most effective water policy 
for the United States? : national debate 
topic for high schools, 1985-1986, pur- 
suant to Public Law 88-246 /, 85- 
22004 


Water-supply — Great Lakes Region. 

Great Lakes diversions and consumptive 
uses : a report to the governments of 
the United States and Canada under 
the 1977 Reference., 85-22161 


Water-supply — United States — 
Government policy — Bibliography — 
Catalogs. 

Publications relating to the 1985-86 high 
school debate : United States water 
policy : what is the most effective 
water policy for the United States?, 
85-21015 


Water table — Minnesota. 
Water levels and water-level changes in 
the Prairie du Chien-Jordan and Mount 
Simon-Hinckley aquifers, Twin Cities 
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metropolitan area, Minnesota, 1971-80 
/, 85-21332 


Water transfer — Colorado — Eagle 

County. 

Final environmental impact statement on 
application for land use : Homestake 
phase II project : Eagle County, Colo- 
rado., 85-20201 


Water use — Standards — United States. 
Development document for effluent limi- 
tations guidelines and standards for the 
canmaking subcategory of the coil 
coating, point source category., 85- 
20832 


Water use — United States. 

Development document for effluent limi- 
tations guidelines and standards for the 
copper forming point source category., 
85-20833 


Waterproofing. 
The cleaning and waterproof coating of 
masonry buildings /, 85-21321 


Watershed management — Idaho. 
Reynolds Creek cooperative watershed 
study., 85-21356 


Wayne National Forest (Ohio) 
Hiking trails : Lamping homestead : Ohio 
View : Scenic River., 85-20196 


Weapons systems — Costs. 

Reducing the cost of weapon systems ac- 
quisition : hearing before the Task 
Force on Selected Defense Procure- 
meat Matters of the Committee on 
Armed Services, United States Senate, 
Ninety-eighth Congress, second ses- 
sion, December 18, 1984., 85-22259 


Weather forecasting. 

Recent examples of mesoscale numerical 
forecasts of severe weather events 
along the east coast [microform] / , 
85-21597 


Weather forecasting — Data processing. 
AFOS-ERA forecast verification /, 85- 
20399 


Weather forecasting — Periodicals. 
Selected worldwide marine weather 
broadcasts., 85-20406 


Weather reporting, Radio. 
NOAA weather radio : the voice of the 
National Weather Service., 85-20404 


Weaving — United States — Statistics. 
1982 census of manufactures. Industry 
series. Weaving mills., 85-20250 


Weighing-machines. 


Bridge formula application., 85-21939 





October 1985 


Weightlessness. 
Human response to vibroacoustic envi- 
ronments of space vehicles [microform] 
/, 85-21611 


Space stations [microform] : living in 
zero gravity : developmental task for 
psychologists and space environmental 
experts /, 85-21481 


Weights and measures — United States. 
State weights and measures laboratories : 
program handbook /, 85-20359 


Weights and measures — United States — 
Directories. 
State measurement laboratories : program 
description, part I, directory, part II., 
85-20358 


Welding. 
Recommended welding criteria for use in 
the fabrication of shipping containers 
for radioactive materials /, 85-22188 


Western Airlines. 
Relief of certain former flight engineers 
of Western Airlines : report (to accom- 
pany H.R. 484)., 85-22112 


Wetlands — Law and legislation — United 

States. 

Emergency Wetlands Resources Act of 
1985 : report (to accompany H.R. 
1203) (including cost estimate of the 
Congressional Budget Office)., 85- 
22137 


White dwarfs. 

Search for white dwarf companions of 
cool stars with peculiar element abun- 
dances [microform] : report for period 
Autumn 1982-Autumn 1984 /, 85- 
21747 


White River National Forest (Colo.) 

Final environmental impact statement on 
application for land use : Homestake 
phase II project : Eagle County, Colo- 
rado., 85-20201 


Wiid and scenic rivers — United States. 

Proposed additions to the National Wil- 
derness Preservation System and to the 
National Wild and Scenic Rivers 
System : message from the President of 
the United States transmitting proposed 
additions to the National Wilderness 
Preservation System and to the Nation- 
al Wild and Scenic Rivers System, pur- 
suant to Public Law 88-577, section 7., 
85-22045 


Wild animal trade — United States — 
Statistics — Periodicals. 
Convention on international trade in en- 
dangered species of wild fauna and 
flora., 85-21335 





Wilderness areas — Alaska — Denali 

National Park and Preserve. 

Denali National Park and Preserve, 
Alaska : draft, general management 
plan/environmental assessment land 
protection plan, wilderness suitability 
review., 85-21309 


Wilderness areas — Alaska — Gates of the 

Arctic National Park and Preserve. 

Draft general management plan— envi- 
ronmental assessment, land protection 
plan, wilderness suitability review : 
Gates of the Arctic National Park and 
Preserve, Alaska., 85-21311 


Wilderness areas — California — Humboldt 

County. 

Preliminary wilderness recommendations 
for the Arcata resource area : Chemise 
Mountain WSA and King Range WSA 
/, 85-21138 


Wilderness areas — California — 

Mendocino County. 

Preliminary wilderness recommendations 
for the Arcata resource area : Chemise 
Mountain WSA and King Range WSA 
/, 85-21138 


Wilderness areas — Environmental aspects 
— Montana — Lee Metcalf Wilderness. 
Wilderness management plan for the Bear 

Trap Canyon unit of the Lee Metcalf 
Wilderness, Montana /, 85-21352 


Wilderness areas — Nevada. 
Walker Resource Area wilderness techni- 
cal report., 85-21359 


Wilderness areas — New Mexico. 
New Mexico statewide wilderness study 
/, 85-21142 


Wilderness areas — Oregon. 
Steens Mountain Recreation Area man- 
agement plan: summary., 85-21358 


Wilderness areas — West (U.S.) 

Proposed additions to the National Wil- 
derness Preservation System and to the 
National Wild and Scenic Rivers 
System : message from the President of 
the United States transmitting proposed 
additions to the National Wilderness 
Preservation System and to the Nation- 
al Wild and Scenic Rivers System, pur- 
suant to Public Law 88-577, section 7., 
85-22045 


Wildlife conservation — Texas — Maps. 
Texas Barrier Islands Region ecological 
characterization atlas : biological re- 
sources /, 85-21338 


Wildlife conservation — United States — 
Finance. 
Nongame fish and wildlife conservation 
authorization : report (to accompany 
H.R. 1406) (including cost estimate of 
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Wind tunnels Data processing. 
the Congressional Budget Office)., 85- 
22126 


Wildlife diseases — Colorado. 

Zoonoses in the Colorado outdoors : dis- 
eases transmitted from animals to 
humans and present in rural wilderness 
areas of Colorado., 85-20693 


Wildlife habitat improvement — Washington 
(State). 
Columbia Basin wildlife, irrigation devel- 
opment study /, 85-21268 


Wildlife management. 
Ecology and management of the bullfrog 
/, %85-21334 


Wildlife refuges — Georgia. 
Laurel Hill Wildlife Drive., 


85-21333 


Wildlife refuges — Law and legisiation — 

United States. 

Emergency Wetlands Resources Act of 
1985 : report (to accompany H.R. 
1203) (including cost estimate of the 
Congressional Budget Offfice)., 85- 
22137 


Wildlife refuges — South Carolina. 
Laurel Hill Wildlife Drive., 85-21333 


Wilmington (Del.) — Harbor. 
The Ports of Philadelphia, PA, Camden, 
NJ, Wilmington, DE, and ports on 
Delaware River /, 85-20612 


Wind power — Wyoming — Medicine Bow. 
Medicine Bow WTS-4 wind turbine field 
tests /, 85-21274 
Wind shear — United States. 


Wind shear measuring on board an air- 
liner [microform] /, 85-21466 


Wind tunnel walls — Congresses. 
Wind tunnel wall interference assess- 
ment/correction, 1983 [microform] / , 
85-21796 


Wind tunnels. 

Design and wind tunnel evaluation of a 
symmetric airfoil series for large wind 
turbine applications [microform] / , 
85-21785 

Design study of test models of maneuver- 
ing aircraft configurations for the Na- 
tional Transonic Facility /, 85-21666 

Flight and wind-tunnel comparisons of 
the inlet/airframe interaction of the F- 
15 airplane /, 85-21801 


Wind tunnels — 
Wind tunnel wall interference assess- 
ment/correction, 1983 [microform] / , 
85-21796 


Wind tunnels — Data processing. 
Computer studies of hybrid-slotted work- 
ing sections with minimum interference 
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Wind tunnels Data processing. 


at subsonic speeds [microform] / , 
21564 


flow around a mode! with the aid of a 
“laser knife” [microform] / , 85-21474 


Winds — United States — Measurement. 
An Evaluation of wind measurements by 
four doppler sodars /, 85-20859 


sin]. 44088-B5-TF-024, Sherwood quad- 
rangle, Wisconsin, 1974 /, 85-21215 

7.5 minute series (topographic) : [Wiscon- 
sin]. 44088-C4-TF-024, Appleton quad- 
rangle, Wisconsin-Outagamie Co., 1955 
/, 85-21216 


Withholding tax — United States — Rates 
and tables. 

Alternative tax withholding methods and 
tables : (including tables for withhold- 
ing from qualified total distributions)., 
85-21917 


Women of the world : Near East and 
North Africa /, 85-20239 


Women — California — Orange County — 


Transportation. 

The impact of changing women’s roles 
on transportation needs and usage /, 
85-21927 


Women — Developing countries. 
Women of the world : a chartbook for 
developing regions., 85-20240 
Women of the world : Near East and 
North Africa /, 85-20239 


Women — Developing countries — Social 
conditions — Statistics. 
Women of the world : a chartbook for 
developing regions., 85-20240 


Women — Education — United States — 
Periodicals. 
Women’s Educational Equity Act pro- 
gram., 85-20709 


Women — Employment — Africa, North — 
Statistics. 


Women of the world : Near East and 
North Africa /, 85-20239 


The impact of changing women’s roles 
on transportation needs and usage /, 
85-21927 


Women of the world 
developing regions., 
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: a chartbook for 
85-20240 





Women — Employment — Near East — 
Statistics. 
Women of the world : Near East and 
North Africa /, 85-20239 


Women — Employment — Ontario — 
Toronto. 
The impact of changing women’s roles 
on ion needs and usage /, 
85-21927 


Women — Legal status, laws, etc. — United 
States. 


The Direction of federal tion af- 
fecting women over forty /, 85-21131 


Women — Near East — Social conditions — 
Statistics. 
Women of the world : Near East and 
North Africa /, 85-20239 


Women — Ontario — Toronto — 


Transportation. 

The impact of changing women’s ;oles 
on transportation needs and usage /, 
85-21927 


Women’s History Week. 
Joint Resolution Designating the Week 
Beginning March 3, 1985, as “Women’s 
History Week.”, 85-21035 


Women’s studies — United States. 
The Northern Rockies Program on 
Women in the Curriculum : final report 
/, 85-20791 


Woodwork. 
Exterior paint problems on_ historic 
woodwork /, 85-21328 


Woodwork — United States — Statistics. 
1982 census of manufactures. Industry 
series. Millwork, plywood, and struc- 
tural wood members, N.E.C., 85- 
20258 


1982 census of manufactures. Industry 
series. Wooden containers and miscella- 
neous wood products., 85-20259 


Word recognition. 
Learning words from context /, 85- 
20797 


Workers’ compensation — United States — 
Periodicals. 
CFR. 20, Employees’ benefits, 85-20212 
Code of federal regulations. 20, Employ- 
ees benefits., 85-20212 


Employees’ benefits, 85-20212 


Working dogs — Handbooks, manuals, etc. 
Military police : military working dogs., 
85-20578 


Workshop on Cell-to-Cell Interactions in the 
Developing Lung (1984 : Bethesda, Md.) 
Report of Workshop on Cell-to-Cell 

Interactions in the Developing Lung, 
June 3-5, 1984., 85-21067 
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World Data Center A—Oceanography — 
Periodicals. 


Catalogue of accessioned publications. 
Supplement /, 85-20411 


World Peace Council. 
Soviet active measures : the World Peace 
Council., 85-21876 


World War, 1939-1945 — Aerial operations, 
Russian. 
The Soviet airborne experience /, 85- 
20632 
*Wounds and Injuries — occurrences. 
Persons injured and disability days due to 
injuries, United States, 1980-81., 85- 
21091 


Wounds and injuries — United States — 
Statistics. 
Persons injured and disability days due to 
injuries, United States, 1980-81., 85- 
21091 


Wrangell-Saint Elias National Park and 
Preserve (Alaska) 


Wrangell-St. Elias National Park/Pre- 
serve, Alaska : draft general manage- 
ment plan/environmental assessment, 
land protection plan, wilderness suit- 
ability review., 85-21314 


Troubleshooting the brake system on the 
M553 wrecker truck., 85-20503 


Written communication — Study and 
teaching — United States. 
Fire service communications : writing /, 
85-20890 


Wyoming — Population — Statistics. 
Estimates of the population of Wyoming 
counties and mi litan areas, July 1, 

1981, 1982, and 1983., 85-20308 


xX 


X-ray astronomy. 

Expressions to determine temperatures 
and emission measures for solar X-ray 
events from GOES measurements [mi- 
croform] /, 85-21585 


Natural environment design criteria for 
the advanced x-ray astrophysics facility 
(AXAF) definition and preliminary 
design [microform] /, 85-21622 


X-ray spectroscopy. 

The broad-band x-ray spectrum of a QSO 
sample [microform] , 85-21533 

On syntheses of the x-ray background 
with power-law sources [microform] / 
, 85-21495 

X-ray observations of the Seyfert I galax- 
ies AKN120 and MCG8-11-11 [micro- 
form] /, 85-21493 





October 1985 


The X-ray spectrum and time variability 
of “Narrow emission line” galaxies [mi- 
croform] /, 85-21525 


X-rays. 
A Large scale height galactic component 
of the diffuse 2-60 keV background 
[microform] /, 85-21524 


Microwave and X-ray observations of de- 
layed brightenings at sites remote from 
the primary flare locations [microform] 
/, 85-21584 


X-rays — Physiological effect. 
Prenatal x-ray exposure and childhood 
cancer in twins., 85-21066 


Y 


Yarn — Statistics. 
1982 census of manufactures.: Industry 
series. Yarn and thread mills. 85- 
20254 


Youth — Employment — United States. 

American Conservation Corps Act of 
1985 : report together with dissenting 
views (to accompany H.R. 99 ... re- 
ferred jointly to the Committee on 
Education and Labor and the Commit- 
tee on Interior and Insular Affairs) (in- 
cluding cost estimate of the Congres- 
sional Budget Office)., 85-22099 


Selecting young workers : the influence 
of applicants’ education and skills on 
employability assessments by employ- 
ers : final technical report /, 85-20767 

Vocational education and youth employ- 
ment /, 85-20732 


Youth’s perceptions of employer stand- 
ards : effects of [i.e. on] employment 





outcomes and employer evaluations /, 
85-20809 


Youth — Employment — United States — 
Periodicals. 
Annual report to the President and the 
Congress, 85-21150 


Y.C.C. program report, 85-21149 
YCC program report., 85-21149 


Youth Conservation Corps, annual report 
to the President and the Congress., 
85-21150 


Youth — United States — Crimes against. 

Protection of children against sexual ex- 
ploitation : hearing before the Subcom- 
mittee on Crime of the Committee on 
the Judiciary, House of Representa- 
tives, Ninety-eighth Congress, first ses- 
sion, on H.R. 3062 and related bills ... 
June 16, 1983., 85-22322 


Youth — United States — Social conditions. 
Report on the activities in the 98th Con- 
gress of the Select Committee on Chil- 
dren, Youth, and Families, House of 
Representatives, years 1983 and 1984 
(pursuant to Rule xi (1)(d))., 85-22095 


Youth Conservation Corps (U.S.) — 
Periodicals. 
Annual report to the President and the 
Congress, 85-21150 
Y.C.C. program report, 85-21149 
YCC program report., 85-21149 
Youth Conservation Corps, annual report 


to the President and the Congress., 
85-21150 
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Zoonoses Colorado. 


Yukon-Charley Rivers National Preserve 

(Alaska) 

Yukon-Charley Rivers National Preserve, 
Alaska : general management plan, 
land protection plan, Charley Wild 
River management plan, wilderness 
suitability review., 85-21315 


Z 


Zeta potential. 

Investigation of the influence of the zeta- 
potential on the filtration rate in the 
presence of collectors [microform] / , 
85-21463 

Issledovanie vliianiia dzeta-potentsiala na 
skorost filtrovaniia v prisutstvii sobira- 
telei., 85-21463 


Zinc industry and trade. 

Primary lead and zinc availability— 
market economy countries : a minerals 
availability program appraisal /, 85- 
21298 


Zinc mines and mining. 

Primary lead and zinc availability— 
market economy countries : a minerals 
availability program appraisal /, 85- 
21298 


Zip code. 
Zip4 codes, why they add up for business 
mailers., 85-21827 


Zoonoses — Colorado. 

Zoonoses in the Colorado outdoors : dis- 
eases transmitted from animals to 
humans and present in rural wilderness 
areas of Colorado., 85-20693 








A 


A.LD. evaluation special study ; no. 22, 
85-21894 
A.LD. project impact evaluation report ; 
no. 55, 85-21893 
AB-1-2-14, 85-20664 
Administrative report (Southwest Fisheries 
Center) ; H-83-19 C., 85-20420 
Administrative report (Southwest Fisheries 
Center) ; H-83-20C., 85-20421 
Administrative report (Southwest Fisheries 
Center) ; H-83-21 C., 85-20422 
Administrative report (Southwest Fisheries 
Center) ; LJ-82-06., 85-20423 
Administrative report (Southwest Fisheries 
Center) ; SWR-84-1., 85-20424 
Administrative report (Southwest Fisheries 
Center) ; SWR-84-2., 85-20425 
Administrative report (Southwest Fisheries 
Center) ; SWR-84-3., 85-20426 
Administrative report (Southwest Fisheries 
Center) ; SWR-84-5., 85-20427 
Administrative report (Southwest Fisheries 
Center) ; SWR-84-6., 85-20428 
AFGL-TR ; 83-0285, 85-20688 
AFHRL-TR ; 83-42, 85-20689 
AFHRL-TR ; 84-27, 85-20690 
AFHRL-TR ; 84-38, 85-20691 
AFHRL-TR ; 84-39, 85-20692 
Air Force regulation ; 74-3., 85-20473 
Air Force regulation ; 161-32., 85-20521 
Air Force surveys in geophysics ; no. 443, 
85-20688 
Air Force TO ; 36 M 3-3-37-11., 
ANG 84-100, 85-20477 
ANL-84-35, vol. 3, 85-22197 
ANL-84-102, 85-22216 
Announcement of opportunity ; A.O. no. 
OSSA-1-85, 85-21793 
Announcement of opportunity ; A.O. no. 
OSSA-4-84, 85-21794 
ARC-TN ; 1132, 85-21702 
Army TB ; 9-1300-385., 85-20583 
Army TB ; 9-4931-405-50., 85-20584 
Army TB ; 9-4935-473-50-1., 85-20585 
Army TB ; 9-6625-1158-35., 85-20586 
Army TB ; 9-6625-1176-35., 85-20587 
Army TB ; 9-6625-1218-35., 85-20588 
Army TB ; 9-6625-2059-35., 85-20589 
Army TB ; 9-6625-2077-35., 85-20590 
Army TB ; 9-6625-2087-35., 85-20591 
Army TB ; 11-6625-2402-35/1., 85-20592 
Army TB ; 43-0001-26-3., 85-20593 
Army TB ; 43-0001-30-3., 85-20594 


85-20566 





Series/Report Index 


Army TB ; 43-0001-40-2., 

Army TB ; 43-0001-41-3., 

Army TB ; 43-0001-41-4., 

Army TB ; 43-0121., 

Army TB ; 55-46-1., 85-20599 

Army TB ; 750-111., 85-20600 

ARNG-84-153, 85-20478 

ATF P ; 1850.1 (1/85), 85-21923 

ATF P ; 5300.11, 85-21922 

Atlas of tumor pathology, second series, 
0160-6344 ; fasc. 19, 85-20452 

Atlas of tumor pathology, second series, 
0160-6344 ; fasc. 20, 85-20453 

AVN-130 09/88, 85-21948 

AVSCOM technical memorandum ; TM- 
84-B-2, 85-21609 

AVSCOM technical memorandum ; 84-A- 
8., 85-21568 

AVSCOM technical report ; 84-A-3, 85- 
21807 

AVSCOM technical report ; 84-C-13, 85- 
21507 

AVSCOM technical report ; 84-C-16, 85- 
21510 


85-20595 
85-20596 
85-20597 
85-20598 


85-21006 
85-21002 
85-21007 


B-209066, 
B-213707, 
B-215824, 
B-216009, 85-21004 
B-217693, 85-21001 
Backgrounder (Bethesda, Md.), 
BHARC-400/84/025, 85-22209 
BLM-MT-ES-85-003-4332, 85-21352 
BLM-NM-ES-85-002-4332, 85-21142 
BLM-NM-PT-009-4322, 85-21365 
BLM-NM-PT-85-006-4212, 85-21354 
BLM-NM-PT-85-008-4322, 85-21364 
BLM-WY-ES-85-003-4111, 85-21143 
BLM-YA-ES-85-003-4121, 85-21140 
BMI-2125, 85-22217 

BMI-2126, 85-22218 
BNL-NUREG-51494, 85-22186 
BNL-NUREG-51843, 85-22210 

Boating safety circular ; 61, 85-21953 
BRI-40-95, 85-21833 

Bulletin (National Fertilizer Development 
Center (U.S.)) ; Y-165., 85-22228 
Bulletin (United States. Bureau of Labor 
Statistics) ; 2231., 85-21412 

Bulletin (United States. Bureau of Mines) ; 
677., 85-21275 


Bureau of Economic Analysis staff paper ; 
41, 85-20433 
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Bureau of Economics staff report, 85- 
20996 


A Bureau of Mines handbook, 85-21281 


Cc 


C.F.S., 85-20412 

C 50-84-A, 85-20324 

C-100-2013, 85-20660 

CA-ES-85-003-8500, 85-21138 

CAS: 40487-42-1, 85-20882 

CBO study, 85-22360, 85-22362, 85- 
22363 

CBP-83-2, 85-20311 

CBP-83-17, 85-20312 

CBP-83-19, 85-20313 

CBP-83-21, 85-20314 

CBP-83-31, 85-20315 

CC 82-I-13, 85-20334 

CC 82-I-23, 85-20335 

CC 82-I-28, 85-20336 

CDC 11650, 85-20681 

CDC 32855, 85-20682 

CDC 42652, 85-20683 

CDC 42654, 85-20684 

CDC 57150, 85-20685 

CDC 98250, 85-20686 

CE-375, 85-20238 

CG-160, 85-21957 

CHAM/4040/6, 85-21746 

CHAMPUS fact sheet ; FS-7., 

CHAMPUS fact sheet ; FS-8., 

CHAMPUS fact sheet ; FS-10., 

Characteristics series, 85-21045 

Circular (Library of Congress. Copyright 
Office); R15t., 85-21424 

Circular (Library of Congress. Copyright 
Office); R40b., 85-21425 

Circular (Library of Congress. Copyright 
Office) ; R 50., 85-21426 

Circular (Library of Congress. Copyright 
Office) ; R 62., 85-21427 

Circular (Library of Congress. Copyright 
Office) ; R 96, section 201.9., 85-21428 

Circular (Library of Congress. Copyright 
Office) ; R 96, section 201.17., 85-21429 

Circular (Library of Congress. Copyright 
Office) ; R 96, section 201.22., 85-21431 

Circular (Library of Congress. Copyright 
Office) ; R 96, section-202.10., 85-21430 

Clearinghouse no. SP 022 600, 85-20718 

CNATT-M 160 PAT, 85-20663 


CNATT-M 199 (Rev. 9-71) PAT, 85- 
20664 


85-20457 
85-20458 
85-20459 
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CNTT-E-108, 

CNTT-E-109, 

CNTT-E-110, 

CNTT-E-111, 

CNTT-E-112, 

CNTT-E-113, 

CNTT-E-114, 

CNTT-E-115, 

CNTT-E-116, 

CNTT-E-117, 

CNTT-E-119, 

CNTT-E-138, 

CNTT-E-139, 

CNTT-E-140, 

CNTT-E-141, 

CNTT-E-142, 

CNTT-E-143, 

CNTT-E-144, 

CNTT-E-145, 

CNTT-E-146, 

CNTT-E-147, 

CNTT-E-149, 85-20656 

CNTT-E-150, 85-20657 

CNTT-M 640 PAT, 85-20658 

CNTT-M 691 PAT, 85-20659 

CNTT-M 1109, 85-20660 

CNTT-M 1634, 85-2066! 

CNTT-M 1702, 85-20662 

Coastal zone and estuarine studies, 85- 
20416, 85-20417, 85-20418, 85-20419 

COMDTINST ; M 5000.3 A, 85-21954 

COMDTINST ; M 16750.5 A, 85-21956 

Comm. pub. no. 98-472 (United States. Con- 
gress. House. Select Committee on 
Aging), 85-22234 

Comm. pub. no. 98-493 (United States. Con- 
gress. House. Select Committee on 
Aging), 85-22232 

Comm. pub. no. 98-494 (United States. Con- 
gress. House. Select Committee on 
Aging), 85-22233 

Comm. pub. no. 98-495 (United States. Con- 
gress. House. Select Committee on 
Aging), 85-22231 

Comm. pub. no. 98-496 (United States. Con- 
gress. House. Select Committee on 
Aging), 85-22235 

Committee print 99-H (United States. Con- 
gress. House. Committee on Energy and 
Commerce), 85-22289 

Committee print 99-I (United States. Con- 
gress. House. Committee on Energy and 
Commerce), 85-22290 

Committee print 99-J (United States. Con- 
gress. House. Committee on Energy and 
Commerce), 85-22291 

Committee print 99-L (United States. Con- 
gress. House. Committee on Energy and 
Commerce), 85-22292 

Committee print 99-P (United States. Con- 
gress. House. Committee on Energy and 
Commerce), 85-22293 

Consumer product safety alert, 85-22155 

Contributions to paleontology, 85-21154 
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85-20635 
85-20636 
85-20637 
85-20638 
85-20639 
85-20640 
85-20641 
85-20642 
85-20643 
85-20644 
85-20645 
85-20646 
85-20647 
85-20048 
85-20649 
85-20650 
85-20651 
85-20652 
85-20653 
85-20654 
85-20655 





Contributions to the geology of the Lake 
Superior Region, 85-21161 

Control no. 3-4-16(Supp.), 85-21378 

Control no. 3-5-6(Second supp.), 85-21379 

Control no. 3-6-2 (second supp.), 85-21380 

Control no. 4-1-11(Supp.), 85-21381 

Control no. 5-3-3(Supp.), 85-21382 

Control no. 6-2-62, 85-21383 

Control no. 7-5-7 (Second Supp.), 
21384 

Control No. 7-12-25 (Supp.), 

CR 84-12285, 85-21839 

CR 84-12527, 85-21840 

CR 84-13148, 85-21841 

CRREL report ; 84-27, 85-20615 

CRREL report ; 84-28, 85-20616 

CRREL report ; 84-32, 85-20617 

CRREL report ; 84-33, 85-20618 

Cultural resource series (United States. 
Bureau of Land t. Utah State 
Office) ; no. 16., 85-21362 

Cultural resources series (United States. 
Bureau of Land t. Colorado 
State Office) ; no. 17., 85-21361 

Current fisheries statistics ; no. 8324., 
20413 

Current fisheries statistics ; no. 8354, 85- 
20414 

Current fisheries statistics ; no. 8360., 
20412 

Current population reports. Series P-20, 
Population characteristics ; no. 397, 85- 
20310 

Current population reports. Series P-23, 
Special studies ; no. 139., 85-20287 

Current population reports. Series P-25, 
Population estimates and projections ; no. 
965, 85-20288 

Current population reports. 
Local population estimates 
85-20289 

Current population reports. 
Local population estimates 
85-20290 

Current population reports. 
Local population estimates 
85-20291 

Current population reports. 
Local population estimates 
85-20292 

Current population reports. 
Local population estimates ; no. 83-6-C, 
85-20293 

Current population reports. Series P-26, 
Local population estimates ; no. 83-11-C, 
85-20294 

Current population reports. Series P-26, 
Local population estimates ; no. 83-12-C, 
85-20295 

Current population reports. Series P-26, 
Local population estimates ; no. 83-13-C, 
85-20296 

Current population reports. Series P-26, 
Local population estimates ; no. 83-14-C, 
85-20297 


85- 


85-21385 


85- 


85- 


Series P-26, 
; no. 82-1-C, 


Series P-26, 
; no. 83-3-C, 


Series P-26, 
; no. 83-4-C, 


Series P-26, 
; no. 83-5-C, 


Series P-26, 
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Current population reports. Series P-26, 
Local population estimates ; no. 83-16-C, 
85-20298 

Current population reports. Series P-26, 
Local population estimates ; no. 83-18-C, 
85-20299 

Current population reports. Series P-26, 
Local population estimates ; no. 83-26-C, 
85-20300 

Current population reports. Series P-26, 
Local population estimates ; no. 83-27-C, 
85-20301 

Current population reports. Series P-26, 
Local population estimates ; no. 83-28-C, 
85-20302 

Current population reports. Series P-26, 
Local population estimates ; no. 83-31-C, 
85-20303 

Current population reports. Series P-26, 
Local population estimates ; no. 83-36-C, 
85-20304 

Current population reports. Series P-26, 
Local population estimates ; no. 83-41-C, 
85-20305 
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ED 245548 Educational Resources 
Information Center, 85-20785 
ED 245549 Educational Resources 
Information Center, 85-20786 
ED 245571 Educational Resources 
Information Center, 85-20787 
ED 245576 Educational Resources 
Information Center, 85-20788 
ED 245850 Educational Resources 
Information Center, 85-20789 
ED 245880 Educational Resources 
Information Center, 85-20790 
ED 245955 Educational Resources 
Information Center, 85-20791 
ED 246168 Educational Resources 
Information Center, 85-20792 
ED 246174 Educational Resources 
Information Center, 85-20793 
ED 246238 Educational Resources 
Information Center, 85-20794 
ED 246239 Educational Resources 
Information Center, 85-20795 
ED 246309 Educational Resources 
Information Center, 85-20796 
ED 246392 Educational Resources 
Information Center, 85-20797 
ED 246408 Educational Resources 
Information Center, 85-20798 
ED 246559 Educational Resources 
Information Center, 85-20713 
ED 246571 Educational Resources 
Information Center, 85-20799 
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ED 246694 Educational Resources 003-024-05770-1,  85-20316 003-024-91333-0 GPO,  85-20269 
Information Center,  85-20800 003-024-05841-3 GPO, 85-20289 003-024-91335-6 GPO,  85-20270 
ED 246696 Educational Resources 003-024-05895-2 GPO,  85-20331 003-024-91337-2 GPO, 85-20271 
Information Center,  85-20801 003-024-05915-1 GPO, 85-20332 003-024-91339-9 GPO, 85-20272 


ED 246821 Educational Resources 003-024-06079-5 GPO, 85-20290 003-024-91340-2 GPO, 85-20273 
ED 246822 Educational Resources 


; 003-024-06081-7 GPO, 85-20292 003-024-91345-3 GPO, 85-20275 
ieee ea a 003-024-06082-5 GPO , 003-024-91347-0 GPO, 85-20276 
Shiceaites — ~~ 003-024-06087-6 GPO , 003-024-91350-0 GPO, 85-20277 
ED 247027 Educaticeal Resources 003-024-06088-4 GPO , 003-024-91352-6 GPO, 85-20278 
Information Center, 85-20805 003-024-06089-2 GPO , 003-024-91353-4 GPO,  85-20279 
ED 247052 Educational Resources 003-024-06090-6 GPO , 003-024-91355-1 GPO, —85-20280 
Information Center,  85-20806 003-024-06092-2 GPO , 003-024-91356-9 GPO, 85-20281 
ED 247440 Educational Resources 003-024-06094-9 GPO , 003-024-91357-7 GPO, 85-20282 
Information Center, 85-20807 003-024-06102-3 GPO , 003-024-91363-1 GPO,  85-20283 
ED 247441 Educational Resources 003-024-06103-1 GPO , 003-024-91753-0 GPO, 85-20333 
Information Center, 85-20808 003-024-06104-0 GPO , 003-024-91811-1 GPO,  85-20338 
ED 247443 Educational Resources 003-024-06107-4 GPO , v 
Information Center , _85-20809 003-024-06112-1 GPO, ened; ale 
ee ee 003-024-06117-1 GPO , 003-024-91821-8 GPO, 85-20341 
isteemetion Comer, &5-20810 003-024-06120-1 GPO, — 85-20306 003-024-91824:2 GPO. _8$-20342 
mk a egg mm 003-024-06123-6 GPO, —85-20307 003-024-91825-1 GPO, 85-20343 
mp veneer eal, “sponte 003-024-06126-1 GPO, _85-20308 cheats cole 
ED 248032 Educational Resources 003-024-06139-2,  85-20311 ’ 


Information Center,  85-20812 003-024-91827-7 GPO, 85-20345 
ED 248150 Educational Resources pee , rose 003-024-91828-5 GPO, 85-20346 
Information Center,  85-20813 sel emmendun as .tauaaaee 003-024-91835-8 GPO, 85-20347 
ED 248238 Educational Resources ’ 5 


BE gn0s Biemtienal Resene caensaame’ saat 003-024-91836-6 GPO, 85-20348 
, 003-024-91838-2 GPO, 85-20349 
ED 248239 Educational Resources 003-024-06198-8 GPO, —85-20285 
: 003-024-91844-7 GPO, _85-20350 
Information Center, —85-20815 eee 003-024-91845-5 GPO, 85-20351 
ED 248240 Educational Resources 003-024-91051-9 GPO,  85-20356 00 846. 3 GPO 3 
Information Center,  85-20816 003-024-91108-6 GPO, 85-2034 3-024-91846-3 GPO, —85-20352 


ED 248241 Educational Resources 003-024-91118-3 GPO, 85-20335 003-024-91848-0 GPO, —85-20353 
Information Center, 85-20817 003-024-91123-0 GPO, 85-20336 CES SGO, Sam 
ED 248242 Educational Resources 003-024-91286-4 GPO, 85-20241 CSS. geIe GEO, CaSS 
Information Center, _85-20818 003-024-91287-2 GPO, 85-20242 OSL-SST-S GPO, ea 
ED 248243 Educational Resources 003-024-91288-1 GPO, —85-20243 Recerermees CPO, Sz? 
Information Center »  85-20819 003-024-91289-9 GPO,  85-20244 003-024-91885-4 GPO , 85-20330 
ED 248244 Educational Resources 003-024-91291-1 GPO,  85-20245 003-024-91886-2 GPO , 85-20328 
Information Center,  85-20820 003-024-91292- 003-024-91887-1 GPO,  85-20329 
: 92-9 GPO,  85-20246 

ED 248302 Educational Resources 003-024-91293-7 GPO, 85-20247 008-020-01013-8 GPO, 85-20465 
Information Center, _85-20821 003-024-91294-5 GPO, 85-20248 008-020-01016-2 GPO, 85-20631 
a we ic — 003-024-91295-3 GPO, 85-20249 008-023-00094-8 GPO, 85-20452 
rae 248307 Educa ined isha 003-024-91296-1 GPO, 85-20250 008-023-00095-6 GPO, 85-20453 
Information Center,  85-20823 003-024-91297-0 GPO,  85-20251 008-040-00188-1 GPO, 85-20447 
N84-26484 NTIS,  85-21498 003-024-91298-8 GPO,  85-20252 008-070-00364-3 GPO, 85-20678 
Information Service,  85-21935 003-024-91300-3 GPO,  85-20254 017-022-00847-5,  85-21088 

001-000-04320-0,  85-20210 003-024-91301-1 GPO,  85-20255 017-022-00862-9 GPO, — 85-21092 
003-001-90796-8 ,  85-20310 003-024-91302-0 GPO, 85-20256 017-022-00863-7 GPO , + 85-21090 
003-001-91462-0 GPO, 85-20288 003-024-91307-1 GPO, 85-20257 017-022-00864-5 ,  85-21096 

003-001-91556-1 GPO, 85-20287 003-024-91308-9 GPO,  85-20258 017-022-00865-3 GPO, 85-21093 
003-001-91652-5,  85-20309 003-024-91309-7 GPO,  85-20259 017-022-00866-1 GPO, 85-21091 
003-003-02630-1 GPO,  85-20360 003-024-91314-3 GPO,  85-20260 017-022-00868-8 GPO, 85-21089 
003-004-00604-8 ,  85-20381 003-024-91316-0 GPO,  85-20261 017-023-00149-3 GPO, 85-21099 
003-009-00446-2 GPO, 85-20436 003-024-91318-6 GPO,  85-20262 017-024-01227-1 GPO,  85-21111 
003-009-00448-9 GPO, 85-20442 003-024-91320-8 GPO,  85-20263 017-024-01238-6 GPO, 85-21112 
003-009-00453-5 GPO,  85-20435 003-024-91323-2 GPO,  85-20264 017-024-01240-8 GPO, 85-21113 
003-017-00517-8 ,  85-20406 003-024-91325-9 GPO, 85-20265 017-033-00416-1 GPO, 85-21107 
003-024-00441-1 GPO,  85-20434 003-024-91330-5 GPO,  85-20266 017-033-00417-0,  85-21105 

003-024-05626-7 GPO, 85-20284 003-024-91331-3 GPO,  85-20267 017-049-00128-0 GPO, 85-21069 
003-024-05683-6 GPO,  85-20337 003-024-91332-1 GPO,  85-20268 017-060-00173-9,  85-21121 
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017-060-00174-7 , 85-21119 
020-000-00223-9 ,  85-21008 
022-003-95455-4 ,  85-21033 
022-003-98756-1,  85-21033 


023-000-00707-0 GPO , 
024-003-00158-9 GPO , 
024-004-02141-1 GPO , 


85-21135 
85-21267 
85-21275 


024-004-02143-8 ,  85-21301 


024-004-02144-6 GPO , 
024-005-00877-2 GPO , 
024-005-00878-1 GPO , 
024-005-00879-9 GPO , 
024-005-00880-2 GPO , 
024-005-00881-1 GPO , 
024-005-00882-9 GPO , 
024-005-00883-7 GPO , 
024-005-00885-3 GPO , 
024-005-00886-1 GPO , 
024-005-00919-1 GPO , 


85-21298 
85-21321 
85-21322 
85-21323 
85-21324 
85-21325 
85-21326 
85-21327 
85-21328 
85-21329 
85-21318 


026-000-01244-9 ,  85-21375 


027-000-01220-5 GPO , 


85-21405 


027-000-01222-1,  85-21392 


027-000-01224-8 GPO , 


85-21404 


028-005-00153-5,  85-21410 
029-001-02839-3 ,  85-21412 
029-009-00027-9 ,  85-21416 


030-000-00157-5 GPO , 
030-000-00165-6 GPO , 
030-001-00108-3 GPO , 


85-21422 
85-21421 
85-21434 


030-002-00157-8 ,  85-21423 
030-008-72033-5 ,  85-21435 
031-000-00256-7 , 85-21438 


033-000-00894-5 GPO , 


85-21656 


033-000-00920-8 ,  85-21439 


033-000-00920-8 GPO , 
033-000-00926-7 GPO , 
033-000-00938-1 GPO , 
033-000-00943-7 GPO , 
038-000-00552-9 GPO , 
040-000-00360-6 GPO , 


85-21535 
85-21652 
85-21653 
85-21655 
85-21823 
85-21049 


044-000-02038-6,  85-21842 


044-000-02046-7 GPO , 


85-21845 


045-000-00223-3 ,  85-21895 
048-004-01878-1, 85-21915 
050-007-00692-6,  85-21951 


050-007-00694-2 GPO , 


85-21948 





050-007-00699-3 ,  85-21949 
050-012-00208-8 ,  85-21957 
85-21958 
85-21992 
85-21993 
85-21993 
052-001-00253-9 ,  85-22149 
052-003-00991-9 ,  85-22162 
052-003-00994-3 GPO , 85-22226 
052-003-00995-1 GPO, 85-22223 
052-070-06003-4 GPO , —85-22359 
052-070-06012-3 ,  85-22297 
052-070-06013-1 GPO, 85-22274 
052-070-06018-2 GPO, 85-22360 
052-070-06019-1,  85-22308 
052-070-06020-4 GPO , 85-22333 
052-070-06021-2 GPO, 85-22362 
052-070-06026-3 ,  85-22293 
065-000-00190-0 ,  85-20700 
065-000-00199-3 ,  85-20712 
065-000-00206-0 ,  85-22160 
065-000-00210-8 ,  85-20711 
10600 NCTE, 85-20695 
701-014-00000-6 ,  85-20207 
703-050-00002-6 ,  85-20324 
703-052-00009-6 ,  85-20286 
803-007-00001-2 GPO, 85-20444 
822-004-00001-6,  85-20228 
822-004-00005-9 ,  85-21032 
822-004-00051-2,  85-20211 
85-20212 
85-20213 
85-20214 
85-20215 
85-20216 
85-20217 
85-20218 
85-20219 
85-20220 
85-20221 
85-20222 
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822-005-00001-2 ,  85-20228 
822-005-00005-5 ,  85-21032 
822-005-00051-9,  85-20211 
822-005-00053-5 ,  85-20212 
822-005-00056-0 ,  85-20213 
822-005-00057-8 ,  85-20214 
822-005-00058-6 ,  85-20215 
822-005-00059-4 ,  85-20216 
822-005-00061-6,  85-20217 
822-005-00063-2 ,  85-20218 
822-005-00064-1 ,  85-20219 
822-005-00066-7 ,  85-20220 
822-005-00067-5 ,  85-20221 
822-005-00069-1 ,  85-20222 
822-005-00075-6 ,  85-20225 
822-005-00076-4 ,  85-20226 
822-005-00078-1 ,  85-20227 
822-005-00081-1 ,  85-20223 
822-005-00086-1 ,  85-20224 
822-006-00002-7 GPO ,  85-21034 
822-006-00003-5 GPO, 85-21035 
822-006-00006-0 GPO, 85-21036 
822-006-00022-1 GPO, 85-20229 
822-006-00023-0 GPO , = 85-20230 
822-006-00024-8 GPO, 85-20231 
822-006-00025-6 GPO , 85-20232 
822-006-00026-4 GPO, 85-20233 
822-006-00027-2 GPO,  85-20234 
822-006-00028-1 GPO, 85-20235 
822-006-00029-9 GPO , 85-20236 
822-006-00030-2 GPO, 85-21037 
844-002-10014-3 GPO, 85-21869 
844-002-10015-1 GPO, 85-21870 
844-002-10016-0 GPO, = 85-21871 
844-002-10017-8 GPO, 85-21872 
844-002-10018-6 GPO, 85-21873 
844-002-10019-4 GPO, 85-21874 
844-002-10020-8 GPO, 85-21875 
903-007-00000-1 GPO , 85-20383 
906-001-00000-4 GPO, 85-21832 
922-006-00000-8 GPO, 85-20451 
929-008-00000-6 GPO, 85-21417 
930-001-00000-7 GPO , = 85-21432 
950-028-00000-9 GPO , 85-21943 
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A 


A/B orbiter at a mach number of 5.97, Space shuttl 
A-I-D-S., What the experts know about 
A. Lorri Manasse., Improving conditions for princi 
AADS), Autonomous attitude determination system ( 
AB, Einstein solid state spectrometer observation 
AB-4-1-16A : programmed instruction., Microwave am 
abandoned mine shafts : Galena, KS, demonstration 
abbreviation methods : measures of preference and 
aberrations computed in the aperture plane of mult 
ability to respond to toxic chemical emergencies : 
abrasive cleaning to historic buildings /, Dangers 
"9 , asbestos, and miscellaneous nonmetallic 
abundance of the forest birds of Guam : results of 
abundances report for period Autumn 1982-Autumn 19 
abuse and day care :, Child 
AC-1986., United States of America, treasury notes 
academic institutions /, FY ... DOT awards to 
institutions, Awards to 
institutions, D.O.T. awards to 
institutions, DOT awards to 
year 1984-1985 /, National security and m 
acceleration by turbulent magnetohydro-dynamic rec 
Accelerometers, Q-6A : programmed instruction. 
accept checks for cashing? : if so, you’ll want to 
Acceptance criteria for the low enriched uranium r 
access to FEC data., State computer 
accessing demonstration project /, Indian elderly 
accessioned publications. Supplement /, Catalogue 
accessories ., 1982 census of manufactures. Industr 
accident report : ramming of the Poplar Street Bri 
_ report : rear end collision between Conra 
., Fire department responsibility in prote 
rs /incident bulletin. 
accidents in light water reactors /, MATADOR : a c 
accompany H. Con. Res. 76) (including cost estimat 
H. Con. Res. 95) (including cost estimat 
H. Con. Res. 132) (including cost estima 
H. Con. Res. 152 ... together with addit 
H.R. 1)., Housing and Urban-Rural Recove 
H.R. 10 which on January 3, 1985, was re 
H.R. 11) (including cost estimate of the 
H.R. 24) (including Congressional Budget 
H.R. 99... referred jointly to the Comm 
H.R. 105) (including cost estimate of th 
H.R. 439)., Selection of court of appeal 
HLR. 484)., Relief of certain former fli 
H.R. 596) (including cost estimate of th 
H.R. 664) (including cost estimate of th 
H.R. 752 ... referred jointly to the Com 
H.R. 873) (including cost estimate of th 
H.R. 897) (including Congressional Budge 
H.R. 934) (including cost estimate of th 
H.R. 1010)., Audrey O. Lewis and Emerson 
H.R. 1035)., Farm Emergency Credit Act 0 





H.R. 1042)., Pearl Harbor Survivors Asso 
H.R. 1095)., Meals on Wheels of the Mont 
H.R. 1157) (including cost estimate of t 
H.R. 1203) (including cost estimate of t 
H.R. 1406) (including cost estimate of t 
HLR. 1409) (including cost estimate of t 
H.R. 1426) (including the cost estimate 
H.R. 1460 which on March 7, 1985, was re 
HLR. 1529)., Gerald M. Hendley : report 
HLR. 1534) (including cost estimate of t 
HLR. 1617) (including cost estimate of t 
HLR. 1711) (including the cost estimate 
H.R. 1746) (including the cost estimate 
H.R. 1748)., Colonel Homer Garrison, Jr. 
H.R. 1783)., Mary E. Stokes : report (to 
HLR. 1784) (including cost estimate of t 
H.R. 1787) (including cost estimate of t 
HLR. 1798) (including cost estimate of t 
H.R. 1799) (including cost estimate of t 
H.R. 1806)., Daughters of Union Veterans 
H.R. 1868 ... referred jointly to the Co 
H.R. 1869)., Repeal of contemporaneous r 
H.R. 1997) (including cost estimate of t 
H.R. 2005) (including cost estimate of t 
H.R. 2268) (including cost estimate of t 
HLR. 2410) (including cost estimate of t 
HLR. 2544) (including cost estimate of t 
H.R. 2655) (including cost estimate of t 
H.R. 2780) (including cost estimate of t 
H.R. 2867) (including cost estimate of t 
H.R. 2883) (including cost estimate of t 
H.R. 2909) (including cost estimate of t 
H.R. 2912) (including cost estimate of t 
H.R. 2934) (including cost estimate of t 
HLR. 2955) (including the cost estimate 
H.R. 3151)., Jack D. Watson Post Office 
H.R. 3191)., Treasury, Postal Service, a 
H.R. 3363)., Department of the Interior 
H.R. 3618)., Extending the lease terms o 
H.R. 4772) (including cost estimate of t 
H.R. 5174)., Bankruptcy Amendments of 19 
H.R. 5468) (including cost estimate of t 
H.R. 5531)., Enhancing the economic deve 
H.R. 5585) (including cost estimate of t 
HLR. 5898)., Military construction appro 
H. Res. 57)., La Paz Enterprises, Limite 
H. Res. 72) (including cost estimate of 

H. Res. 140)., Providing for the conside 
H. 146)., Relating to election of a 

H. 157)., Providing for the conside 
H. Res. 158)., Providing for the conside 
H. Res. 169)., Providing for the conside 
H. Res. 180)., Relating to the contempt 

H. Res. 210)., Waiving certain points of 85-22067 
H. Res. 211)., Waiving certain points of 85-22068 


Page 1-529 





account 


H. Res. 274)., Providing for the conside 
H. Res. 350)., Providing for considerati 
H. Res. 352)., Providing for the conside 
H. Res. 367)., Providing for the conside 
H. Res. 2773)., Providing for the consid 
S. Con. Res. 50)., Authorizing the Libra 
S. Con. Res. 67) (including cost estimat 
S.J. Res. 81)., Providing for the appoin 
S. Res. 30)., Authorizing the printing, 
S. Res. 145)., Omnibus Committee funding 
S. Res. 159)., Establishing the Select C 
S. 124), Safe Drinking Water Act amendme 
S. 277)., Indian Health Care Amendments 
S. 419) (including the cost estimate of 
S. 484)., Saccharin Study and Labeling A 
S. 597)., Title 46, United States Code a 
S. 709)., Amending the Public Buildings 
S. 710)., Authorization for the nonperfo 
S. 796)., National Bureau of Standards a 
S. 813)., Pipeline safety authorizations 
S. 817)., Earthquake Hazards Reduction A 
818)., Fire prevention and control au 
903)., National Science Foundation Au 
998)., Promoting an end to apartheid 
1015) (including cost estimate of the 
1023]., Disaster Relief Act authoriza 
1029) ... together with additional vi 
1117)., Authorizing appropriations fo 
1128 together with additional views., 
1132)., Arms Control and Disarmament 
1143)., Toxic Substances Control Act 
1144)., Authorizations for environmen 
account /, The United States Air Force in Southeas 
* covering compulsory licenses for secondary 
accuracy and stability of algorithms for the small 
ACEE program rationale and implementation 
achievement /, An evaluation of the Napa County Of 
* in an integrated setting /, Student 
acid mine drainage : proceedings of a technology t 
a vapor from stationary sources /, Technical as 
sg waste water /, Wear and corrosion of 12 alloy 
acidic deposition phenomenon and its effects : cri 
acompany H.R. 2708) (including cost estimate of th 
acoustic muffler for the laminar flow transition r 
% pressure generated by turbulence-flame fr 
acoustics /, High-resolution spatial processing in 
_ , The numerical solution of the Helmholtz 
Acquired immunodeficiency syndrome (AIDS) : sixth 
acquisition :, Reducing the cost of weapon systems 
and deposit of unpublished television 
and distribution of commodities for it 
of knowledge about reading in the pres 
regulation /, Title 48, Federal acquis 
regulation for the Department of Defen 
regulations system : chapter 1 : Feder 
Acquisitions and joint ventures among large corpor 
act for fiscal years 1986, 1987, and 1988 : report 
for fiscal years 1986, 1987, and 1988 : report 
of 1985 : report (to accompany H.R. 2005) (inc 
to Amend the Biomass Energy and Alcohol Fuels 
to Amend Title 28, United States Code, with Re 
to Declare That the United States Holds in Tru 
+ An Act to Amend the Biomass Energy and Alcoh 
acting register of copyrights., Donald C. Curran n 
action /, Updating teachers for tomorrow’s technol 
: a content analysis /, Delinquency prevent 
_ plans : feedback for criterion test., Devel 
activated carbon for removing nontrihalomethane or 
ay GaAs power switching for aircraft digita 


Page 1-530 


eR Be wrenmees 8.0 ee @epneaeaseeseeeseaeageezs es 


PLPPPPPDDADY 





Title Keyword index 


activation of a major postal facility /, The Santa 
active controls concept executive summary /, Devel 
controls (IACC) technology to an advanced s 
corporation income tax returns, source book 
defense to AirLand Battle : the development 
galactic nuclei, Cosmic rays and the emissi 
measures : the World Peace Council., Soviet 
microwave measurements of sea ice under fal 


regions 

vibration controller algorithms /, Refineme 
zone of hollow cathode arc discharges, Gas 
activities /, 1982 GATT notification 

during fiscal year 1983 /, New Madrid s 
in the Bering Sea and their onshore imp 

in the Pacific and their onshore impact 

in the 98th Congress of the Select Comm 
of the Committee on Governmental Affair 
of the Export-Import Bank of the United 
of the Permanent Select Committee on In 
of the United States, Soviet Union, and 


activity : a method of assessment /, Adolescents’ 
potential impact for chest-mounted Dopple 
£ , 1983-1984 interim report., FEC reports o 
acts (as amended through the 98th Congress)., The 
add up for business mailers., Zip4 codes, why they 
addendum /, Acquired immunodeficiency syndrome (AI 
es no. 1—ionizing wet scrubber costs /, Capi 
Adding steam to control dust in mineral processing 
Addition to the Green Mountain National Forest : r 
additional and dissenting views., Department of De 
and dissenting views (to accompany H.R. 
and dissenting views (to accompany H.R. 
and dissenting views (to accompany H.R. 
and dissenting views (to accompany H.R. 
and dissenting views (to accompany H.R. 
and dissenting views (to accompany H.R. 
and supplemental views (to accompany H. 
dissenting views., First concurrent res 
dissenting views., National Endowment f 
federal employee health benefits plans 
temperature gradient working diagrams f 
views /, National Defense Authorization 
views., Clean Water Act Amendments of 1 
views (to accompany H.R. 1617) (includi 
views (to accompany H.R. 2410) (includi 
views (to accompany H.R. 3191)., Treasu 
views (to accompany H. Res. 180)., Rela 
views (to accompany S. 484)., Saccharin 
views (to accompany S. 998)., Promoting 
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a /, Tungsten availability—market economy 
appraisals /, Analysis of multiresource production 
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approach /, Handbook : improving POTW performance 


and landing performance of an automatic s 

and landing, Simulator study of flight ch 

to the development of expert diagnostic s 

., Guideline for choosing a data managemen 
approaches for improving the assessment of human g 
appropriate for domain-referenced classroom testin 
appropriation bill, 1984 : report (to accompany H. 

- bill, 1984 : report with additional 

™ bill, 1985 : report (to accompany H. 

id for fiscal year 1985 :, Military con 
appropriations for fiscal year 1986 :, Treasury, P 
for fiscal year 1986 :, Treasury, P 
for the Federal Election Commission 
for the Navajo and Hopi Indian Relo 
for the Nuclear Regulatory Commissi 
for 1985 :, Supplemental 
for 1986 :, Agriculture, rural deve 
for 1986 :, Agriculture, rural deve 
for 1986 :, Department of the Inter 
for 1986 :, Departments of Commerce 
for 1986 :, Departments of Commerce 
for 1986 :, Departments of Labor, H 
for 1986 :, Energy and water develo 
for 1986 :, Energy and water develo 
for 1986 :, Energy and water develo 
for 1986 :, Legislative branch 
of maritime programs for fiscal yea 
to the National Bureau of Standards 
approved by the United States Board on Geographic 

bss by the United States Board on Geographic 

? recurring management information requirem 
Approximation methods for inverse problems involvi 
April-June 1983, vol. 26 /, Reactor safety researc 
April 1, 1985 /, Foreign policy and the Black comm 
April 4, 1985., President Reagan supports Nicaragu 
April 7-16, 1985 /, Report of a study mission to E 
April 14, 1985 as “Crime Victims Week.”, Joint R 
April 16, 1985., South Africa : the case against s 
April 21, 1985 /, The United States and Israel : p 
April 22, 1985 /, The United States and Central Am 
April 26, 1984 /, Marine accident report : ramming 
April 28, 1985, as “Jewish Heritage Week.”, Join 
April 1985 /, Proposed St. George Basin (sale 89) 

os ., Africa, the potential for higher food 
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* ., The Nicaraguan peace process : a docu 
m8 ., Vietnam, under two regimes : 
April 1985, 582 citations, including addendum /, A 
aptitude requirement waivers for retrained airmen 
Aqua dynamics : physical conditioning through wate 
Aquatrain coal transport pipeline terminus sites / 
aquifer wells, western Lake County, Florida /, Dis 
aquifers of the lower Mesilla Valley in Texas and 
ig of the Northern Great Plains in parts of 
ie » New Castle County, Delaware /, Simulated 
+ , Twin Cities metropolitan area, Minnesota 
AQUIRE : Aquatic Information Retrieval Toxicity Da : 
project description, guidelines, and procedures 
Aransas Counties ., Flood insurance study : city of 
arbitrary configurations using a higher order pane 
as shape through a vibration test, Measurem 
arc discharges, Gas pressure and electron density 
arc-jet, Experimental research on electric propuls 
Arcata resource area : Chemise Mountain WSA and Ki 
arch casts with removable dies., Instructional pro 
Archean age in northwestern Wisconsin /, Geology a 
architectural terra-cotta /, The preservation of h 
Architecture. 
Pe of dermatophyte cell walls electron m 
architectures /, Parallel, iterative solution of s 
Archival moving image materials : a cataloging man 
Arctic and deepwater., Oil and gas technologies fo 
* and deepwater : summary., Oil and gas techn 
- coastal plain : a community profile /, The 
Arctic National Park and Preserve, Alaska., Draft 
area : Chemise Mountain WSA and King Range WSA /, 
: report (to accompany H.R. 2268) (including 
at Crow Island, Bay County, Michigan : letter 
between the government of the United States a 
between the United States and Israel : messag 
management final plan for the Steens Mountain 
series. South Carolina., 1982 census of servi 
studies., Foreign 
within Independence National Park, and for ot 
11, Eastern Coal Province, Ohio, Kentucky, an 
19, Queen Maud Land, station G (Australia) /, 
» Colorado /, A summary of urban runoff studie 
. Housing characteristics for selected metropo 
. Housing characteristics for selected metropo 
- Housing characteristics for selected metropo 
. Housing characteristics for selected metropo 
- Housing characteristics for selected metropo 
. Housing characteristics for selected metropo 
. Housing characteristics for selected metropo 
» Minnesota, 1971-80 /, Water levels and water 
, Sangre de Cristo Mountains, Mora County, New 
: July 1, 1981, and 1982 (provisional)., Est 
: July 1, 1981, 1982, and 1983., Estimates o 
: July 1, 1981, 1982, and 1983,, Estimates o 
: July 1, 1981, 1982, and 1983., Estimates o 
of Colorado., Zoonoses in the Colorado outdo 
project status and design description /, Pho 
. Alabama., 1982 census of retail trade. Majo 
Annual housing survey, Baltimore, Md., stan 
Annual housing survey, Chicago, Ill., stand 
Annual housing survey, Honolulu, Hawaii, st 
Annual housing survey, Houston, Tex., stand 
Annual housing survey, Paul 
Annual housing survey, New York, N.Y., stan 
Annual housing survey, San Antonio, TX, sta 
. California., 1982 census of retail trade. M 
., Current housing reports. H-170, Annual hou 
., Current housing reports. H-170, Annual hou 
., Current housing reports. H-170, Annual hou 
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., Current housing reports. H-170, Annual hou 
., Current housing reports. H-170, Annual hou 
., Current housing reports. H-170, Annual hou 
., Current housing reports. H-170, Annual hou 
., Current housing reports. Series H-171, Ann 
-. Flood insurance study : Anne Arunde! Count 
., Flood insurance study : Cass County, Illin 
)., Flood insurance study : Chowan County, No 
-, Flood insurance study : Douglas County, Il 
+. Flood insurance study : Glynn County, Geor 
-, Flood insurance study : Gooding County, Id 
.» Flood insurance study : Jackson County, Oh 
-» Flood insurance study : Jackson County, Te 
+» Flood insurance study : Lafayette Parish, 
-» Flood insurance study : 
+. Flood insurance study : Nueces County, Tex 
-. Flood insurance study : Ouray County, Colo 
)., Flood insurance study : Perquimans County 
-» Flood insurance study : Perry County, Kent 
-, Flood insurance study : San Patricio Count 
.» Flood insurance study : Santa Rosa County, 
-» Flood insurance study : Talbot County, Mar 
«, Flood insurance study : Vermilion Parish, 
).. Flood insurance study : Wood County, West 
. Florida., 1982 census of retail trade. Majo 
. Georgia., 1982 census of retail trade. Majo 
- Illinois., 1982 census of retail trade. Maj 
- Indiana., 1982 census of retail trade. Majo 
- Iowa., 1982 census of retail trade. Major r 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
, July 1, 1981, 1982, and 1983., Estimates of 
. Kansas., 1982 census of retail trade. Major 
. Kentucky., 1982 census of retail trade. Maj 
. Mississippi., 1982 census of retail trade. 
- Missouri., 1982 census of retail trade. Maj 
- Nebraska., 1982 census of retail trade. Maj 
- North Carolina., 1982 census of retail trad 
- North Dakota., 1982 census of retail trade. 
. Ohio., 1982 census of retail trade. Major r 
. Oregon., 1982 census of retail trade. Major 
. Pennsylvania., 1982 census of retail trade. 
, Summary of housing characteristics for sele 
. Texas., 1982 census of retail trade. Major 
+» 1982 census of governments. Volume 5, Loca 
Arizona /, The effects of transportation deregulat 
counties and metropolitan areas, July 1, 1 

= ., An Act to Declare That the United States 

3 , Pinal County., Flood insurance study : to 
Arizona Certain Land in Yuma County, Arizona., An 
Arizona-Nevada : draft environmental impact statem 
Arkansas counties and metropolitan areas, July 1, 

as , Pulaski County., Flood insurance study : 
arm by kinematic rate equations that overcome elbo 
armament subsystem, helicopter, 7.62 millimeter ma 
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Armed Services ) (including cost estimate of the Co 85-22098 
- , U.S. House of Representatives, on 85-22132 
armored vehicle mounted, M270, art ee at 85-20550 
arms control impact statements :, Fiscal year .. 85-22297 
- control : the first round in Geneva / 85-21862 
“ warfare : a survey of 20th-century tactics, d 85-20631 
Arms Control and Disarmament amendments of 1985 : 85-22026 
Army ...., Disposition of Kentucky River, Kentucky 85-22041 
and Navy Union of the United States of Americ 85-22114 
doctrine, 1973-1982 /, From active defense to 85-20604 
energy plan / 85-20483 
family housing /, Review of siding materials 85-20626 
installations : initial decision report /, De 85-20620 
model MHE, Operator’s, organizational, direct 85-20566 
model MHE 205, 100 in. NSN 3930-00-935-7856, 85-20562 
model MHE 208, NSN 3930-00-494-8151, Baker mo 85-20563 
model MHE 208, NSN 3930-00-494-8151, Baker mo 85-20564 
model MHE 216, NSN 3950-00-197-4935, Pettibon 85-20568 85-21312 
model MHE-221, NSN 3930-00-151-4428 Baker i i 85-21314 
mod 85-20565 : i i i 85-21107 
model M911, NSN 2320-01-025-3733., Organizati 85-20557 assessments and appraisals /, Analysis of multires 85-20200 
model M911, NSN ooo Direct sup Ae by employers : final technical report 85-20767 
personnel tests., Handbook 20582 = under the Price-Anderson system /, Fin 85-22184 
, Bicentennial of the Mount Vernon Conference 85-20481 Assignment book for advanced first-term avionics c 
Army (Civil Works), transmitting a report dated Ju 85-22041 | assistance amendments of 1983 : report together wi 
yee arene” pico ae , 85-22260 “ amendments of 1985 : report together wi 
Army Modernization Information Memorandum (AMIM + document monitoring sulfuric aci 
/ 85-2057 - program pro directory par 
Army National Guard recruiting course., OOE basic, GRONINS | cuties sition: tabitems enti. 
2 gam p’ . Instru 
Army ROTC.., Basic facts about 85-20601 “ utilization : endodontics—filling the ro 
arrangement on export credits., OECD’s 85-21886 “ utilization : endodontics—the initial vi 
array (ESSA) antenna systems performance interface 85-21580 “ utilization : rubber base impression tec 
arrester strakes in naval vessels /, Second interi 85-20380 Assistant Chief of Engineers /, Office automation 
artery location during microgravity activity poten 85-21445 | Assistant Secretary of the Army (Civil Works), tra 
Arthritis, Diabetes, and Digestive and Kidney Dise eeem..| TS. ormaaan ones . 
Article 15, UCMJ : (DA form 2627)., Prepare/proces 85-20513 | sociated ea cane ssallated eaub-ciitiians 
articles. Part 1, Classes of mail., Classifying ma 85-20514 Peper tnt af 
artificial recharge on the Ogallala Aquifer, Texas 85-21157 with brain disorders /, Prenatal and pe 
ith stream interactions, Coalescence o 
arts /, Expansion 85-21816 one “— ; 
“ "functions of the John F. Kennedy Center : rep 85-22028 with tuna purse scining operations., Dr 
“ _material., Deposit requirements for registrat 85-21425 With wastewater trestment and sludge co 
“ program, Expansion 85-21816 association between the use of aspirin and the ons 
Asbestos sampling plan for the San Francisco Bay A oo | Se ee heey 
+ , and miscellaneous nonmetallic mineral 20270 elopmen ms 
ASEAN  ‘tegion, Brunei/Indonesia/Malaysia/ Philippine por astromast development, phase If, final report, Lar 
ash content /, Methods and procedures used at the 85-20357 | Astronautics, and The University of Alabama and he 
“Ask immigration” and regional telephone service 85-21400 | #stronomical, point source, signal to noise ratio 
“ _., Everything you always wanted to know about y 85-20491 | ‘#stronomy, A cryogenically cooled, multidetector s 
aspects /, The structures and the role of an inter 85-21447 | ‘astrophysics facility (AXAF) definition and prelim — 
“ _ of extraterritoriality /, Economic and pol 85-21861 | symmetric information /, The macroeconomic implic 
“ of the effect of friction reducers at the 85-21450 | Athens County, Ohio /, Soil survey of 
asphalt, 100-150 ton per hour, NSN 3895-00-936-861 85-20536 | Atlanta, Georgia., Seventh Annual Environmental Re 
aspirin and the onset of Reye Syndrome]., [Possibl 85-21078 | Atlantic and Gulf coasts., Marine recreational fis 
assault weapon system (third quarter, CY 1984)., E 85-20593 re and Gulf of Mexico /, Food of bluefish (P 
Assay of long-lived radionuclides in low-level was 85-22212 | Atlantic Coast /, Waterborne commerce of the Unite 
assembly and emplacement servicing and handling eq 85-20553 a : a community profile /, The ecolog 
Assessing cooperative vocational education student 85-20707 id , Waterways and harbors, 
employability /, The validity of an occu 85-20795 Atlantic Coast. Cape Henry to Key West 
the validity of M1 as a target for monet a to Key West., United St 
assessment /, Adolescents’ participation in develo 85-20755 Atlantic Coast. Sandy Hook to Cape Henry 
. Gg “ras II liquid-vapor ph an to Cape Henry., United 
A - independent :, Texas Barrier Islands Region ecological c 
: Systematic evaluation program, San On - :, Texas Barrier Islands Region ecological c 
—— mids 1, 1-Trichloroethane (m :, Texas Barrier Islands Region ecological c 
lor renewal of special nuclear material of Jovian satellites, 1:5,000,000 hi 
for — of — nuclear material of Jovian satellites, 1:5,000,000 peat 
in the service of instruction / of Mars 1:5,000,000 topographic series. MC-6 
land protection plan, wilderness suitab of 1-minute rainfall rates /, Southern hemis 
of borehole plug performance : annual r atmosphere /ionosphere using remote-sensing data, S 
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of hazardous waste surface impoundment 
of human genetic risk—human biomonitori 
of job-related educational qualificatio 

of oral communication skills : kinderga 
of the U.S. ball and roller bearings in 

of the U.S. construction machinery indu 
of the U.S. petrochemical industry., A 
of the U.S. wood and upholstered furnit 
of the United States equipment leasing 
on formaldehyde : report /, Review of t 
review papers /, The acidic deposition 
/correction, 1983, Wind tunnel wall inte 
., Final Red Hills management plan and e 
, Final report on biophysical and spectr 
land protection plan, Aniakchak Wild R 
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atmospheres /, The Martian climate energy balance 85-21758 automobiles, steel, sugar, and textiles : an econo 
atmospheric window at 2.7 microns a search for H 85-21626 Automotive ciectrical system, principles and opera 
Atmospheric Sciences , Oregon State University, Cor 85-20385 * electrical system, principles and opera 
atomic gas in the Kleinmann-Low nebula, Detection 85-21558 “ equipment (July thru Dec - 2nd half CY 

- oxygen effects on spacecraft materials STS- 85-21612 “ gas turbine using the hybrid computer, 
attachment patterns and flight conditions for stor 85-21604 = vehicles, Advanced onboard storage conc 
attachments ,, Direct support and general support m 85-20530 | Automotive Stirling engine development program RES 

ay » NSN 3810-00-151-4431, Harnischfeger C 85-20529 Autonomous attitude determination system (AADS) 
attack aircraft. Volume I, Trade study background 85-21683 | Autumn 1982-Autumn 1984 /, Search for white dwarf 
attention : first report /, Unnecessary firing of an auxiliaries in the VA., Dental 
attenuation, The role of the reflection coefficien ‘ ‘ : 
wae Seman yon ADS) Amonos —Ssnas | ‘Taahl/ US. eran a lies 
Attorney General of the United States., Annual rep 85-21392 . : 

SNS reeeanieaye program appraisal /, Primary lead and 
attributes of corporations :, Special limitations 85-22352 program appraisal /, Tungsten availab 
audiences /, Reporting test scores to different 85-20719 ~<tifeaientiiehenn ES. page 

. : y countries : a minerals 
audiology : an educational perspective for the fut 85-20782 -qulilieh agieeaiaiieaiedalon - 0 wainatele 
audit : room by room checklist /, Home electrical 85-22152 y ‘ 

a : ; available for purchase /, Programs 

materials and results of source test analysi 85-20863 ‘ anasiactieh aaaiial oat 
audits ., Standard operating procedures for conduct 85-20865 aviation aircraft, | ous ve nine we 

“ status report #6 /, Stability of organic au 85-20863 rae =e and implications 
Audrey O. Lewis and Emerson B. Vereen : report (to 85-22130 orecasts., 
auger, earth, skid mounted, 9 foot boring depth, N 85-20531 forecasts, F.A.A. : 

« — , earth, skid mounted, 9 foot boring depth, N 85-20532 fuel deposits, FTIR analysis of , 
augmented stability active controls concept execut 85-21681 intermediate maintenance (AVIM) manual in 
augmenting ejectors final report, part II /, An ex 85-21764 structural mechanic E (safety equipment) 
augmentors, Viscous-inviscid aerodynamic analysis 85-21791 avionics course class Al C-100-2010 : unit II /, A 
August thru October 31 /, Methane heat transfer in 85-21648 < technician course, class Al, C-100-2013. 

August 1 - September 30, 1984 /, STS natural envir 85-21706 | avoidance among American Indian elementary school 
August 19, 1983 student papers, NASA Ames Summer 85-21550 | avoiding surface roughness due to insects, A possi 
authorities /, Major issues in the federal law of 85-21411 Me within school resegregation /, Effective 

authority : property /, Guide to applying for perm 85-21374 awarded the contract : report (to accompany H.R. 5 

as of May 1, 1985, pursuant to 2 U.S.C. 85-22052 Awards to academic institutions 

for additional federal employee health b 85-22123 $ to academic institutions /, FY ... DOT 

for flexible and compressed work schedul 85-22133 “i to academic institutions, D.O.T. 

to reduce erosion within the Cuyahoga Va 85-22134 “ to academic institutions, DOT 

under the International Emergency Econom 85-22051 awareness material., Catalog of weather and flood 
authorization : report (to accompany H.R. 1406) (i 85-22126 “ —__, education, and involvement, 1982-1983 / 

: report (to accompany S. 796)., Nat 85-22013 AXAF) definition and preliminary design, Natural e 

: report (to accompany S. 817)., Ear 85-22011 axially alined borda inlets /, Flow rates and pres 

: report (to accompany S. 818)., Fir 85-22012 Axions, neutrinos and strings the formation of str 

act for fiscal years 1986, 1987, and 85-22105 | 1, C-100-2013. Unit 5, Progress check booklet. Vo 

act for fiscal years 1986, 1987, and 85-22106 « —_, C-602-2015. Unit 1, Indoctrination and introdu 
and appropriation for fiscal year 19 85-22258 | A1C-100-2010 : unit II /, Assignment book for adv 

and means of improving highway safet 85-22275 | AVIM) manual including repair parts and special to 

for appropriations of maritime progr 85-22111 
for the nonperforming arts functions 85-22028 
of the Federal Fire Prevention and C 85-22277 B 
(transportation programs) :, Fiscal 85-22342 
authorizations : report [to accompany S. 1023]., D 85-22024 | B-horizon soils, Iron River 1 x 2 quadrangle, Mich 

a : report (to accompany S. 813)., Pi 85-22010 s soils, Iron River 1 x 2 quadrangle, Mich 
: report (to accompany S. 1143)., T baccalaureate and specified master’s degree progra 
for environmental research, develop Background and issues relating to House bills for 
authorize and provide program levels for the Small and methodology, An engine trade study 

- and Request the President to Issue a Pro notes, Federal Republic of Germany. 

* VA recoveries from private health insura notes, Macau. 
authorizing a study of the problems of the aged an notes, Mauritania. 

appropriations for the Federal Electio notes, Peru. 

appropriations for the Navajo and Hopi notes, Portugal. 

appropriations for the Nuclear Regulat 85-22141 notes, San Marino. 

appropriations to the National Bureau 85-22101 notes, Spain. 

the Librarian of Congress to study the 85-22083 paper /, Drugs and the elderly : a 

the printing, for committee use, of th 85-22007 paper /, Lifetime fitness and exercise 
Auto-oxidation potential of raw and retored oil sh 85-20847 readings for the OAC common core traini 
automatic system for a light wing loading STOL air 85-21546 relating to proposed transfer of Conrai 
automation : Office of the Assistant Chief of Engi 85-20624 with power-law sources, On syntheses of 

° at the Library of Congress : the first 85-21421 , A Large scale height galactic componen 

e study phase 2, final report /, Power su 85-21705 backhoe attachments,, Direct support and general s 
automobile industry : a case study of Ford Motor C 85-20745 * attachments, NSN 3810-00-151-4431, Harnisc 

” traffic annex 4, a catalog of the chara 85-21479 backrip scarifier, w/drawbar, trailer pintle and h 
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bacteria 


¢ scarifier, w/drawbar, trailer pintle, Dire 
bacteria /, Identification of unusual pathogenic g 
% in Floridan aquifer wells, western Lake C 
Bacterial colonization of point-of-use water treat 
bag closure clips : investigation no. 337-TA-170 : 
Baker model FJF-040., Direct support and general s 
- model FTD-040-EE and 180 in lift, NSN, Direc 
ey model FTD-040-EE and 180 in lift, NSN 3930-0 
balance : summary : report to the Congress /, Elig 
- models with CO./H: 
balancing system for high material removal rates, 
ball and roller bearings industry /, A competitive 
= bearing to 2.5 million DN /, Effect of two in 
ball-on-cylinder machine, Lubricity of well-charac 
Balloon test project cosmic ray antimatter calorim 
Baltimore, Md., standard metropolitan statistical 
bank audits., Standard operating procedures for co 
Banking, Finance, and Urban Affairs, and the Commi 
* , Finance and Urban Affairs) (including cos 
Bankruptcy law and repurchase agreements : 
~ procedure : communication from the Chie 
- procedure prescribed by the Court, purs 
Amendments of 1984 : conference report 
banks :, Farm credit problems and their impact on 
bar major connector., Instructional program notes 
Barber-Greene model KA60, component of mixing plan 
- model KA60,, Direct support and gene 
Barcelona Harbor, New York design for harbor impro 
bare hands /, Manual performance in the cold with 
Bargaining calendar / 
Barnabas McHenry as a citizen regent of the Board 
Barnstable County ., Flood insurance study : town 0 
+ ., Flood insurance study : town 0 
-» Flood insurance study : town o 
.» Flood insurance study : town o 
: 1980 Ford Mustang into a fixed load cell 
at 29.7 mph., Frontal crash responses, car 
= at 29.9 mph., Frontal occupant sled simula 
base esthetics color tinting., Instructional progr 
7 impression technique., Instructional program 
ve lines /, Use of calibration 
management system : microbiclogy/immunology/e 
based on a 2°composite statistically d 
on Characteristics of state plans for aid to 
on chemical vapor deposition (phase 1 & phas 
on job competencies for assessing employabil 
on multistage sampling with probability prop 
on 1-{(dialkoxyphosphinyl) methyl]]-2,4- and 
performance management : staff study report 
hie electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
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Title Keyword Index 


electricity and electronics student handout 
electricity and electronics student handout 
electricity and electronics student handout 
electricity and schematic reading. 
electricity and schematic reading. 
facts about Army ROTC. 
fire prevention inspections (formerly fire p 
principles of hydraulics and hydraulic schem 
principles of hydraulics and hydraulic schem 
principles of hydraulics and hydraulic schem 
student charges, 2-year and 4-year instituti 
trilingual program, 1982-1983 /, Flushing Hi 
, Success guide : Army National Guard recruit 
Basic Federal personnel manual. 
Basin and Range Province relative to the disposal 
= pilot watershed study /, The Maumee River 
" resource management plan and environmental i 
basins morphology differences and tectonic provinc 
basis of the Environmental Protection Agency’s car 
battle is endless but worth it /, The dental plaqu 
battlefield conditions, nuclear and chemical opera 
Bay of Pigs Invasion to Liberate Cuba from Communi 
Bay County, Florida /, Soil survey of 
2: , Michigan : letter report /, Upper Sagi 
beam retrofit bridge railings., Heavy vehicle test 
i. shear specimens by moire interferometry, Defo 
beamlet steering for two-grid electrostatic thrust 
beams with tip bodies, Approximation methods for i 
Bear Trap Canyon unit of the Lee Metcalf Wildernes 
bearing to 2.5 million DN /, Effect of two inner-r 
bearings industry /, A competitive assessment of t 
bs , drives, and configuration design detail 
became fully effective on January 1, 1978, includi 
Becoming a nation of readers : the report of the C 
bed electrode for flotation /, Electrochemical con 
Beech D-55 Baron, Cherry Point, North Carolina, Ja 
beginning educators /, Essential knowledge for 
begins., The Naval Research Laboratory : where you 
behavior during degraded core accidents in light w 
in lodgings exposed to traffic noise, Pat 
of a prototype cast Ni-base superalloy ba 
of Al,Osand SiO 
of cesium, iodine, and tellurium in the O 
of conventionally cast MAR-M 200 at 1000 
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of manufactures. Industry series. Tobacco p 
of manufactures. Industry series. Weaving m 
of manufactures. Industry series. Wooden co 
of manufactures. Subject series. Textile ma 
of mineral industries. 
of mineral industries. Industry series. Che 
of mineral industries. Industry series. Cla 
of mineral industries. Industry series. Cop 
of mineral industries. Industry series. Mis 
of mineral industries. Industry series. San 
of population and housing. Congressional di 
of population and housing. Congressional di 
of retail trade. Industry series. Establism 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
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of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of retail trade. Major retail centers in st 
of service industries. Geographic area seri 
of transportation. Truck inventory and use 
Center for Manufacturing Engineering, 1978-1983 /, 
=e tape library systems : answers to your immi 
center-of-gravity extension study. Volume viii, Ef 
centers in standard metropolitan statistical areas 
59 in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
in standard metropolitan statistical areas 
., Trend analyses and related statistics : 
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central Mesilla Valley, Dona Ana County, New Mexic 


S Oklahoma proposed land disposal Blaine, Ca 
Central America : a moment of decision : April 22, 


Central Hudson Gas and Electric Corporation, New Y 


century Ute burial from northeast Utah /, A ninete 
ceramic anodes for corrosion protection /, Improve 
clays, The colloidal chemistry of 
component parts for gas turbines, Non-dest 
composites, High performance fibers for st 
molding processes, Organic materials for 
pastes. IV, Treatment of experimental data 
powder for sintering materials 
shroud support technology report, High pre 
, and refractory minerals., 1982 census of 
ceramics fabricated by unidirectional solidificati 
- , Brittleness of 
bas » Microstructure and properties of 
cerified to export meat to the United States :, Fo 
cermets, Oxidation characteristics of molybdenum-z 
certification /, If teachers were thought of as ex 
< program for radiacmeters (dosimeters 
- ., Emergency teacher 
certified copies of Miller Act payment bonds from 
= equipment list as of ..., N.1.0.S.H. 
x equipment list as of ..., NIOSH 
certify sulfur in coal SRM’s for sulfur content, c 
cerviz., La prueba pap : un metodo para el diagnos 
cesium, iodine, and tellurium in the ORNL fission 
CFR. 1, General provisions 
* . 5, Administrative personnel 
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85-21488 
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85-21460 
85-21464 
85-21459 
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85-21455 
85-21476 
85-21452 
85-20210 
85-21482 
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85-20820 
85-22053 
85-21105 
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85-20357 
85-21055 
85-22203 
85-20228 
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. 18, Power and water resources 

. 20, Employees’ benefits 

. 21, Food and drugs. 

. 21, Food and drugs. 

. 21, Food and drugs. 

. 21, Food and drugs. 

. 21, Food and drugs. 

. 21, Food and drugs. 

. 21, Food and drugs. 

. 23, Highways 

. 24, Housing and urban development 

. 24, Housing and urban development 

. 26, Internal revenue 

. 26, Internal revenue 

. 26, Internal revenue 

. 26, Internal revenue 

. 26, Internal revenue 
. . 49, Transportation 

CH-47B helicopter, A mathematical simulation model 

Chairman , Subcommittee on Government Information, 
. , Subcommittee on Oversight and Investigat 

Challenge grants program / 

CHAMPUS, appeals procedures. 
= ., CHAMPUS, the effect of other health plan 
be , maternity care. 

, the effect of other health plans on CHAMP 
Chandrasekhar equations and computational algorith 
change : report on the conceptual change project / 
and industrial restructuring /, Human resou 
in American education— Kensington revisited 
processes and strategies at the local level 
project /, Ways of going wrong in teaching 
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for selected metropolitan areas, S 
of a 35-millimeter-bore ball beari 
of a 74-degree delta wing employin 
of doctoral scientists and enginee 
of grinding sparks used for identi 
of molybdenum-zirconium oxide cerm 
of noise at different measuring po 
of notched angleplied graphite/epo 
of recent movers., Current housing 
of recent movers, Annual housing s 
of recent movers, Housing 

of several large dissimilar, cargo 

of state plans for aid to families 

of state plans for aid to families 

of supplemental security income be 
of the hoop column antenna for the 
of the thematic mapper for land us 
of the 140 A/B orbiter at a mach n 
of wings with edge vortex separati 
using extrapolation techniques /, 


characterization and evaluation of the Basin and R 


atlas :, Texas Barrier Islands Re 
atlas :, Texas Barrier Islands Re 
atlas :, Texas Barrier Islands Re 

of conventional and advanced alum 
of hazardous waste sites : a meth 
of heavy-duty motor vehicle emiss 
of phosphorus-containing polyamid 
of 8-cm engineering model thruste 


charges, 2-year and 4-year institutions., College 


, 2-year and 4-year institutions, Basic stu 


Charley Wild River management plan, wilderness sui 

chart supplement. Section 8, Preferred IFR routes, 
chartbook for developing regions., Women of the wo 
Charter Township of Georgetown, Michigan, Ottawa C 
charts subsystem /, Pilot climate data system user 


changes act of 1985 : report (to accompany H.R. 20 
and policy alternatives., Hazardous waste 
could help increase effectiveness and mini 
in the carboniferous region of Santa Catar 
in the Prairie du Chien-Jordan and Mount S 


changing role of the book in the future : report ( 
women’s roles on transportation needs and 

“ workplace : an electronics instructor’s g 

channel flow. Part 1, Analysis of instantaneous fi 


# subsystem user’s guide for charts subsystem 
check = deres social security check : udenfor U.S. 


: introducing, your new government check., D 
: introducing, your new government check., E 


~ flow. Part II, Study of ensemble-average f 
Channel Islands National Park, 1982-1933 /, Pinnip 
channels and Dangerous Drug Diversion Control Act 

ns with turbulence promoters, Heat transfer 
chaplains of “the old Navy” /, Sea padres : some 
chapter from Mineral facts and problems, 1985 edit 

- from Mineral facts and problems, 1985 edit 

: from Mineral facts and problems, 1985 edit 

pai 1 : Federal acquisition regulation /, Tit! 
characteristics /, An analysis of course-taking pa 
according to family and personal i 
and capabilities of the NASA Lewis 
(dimensions, weight, and cube) for 
for selected metropolitan areas., 
for selected metropolitan areas., 
for selected metropolitan areas., 
for selected metropolitan areas., 
for selected metropolitan areas., 
for selected metropolitan areas., 
for selected metropolitan areas., 
for selected metropolitan areas., 
for selected metropolitan areas, A 
for selected metropolitan areas, A 
for selected metropolitan areas, A 
for selected metropolitan areas, A 
for selected metropolitan areas, A 
for selected metropolitan areas, A 
for selected metropolitan areas, A 


: udenfor U.S.A., Your social security check 
= vase seky socialneho zabezpecenia : pocas 
and job program for module 30-1., Basic elec 
and job program for module 30-2., Basic elec 
and job program for module 31-2., Basic elec 
and job program for module 31-4., Basic elec 
and job program for module 32-1., Basic elec 
and job program for module 32-2., Basic elec 
booklet. Volume II, Modules 4, 5, & 6 /, Avi 
for modules 34-2., Basic electricity and ele 

., Do you accept checks for cashing? : if so, 

., Everything you need to know about the new 

checklist /, Home electrical safety audit : room b 

checks and job program for module 31-3., Basic ele 

and job programs for modules 30-2A & 30-3., 

and job programs for modules 32-3 & 32-4., 

for cashing? : if so, you’ll want to know a 

for modules 20, lessons 1-5., Basic electri 

for modules 20 lessons 6&7, 20T lesson 1, 2 

for modules 21, lessons 2, 3, & 4., Basic e 

for modules 21, lessons 5, 5-1, 5-2., Basic 

for modules 21T, lessons 1&2., Basic electr 

for modules 22, lesson 4., Basic electricit 

for modules 22, lessons 1, 2&3., Basic elec 

for modules 23, lesson 3., Basic electricit 

for modules 23, lessons 1&2., Basic electri 

for modules 24, lesson 1., Basic electricit 

for modules 25, lessons 1&2., Basic electri 
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= for modules 30-4 to 31-1., Basic electricit 
% for modules 33-4 & 34-1., Basic electricity 
Chemical activities status report / 
and fertilizer mineral mining., 1982 cens 
emergencies :, The ability to respond to 
equilibrium (EQLBRM), An Interactive comp 
operations., Background readings for the 
vapor deposition (phase 1 & phase 2), Dev 
chemically defined diets, Nutritional models for s 
- pumped icdine laser, Singlet oxygen gen 
chemicals ., 1982 census of manufactures. Industry 
Chemise Mountain WSA and King Range WSA /, Prelimi 
chemistry of amorphous alloys important to their f 
= of ceramic clays, The colloidal 
= of hazardous materials., The 
Cherry Point, North Carolina, January 9, 1983., Mi 
chest-mounted Doppler during space travel /, Pulmo 
chevron-notched fracture specimens, A review of 
Chicago, Ill., standard metropolitan statistical a 
Chief of Engineers, Department of the Army ...., D 
Chief Counsel Office directory. 
Chief Justice of the Supreme Court transmitting am 
v4 of the United States transmitting am 
. of the United States transmitting am 
Chien-Jordan and Mount Simon-Hinckley aquifers, Tw 
child : a parent’s guide for feeding 2 to 5 year 0 
> abuse and day care : 
care services :, Improving 
pornography and pedophilia : 
support enforcement., Handbook on 
childbearing : United States, 1973-82 /, Wanted an 
childhood cancer in twins., Prenatal x-ray exposur 
2d education in the United Kingdom /, Trend 
children /, Benefits of early intervention for spe 
:, Research tables based on Characteristi 
against sexual exploitation :, Protection 
and youth : directions for the 80s., Alli 
in poverty / 
under the Social Security Act, Title IV-A 
, Aid to families with dependent 
, Characteristics of state plans for aid t 
-» Reducing poverty among 
*s early education program :, Handicapped 
’s early education program :, Handicapped 
*s story productions /, Investigating 
, youth, and adults /, A compilation of fe 
, Youth, and Families, House of Representa 
China’s economic development and U.S. trade intere 
chloride : relief valve standard., Vinyl 
oe environments : a case study of waters wit 
m4 from the U.S.S.R. : determination of the 
chloroform) : final report., Health assessment doc 
cheosing a data management approach., Guideline fo 
Chowan County., Flood insurance study : town of Ed 
wi , North Carolina, (unincorporated are 
chromatic brightness matching /, Individual differ 
- surrounds /, Flicker-photometric spectra 
Chromium distribution in B-horizon soils, Iron Riv 
sd - Locating and estimating air emissions f 
Cinco Bayou, Florida, Okaloosa County., Flood insu 
citation of Anne M. (Gorsuch) Burford : report tog 
citations , including addendum /, Acquired immunode 
cited in Secretary’s letter), Annual report of the 
citizen regent of the Board of Regents of the Smit 
citizenship questions as close as your telephone., 
civil aviation competition 1976 summary and implic 
- rights laws /, State 
Civil Division telephone directory / 
Civil Procedure : communication from the Chief Jus 
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85-22050 
85-22048 
85-22049 
85-21332 
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85-21045 
85-21046 
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- prescribed by the Court, pursuant 
Civil Service retirement benefits, Comprehensive 
Civil War, 1861-1865 : report (to accompany H.R. 1 
civilian energy programs authorization act for fis 
a personnel law manual. Supplement. 
. research and development authorization ac 
claim for damage, injury, or death, standard form 
claimants ., Information to 
claims :, Department of Justice investigation of f 
“ settlement agreement DA form 1666., Prepare 
- to copyright in visual arts material., Depo 
clamshell, dragline, and backhoe attachments,, Dir 
“ , dragline, and backhoe attachments, NSN 
Clarify the Intention of Section 221 of the Act., 
Clark model 290M), w/ROPS,, Organizational mainten 
Clark National Forest (Jefferson Division) Montana ;, 
Lewis and 

Clark National Forest (Rocky Mountain Division) Mo ;, 
Lewis and 

aes Al C-100-2010 : unit II /, Assignment book f 
Al, C-100-2013. Unit 5, Progress check bookl 
Al, C-602-2015. Unit 1, Indoctrination and i 
engineering, qualification section 8 electri 
mission modes, time period 2000 to 2045, Mar 
of grand unified theories for large scale st 

classes of aliens who may be naturalized., Extensi 

“ of mail., Classifying mailable articles. P 
classification /, Student pamphlet : project defin 

- based on job competencies for asses 
classifications and prohibitions., International m 
Classifying mailable articles. Part 1, Classes of 
classroom instruction component of the ESEA Title 

= knowledge /, Lowering expectations : the 

bs testing /, Item analysis appropriate for 
clause 1(d) rule XI of the rules of the House of R 
clay products., 1982 census of manufactures. Indus 

v8: , ceramic, and refractory minerals., 1982 cens 
clays, The colloidal chemistry of ceramic 
Clean Water Act Amendments of 1985 : report of the 
cleaning and waterproof coating of masonry buildin 

Ps operations /, Control technology assessme 

~ to historic buildings /, Dangers of abras 

bs up hazardous wastes : an overview of supe 
Clearances and methods of protection for wall and 
Cleveland, Grady, Lincoln, McClain, Oklahoma, and 

1 , Ohio, October 19-20, 1982., Turbine eng 
Ci, CO stream, Behavior of Al 
climate data system user’s guide for charts subsys 

ss energy balance models with CO. 

* for entrepreneurship and innovation :, The 
climate-related data, A general scientific informa 
climatic zone labor adjustment factors /, AFCS 
climes /, Overland flow treatment of domestic wast 
clinical examination of the oral and perioral soft 
clips : investigation no. 337-TA-170 : Commission 
clocks, watches, and watchcases., 1982 census of m 
Close a registry section. 

* air support mission : development of a unita 

= as your telephone., “Ask immigration” and 
Closeout of IE bulletin 79-25 : failures of Westin 
closing abandoned mine shafts : Galena, KS, demons 

st velocity of 60.1 mph., Frontal crash respo 
closure clips : investigation no. 337-TA-170 : Com 

- regulation on ex-vessel prices and value, 
cloud - and particle-encounter statistics, and thei 

= - and particle-encounter statistics, and thei 
Clouds above the Martian limb Viking observations 
CO in comets, Vibrational and rotational excitatio 
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“ , Al, Mo, and Ta on the cyclic oxidation behavio 85-21516 coldwater reservoirs /, Habitat suitability index 85-21345 
coal /, Comparison of rotary and in-hole motor tec 85-21285 coliform bacteria in Floridan aquifer wells, weste 85-21167 
¢ /, Use of steel sets in underground 85-21290 Collaboration in applying research to teacher educ 85-20754 
leasing /, A Review of the unsuitability crit 85-21355 “ in PL 480 programs /, Community-leve 85-21831 
mines and the ocean : mine disposal demonstra 85-20867 Collapse of a suspended span of interstate route 9 85-21934 
operation in West Virginia /, Ground control 85-21283 Collected reprints / 85-21797 
SRM’s for sulfur content, calorific value, as 85-20357 collection budget of the United States government. 85-21837 
transport pipeline terminus sites /, Study of 85-21270 i system : Guam : final report /, A Fishe 85-20422 
« , surface fatalities, 1983. 85-21419 “ system : Saipan : final report /, A Fis 85-20421 
Coalescence of two pressure waves associated with 85-21577 | collectors, Investigation of the influence of the 85-21463 
coast pilot. 3, Atlantic Coast. Sandy Hook to Cape 85-20429 College costs. Basic student charges, 2-year and 4 85-20712 
_ pilot. 4, Atlantic Coast. Cape Henry to Key 85-20430 * teachers. Guidelines and application form 85-21818 
pilot. 7, Pacific Coast. California, Oregon, 85-20431 | Collin and Denton Counties., Flood insurance study 85-20975 

“ _, Recent examples of mesoscale numerical fore 85-21597 | collision and bus run-off-bridge, U.S. Route 59, n 85-21935 
Coast Guard regulations, 1985., United States 85-21954 “ between Conrail trains OIPI-6 and ENPI-6 85-21932 
Coastal ocean dynamics applications radar : a user 85-20388 “ —_ , McDonnell Douglas F-4C, Beech D-55 Baro 85-21931 
“ pelagic species fisheries /, 1983 economic 85-20426 | colloidal chemistry of ceramic clays, The 85-21484 


as plain : a community profile /, The ecology 85-21340 Colonel Homer Garrison, Jr. Federal Building : r 85-22077 
coasts., Marine recreational fishery statistics su 85-20413 a 


coastwise trading privileges to the vessel “La Jo an: | Se ee 
coated, filled, bonded, and laminated fabrics : TS 85-21378 “ tinting., Instructional pro snes + dias 
coating /, Polyethylene glycol as an ice control 85-20616 Cibecnty: / As of 4 ates s int 
S of masonry buildings /, The cleaning and w 85-21321 / le d opt Sue : a history ome rs 
“ operation : a case study., Environmental a 85-20855 ; pee mye re dings shit /, Mate D 
# , point source category., Development docum 85-20832 ecuniiines 5 metropolitan asete, July 1 
coatings in low pressure (0.1 - 10.0 torr) plasma 85-21522 eethana< il ied Som aalies 
“ summary report /, Aircraft surface : 85-21663 El Paso County a seep mena daa 
Indian Tribe of Arizona Certain Land in Yu 85-20230  aekaeieeemnn tea = i 
Code /, Criminal prosecution under the Continuing 85-21398  CleceerClaaaie:, Waae mpact s nee or ve 
:, Title 5, United States 85-22335 = cae siikeiadinaee, 
:, Title 10, United States 85-22257 * Vateieee alien eee anodes 
amendment : report (to accompany S. 597)., Ti 85-22008 Col saath Giblegex:- tuck cotter Gatun ; " 
and amendments thereto., Compendium of Copyri 85-21432 ellie: bodbi, the pout lett anid — se 
description and user’s manual /, MATADOR (Met 85-22218 Cities hat Cacink t onl Soe ‘@ineli 
for calculation of gas-phase chemical equilib 85-21693 Columbia | wildlife Saal ate “at tae 
for the analysis of radionuclide behavior dur 85-22217 Columbia a Alsska / 7. — 7 
of Federal Regulations., Statement of procedu 85-21914 pers wre ees ane, 
of federal regulations. 1, General provisions 85-20228 } 
of federal regulations. 5, Administrative per 85-21032 | Comanche Peak Steam Electric Station, units | and 
of federal regulations. 18, Conservation of p 85-20211 , units 1 and : 
of federal regulations. 20, Employees benefit 85-20212 oe sy ms a - = = 5 - 
of federal regulations. 21, Food and drugs. 85-20213 pn err e res com ve ag 
of federal regulations. 21, Food and drugs. 85-20214 pase ons 0 wen nat geometric 7 ane , ; 
of federal regulations. 21, Food and drugs. 85-20215 com arms warlare ; a survey OF 2 rere 
of federal regulations. 21, Food and drugs. 95-2021¢ | combustion efficiencies for se engines, Compar 
of federal regulations. 21, Food and drugs. 85-20217 ee ae oxidation 
cme atari. eae |e aeeeaee ete 
of federal pe se 23, iennton (aes pe tren comets, Vibrational and rotational excitation of C_ 
of federal regulations. 24, Housing and urban 85-20221 | command - i esr ( 
of federal regulations. 24, Housing and urban 85-20222 sys ey s 
of federal i Fm 26, pare revenue. 85-20223 | Commemorating the twentieth anniversary of Head St 
of federal regulations. 26, Internal revenue. 85-20224 pe nse Larne sae te 
of federal regulations. 26, Internal revenue. 85-20225 comment ., Solid waste 1eac: : 
of federal vanisiianh 26, Internal revenue. 85-20226 commerce of the United States. Part 1, Waterways a 
of federal regulations. 26, Internal revenue. 85-20227 of the United States. Part 5, National su 
of federal regulations. 49, Transportation. 85-21033 » House of Representatives ri nat emis 
, with Respect to the United States Sentencing 85-20229 ) (including cost estimate of the Congress 
codes, why they add up for business mailers., Zip4 85-21827 , Justice, and State, the Judiciary, and r 
coding and search system for licensee event report 85-22201 , Justice, and State, the Judiciary, and r 
coefficient in precision measurement of ultrasonic 85-21519 , U.S. House of Representatives :, Subcomm 
Cogeneration technology alternatives study (CTAS). 85-21494 | Commerce Committee review during the 99th Congress 
cognitive test performance., The effect of anxiety 85-20756 commercial and private recreation /, Careers in 
CO:/H:0 atmospheres /, The 85-21758 automotive equipment (July thru Dec - 2 
coho salmon (Oncorhynchus Kisutch) /, Contaminant 85-20871 nuclear power plants /, Historical summ 
coil coating operation : a case study., Environmen 85-20855 nuclear power plants in the United Stat 
bs coating, point source category., Development 85-20832 nuclear power reactors ... annual repor 
Cold streams of ionospheric oxygen in the plasma s 85-21756 nuclear power reactors :, Emergency pre 
* with gloves and bare hands /, Manual performa 85-20667 , heavy equipment transporter, C-HET, 85 
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Commision 


- , heavy equipment transporter, C-HET, 85 
Commision on Industrial Competitiveness :, Report 
Commission advisory opinion., In the matter of cer 

in investigation no. 731-TA-187 (final) 

in investigation no. 731-TA-239 (prelim 

in investigations no. 731-TA-240 and 24 

on Organized Crime :, Subpoena power fo 

on Reading /, Becoming a nation of read 
commitment to excellence /, The NCES 

” to the Job Corps program : report toget 
commodities and electricity for space shuttle oper 

= for its 1983 payment-in-kind program : 

i: issues :, Impact of budget proposals o 
commodity price supports and competitiveness of ag 
common core training support package : operations 

i ).. Personnel qualification standard for rad 
communicable diseases in the dental environment., 


communication /, Robot plans and human plans : i 


equipment, including radio and TV., 
from the Assistant Secretary of the 
from the Chief Justice of the Suprem 
from the Chief Justice of the United 
from the Chief Justice of the United 
from the Comptroller General of the 
from the Director, Office of Managem 
from the Director, Office of Managem 
from the President of the United Sta 
skills : kindergarten through grade 
communications : speech communications., Fire serv 
: writing /, Fire service 
equipment specialist (AFSC 32855) / 
procedures and administration : ann 
qualification section 5 (common)., 
systems operator (AFSC 11650) /, Ai 
terminal AN/FSC-78 (V)., Satellite 
., Fire service leadership/communica 
Communist Tyranny ., Joint Resolution Commemorating 
community : April 1, 1985 /, Foreign policy and th 
“a profile /, The ecology of eelgrass meado 
° profile /, The ecology of tundra ponds o 
Community Clinical Oncology Program (COOP) / 
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Community-level forestry development : options and 
Community Studies (DFSCS) : annual report., Workin 
Compact of Free Association : 
companions of cool stars with peculiar element abu 
Comparison and evaluation of results, Cogeneration 
of abbreviation methods : measures of p 
of combustion efficiencies for ramjet e 
of rotary and in-hole motor techniques 
of selected large-scale planetary surfa 
of Wortmann airfoil computer-generated 
comparisons a pictorial view /, Mars-earth geograp 
sis fiscal year 1979 /, Higher education f 
. fiscal year 1981 /, Higher education f 
’ of the inlet/airframe interaction of t 
compatibility planning., Federal Aviation regulati 
Compendium of Copyright Office practices : under t 
Compensation report. 
competencies for assessing employability /, The va 
. required by different occupations : p 
Competition in the oil pipeline industry : a preli 
wee of the U.S. Postal Service., Competito 
sy" 1976 summary and implications /, Forei 
competitive assessment of the U.S. ball and roller 
assessment of the U.S. construction ma 
assessment of the U.S. petrochemical i 
assessment of the U.S. wood and uphols 
assessment of the United States equipm 
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+ environment : whose problem is it? : p 
competitiveness /, U.S. high technology trade and 
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Competitors and competition of the U.S. Postal Ser 
compilation of federal laws for disabled children, 

. of selected energy-related legislation 

« of statutes administered by CPSC / 
complete arch casts with removable dies., Instruct 
completion report, project 2 : Rene 150 directiona 

™ report. Volume II, Advanced blade tip s 
component for L-1011 aircraft. Phase IV, Final rep 

= of mixing plant, asphalt, 100-150 ton pe 

- of the diffuse 2-60 keV background, A La 

nie of the ESEA Title VII bilingual educatio 

5 parts for gas turbines, Non-destructive 
components and accessories., 1982 census of manufa 

in the NBS calorimeter /, Thermal perfo 

list for tool kit, electronic equipment 

list for tool kit locomotive electricia 

list for tool kit, photographic repair 

thereof : investigation no. 337-TA-151. 

, D.O.D. directory of contract administr 

.» DOD directory of contract administrat 
composite correction program approach /, Handbook 
empennage component for L-1011 aircraft. 
materials for helicopters, Ground exposu 
multi-span beam shear specimens by moire 
structures, Effect of stress concentrati 
composites , Compression failure mechanisms in unid 

- , Fracture surface characteristics of no 

, High performance fibers for structural 
compositions ., Copyright registration for musical 
composting /, Evaluation of health risks associate 
compound configuration /, NASA rotor system resear 
compounds from hazardous wastes /, Mobility of tox 
comprehension questions : what functions might the 
Comprehensive impacts of permit decisions under Te 

. tax guide to U.S. Civil Service reti 
compressed work schedules : report (to accompany H 
compression and volatile release of carbonates, Dy 

ssi failure mechanisms in unidirectional c 

ba ignition, principles and operation. 

" system to inlet temperature distortion 
compressive stress on shear resistance of concrete 
compressor detail design report, Energy efficient 
Comptroller General of the United States, transmit 

a to the officer that awarded th 
compulsory licenses for secondary transmissions by 
computational algorithms for distributed parameter 

capabilities for fluid dynamics, Tre 
fluid dynamics at NASA Ames Research 
fluid dynamics for unsteady transoni 
thermo-fluid dynamics contributions 
computed in the aperture plane of multifrequency m 
computer access to FEC data., State 
and switching systems specialist : progra 
code for calculation of gas-phase chemica 
code for the analysis of radionuclide beh 
model to simulate fluid flow and contamin 
models and output Spartan REM : appendix 
output microform quality test slide., Alp 

program for calculating characteristics o 

program for predicting subsonic or supers 

studies of hybrid-slotted working section 

systems, An operating system for future a 
, Real-time simulation of an automotive ga 
Computer-assisted map projection research / 
computer-generated lift and drag polars with fligh 
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85-20282 
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Computers and ESL / 85-20800 Congressinal Budget Office )., Health planning amen 
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- ., Selected tether applications in space a 85-21707 serial set., United States 
“ _, Verification tests of durable TPS 85-21610 serial set., United States 
conceptual change project /, Ways of going wrong i 85-20729 serial set., United States 
= change : report on the conceptual chang 85-20729 serial set., United States 
concerned with PCDD and PCDF formation and destruc 85-20378 serial set., United States 
concrete - mobile mixer, body M919, model 8CM - 24 85-20542 serial set., United States 
- mobile mixer, body M919, model 8CM - 24 85-20543 satan oct, United States 
bs block masonry walls /, Influence of verti 85-20373 serial set, U.S. 
block stoppings /, Techniques for constru 85-21281 serial set, U.S. 
“ NSN 3895-00-444-1531, T.L. Smith Company 85-20541 serial set, US. 
concurrent resolution on the budget—fiscal year 19 85-22146 serial set, U.S. 
condition, A pseudospectral legendre method for hy 85-21729 essidl set, US 
conditioning of a mineral particle bed electrode f 85-21288 serial set, US. 
be through water exercises., Aqua dynami 85-21049 serial set, US. 
conditions /, Characterization of heavy-duty motor 85-20858 serial set, US. 
along the Neosho River from Council Gro 85-21172 series set, US. 
for principal effectiveness : policy im 85-20776 serial set] [ ‘ 
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of Excellence in American Higher Educat 85-20751 
the RADARSAT/FIREX fall experiment /, A 85-21695 
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“« —_, A study of leeside flow field heat 85-21713 )., Authorizing appropr 
, Shock capturing finite difference 85-21753 )., Commemorating the t 
, Structural performance of orthogon 85-21598 )., Department of Energ 
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/, Energy initiatives of the ... 85-22286 Domestic Volunteer 
/, Job Training Partnership Acct : initial 85-20997 Education Amendment 
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of the United States /, Annual report to 85-22160 )., Legal Services Act 
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to study the changing role of the book in 85-22083 )., Military Constructi 
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)., Providing for the i 
).. Providing that per 
)., Railroad Safety Imp 
)., Reaffirming commitm 
)., Reauthorizing and a 
)., Restoration of coas 
)., Revitalization of t 
)., Social security min 
)., State and local fis 
) (to accompany H.R. 1) 
).. Transferring respon 
)., United States-Israe 
)., Vietnam Veterans of 
conifer forests in the Southwest /, Silviculture o 
conjunction class mission modes, time period 2000 
Connecticut water supplies and watershed animals / 
° , June 28, 1983., Collapse of a suspend 
connector ., Instructional program notes : impressi 
Conrad var. equidistans Cragin /, The Lower Cretac 
Conrail to Norfolk Southern Corporation :, Descrip 
i trains OIPI-6 and ENPI-6X near Saltsburg, 
conservation and management : a special report to 
- authorization : report (to accompany 
= laws, Second- and third-order upwind 
S of power and water resources 
? of power and water resources., Code o 
Conserving energy in historic buildings / 
consideration of additional temperature gradient w 
of H.R. 1157 : report (to accompany 
of H.R. 1555 : report (to accompany 
of H.R. 1784 : report (to accompany 
of H.R. 1872 : report (to accompany 
of H.R. 1904 : report (to accompany 
of H.R. 2114 : report (to accompany 
of H.R. 2230 : report (to accompany 
of H.R. 2867 : report (to accompany 
of H.R. 3132 : report (to accompany 
of H.R. 3133 : report (to accompany 
of House Joint Resolution 413 : repo 
considerations : student manual /, Hazardous mater 
% for enhancing school effectiveness 
= for winglets on low-speed airplanes 
Consolidated listing of recent Official gazette no 
constants of a rigid or flexible structure of arbi 
° of an airplane or of a missile, Experime 
Constitutionality of GAO’s bid protest function : 
constructing concrete block stoppings /, Technique 
construction appropriation bill, 1985 : report (to 
authorization and appropriation for f 
equipment (July thru Sep-3rd qtr CY 8 
equipment (Oct thru Dec - 4th qtr CY 
field offices /, Microcomputer select 
industries. Industry series. Excavati 
industries. Industry series. Masonry, 
industries. Industry series. U.S. sum 
industry. 
machinery industry /, A Competitive a 
reports. C50, Residential alterations 
, mining, and materials handling machi 
Construction Act technical amendments : report tog 
constructive engagement., Southern Africa : 
consumer expenditure surveys., How is your money s 
consumptive uses : a report to the governments of 
contact with pure metals, The friction behavior of 
contacting for gravity probe star tracker, Optical 
contactors /, Design information on rotating biolo 
containerless drop tube solidification of NiAl 
containers and boxes., 1982 census of manufactures 
. and miscellaneous wood products., 1982 
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ai for radioactive materials /, Recommende 
containing i in (108501) /, Guidance for 
containment model /, Design and fabrication of a 1 
Contaminant analysis of 1982 fall run coho salmon 
transport through a rock fracture syst 
contaminants in tire manufacturing /, Control of a 
contamination in copper produced by solvent extrac 
contemporaneous recordkeeping requirements : confe 
contempt citation of Anne M. (Gorsuch) Burford : r 
content /, Methods and procedures used at the Nati 
analysis /, Delinquency prevention program 
of : sets, kits, and outfits components li 
of : sets, kits, and outfits components li 
of : sets, kits, and outfits components li 
, calorific value, ash content /, Methods a 
context /, Learning words from 
* of technological change and industrial res 
continental shelf oil and gas activities in the Be 
= shelf oil and gas activities in the Pa 
shelf oil and gas lease sale offshore 
= shelf oil and gas leasing program for 
continuing problem for the 1980s /, Organochlorine 
Continuing Criminal Enterprise Statute : Section 8 
contract : report (to accompany H.R. 596) (includi 
- administration services., Production manu 
administration services components., DOD 
administration services components, D.O.D 
NASS-26125 /, [Reduction and analysis of 
options /, Transportation energy manageme 
period August 1 - September 30, 1984 /, S 
quality assurance manual., Petroleum 
contracting with asymmetric information /, The mac 
contractor support (ICS) depot level for navigatio 
contractors, industry 1741., 1982 census of constr 
, industry 1794., 1982 census of constr 
contrast : a history of southeast Colorado /, Land 
contributions to advanced gas turbine engine desig 
control : list of approved recurring management in 
:, Rules of the Select Committee on Narcot 
: the first round in Geneva /, Arms 
authorization : report (to accompany S. 81 
coating /, Polyethylene glycol as an ice 
demonstration studies : user’s guide., Fug 
dust in mineral processing /, Adding steam 
experience used in the highly integrated d 
(HIDEC) program, Propulsion control experi 
impact statements :, Fiscal year ... arms 
network densification /, A hybrid method o 
of a graphically simulated robot arm by ki 
of acid mine drainage : proceedings of a t 
of air contaminants in tire manufacturing 
of heating, ventilating, and air-condition 
of oven airflows from a coil coating opera 
of satellites juridical aspects /, The str 
of visual quality /, Visual vulnerability 
program :, AFDC quality 
program-V, A user’s guide to the flexible 
study final technical report energy effici 
study of a mechanized longwall coal operat 
system analysis program, Interactive fligh 
technology assessment: metal plating and c 
towers., Traffic advisory practices at air 
, High-temperature optically activated GaAs 
, System design of a remotely operated, pro 
Control Act :, Authorization of the Federal Fire P 
control-indicator , C-10965/MLQ-34, part number 505 
controlled measurement table for the calibration o 
controlled-potential electrolysis /, Deposition of 
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controllers /, State-of-the-art of solid-state mot 85-22216 « ray propagation in the local superbubble 
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controls concept executive summary /, Development 85-21681 
= for wind turbine applications, Aileron 85-21632 
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convection of interest to crystal growth /, A prel 85-21805 

Convention on international trade in endangered sp 85-21335 
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conventional and advanced aluminum alloys for sele 85-21719 
ry and supercritical wings, Experimental 85-21798 
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Converted paper and paperboard products, except co 85-20260 
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Cook County ., Flood insurance study : village of R 85-20912 
bis -» Flood insurance study : village of W 85-20913 

cool stars with peculiar element abundances report 85-21747 
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= system., Principles and operation of the 85-20499 
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sig watershed study., Reynolds Creek 85-21356 

Coordination Central, guided missile system, truck 85-20551 
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terms., Extension of 85-21424 
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Copyrights for the fiscal year ending ..., Annual 85-21423 
- ., Donald C. Curran named acting registe 85-21433 

core accidents in light water reactors /, MATADOR 85-22217 
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2 training support package : operations during 85-20482 

corporate income tax., Revising the 85-22360 
ce involvement in education /, The effects 85-20818 

Corporation income tax returns 85-21916 

income tax returns, source book., Stat 85-21916 
= income tax returns, source book, Activ 85-21916 
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corporations :, Acquisitions and joint ventures am 85-22321 
: », Special limitations on the use of 85-22352 
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of aberrations computed in the aperture 85-21573 
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, 1983, Wind tunnel wall interference as 85-21796 costs /, Capital and O&M cost relationships for ha 
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. , wool, & man-made fiber textiles & apparel. 
cottontail /, Habitat suitability index models : e 
could help increase effectiveness and minimize int 

= you use a multibillion dollar customer? : VA 
coulomb transfer switch, Simulation study of a new 
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: communication from the President of th 
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, Class Al, C-602-2015. Unit 1, Indoctrinati 
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., OOE basic, success guide : Army National 
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- , pursuant to 28 U.S.C. 2072., Amendments to 
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courts., The United States 
coverage and insurance premiums of families : Unit 
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crane, truck mounted, GED, 3/4 cubic yard, 20 ton, 


, truck mounted, GED, 3/4 cubic yard, 20 ton, 
, truck, warehouse, 10,000 Ib. capacity, GED, 

, wheel mounted, 20 ton at 10 foot radius, 2 

, 30, Organizational maintenance repair parts 


crane-shovel , crawler mounted, diesel engine drive 


, crawler mounted, 12-1/2 ton, 3/4 cu. 


crash responses : car-to-car impact test of 2 1983 


responses, car-to-FRB impact test of a 1984 


Crawford County , Flood insurance study : city of G 
crawler mounted, diesel engine driven, 12-1/2 ton 


mounted, 12-1/2 ton, 3/4 cu. yd, diesel en 


Creating and disseminating knowledge for education 
credit problems and their impact on agricultural b 


supervision system at the level of counties 
union directory / 
union directory, National 


credits /, The determination of front-end fees on 
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.» OECD's arrangement on export 


Crime and protection in America : a study of priva 
Crime Victims Week .”, Joint Resolution to Designa 
Criminal justice information policy : intelligence 


procedure : communication from the Chief 
procedure prescribed by the Court, pursua 
prosecution under the Continuing Criminal 
trials :, Exclusionary rule in 


Cristo Mountains, Mora County, New Mexico /, Geolo 
criteria for armament subsystem, helicopter, 7.62 
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for crack arrester strakes in naval vesse 

for flamethrower, portable, M9A1-7, NSN 1 
for generator set, electric, portable, DE 

for Howitzer, light, towed, 105-MM, M101 
for howitzer, medium, towed, 155-MM, M114 
for mechanical systems in multifamily bui 

for Rawin sets AN/GMD-1A (6660-224-6137) 
for the advanced x-ray astrophysics facil 

for the low enriched uranium reform amend 
for use in the fabrication of shipping co 

in federal coal leasing /, A Review of th 
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2 microscopic and biochemical analysis /, A 
Electronic components and accessories., 1982 censu 
computer and switching systems speciali 
control (HIDEC) program, aie og con 
control, High-temperature optically act 
equipment TK-101/G (NSN 5180-00-064-517 
spherical array (ESSA) antenn 
test equipment plug-in, Calibration pro 
electronics instructor’s guide /, Skills for the c 
student handout no. 201 : summaries pr 
student handout no. 202 : summaries pr 
student handout no. 203 : summaries pr 
student handout no. 204 : summaries pr 
student handout no. 205 : i 
student handout no. 206 : 
student handout no. 207 : 
student handout no. 208 : 
student handout no. 209 : 
student handout no. 210 : 
student handout no. 212 : 
student handout no. 301 : 
student handout no. 302 : 
student handout no. 303 : 
student handout no. 304 : 
student handout no. 305 : 
student handout no. 306 : 
student handout no. 307 : 
student handout no. 308 : 
student handout no. 309 : 
student handout no. 310 : 
student handout no. 312 : 
student handout no. 313 : 
electrostatic thrusters, Ion beamlet steering for 
electrothermal thruster system, Investigation of a 
element abundances report for period Autumn 1982-A 
" problems, Parailel triangularization of su 
elementary and secondary education in the United S 
and secondary education in the United S 
and secondary education, Public 
and secondary education, Public 
and secondary schools /, Organizational 
rural/small school teachers /, Before s 
school and its faculty., Innovation and 
school students /, Dimensions of math a 
elevated PMON and PMOS concentrations in the inhal 
Eligibility verification and privacy in federal be 
eliminate dropouts, 1982-1983 /, Fort Hamilton Hig 
Elizabeth City, North Carolina, Pasquotank and Cam 
Elliott Carter /, The musical languages of 
Ellis Counties ., Flood insurance study : city of G 
emergencies :, The ability to respond to toxic che 
Emergency preparedness and the licensing process f 
teacher certification. 
with respect to Iran : message from the 
with respect to Iran, pursuant to 50 U.S 
with respect to Nicaragua : message from 
Emergency Public Works Employment Act of 1983 : re 
Emergency Veterans’ Job Training Act of 1983 :, Im 
Emergency Wetlands Resources Act of 1985 : report 
Emerson B. Vereen : report (to accompany H.R. 1010 
emission from water in late-type stars, A Search f 
line” galaxies, The X-ray spectrum and t 
“ line regions of active galactic nuclei, C 
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= lines in the gaseous halo of edge-on gala 
- measures for solar X-ray events from GOES 
standards for mercury., Review of nationa 
emissions from sources of chromium., Locating and 
? inspection and maintenance program is be 
2 under transient driving conditions /, Ch 
empennage component for L-1011 aircraft. Phase IV, 
empirical analysis of the Venezuelan experience /, 
€ identification of social protocols relat 
© studies of procedural flaws, impasses, a 
emplacement servicing and handling equipment (Nike 
employability /, The validity of an occupational c 
assessments by employers : final tec 
a of handicapped youth /, Empirical id 
employee health benefits plans : report (to accomp 
- ’s guide to safety., Postal 
Employee Retirement Income Security Act of 1974 :, 
Employees benefits., Code of federal regulations. 
< ’ benefits 
° ’ benefits, CFR. 20, 
Employees’ Compensation Appeals Board. Index diges 
employer evaluations /, Youth’s perceptions of emp 
. standards : effects of [i.e. on] employme 
7 ’s program., The Profit in safety belts : 
employers : final technical report /, Selecting yo 
employing gothic planform vortex flaps, The latera 
employment /, Vocational education and youth 
discrimination : supplement 1 and table 
on classroom knowledge /, Lowering expe 
outcomes and employer evaluations /, Yo 
programs for veterans with disabilities 
., What can schools do? : report to the 
en espanol = (Spanish publications)., Publications 
enclosed., Welcome to the United States : customs 
end collision and bus run-off-bridge, U.S. Route 5 
ag collision between Conrail trains OIPI-6 and EN 
35 to apartheid in South Africa : report together 
Endangered and threatened species on U.S. Air Forc 
ss species of wild fauna and flora., Conve 
ended September 30 ... (as cited in Secretary’s le 
ending ..., Annual report of the Register of Copyr 
endless but worth it /, The dental plaque battle i 
endodontics —filling the root canal., Instructional 
= —the initial visit., Instructional prog 
energetic outburst in Orion KL /, 183 GHz water li 
Energetics and mass structure of regions of star f 
Energy and Commerce Committee review during the 99 
and Commerce, House of Representatives /, V 
and Commerce) (including cost estimate of t 
and Commerce, U.S. House of Representatives 
and Natural Resources, United States Senate 
and the primary aluminum industry / 
and water development appropriations for 19 
and water development appropriations for 19 
and water development appropriations for 19 
authorization (transportation programs) :, 
balance models with CO./H 
benefits of microprocessor control of oven 
civilian energy programs authorization act 
civilian research and development authoriza 
efficient engine combustor test hardware de 
efficient engine flight propulsion system p 
efficient engine high pressure compressor d 
efficient engine hollow fan blades 
efficient engine ICLS engine bearings, driv 
efficient engine ICLS NACELLE detail design 
efficient transport program., Hybrid lamina 
in historic buildings /, Conserving 
initiatives of the ... Congress / 
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85-21910 
85-21935 
85-21932 
85-22016 
85-21343 
85-21335 
85-21899 
85-21423 
85-21080 
85-21983 
85-21982 
85-21554 
85-21551 
85-22291 
85-21004 
85-22131 
85-22288 
85-22287 
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85-22246 
85-22247 
85-22248 
85-22342 
85-21758 
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85-21688 
85-21778 
85-21677 
85-21730 
85-21687 
85-21686 
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management : fuel procurement strategies an 
plan /, Army 
programs authorization act for fiscal years 
relations in metallic adhesion, Universal b 
stage for the National Space Transportation 
systems phase III, full-scale power plant d 
transients : final technical report to the 
energy-related legislation /, Compilation of selec 
Enforcement and administrative proceedings. 
# of textile and apparel import quotas : 
resources and relationships : executiv 
* -, Handbook on child support 
Enforcement Act of 1983 : report together with min 
engagement., Southern Africa : constructive 
engine , 3 rolls, 10 to 12 ton, w/sprinkler, NSN 3 
bearings, drives, and configuration design 
combustor test hardware detailed design rep 
design, Computational thermo-fluid dynamics 
development program RESD summary report /, 
driven, NSN 3810-00-869-3092, Bucyrus-Erie 
driven, pneumatic rubber tire, 4000 pound c 
driven, pneumatic-tired, 4,000 Ibs capacity 
driven, 4x4 air transportable, phase III, w 
driven, 12-1/2 ton capacity, rated, w/3/4 c 
flight propulsion system preliminary analys 
high pressure compressor detail design repo 
hollow fan blades, Energy efficient 
hot section technology (HOST) material pres 
ICLS engine bearings, drives, and configura 
ICLS NACELLE detail design report, Energy e 
mechanic (AFSC 42652)., Jet 
mechanic (AFSC 42654)., F-100 jet 
shop, P/N SC-4920-97-CL-A60, NSN 4920-01-13 
technology program, Development of gas-lubr 
trade study for a supersonic STOVL fighter/ 
, driven feed water pump, NSN 3895-00-062-79 
engineering model thruster, Characterization of 8- 
personnel., Science and 
studies training course : case studies 
study of crack and joint sealing., Val 
, qualification section 8 electrical., 
Engineers /, Office automation : Office of the Ass 
in the United States. Detailed statistic 
of Western Airlines : report (to accompa 
should revise its policy for identifying 
, Department of the Army ...., Dispositio 
engines project completion report, project 2 : Ren 
< , Comparison of combustion efficiencies for 
= , diesel engine driven, 4x4 air transportab 
“ . Project 3, Project completion report. Vol 
English, German, and Dutch /, Interpreting WH-ques 
English-Spanish glossary of words and phrases used 
enhanced memory or tampering with evidence? /, Hyp 
Enhanced TCAS II/CDTI traffic sensor digital simul 
enhancement : final report /, An ultra-high speed 
Enhancers 
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enhancing ‘school effectiveness /, Toward strategic 


the economic development of Guam, the Vi 
ENPI-6X_ near Saltsburg, Pennsylvania, February 26, 
enriched uranium reform amendments /, Acceptance c 
Enrico Fermi Atomic Power Plant, Unit no. 2, docke 
ensemble-average fields, The structure of the vort 

entities : [symbol for section] 201.9, 37 C.P.R., 

entitled “Developments in aging, 1984” : report 
entitlement programs : an accessing demonstration 
entitlements manual /, Military pay and allowances 
entrepreneurship and innovation :, The U.S. climat 

entry : U.S. Public Health Service guide to U.S. I 
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environment : whose problem is it? : proceedings, 85-21116 
analysis final report for the contract 85-21706 
and Public Works, United States Senate 85-22025 
design criteria for the advanced x-ray 85-21622 
services /, Solar Activity Monitoring 85-20391 

., Instructional program notes : commun 85-21990 

Environmental and energy benefits of microprocesso 85-20855 

assessment., Final Red Hills managem 85-21360 

assessment for renewal of special nu 85-22181 

assessment for renewal of special nu 85-22183 

assessment, land protection plan, An 85-21307 

assessment, land protection plan, wi 85-21308 

assessment, land protection plan, wi 85-21311 

assessment, land protection plan, wi 85-21312 

assessment, land protection plan, wi 85-21314 

assessment land protection plan, wil 85-21309 

characterization of conventional and 85-21719 


personnel : railroad safety program., Sa 85-21924 
plug-in, Calibration procedure for sweep 85-20592 
serviceability criteria for armament sub 85-20545 
serviceability criteria for flamethrower 85-20523 
serviceability criteria for generator se 85-20544 
serviceability criteria for Howitzer, li 85-20546 
serviceability criteria for howitzer, me 85-20547 
serviceability criteria for Rawin sets A 85-20569 
specialist (AFSC 32855) /, Airborne comm 85-20682 
TK-101/G (NSN 5180-00-064-5178) (LIN W37 85-20575 
transporter, C-HET, 85,000 GVWR, 8x6, Ar 85-20557 
transporter, C-HET, 85,000 GVWR, 8x6, Ar 85-20558 
; clocks, watches, and watchcases., 1982 85-20283 
) course, class Al, C-602-2015. Unit 1, I 85-20661 
, including radio and TV., 1982 census of 85-20281 
., 1982 census of manufactures. Industry 85-20276 
., 1982 census of manufactures. Industry 85-20277 
databases for region 5 /, Directory 85-20826 ., 1982 census of manufactures. Industry 85-20279 
experts /, Space stations living in 85-21481 ., 1982 census of manufactures. Industry 85-20280 
impact statement /, Comprehensive im 85-21148 | equipped with wing spoilers, A flight-test and sim 85-21546 
impact statement /, Piceance basin r 85-21145 | Equity and microcomputer use in American public ed 85-20822 
impact statement., Box Elder resourc 85-21139 | erosion processes, Orwell Lake, Minnesota /, Shore 85-20617 
impact statement., Lake Mead Nationa 85-21141 “ within the Cuyahoga Valley National Recrea 85-22134 
impact statement, April 1985 /, Prop 85-21146 | erosion-test equipment /, Hydraulic flume laborato 85-21273 
impact statement on application for 85-20201 | ESEA Title VII bilingual education program /, A De 85-20727 
impact statement : proposed amendmen 85-20415 ESL /, Computers and 85-20800 
impact statement, Shoshone National 85-21143 | espanol = (Spanish publications)., Publications [s 85-21019 
impact statement supplement for the 85-21140 ESSA) antenna systems performance interface docume 85-21580 
research, development, and demonstra 85-22031 | Essential knowledge for beginning educators / 85-20718 


statement related to the operation o 85-22175 . 
pschetel elindgentions 85-22178 Establishing the Select Committee on the Two-Year 85-22023 


2 couibeaiiale sds 85-22065 establishment of a free trade area between the gov 85-22047 
Environmental Protection Agency aoe of a free trade area between the Uni 85-22047 
environments : a case study of waters within and n 85-22220 esteRiients Wh : 

pe : with and without payroll., 1982 cen 85-20336 
of space vehicles, Human response to 85-21611 Shi : 
EOCT)., Drill ser Establisment and firm size (including legal form o 85-20337 
& ‘geant handbook of lesson plans ( 85-20485 bliciiinidina:, Tanteeed 
epidemiology documentation /, Public health labora 85-21100 | ¢sthetic provisionalization., Instructional progra 85-21991 
“ of heroin : 1964-1984. 85-21114 esthetics color tinting., Instructional program no 85-21988 
“ ae : estimate of the, American Conservation Corps Act o 85-22099 
., Principles of analytic 85-21101 . 
epoxy composites, Fracture surface characteristics 85-21518 of the Congressinal Budget Office)., Heal 85-22066 
“ fabric laminates, Development of failure cri 85-21725 . ~ je Saeed. Ad. poe 
xs laminates beyond initial failure, Hygrotherm 85-21563 oc re 
EQLBRM), An Interactive computer code for calculat 85-21693 pe a ran a = a. pi og poste 
Equal Employment Opportunity Commission : sixth re 85-22107 of the Congressio ge ce)., “AU 
equation : draft., Transition from development to 85-20449 of the Congressional Budget Office)., Aut 85-22101 
for simulating flows in multistage turbom 85-21633 of the Congressional Budget Office)., Aut 85-22111 
for wave propagation problems in underwat 85-21723 of the Congressional Budget Office)., Aut 85-22123 
equations and computational algorithms for distrib 85-21727 of the Congressional Budget Office)., Aut 85-22141 
* applied to transonic flows, Improvements 85-21559 of the Congressional Budget Office)., Com 85-22124 
ve that overcome elbow joint singularity ve 85-21802 of the Congressional Budget Office)., Dep 85-22060 
* using the reduce 2 algebra manipulation 85-21462 of the Congressional Budget Office)., Dep 85-22088 
im with an improved stability condition, A ; 85-21729 of the Congressional Budget Office)., Dep 85-22105 
equidistans Cragin /, The Lower Cretaceous ammonit 85-21154 of the Congressional Budget Office)., Dep 85-22106 
equilibrium tet — ve computer code 85-21693 — * a a. an a 85-22055 
6 states, Grinding kinetics an 85-21457 of the Congressi get Office)., Edu 85-22087 
equipment /, Hydraulic flume laboratory erosion-te 85-21273 of the Congressional Budget Office)., Eme 85-22063 
and techniques used in rock stress deter 85-21294 of the Congressional Budget Office)., Eme 85-22137 
improvement report and maintenance diges 85-20593 of the Congressional Budget Office)., Exp 85-22139 
improvement report a maintenance oo o> ne oe a rat cman me prrtrer i 
improvement report and maintenance diges 20595 of the Congressio: get Office)., For 22056 
improvement report and maintenance diges 85-20596 of the Congressional Budget Office)., Gra 85-22027 
improvement report and maintenance diges 85-20597 of the Congressional Budget Office)., Haz 85-22061 
(in TOE LIN item number sequence)., Stan 85-20599 of the Congressional Budget Office)., Hea 85-22147 
(July thru Dec - 2nd half CY 84)., Equip 85-20595 of the Congressional Budget Office)., Leg 85-22062 
(July thru Sep-3rd qtr CY 84)., Equipmen 85-20596 of the Congressional Budget Office)., Lib 85-22143 
leasing industry., A competitive assessm 85-20438 of the Congressional Budget Office)., Mil 85-22145 
list as of ..., N.1.0.S.H. certified 85-21105 of the Congressional Budget Office)., New 85-22098 
list as of ..., NIOSH certified 85-21105 of the Congressional Budget Office)., Non 85-22126 
(Nike-Hercules and improved Nike-Hercule 85-20553 of the Congressional Budget Office)., Obs 85-22125 
(Oct thru Dec - 4th qtr CY 84)., Equipme 85-20597 of the Congressional Budget Office)., Pan 85-22110 
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of the Congressional Budget Office)., Per 
of the Congressional Budget Office)., Pro 
of the Congressional Budget Office)., Pro 
of the Congressional Budget Office)., Pro 
of the Congressional Budget Office)., Rai 
of the Congressional Budget Office)., Rea 
of the Congressional Budget Office)., Rea 
of the Congressional Budget Office)., Res 
of the Congressional Budget Office)., Rev 
of the Congressional Budget Office)., Soc 
of the Congressional Budget Office)., Sta 
of the Congressional Budget Office)., Tra 
of the Congressional Budget Office)., Uni 
of the Congressional Budget Office)., Vie 
of the Congressional Budget Office) (to a 
of the, National Development Investment A 
)., Addition to the Green Mountain Nationa 
)., Army and Navy Union of the United Stat 
estimated for fiscal year ... :, Budget views and 
bs impacts of Texas closure regulation on e 
estimates by age, sex, and race, 1970-80 /, County 
for ..., Meat animals, production, dispo 
of the 1986 budget, pursuant to 31 U.S.C 
of the population of Alabama counties an 
of the population of Arizona counties an 
of the population of Arkansas counties a 
of the population of California counties 
of the population of Colorado counties a 
of the population of Hawaii counties and 
of the population of Idaho counties and 
of the population of Illinois counties a 
of the population of Indiana counties an 
of the population of Kansas counties and 
of the population of Louisiana parishes 
of the population of Montana counties an 
of the population of Nebraska counties a 
of the population of Nevada counties and 
of the population of New Mexico counties 
of the population of Oklahoma counties a 
of the population of South Dakota counti 
of the population of the United States, 
of the population of Utah counties and m 
of the population of Washington counties 
of the population of Wyoming counties an 
estimating air emissions from sources of chromium. 
= sunspot number 
Eurocurrency credits /, The determination of front 
Europa, Multispectral and geomorphic studies of pr 
European Parliament. 
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evaluating prevention programs in mental health /, 
= solar reflector materials /, Measuremen 

evaluation /, Interactive graphics simulator : des 
se : a Study of effective practices /, Tea 

and decision-making /, Multiple alterna 

and demonstration /, Agricultural benef 

for vocational education /, Critical 

manual /, Wet scrubber inspection and 

of a symmetric airfoil series for large 

of advanced limestone, Davy S-H, and Do 

of an augmented stability active contro 

of California’s inferred birth statisti 

of health risks associated with wastewa 

of helicopter real-time self-adaptive a 

of results, Cogeneration technology alt 

of system interaction events and source 

of the Basin and Range Province relativ 

of the Bonneville juvenile bypass syste 

of the disposal of flue gas desulfuriza 

of the longitudinal final approach and 
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of the Napa County Office of Education’ 
of TOX-SCREEN model /, Testing and 
of two aluminum-brazed titanium spoiler 
of wind measurements by four doppler so 
program., Handbook for administration o 
program, San Onofre Nuclear Generating 
report related to the operation of Coma 
report related to the operation of Coma 
report related to the operation of Diab 
report related to the operation of Diab 
report related to the operation of Diab 
report related to the operation of Enri 
report related to the operation of Mill 
report related to the operation of Watt 
report related to the operation of Wolf 
report related to the renewal of the op 
techniques high temperature ceramic com 
units in state departments of education 
, Microstructure, and mechanical propert 
Evaluation Systems Project : defining school distr 
evaluations /, Youth’s perceptions of employer sta 
evaporated aluminum film, Influence of aluminum ox 
event of March 22, 1979, Cold streams of ionospher 
=) reports., Sequence coding and search system 
events along the east coast, Recent examples of me 
6 and sources /, Survey and evaluation of sys 
from GOES measurements, Expressions to dete 
Everything you always wanted to know about your un 
ne you need to know about the new U.S. gov 
evidence at the scene of an aircraft accident., Fi 
% ? /, Hypnotically refreshed testimony : en 
ex-vessel prices and value, 1982 and 1983 /, Estim 
examination of the oral and perioral soft tissues. 
examining form paragraphs., Manual of patent 
ms procedure., Manual of patent 
examples of mesoscale numerical forecasts of sever 
exams : what you should know., Breast 
Excavating and foundation work special trade contr 
excellence /, The NCES commitment to 
a in American Higher Education., The Prog 
7 in education, Indian Education Act, Ind 
¢ in highway design / 
<3 in secondary vocational education : app 
exchange agreement between NASA and DuPont on the 
34 rate indeterminancy : an empirical analys 
¢ workshop held at NASA Lewis Research Cent 
excise taxes (as of January 1, 1985) /, Schedule o 
excitation of CO in comets, Vibrational and rotati 
exciting part-time medical practice in America., A 
Exclusionary rule in criminal trials : 
executive and professional talent /, A Unique sour 
departments and agencies :, Supplement t 
service handbook., Senior 
summary /, Crime and protection in Ameri 
summary /, Development and flight evalua 
summary /, Hiring and training workers : 
summary of the final report : a survey o 
summary, 15-17 June 1983, Williamsburg, 
executives and managers., Financial handbook for f 
- —implication for teacher preparation and 
exercise for older people : a background paper /, 
bs of authority under the International Emer 
“ , Ultrastructural alterations in skeletal 
exercises ., Aqua dynamics : physical conditioning 
existing housing /, The use of productive resource 
exocrine pancreas /, Tumors of the 
Expansion arts / 
s arts program 
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expectations : the impact of student employment on 85-20733 extrapolation techniques /, Determining critical f 85-22208 
expected market performance /, Egyptian meat marke 85-20208 extraterritoriality /, Economic and political aspe 85-21861 
expenditure plans., Guidance for hospital capital 85-21117 | extreme-pressure additives on surface fatigue life 85-21810 
survey /, Procedures and questionnaire 85-21123 
surveys., How is your money spent? : T 85-20238 
expenditures /, A summary of current and historica 85-21293 F 
experience /, Currency substitution, quality, and 85-20992 
/, The Soviet airborne 85-20632 F, NSN 3895-01-028-4391., Direct support and gener 85-20543 

used in the highly integrated digital e 85-21549 F.A.A. aviation forecasts 85-21951 

with releases of radioactive materials 85-22210 F-15 airplane /, Flight and wind-tunnel comparison 85-21801 

with transonic unsteady aerodynamic cal 85-21603 F-100 jet engine mechanic (AFSC 42654). 85-20684 
experiment /, Active microwave measurements of sea 85-21695 FAA aviation forecasts. 85-21951 
5 and analysis /, Investigation of the th 85-21503 i 85-21949 

. Part A, Program control, System design 85-21490 i 85-21950 

‘~ , The effects of Cr, Co, Al, Mo, and Ta 85-21516 fabric laminates, Senaiinaed of failure criterion 85-21725 
Experimental and predicted heating distributions f 85-21799 fabricated by unidirectional solidification, Micro 85-21455 
assessment of borehole plug performan 85-22215 e metal products., 1982 census of manufac 85-20275 
data, Pressure filtration of ceramic 85-21464 fabrication of a 1/8-scale steel containment model 85-22195 
determination of the inertia constant 85-21492 “ of glass gas cells for the HALOE and M 85-21608 
investigation of the effect of bounda 85-21506 # of shipping containers for radioactive 85-22188 
investigation of two-dimensional thru 85-21764 fabrics : TSUS items 355.02 (pt.), 355.25 (pt.) 35 85-21378 
research on electric propulsion. Note 85-21468 " and knit goods., 1982 census of manufactur 85-20252 
results, and trends /, Large scale OT 85-20397 | faces : a state-of-the-art report /, Remedial and 85-21295 
studies /, High pressure cosmochemist 85-21749 | Facilitating economic development in the territori 85-22057 
study of a magnetic field stabilized 85-21468 | facilities catalogue /, Aeronautical 85-21812 
study of noise transmission into a ge 85-21712 “ ., Medicare, participating health 85-21120 
study of turbulent nonevaporating spr 85-2171 « _,, Permit writers’ guidance manual for t $5-20831 
trim drag values and flow-field measu 85-21798 | facility /, The Santa Ana General Mail Facility : 85-21826 
experiments , Fabrication of glass gas cells for th 85-21608 “ (AXAF) definition and preliminary design, 85-21622 
expert diagnostic systems, A relational approach t 85-21606 “ carriage weld test program, Aircraft land 85-21540 
experts /, Assessment of hazardous waste surface i 85-20853 Fact book / 85-20676 
/, Space stations living in zero gravity : 85-21481 “ book, N.R.L. 85-20676 

- know about A-I-D-S., What the 85-21079 “ book, NRL 85-20676 
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explanation of the Revenue Sharing Program., Reven 85-21903 factors /, AFCS climatic zone labor adjustment 85-20623 


exploitation :, Protection of children against sex 85-22322 “ associa . sas 
exploration /, Beyond a dream : an instructor’s gu 85-20703 facts /, Re ioe with brain disorders /, Prenata pet a 
= : new directions for university instru 85-21652 won about Army ROTC., Basic 85-20601 


a and development expenditures /, A summ 85-21293 “ we . : 
° ange : and problems, 1985 edition., Dimension stone 85-21277 
” Venus swingby and conjunction class mi 85-21621 “ and probl 1985 edition. Lead : a chante 85-21279 
Exploratory sibacore longline fishing in the caste 85-20423 * and sited, 1985 edition., Vermiculie : 0 85-21280 


export administration program., Overview of the 85-20439 - - cack ot 
s credits., OECD's gement on 85-21886 facultatively anaerobic bacteria /, Identification 85-21099 


“ meat to the United States :, Foreign plants 85-20210 | ‘culty. Innovation and change in American educat 85-20738 
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year 1986 Department of Energy authorizatio 

year 1986 medical program budgets :, VA 

year 1986 : report of the Committee on the 

year 1986 : report (to accompany H.R. 1157) 

year 1986 : report (to accompany H.R. 1784) 

year 1986 : report (to accompany S. 903)., 

year 1986 : report (to accompany S. 1029) . 

year 1986 : report (to accompany S. 1117)., 

year 1987 : report (to accompany H.R. 1711) 

years 1986, 1987, and 1988 :, S. 408, a bil 

years 1986, 1987, and 1988 : report togethe 

years 1986, 1987, and 1988 : report togethe 


ease 8 eR ee Ase Ce .O2e O.918. 8:88 SC eBe eee a & &.e 8 


es report /, Meeker Dome Unit, Colorado : pr 85-21266 Fiscal Years 1986 and 1987 : report of the Committ 


fingerling protection system for John Day Dam /, R 85-20417 fib ond ae frst ate authorization : rep 
finishing textiles, except wool fabrics and knit g 85-20252 guiding y of traveling screens at lo 
finite difference algorithms for supersonic flow p 85-21753 fisheries /, 1983 economic status report on the Ca 
6 
* element problems, Parallel triangularizatio 85-21726 | ~ __ interactions within the Hawaiian Islands 
finite-difference viscous-inviscid interaction, Si 85-21560 of the United States / 
Fire department responsibility in protecting evide 85-21947 fishery /, 1983 economic status report on the Nort 
education planning /, Public 85-20891 data collection system : Guam : final repo 
interviews : development and field validation 85-20366 data collection system : Saipan : final re 
prevention and control authorization : report 85-22012 products, annual summary., Frozen 
prevention inspections (formerly fire prevent 85-20892 Statistics survey. Atlantic and Gulf coast 
prevention 1)., Conducting basic fire prevent 85-20892 fishing in the eastern North Pacific during winter } 
protection specialist (AFSC 57150) / 85-20685 | fission product release program /, Observed behavi 
service communications : writing / 8s-20690 | _“ track glass stable isotopes., Special nucl 
service leadership. 85-20886 | fitmess and exercise for older people : a backgrou 
service leadership/communications : speech co 85-20888 % book., Soldier 
support handbook. 85-20608 fitting program, Modification to shock 
Firearms and ammunition curios and relics list. 85-21922 | five selected concepts., Selected tether applicati 
fired incinerators /, Technical issues concerned w 85-20378 | five-year update /, Evaluation units in state depa 
fires /, Modeling of aircraft cabin 85-20364 fixed load cell barrier at 29.9 mph., Frontal occu 
firing of tactical missiles demands DOD’s attentio 85-22102 e load cell barrier : 1980 Ford Mustang into a 
firm in Honduras /, Guanchias Limitada : a case st 85-21894 ie load measuring barrier at 29.7 mph., Frontal 
” size (including legal form of organization), 85-20337 FJF-040., Direct support and general support maint 
First concurrent resolution on the budget—fiscal y 85-22146 Flagler Beach, Florida, Flagler County., Flood ins 
monetary policy report for 1985 :, Federal R 85-22268 | Flagler County ., Flood insurance study : city of F 
report /, Unnecessary firing of tactical mis 85-22102 flame holding in the wake of a bluff body final re 
report from the Study Group on the Condition 85-20751 - retardant effectiveness, Effect of gravity o 
round in Geneva /, Arms control : the 85-21862 flamethrower , portable, M9A1-7, NSN 1040-00-089-50 
twenty-five years and beyond /, FIND : autom 85-21421 | flap (data report), Force and moment measurements 
wind-tunnel tests /, Kasprzyk airfoil the 85-21489 flaps , The lateral-directional characteristics of 
# 10 years, 1975-1985., The Federal Election C 85-22158 flare locations, Microwave and X-ray observations 
first-term avionics course class Al C-100-2010 : u 85-20662 flatbed, 10-ton, 4-wheel, M345, (NSN 2330-00-200-1 
first-year teachers need to know /, What 85-20819 flavor /, Do yourself a 
flecal assistance amendments of 1983 : report toge 85-22059 flaws , impasses, and repairs in procedural skills 
federalism., Significant features of 85-22151 fleets., A Statistical analysis of the world’s mer 


Page 1-564 














October 1985 


flexible and compressed work schedules : report (t 
= spacecraft dynamics and control program-V 
_ structure of arbitrary shape through a vi 

Flicker-photometric spectral sensitivity in the pr 

Flight and wind-tunnel comparisons of the inlet/ai 


85-22133 
85-21647 
85-21480 
85-20666 
85-21801 
and wind tunnel results, A comparison of Wo 85-21572 
characteristics of several large dissimilar 85-21800 
conditions for storm hazards ’81, Lightning 85-21604 
control system analysis program, Interactiv 85-21711 
engineers of Western Airlines : report (to 85-22112 
evaluation of an augmented stability active 85-21681 
navigator : question book., Airline transpo 85-21948 
propulsion system preliminary analysis and 85-21778 
service evaluation of two aluminum-brazed t 85-21716 
tests of the Digital Integrated Automatic L 85-21675 
flight-test and simulation evaluation of the longi 85-21546 

“ data report helicopter and compound co 85-21545 
floating macrophytes by means of digital processin 85-21748 
flood hazard awareness material., Catalog of weath 85-20407 
insurance program :, Oversight hearing on FE 85-22256 
insurance study : Anne Arundel County, Mary! 85-20931 
insurance study : Cass County, Illinois, uni 85-20916 
insurance study : Charter Township of George 85-20943 
insurance study : Chowan County, North Carol 85-20961 


insurance study : Lafayette Parish, Louisian 
insurance study : Logan County, Ohio, uninco 
insurance study : Matanuska-Susitna Borough, 
insurance study : Nueces County, Texas, unin 
insurance study : Ouray County, Colorado, un 
insurance study : Perquimans County, North C 
insurance study : Perry County, Kentucky, un 
insurance study : San Patricio County, Texas 
insurance study : Santa Rosa County, Florida 
insurance study : Talbot County, Maryland, u 
insurance study : town of Alliance, North Ca 
insurance study : town of Brewster, Massachu 
insurance study : town of Cape Elizabeth, Ma 
insurance study : town of Cinco Bayou, Flori 
insurance study : town of Columbia, North Ca 
insurance study : town of Dartmouth, Massach 
insurance study : town of Edenton, North Car 
insurance study : town of Edgartown, Massach 
insurance study : town of Harpswell, Maine, 
insurance study : town of Harwich, Massachus 
insurance study : town of Hertford, North Ca 
insurance study : town of Ithaca, New York, 
insurance study : town of Lloyd, New York, U 
insurance study : town of Mammoth, Arizona, 


sees ese 8 FR SE 


see e eee es 
= 


zseseeee FF eFReER ESE SEE 


“ 
“ 
“ 
“ 
“ 
“oe 
“ 
“ 
“ 
“ 
“ 
“ 
be 
“a 
“ 
“ 
“ 
6s 
“ 
“ 
“ 
“ 
6“ 
“ 
“ 
“ 
“ 
“a 
“« 
“ 
“ 
“ 
“ 
aa 
“a 
“ 
“ 
“ 
ty 
“ 
“ 
“ 
“ 
“ 
“ 
“ 
“ 
“« 
“ 
“ 


insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 


insurance study 


insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
: city of Redding, Californi 
insurance study : 
insurance study : 
insurance study : 


insurance study 


insurance study 
insurance study 


insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
: city of Whitehall, Ohio, F 
: city of Wichita Falls, Tex 
insurance study : 
insurance study : 
insurance study : 
insurance study : 
insurance study : 


insurance study 
insurance study 


city of Ann Arbor, Michiga 
city of Bonners Ferry, Ida 
city of Buffalo, Minnesota 
city of Des Moines, Iowa, 
city of Elizabeth City, No 
city of Flagler Beach, Flo 
city of Fort Walton Beach, 
city of Fountain, Colorado 
city of Galion, Ohio, Craw 
city of Granby, Missouri, 
city of Grand Prairie, Tex 
city of Hartville, Missour 
city of Iowa City, Iowa, J 
city of La Crosse, Wiscons 
city of Lafayette, Louisia 
city of Lake Jackson, Texa 


: city of Lake View, Iowa, S 


city of Little Rock, Arkan 
city of Mary Esther, Flori 
city of Memphis, Tennessee 
city of Old Monroe, Missou 
city of Ouray, Colorado, O 
city of Peru, Illinois, La 
city of Plano, Texas, Coll 
city of Pleasant Hill, Mis 
city of Port Aransas, Texa 
city of Portland, Texas, S 


city of Reedsburg, Wiscons 
city of Richland Hills, Te 
city of Ripley, West Virgi 


: city of Sumas, Washington, 
: city of Thompson, North Da 


city of Trenton, Michigan, 
city of Ukiah, California, 
city of Valparaiso, Florid 
city of Waterloo, Iowa, Bl 
city of Westfir, Oregon, L 


Douglas County, Illinois, 
Glynn County, Georgia, uni 
Gooding County, Idaho, uni 
Jackson County, Ohio, unin 
Jackson County, Texas, uni 


85-20941 
85-20910 
85-20944 
85-20920 
85-20958 
85-20902 
85-20903 





#2e.e8e @28 @°8.3 8 8 6.8 


sseseee 8&8 & E 


insurance study : town of Manchester, Vermon 
insurance study : town of Minnesott Beach, N 
insurance study : town of Oak Bluffs, Massac 
insurance study : town of Roper, North Carol 
insurance study : town of Sandwich, Massachu 
insurance study : town of Scarborough, Maine 
insurance study : town of Shalimar, Florida, 
insurance study : town of Southold, New York 
insurance study : town of Truro, Massachuset 
insurance study : town of Turner, Maine, And 
insurance study : town of Waldoboro, Maine, 
insurance study : town of Wellsville, New Yo 
insurance study : town of Westport, Massachu 
insurance study : town of Winfall, North Car 
insurance study : township of Aliegheny, Pen 
insurance study : township of Lawrence, New 
insurance study : township of Mount Olive, N 
insurance study : Vermilion Parish, Louisian 
insurance study : village of Fayetteville, N 
insurance study : village of Redings Mill, M 
insurance study : village of Rosemont, Illin 
insurance study : village of Sun River Terra 
insurance study : village of Wheeling, Illin 
insurance study : Wood County, West Virginia 


Floor covering mills., 1982 census of manufactures 


“ 


coverings of textile materials : TSUS items 


flora., Convention on international trade in endan 


Florida 


S28. 2 6:2. 4.2 622 82:3 9 


/, Distribution and occurrence of total co 
/, Overland flow treatment of municipal wa 
/, Soil survey of Bay County, 
and Arizona /, The effects of transportati 
, Flagler County., Flood insurance study : 
, Okaloosa County., Flood insurance study : 
, Okaloosa County., Flood insurance study : 
, Okaloosa County., Flood insurance study : 
, Okaloosa County., Flood insurance study : 
, Okaloosa County., Flood insurance study : 
, U.S.G.S. water resources data. 
, unincorporated areas., Flood insurance st 
, USGS water resources data. 
., Water resources data. 
., 1982 census of retail trade. Major retai 


Floridan aquifer wells, western Lake County, Flori 


85-21167 
85-20850 
85-20203 
85-21926 
85-20902 
85-20903 
85-20904 
85-20906 
85-20907 
85-20908 
85-21173 
85-20905 
85-21173 
85-21173 
85-20340 
85-21167 


Page 1-565 





flotation Title Keyword Index 


flotation /, Electrochemical conditioning of a min 85-21288 
few airfoil design considerations for winglets on 85-21674 
analysis over airfoil sections, Three-dimensi 85-21715 
and contaminant transport through a rock frac 85-22207 
and heat transfer in the VAFB LOX storage Dew 85-21746 
around a model with the aid of a “laser knif 85-21474 
by finite-difference viscous-inviscid interac 85-21560 
control study final technical report energy e 85-21680 


and drugs., Code of federal regulations. 21, 85-20218 
and drugs., Code of federal regulations. 21, 85-20219 
bibliography : 85-21011 
inspection., Medical services : veterinary, m 85-20521 
needs : the U.S. response., Africa’s 85-21866 
of bluefish (Pomatomus saltatrix) from the U. 85-20393 
plan and its use in the Food Stamp Program /, 85-22237 
production : April 1985., Africa, the potenti 85-21890 
field heat transfer on shattle orbiter config 85-21713 surpluses to the problems of hunger /, Specia 85-22312 
field within a transonic fan rotor experiment 85-21503 , diet and nutrition. 85-21026 
in cascades, Unsteady transonic 85-21514 Food Act of 1981 :, Long-term farm policy to succe 85-22239 
in the Potomac aquifers, New Castle County, D 85-21165 Food Stamp Program /, A review of the thrifty food 85-22237 
injection analysis and components thereof : i 85-21386 foods and kindred products., 1982 census of manufa 85-20248 
over an oscillating airfoil, Numerical studie 85-21566 « _,, Canning, freezing, and storage of 85-21012 
past an airfoil with a jet issuing from its 1 85-21684 foot boring depth, NSN 3820-00-931-4509, Texoma En 85-20531 
past fighter and missile type configurations, 85-21753 . boring depth, NSN 3820-00-931-4509, Texoma En 85-20532 
properties of concentrated suspensions 85-21458 “ radius, 2 engines, diesel engine driven, 4x4 85-20526 
rates and pressure profiles for one to four a 85-21804 | Force and moment measurements on a 74 delta wing w 85-21682 
separation, The Role of freestream turbulence 85-21766 | forces on rigid, vertical, cylindrical structures 85-20618 
suitability curves : paddlefish /, Habitat su 85-21349 | Ford’s Theatre and the house where Lincoln died, W 85-21316 
suitability curves : warmouth /, Habitat suit 85-21347 Ford Motor Company’s Dearborn Engine Plant : the d 85-20745 
transition research apparatus, A preliminary 85-21717 | Ford Mustang into a fixed load cell barrier at 29. 85-21961 
treatment of domestic wastewater in northern 85-20849 “ sled buck., Frontal occupant sled sim 85-21960 
treatment of municipal wastewater in Florida 85-20850 | forebay of John Day Dam, 1982 /, Flow-net relation 
valve characteristics using extrapolation tec 85-22208 forecast verification /, AFOS-ERA 
visualization in a supersonic wind tunnel /, 85-21607 “ verification software., Initialization pr 
visualization study of a vortex/wing interact 85-21624 | forecasts of severe weather events along the east 
. Part 1, Analysis of instantineous fields and 85-21569 “ , F.A.A. aviation 
. Part II, Study of ensemble-average fields, T 85-21625 “ .. FAA aviation 
acca © Sa | Se sein 
w-net relationships in ‘orebay of Jo 1 svil aviats ae 
Sadia thee editienty deaheguntiionation tebe 85-21661 ae eee een 8 aes we 


eseeeeee se & & 


ee e.eeeenea1eszs @Oaevreresve ese ees. es 


* in multistage turbomachinery, Model equation 85-21633 gin ay wnat oa : 
ai - = plants cerified to export meat to the Unit 

, Improvements in the accuracy and stability 85-21559 policy and the Black community : April 1 
“ _, Status and prospects of computational fluid 85-21568 aa 


flue gas desulfurization wastes in coal mines and 85-20867 iors retort ysl 
fluid dynamics at NASA Ames Research Center, Devel 85-21570 edie toeiien, eae 
* dynamics for unsteady transonic viscous flow 85-21568 F Posen eat sag 
dynamics, Trends in computational capsbiliti 85-21567 | Foreign Seen eing, Panes 
os : Foreign Language Assistance for National Securit 
flow and contaminant transport through a roc 85-22207 : y 
flume laboratory erosion-test equipment /, Hydraul 85-21273 Foreign Relations, United States Senate, on S. 100 
flutter investigation of a rotating rig, Subsonic/ 85-21767 forest birds of Guam : results of a 1981 survey /, 
fly in Colorado Springs— look out for the unexpect 85-20694 development projects :, Tropical 
Folklife resources in New Jersey / 85-21436 | Forest Service has stalled : report to the Secreta 
follow through staff development effort to increas 85-20770 ’ in the Pacific Northwest., The 
follow-up of an innovative elementary school and i 85-20738 | forestry development : options and guidelines for 
none bah sang wee pee adults., 1974 85-21041 = inventory based on multistage sampling wi 
tion pro to treat 85-21085 forests /, Recreation sites in southwestern nation 
— os interactions / 85-21084 hs in the Southwest /, Silviculture of mixed 
rugs 85-20213 forgings and stampings, and metal services., 1982 
and drugs 85-20214 fork lift, electric, solid rubber tires, 4,000 Ib. 
and drugs 85-20215 = lift, electric, solid rubber tires, 4,000 Ib 
and drugs 85-20216 a , gasoline engine driven, pneumatic rubber tir 85-20567 
and drugs 85-20217 = , power shift GED, 6,000 Ib capacity, 100 in., 85-20562 
and drugs 85-20218 forklift, gasoline engine driven, pneumatic-tired, 85-20565 
and drugs 85-20219 form enclosed., Welcome to the United States : cus 85-21910 
and drugs., CFR. 21, 85-20213 for directors /, Summer seminars for college 85-21818 
and drugs., CFR. 21, 85-20214 of organization)., 1982 census of retail trad 85-20337 
and drugs., CFR. 21, 85-20215 paragraphs., Manual of patent examining 85-20382 
and drugs., CFR. 21, 85-20216 SE., Copyright registration for serials on 85-21427 
and drugs., CFR. 21, 85-20217 1666., Prepare a claims settlement agreement 85-20519 
and drugs., CFR. 21, 85-20218 2627)., Prepare/process record of proceedings 85-20513 
and drugs., CFR. 21, 85-20219 95., Processing a claim for damage, injury, o 85-20520 
and drugs., Code of federal regulations. 21, 85-20213 formaldehyde : report /, Review of the scientific 85-22065 
and drugs., Code of federal regulations. 2i, 85-20214 formation and destruction in MSW fired incinerator 85-20378 
and drugs., Code of federal regulations. 21, 85-20215 of structure in an SO(10) universe/, Axi 85-21583 
and drugs., Code of federal regulations. 21, 85-20216 5 regions, Far-IR selected star 85-21553 
and drugs., Code of federal regulations. 21, 85-20217 = , $201, The Energetics and mass structure 85-21551 


Page 1-566 


eeeeneep xp xepxepgeewexneegeReese s& & 








October 1985 gas 


formatter /, WARN, a warning 85-20398 Fugitive dust control demonstration studies : user 85-20842 
former flight engineers of Western Airlines : repo 85-22112 full time nursing students, baccalaureate and spec 85-21979 
formerly fire prevention 1)., Conducting basic fir 85-20892 full-potential equations applied to transonic flow 85-21559 
forming point source category., Development docume 85-20833 | full-scale hingeless rotor, Hover test of a 85-21562 

” point source category., Development docume 85-20834 “ power plant development : 12th quarter! 85-21781 
formula application., Bridge 85-21939 | fully effective on January 1, 1978, including Titl 85-21432 
Fort Hamilton High School project SPEED : special 85-20759 “ inclosed by housing, JETA MDL, Equipment ser 85-20544 


Fort Lewis Military Museum : tour program. 85-20488 | function :, Constitutionality of GAO’s bid protest 85-22306 
Fort Sumter : anvil of war : Fort Sumter National 85-21318 


: functions might they serve? /, Teachers’ comprehen 85-20810 
fr Smead Moment Soh Con /F asangs | TT" hein cl Go ‘opmt(” ta 
on te fund : in re “Agent Orange” product liability li 85-21393 
Fort Wallon Beach Flori, Olio Com Floo sagas | fim insevAgmnt Orang’ pout abty = S109 
forty /, The Direction of federal legislation affe 85-21131 fundamentals : Amphibious Warfare School, id 85-20677 
fouling of nuclear power plant service-water syste 85-22211 in the p 1985 budget. R pop 85-22364 
foundation work special trade contractors, industr 85-20335 fom ding proposed . velit -engcaie 
resolution amendments : report (to accompa 85-22018 
foundries ., 1982 census of manufactures. Industry 85-20271 /, Raising 85-21897 
pongace Colorado, El Paso County., Flood insuran 85-20899 funds 7 cman industry, existing housing /, The 85-21128 
four axially alined borda inlets /, Flow rates and 85-21804 4 
“ do : : Fungi of Mt. Babia Gora 85-21471 
ppler sodars /, An Evaluation of wind measu 85-20859 ‘ 
“ . obe /, D ics of hite fiber int 85-21627 fur seal : a status review /, The Guadalupe S 85-20428 
ener ania aca me dree ay $ seals : current problems and rtunities co’ 85-22221 
fracture specimens, A review of chevron-notched 85-21539 *% P ree Oppo n 
. surface characteristics of notched anglep 85-21518 fernishing ogee anas eee payment ceatane 
ye os i Pam ne wr = pope furniture wart LA Competitive assessment of 85-20442 
ei ties ants ging block 9 ea :Te 85-21000 | future /, Speech-language pathology and audiology 85-20782 
“ on income maintenance., A Policy 85-21129 pas. yey with the FBL, i a “ snaaiae 
France, to Southampton, United Kingdom, June-July, 85-21823 : report (to accompany S. Con. Res. 50)., 22083 
frank by members and officers of the United States 85-22294 aerospace vehicle computer systems, An oper 85-21537 
Frank McCloskey or Richard McIntyre, from the Eigh 85-22311 begins., The Naval Research Laboratory : wh 85-20675 
Franklin oes Dee insurance study : city of — aden culmea ——— wipe — 
Fraudulent m legrees : 2223 thema: 
free spinning objects patent application., Magneti 85-21813 » The U.S. and the Middle East : a partners 85-21863 
* stream turbulence and stagnation region heat 85-21639 | FWD, Direct we yet dm apport pee pene 
= trade area between the government of the Unit 85-22047 FWD Corporation model B2-1I71., Organizational mai 20538 
« trade area between the United States and Isra 85-22047 FY ... under Public Law 91-596, Report on occupati 85-21104 
2 trade area : report (to accompany H.R. 2268) 85-22115 FY ... DOT awards to academic institutions / 85-21970 
Free Association :, Compact of 85-22316 
freedom : April 21, 1985 /, The United States and 85-21857 G 
freestream turbulence scale in subsonic flow separ 85-21766 
freezing, and storage of foods., Canning, 85-21012 : r 
Freshwater heads and ground-water temperatures in 85-21162 Gace, /, a ah eet gma tabl pres 
“ production at Aquatrain coal transport 85-21270 “4 water resources ors are onaeme 
fretting wear of several pure metals /, Effect of 85-21808 . bewmihyo ds insog US. me 9.20808 
friction and wear behavior, Microstructure and sur 85-21505 ptr yd Se ee aca 
havior of semiconductors Si and GaAs i 85-21513 GaAs » Plasma deposi 
‘. oe dis hice eet Hides 88.21480 | “ _ incontact with pure metals, The friction beh 85-21513 
frog into the prince : effective schools research, 85-20779 ke oe cs oe een i re x a 
Seite fen on . dicated Ei oan va oti 35.20995 sai ccbaieds of the diffuse ffuse 2-60 keV backgro 85-21524 
on syndica' urocurrenc 4 
Frontal he ineeale : car-to-car ree test o 85-21962 “ nuclei, Cosmic rays and the emission line 85-21576 
” crash responses, car-to-FRB impact test of 85-21963 galaxies AKN120 and MCG8-11-11, X-ray observations 85-21493 
“ i i ion : = Search for emission lines in the gaseous 85-21740 
occupant sled simulation correlation : veh 85-21961 , a or viens anh iin wecichle poate 
_ occupant sled simulation correlation : 198 85-21960 , “Tay § ev y 
Frozen titel eeodecin annual summary. 85-20414 Galena, KS, demonstration project /, Inverted pyra 85-21291 
fruits and vegetables., 1982 census of manufacture 85-20243 Galion , Ohio, Crawford County, Flood insurance stu 85-20968 
% 7 i pe ona mane yo! : cae pont peter re Three shee ™ one 
. spraybar, ump, ven, , 
FTD-040-EE and 180 in lift, NSN, Direct support an 85-20564 GAO on matters related to ADP, IRM & telecommunica 85-21010 
. and 180 in lift, NSN 3930-00-236-6253., 85-20563 “ —_’s bid protest function :, Constitutionality of pane 
FTIR analysis of aviation fuel deposits 85-21511 Gardening. 
fuel cell powered on-site integrated total energy 85-21781 gas activities in the Bering Sea and their onshore 85-21368 
deposits, FTIR analysis of aviation 85-21511 activities in the Pacific and their onshore im 85-21370 
. efficiency through new airframe technology 85-21530 cells for the HALOE and MAPS satellite experim 85-21608 
e procurement strategies and contract options / 85-21929 desulfurization wastes in coal mines and the o 85-20867 
- vaporization study. Phase II, Interim report, 85-21762 in the Kleinmann-Low nebula, Detection of shoc 85-21558 
“"Eacome sare | © teh uli mre clam ak Baap 
‘or transportation p! F lease no. U- : repo! m WR. 
. ) and services., 1982 census of mineral indus 85-20329 lease sale offshore the mid-Atlantic states, O 85-21144 
fuels-phase II), Development of carbon slurry fuel 85-21770 leasing program for mid-1986 through mid-1991. 85-21367 





Page I-567 





gas-fueled 


pressure and electron density at the level of 
systems., Guidance manual for operators of sma 
technologies for the Arctic and deepwater., Oi 
technologies for the Arctic and deepwater : su 
turbine engine design, Computational thermo-fl 
turbine using the hybrid computer, Real-time s 
turbines, Non-destructive evaluation technique 
, 4000 Ib drawbar pull, NSN 3930-01-047-8722, N 
gas-fueled automotive vehicles, Advanced onboard s 
Gas Leasing and Production Program /, Annual repor 
gas-lubricated pistons for heavy-duty diesel engin 
gas-phase chemical equilibrium (EQLBRM), An Intera 
gaseous halo of edge-on ies, Search for emiss 
gasoline driven, NSN 3895-00-767-0247, Seaman-Gunn 
driven, NSN 3895-00-767-0247, Seaman-Gunn 
engine, driven feed water pump, NSN 3895- 
engine driven, pneumatic rubber tire, 400 
engine driven, pneumatic-tired, 4,000 Ibs 
engine , 3 rolls, 10 to 12 ton, w/sprinkl 
GASP cloud- and particle-encounter statistics, and 
- cloud- and particle-encounter statistics, and 
Gates of the Arctic National Park and Preserve, Al 
GATT notification activities /, 1982 
gazette notices, re Patent and Trademark Office pr 
S , Official 
Gazetteer of Guatemala : names approved by the Uni 
- of Iran : names approved by the United S 
gears /, Effect of lubricant extreme-pressure addi 
GED, pneumatic tires, Army model MHE 216, NSN 3950 
- , 3/4 cubic yard, 20 ton, with clamshell, dragl 
” » 3/4 cubic yard, 20 ton, with clamshell, dragl 
= , 6,000 Ib capacity, 100 in., 128 in., 168 in. 
general and specific competencies required by diff 
aviation aircraft, Experimental study of n 
government appropriation bill, 1984 : repo 
government appropriations for fiscal year 
government appropriations for fiscal year 
hardware., 1982 census of manufactures. In 
hospitals : who pays, how sick?, Patients 
industrial machinery and equipment., 1982 
management plan/environmental assessment, 
management plan/environmental assessment, 
management plan— environmental assessment, 
management plan— environmental assessment, 
management plan/environmental assessment, 
management plan/environmental assessment | 
management plan, land protection plan, Cha 
oversight :, Legal Services Corporation, 
provisions 
provisions., Code of federal regulations. 
provisions, CFR. 1, 
scientific information system to support t 
shop safety. 
support (intermediate support) maintenance 
support maintenance : care, maintenance, a 
support maintenance (including repair part 
support maintenance manual (including repa 
support maintenance manual including (repa 
support maintenance manual including repai 
support maintenance repair parts and speci 
support maintenance repair parts and speci 
support maintenance repair parts and speci 
support maintenance repair parts and speci 
support maintenance repair parts and speci 
support maintenance repair parts and speci 
support maintenance repair parts and speci 
support maintenance repair parts and speci 
support maintenance repair parts and speci 
support maintenance repair parts and speci 


Page I-568 


“ 
oe 
“oe 
“ 
oe 
“ 
“ae 
“ 
“ 
cy 
oe 
os 
“ 
fe 
“ 
ee 
oe 
“oe 
“ 
se 
“ 
“ 
“ 
“ 
“ 
“ 
“ 
oy 
ak 
“e 
66 
“« 
“ 


85-21311 
85-21312 
85-21314 
85-21309 
85-21315 
85-22318 
85-20228 
85-20228 
85-20228 
85-21592 
85-20506 
85-20570 
85-20560 
85-20559 
85-20566 
85-20567 
85-20571 
85-20525 
85-20530 
85-20532 
85-20534 
85-20535 
85-20537 
85-20539 
85-20540 
85-20543 
85-20554 





Title Keyword Index 


support maintenance repair parts and speci 
support maintenance repair parts and speci 
support maintenance repair parts and speci 
support maintenance repair parts and speci 
tariff cuts and removal of quotas on autom 
yielding and low cycle fatigue, Crack tip 
General Office : report to the Congress 
General Steel Tank model 1503., Direct support and 
generated by a propeller in a wake, Noise 
¢ by turbulence-flame front interactions, 
generating boiler systems /, Corrosion of material 
generation of practical theory : schools as politi 
Generation-skipping transfer tax : 
generations ., Senior strategies : the STEP Program 
generator for a solar powered chemically pumped io 
set, electric, portable, DED, SKID MTD, 
SG-1144/U., Calibration procedure for si 
subassemblies MX-8333(P)/USM-308(V), MX- 
, Hewlett-Packard, models 214A, 214B, and 
generators, AN/USM-308(V), AN/USM-308(V)1, 
USM- 
genetic risk—human biomonitoring., Workshop procee 
Geneva /, Arms control : the first round in 
geochemical map of the Iron River 1°x 
geochronology of granitoid and metamorphic rocks o 
geodesy /, Andean tectonics implications for satel 
Geographic area series. South Carolina., 1982 cens 
= comparison of selected large-scale plan 
Geographic Names /, Gazetteer of Iran : names appr 
“gs ., Gazetteer of Guatemala : names 
geographical comparisons a pictorial view /, Mars- 
geohydrologic test drilling in the Eastern Snake R 
Geohydrology of the central Mesilla Valley, Dona A 


geoid from SEASAT, and plate age and fracture zone 


Geologic and hydrologic characterization and evalu 
. map and cross sections of the Mora River 
bas quadrangle maps prepared for the Director 
= structures from space the effect of orbit 
Geological Exploration (SERGE) field work relating 
Geological Survey /, Publications of the 
Geology and geochronology of granitoid and metamor 
be: in the 1980s /, Planetary 
geometric parameters /, Static internal performanc 
geomorphic studies of processed Voyager 2 images o 
Geophysical interpretation of satellite laser rang 
Geophysical-geological studies of possible extensi 
Georgetown, Michigan, Ottawa County., Flood insura 
Georgia., Seventh Annual Environmental Review Conf 
+ , uninco: areas., Flood insurance st 
- ., 1982 census of retail trade. Major retai 


Gerald M. Hendley : report (to accompany H.R. 1529 


German, and Dutch /, Interpreting WH-questions in 
Germany relations., US-Federal Republic of 

° ., Background notes, Federal Republic of 
gets there : family coloring book., How your lette 
GGD 12-15, An infrared study of the bi-polar outfl 
GHz solid state amplifier for low cost low data ra 

x water line variation an energetic outburst in 
Giardia in Connecticut water supplies and watershe 
gingival curettage., Instructional notes : 


program 
glass gas cells for the HALOE and MAPS satellite ¢ 


mirrors : TSUS items 544.51-544.55., Summary 

products., 1982 census of manufactures. Indu 

stable isotopes., Special nuclear materials 
glassy phase of grain boundaries in silicon nitrid 
glazed architectural terra-cotta /, The preservati 
Glomar Challenger , Brest, France, to Southampton, 
glossary of words and phrases used in publications 


85-20556 
85-20558 
85-20564 
85-20565 
85-20996 
85-21776 
85-21001 
85-20540 
85-21538 
85-21497 
85-20376 
85-20734 
85-22356 
85-20753 
85-21714 
85-20544 
85-20590 
85-20592 
ee 


” as-20802 
85-20869 
85-21862 
85-21260 
85-21161 
85-21594 
85-20356 
85-21588 
85-20463 
85-20462 
85-21595 
85-21169 
85-21163 
85-21646 
85-21155 
85-21261 
85-21175 
85-21582 
85-21750 
85-21159 
85-21161 
85-21654 
85-21599 
85-21760 
85-21589 





October 1985 


gloves and bare hands /, Manual performance in the 
, luggage, and miscellaneous leather goods., 
glycol as an ice control coating /, Polyethylene 
Glynn County , Georgia, unincorporated areas., Floo 
GOES measurements, Expressions to determine temper 
going wrong in teaching for conceptual change : re 
gold ores, and silver ores., 1982 census of minera 
21 wire to evaporated aluminum film, Influence o 
Gooding County , Idaho /, Results of geohydrologic 
ie , Idaho, unincorporated areas., Floo 
goods; photographic equipment; clocks, watches, an 
., 1982 census of manufactures. Industry seri 
., 1982 census of manufactures. Industry seri 
., 1982 census of manufactures. Industry seri 
gothic planform vortex flaps, The lateral-directio 
governing the taking of marine mammals associated 
the use of the mailing frank by members 
their distribution., Committee publicati 
government annual report /, United States 
annual report. Appendix /, United State 
appropriation bill, 1984 : report with 
appropriations for fiscal year 1986 :, 
appropriations for fiscal year 1986 :, 
check., Do you accept checks for cashin 
check., Everything you need to know abo 
check : introducing, your new governmen 
check : introducing, your new governmen 
for the fiscal year ended September 30 
in metropolitan areas., 1982 census of 
of the United States and the, Establish 
., Information collection budget of the 
government-industry information exchange workshop 
Government Information, Justice, and Agriculture, 
Government Operations /, Department of Agriculture 
v0 together with dissenting, ad 
Governmental Affairs :, Activities of the Committe 
governments of the United States and Canada under 
as , and for other purposes : report (to a 
. Volume 5, Local government in metropo 
GPM _ pump, gasoline driven, NSN 3895-00-767-0247, S 
“ pump, gasoline driven, NSN 3895-00-767-0247, S 
Grace Commission’s procurement recommendations :, 
grade 12 /, Large scale assessment of oral communi 
gradient working diagrams for correction of signal 
Graduate training supported by the National Instit 
graduates : what personnel officers say and do abo 
Grady, Lincoln, McClain, Oklahoma, and Pottawatomi 
grain boundaries in silicon nitride, Crystallizati 
2 mill products., 1982 census of manufactures. 
gram-negative aerobic and facultatively anaerobic 
Granby , Missouri, Newton County., Flood insurance 
grand unified theories for large scale structure i 
Grand Forks County ., Flood insurance study : city 
Grand Prairie, Texas, Dallas, Tarrant and Ellis Co 
grandchildren from being poisoned!, Grandparents, 
Grandparents, prevent your grandchildren from bein 
= ’ rights : report (to accompany S. Con 
granite dam /, Studies to improve fish guiding eff 
granitoid and metamorphic rocks of late Archean ag 
grant application to the National Institutes of He 
“ NAG 3-60, May 21, 1980 to August 21, 1983 /, 
grants /, Research 
. : summary : report to the Congress /, State 
program /, Challenge 
. , N.LH. research 
* , NIH research 
Granular activated carbon for removing nontrihalom 
graphic, and sculptural works., Pictorial, 
graphically simulated robot arm by kinematic rate 


“ 


“ 


85-20667 
85-20266 
85-20616 
85-20909 
85-21585 
85-20729 
85-20326 
85-21475 
85-21169 
85-20911 
85-20283 
85-20252 
85-20255 
85-20266 
85-21671 
85-20415 
85-22294 
85-22280 
85-21899 
85-21900 
85-22069 
85-22253 
85-22254 
85-21901 
85-21902 
85-21901 
85-21902 
85-21899 
85-20285 
85-22047 
85-21837 
85-21496 
85-21002 
85-21002 
85-22107 
85-22014 
85-22161 
85-22070 
85-20285 
85-20533 
85-20534 
85-22309 
85-20769 
85-21485 
85-21071 
85-20744 
85-21354 
85-21467 
85-20244 
85-21099 
85-20946 
85-21587 
85-20967 
85-20980 
85-22155 
85-22155 
85-22027 
85-20418 
85-21161 
85-21050 
85-21754 
85-21051 
85-21000 
85-21817 
85-21051 
85-21051 
85-20851 
85-21430 
85-21802 





graphics simulator : design, development, and effe 
graphite fiber intercalation in situ resistivity m 
- fibers, Stability of bromine intercalated 
« /epoxy composites, Fracture surface charac 
bos /epoxy laminates beyond initial failure, H 
gravel., 1982 census of mineral industries. Indust 
gravity : developmental task for psychologists and 
r from SST, geoid from SEASAT, and plate age 
$ on halogenated hydrocarbon flame retardant 
- probe, Optical analysis of the star-tracke 
¢ probe star tracker, Optical contacting for 
Great Lakes diversions and consumptive uses : a re 
4 monthly hydrologic data / 
grebe /, Habitat suitability index models : wester 
Green Mountain National Forest : report (to accomp 
Greenwich , Connecticut, June 28, 1983., Collapse o 
Greeting cards, bookbinding, printing trade servic 
Grinding kinetics and equilibrium states 
“ sparks used for identification of scrap m 
Ground control study of a mechanized longwall coal 
* exposure of composite materials for helicop 
er radiance the PARABOLA field instrument /, A 
se terminals, 30 GHz solid state amplifier for 
ground-water flow in the Potomac aquifers, New Cas 
“ quality in Wyoming / 
temperatures in aquifers of the North 
Ground-water Monitoring Strategy /, Planning Works 
Ground-Water Monitoring Strategy Workshop., Resour 
groundwater : final report /, Radionuclide migrati 
. monitoring survey : 
growth /, A preliminary study of numerical simulat 
. in general yielding and low cycle fatigue, 
Guadalupe fur seal : a status review /, The 
Guam : final report /, A Fishery data collection s 
_ : results of a 1981 survey /, Distribution an 
ss , Puerto Rico, & Virgin Islands., Characterist 
on , the Virgin Islands, American Samoa, the Nort 
Guanchias Limitada : a case study of an agrarian r 
Guatemala : names approved by the United States Bo 
i: and U.S. options :, Developments in 
Guidance for hospital capital expenditure plans. 
% for the reregistration of pesticide produ 
manual for operators of small gas systems 
bs manual for the location of hazardous wast 
guide /, Affordable housing : a selected resource 
/, Coastal ocean dynamics applications radar 
/, Rollover protective structures (ROPS) ins 
/, Skills for the changing workplace : an el 
: Army National Guard recruiting course., OO 
: issues for the ’80s /, U.S. media coverage 
: Petty Officer indoctrination course., Inst 
for aviation structural mechanic E (safety e 
for captioned films, XIX : a training and ut 
for charts subsystem /, Pilot climate data s 
for charts subsystem user’s guide for charts 
for construction field offices /, Microcompu 
for Corps photography., A Public affairs 
for detecting drunk drivers at night. 
for developing public education programs on 
for feeding 2 to 5 year olds. How to feed m 
for new soldiers. 
for small business exploration /, Beyond a d 
for writers of military history : handout 2. 
to applying for permanent operating authorit 
to bone marrow transplant, 2., A 
to doing business in the ASEAN region, Brune 
to doing business with the Department of Sta 
to evaluating prevention programs in mental 


$28 t & &.4.8.2 2 2.6 


s 


guide 


85-20691 
85-21627 
85-21628 
85-21518 
85-21563 
85-20327 
85-21481 
85-21646 
85-21504 
85-21619 
85-21620 
85-22161 
85-20403 
85-21348 


85-21117 
85-20882 
85-21969 
85-20831 
85-21134 
85-20388 
85-21292 
85-20706 
85-20476 
85-20813 
85-20670 


85-21112 


Page 1-569 





guidebook 


to safety., Postal employee’s 
to sources of information /, Dentistry : a 
to sources of information /, Vital and healt 
to successful state agency practices., Third 
to supplemental security income., A 
to the flexible spacecraft dynamics and cont 
to the Learning Resource Center of the Natio 
to the most exciting part-time medical pract 
to U.S. Civil Service retirement benefits., 
to U.S. Immigration & Naturalization Service 
., Fugitive dust control demonstration studie 
.. IBM system/360 time sharing system : comma 
.. Leadership 
., Lesson guide for captioned films, XIX : a 
.. M60A3 TTS procedure 
, National Defense/Direct Student Loan Progra 
, Real-time solar magnetograph operation syst 
.. US Army Noncommissioned Officer Academy II 
guidebook : a reference document for implementing 
guided missile semitrailer mounted, Patriot Air De 
missile system)., Operator and organization 
missile system M220E4 (1440-01-104-9834), ( 
missile system M70E2, (TOW 2 Heavy Antitank 
missile system, truck mounted, AN/MSQ-116, 
missile system 11499000, TOW airborne syste 
missile 4935-791-0079, torque kit, wrench ( 
missile, 10293020, 1450-00-140-3490, Lance 
Guideline for choosing a data management approach. 
Guidelines and application form for directors /, S 
and standards for the canmaking subcate 
and standards for the copper forming po 
and standards for the plastics molding 
for collaboration in PL 480 programs /, 
for conducting an employer’s program., 
for official records and personal paper 
for program income. 
for screening National Pollutant Discha 
, and procedures /, AQUIRE : Aquatic Inf 
guiding efficiency of traveling screens at lower g 
Guildline model 9711, and multirange instrument sh 
Gulf coasts., Marine recreational fishery statisti 
oe of Mexico /, Food of bluefish (Pomatomus salt 
gun, caliber .50 machine gun, door mounted, M59, ( 
= , door mounted, M59, (used on UH-1D and UH-1H 
h 


a ee ee om oe oe oe em oe oe ee 


+s 
ae 
“ 
oe 
oe 
“ 
“ 
“ 
oe 


GVW, 6x4 W/WN, W/E Army model M876, NSN 2320-00- 
00 


- , 6x4 W/WN, W/E Army model M876, NSN 2320- 
00-00 
GVWR, 8x6, Army model M911, NSN 2320-01-025-3733., 
“as , 8x6, Army model M911, NSN 2320-01-025-3733., 
FGD processes /, Economic evaluat 
G3sT1-SiC, Effects of applied pressure on ho 


H 
H.CE.E.P. 


“cr 
H. Con. Res. 76) (including cost estimate of the C 

- . 95) (including cost estimate of the C 

. . 132) (including cost estimate of the 

* . 152 ... together with additional, min 
H.R. 1)., Housing and Urban-Rural Recovery Act of 

- - 10 which on January 3, 1985, was referred joi 
. 11) (including cost estimate of the Congressi 
. 24) (including Congressional Budget Office es 
. 99 ... referred jointly to the Committee on E 
. 105) (including cost estimate of the Congress 


Page I-570 


“ 
“ 
ow 
“ 


85-21828 
85-21074 
85-21075 
85-21118 
85-21044 
85-21647 
85-21073 
85-20477 
85-21918 
85-21109 
85-20842 
85-21650 
85-20487 
85-20697 
85-20490 
85-20699 
85-21613 
85-20489 
85-21135 
85-20552 
85-20553 
85-20549 
85-20561 
85-20551 
85-20585 
85-20600 
85-20554 
85-20363 
85-21818 
85-20832 
85-20833 
85-20834 
85-21831 
85-21968 
85-21031 
85-21836 
85-21342 





Title Keyword Index 


. 242 and H.R. 2069) :, Description of the tax 
. 439)., Selection of court of appeals in multi 

. 484)., Relief of certain former flight engine 

. 596) (including cost estimate of the Congress 

. 664) (including cost estimate of the Congress 

. 752 ... referred jointly to the Committee on 

. 873) (including cost estimate of the Congress 

. 897) (including Congressional Budget Office c 
. 934) (including cost estimate of the Congress 

. 1010)., Audrey O. Lewis and Emerson B. Vereen 
. 1035)., Farm Emergency Credit Act of 1985 : s 
. 1042)., Pearl Harbor Survivors Association : 

. 1095)., Meals on Wheels of the Monterey Penin 
. 1157) (including cost estimate of the Congres 

. 1157 : report (to accompany H. Res. 157)., Pr 
. 1203) (including cost estimate of the Congres 

. 1406) (including cost estimate of the Congres 

. 1409) (including cost estimate of the Congres 

. 1426) (including the cost estimate of the Con 
. 1460 which on March 7, 1985, was referred joi 
. 1529)., Gerald M. Hendley : report (to accomp 
. 1534) (including cost estimate of the Congres 

. 1555 : report (to accompany H. Res. 140)., Pr 
. 1617) (including cost estimate of the Congres 

. 1711) (including the cost estimate of the Con 
. 1746) (including the cost estimate of the Con 
. 1748)., Colonel Homer Garrison, Jr. Federal B 
. 1783)., Mary E. Stokes : report (to accompany 
. 1784) (including cost estimate of the Congres 

. 1784 : report (to accompany H. Res. 158)., Pr 
. 1787) (including cost estimate of the Congres 

. 1798) (including cost estimate of the Congres 

. 1799) (including cost estimate of the Congres 

. 1806)., Daughters of Union Veterans of the Ci 
. 1868 ... referred jointly to the Committee on 

. 1869)., Repeal of contemporaneous recordkeepi 
. 1872 : report (to accompany H. Res. 169)., Pr 
. 1872 together with additional and dissenting 

. 1904 : report (to accompany H. Res. 350)., Pr 
. 1930 and background relating to proposed tran 
. 1997) (including cost estimate of the Congres 

. 2005) (including cost estimate of the Congres 

. 2069) :, Description of the tax treatment of 

. 2114 : report (to accompany H. Res. 352)., Pr 
. 2230 : report (to accompany H. Res. 2773)., P 
. 2268) (including cost estimate of the Congres 

. 2410) (including cost estimate of the Congres 

. 2475, as reported by the House Committee on W 
. 2544) (including cost estimate of the Congres 

. 2655) (including cost estimate of the Congres 

. 2708) (including cost estimate of the Congres 

. 2780) (including cost estimate of the Congres 

. 2867) (including cost estimate of the Congres 

. 2867 : report (to accompany H. Res. 274)., Pr 
. 2883) (including cost estimate of the Congres 

. 2909) (including cost estimate of the Congres 

. 2912) (including cost estimate of the Congres 

. 2934) (including cost estimate of the Congres 

. 2955) (including the cost estimate of the Con 
. 3132 : report (to accompany H. Res. 210)., Wa 
. 3133 : report (to accompany H. Res. 211)., Wa 
. 3151)., Jack D. Watson Post Office Building : 
. 3191)., Treasury, Postal Service, and general 

. 3363)., Department of the Interior and relate 

. 3618)., Extending the lease terms of federal 

. 4772) (including cost estimate of the Congres 

. 5174)., Bankruptcy Amendments of 1984 : confe 
. 5468) (including cost estimate of the Congres 


85-22347 
85-22136 
85-22112 
85-22053 
85-22104 
85-22098 
85-22123 
85-22114 
85-22134 
85-22130 
85-22097 
85-22122 
85-22113 
85-22111 
85-22116 
85-22137 
85-22126 
85-22145 
85-22142 
85-22127 
85-22128 
85-22133 
85-22108 
85-22101 
85-22141 
85-22058 
85-22077 
85-22129 
85-22110 
85-22117 
85-22139 
85-22105 
85-22106 
85-22121 
85-22131 
85-22118 
85-22138 
85-22132 





October 1985 


. 5531)., Enhancing the economic development of 85-22089 
. 5585) (including cost estimate of the Congres 85-22090 
. 5898)., Military construction appropriation b 85-22092 
Res. 57)., La Paz Enterprises, Limited : report 85-22080 
. 72) (including cost estimate of the Congre 85-22100 
. 140)., Providing for the consideration of 85-22108 
. 146)., Relating to election of a Represent 85-22109 
. 157)., Providing for the consideration of 85-22116 
. 158)., Providing for the consideration of 85-22117 
. 169)., Providing for the consideration of 85-22138 
. 180)., Relating to the contempt citation o 85-22076 
. 210)., Waiving certain points of order aga 85-22067 
. 211)., Waiving certain points of order aga 85-22068 
. 274)., Providing for the consideration of 85-22075 
. 350)., Providing for consideration of H.R. 85-22081 
. 352)., Providing for the consideration of 85-22082 
. 367)., Providing for the consideration of 85-22086 
. 2773)., Providing for the consideration of 85-22074 no. 313 : summary, progress check for modu 
ti. Annual housing survey, Baltimore, Md., stan 85-20323 2., US Army Field Artillery School guide f 
, Annual housing survey, Chicago, Ill., stand 85-20322 | hands /, Manual performance in the cold with glove 
Annual housing survey, Honolulu, Hawaii, st 85-20317 harbor improvements : hydraulic model investigatio 
Annual housing survey, Houston, Tex., stand 85-20318 Harbor Beach Harbor, Huron County, Michigan /, Dre 
Annual housing survey, Minneapolis-St. Paul 85-20320 | harbors, Atlantic Coast /, Waterborne commerce of 
Annual housing survey, New York, N.Y., stan 85-20319 “ , Atlantic Coast, Waterways and 
Annual housing survey, San Antonio, TX, sta 85-20321 hardware ign report efficien: 
bitat suitability index models : a low effort sy 85-21345 “ debiieh dead eee oon A 
suitability index models and instream flow 85-21347 “ detailed design report, Low pressure turb 
suitability index models and instream flow 85-21349 “ ., 1982 census of manufactures. Industry s 


suitability index models : canvasback (bre 85-21350 Hesmsale anal f st: tem 
suitability index models : eastern cottont 85-2146 | staretechfoger Corp model M320T2, Orgenicatica’ 
suitability index models : western grebe / 85-21348 Harpswell, Maine, Cumberland County., Flood insura 


“ _)/, Habitat suitability index models : can 85-21350 . 
half CY 84), Equipment improvement report and mai 95-20595 | Hartford, CT, March 10-12, 1983 /, Proceedings of 


halo of edge-on galaxies, Search for emission line eaee | Se ee se at 
halococcus morrhuae], [Phylogenic distribution of 85-21742 a on a oe, age oe a a 
HALOE and MAPS satellite experiments, Fabrication 85-21608 counties and metropolitan areas, July 1, 


no. 206 : summaries progress checks for mo 
no. 207 : summaries progress checks for mo 
no. 208 : summaries progress checks for mo 
no. 209 : summaries progress checks for mo 
no. 210 : summaries progress checks for mo 
no. 212 : summaries progress checks for mo 
no. 301 : summary progress check and job p 
no. 302 : summary progress check and job p 
no. 303 : summaries progress checks and jo 

no. 304 : summaries progress checks for mo 
no. 305 : summary progress check and job p 
no. 306 : summary progress checks and job 

no. 307 : summary progress check and job p 
no. 308 : summary progress check and job p 
no. 309 : summary, progress check and job 

no. 310 : summaries progress checks and jo 

no. 312 : summaries progress checks for mo 


BRE RRR RR RRR ER EM ERS 


£ 0-2 2:2.2.2°82-2'¢ 2 2° Biss. 8 8 &s 


ete ek 


esse 8 & 


halogenated hydrocarbon flame retardant effectiven 85-21504 “5 Pacific Coast. California, Oregon, Washing 


Hand receipt catalog covering content of : sets, k 85-20574 “+ Standard metropolitan statistical area. Ho 
“ receipt catalog covering content of : sets, k 85-20575 cota a United States coast pilot. 7, Pacific Coa 
receipt catalog covering content of : sets, k 85-20576 « _ »USCP.7, Pacific Coast and 
tools, and general hardware., 1982 census of 85-20273 , USCP. 7, Pacific Coast. California, Oregon 
handbook /, State weights and measures laboratorie 85-20359 | Hawaiian Islands /, Porpoise/fisheries interaction 
/, Upward mobility training agreement and 85-21846 hazard awareness material., Catalog of weather and 
: a federal student aid reference., Couns 85-20696 | Hazardous air pollutants : dry-deposition phenomen 
: improving POTW performance using the co 85-20884 locations : seven case studies : summary 
for administration of the individual trai 85-20579 materials., The Chemistry of 
for federal executives and managers., Fin 85-21009 materials spills /, Fail-safe devices fo 
for new elementary rural/small school tea 85-20789 materials tactical considerations : stud 
of Army personnel tests. 85-20582 waste incineration /, Capital and O&M co 
of lesson plans (EOCT)., Drill sergeant 85-20485 waste incineration : addendum no. 1—ioni 
on child support enforcement. 85-21132 waste land storage and disposal faciliti 
., Federal student financial aid 85-20698 waste management : recent changes and po 
., Fire support 85-20608 waste sites : a methods manual /, Charac 
., Leadership 85-20609 waste surface impoundment technology : c 
-, REQUEST manager’s 85-20581 wastes /, Mobility of toxic compounds fr 
., Senior executive service wastes : an overview of superfund reauth 
. STS-23 (51-D) cargo Hazardous Waste Control and Enforcement Act of 198 
Handicapped children’s early education program : hazards °81, Lightning swept-stroke attachment pat 
a3 children’s early education program : * ., CPSC warns of springtime 
“ youth /, Empirical identification of s HCEEP 
handle 5120-021-2040., Calibration procedures for = 
handling equipment (Nike-Hercules and improved Nik HDTA’s)., Operations reservations for high density 
¢ machinery and equipment., 1982 census of Head Start : report (to accompany H. Con. Res. 95) 
qualities study of a relaxed-stability ai headlamps /, Improved motorcycle and moped 
handout no. 201 : summaries progress checks for mo heads and ground-water temperatures in aquifers of 
* no. 202 : summaries progress checks for mo health /, A guide to evaluating prevention program 
= no. 203 : summaries progress checks for mo /, Helpful hints on preparing a research gr 
Be no. 204 : summaries progress checks for mo “ : an annotated bibliography /, Disasters an 85-21111 
- no. 205 : summaries progress checks for mo *« and education for disabled children and you 85-20725 


see ee ee es FRR RERE SSE 
ssee eee 8 FRE 





Page I-571 





hearing Title Keyword Index 


and Human Services, Education, and related 85-22250 = , 7.5 minute series (topog 85-20190 
and safety in Union Carbide’s MIC unit :, O 85-22282 ee , 7.5 minute series (topog 85-20191 
assessment document for 1, 1, 1-Trichloroet 85-20840 . , 7.5 minute series (topog 85-20192 
benefits plans : report (to accompany H.R. 85-22123 HIDEC) program, Propulsion control experience used 85-21549 
care coverage and insurance premiums of fam 85-21122 high altitude., Controller chart supplement. Secti 85-21952 
characteristics according to family and per 85-21090 altitude, Preferred IFR routes, low and 85-21952 
facilities, Medicare, participating 85-21120 aperture efficiency, Reflector antennas with 85-21772 
for fiscal year ... under Public Law 91-596 85-21104 chloride environments : a case study of water 85-22220 
for FY ... under Public Law 91-596, Report 85-21104 coulomb transfer switch, Simulation study of 85-21721 
insurance would result in substantial savin 85-20999 density traffic airports (HDTA’s)., Operation 85-21946 
laboratory data base management system : mi 85-21100 energy stage for the National Space Transport 85-21521 
planning amendments of 1983 : report togeth 85-22066 energy transients : final technical report to 85-21732 
plans on CHAMPUS., CHAMPUS, the effect of 0 85-20457 gain antennas, Case study of sample spacing i 85-21635 
professions educational assistance amendmen 85-22147 material removal rates, Laser balancing syste 85-21782 
risks associated with wastewater treatment 85-20844 performance fibers for structurally reliable 85-21637 
screening at U.S. ports of entry : U.S. Pub 85-21109 precision 6.7- by 6.7-m planar near-field sca 85-21517 
statistics., Vital and 85-21018 pressure compressor detail design report, Ene 85-21677 
statistics : a guide to sources of informat 85-21075 pressure cosmochemistry applied to major plan 85-21749 
hearing on FEMA flood insurance program :, Oversig 85-22256 pressure turbine ceramic shroud support techn 85-21692 
- with the Director of the Office of Science 85-22341 pressure turbine test hardware detailed desig 85-21689 
heat distribution systems /, Investigation of tri- 85-20621 resolution spectroscopic study of the oxygen 85-21755 
“ transfer and pressure drop in blade cooling c 85-21667 risk for melanoma : hereditary melanoma and t 85-21064 
transfer in the VAFB LOX storage Dewar tank, 85-21746 risk for melanoma : hereditary melanoma and t 85-21065 

transfer investigation technical progress nar 85-21648 school /, The Unfinished agenda : the role of 85-20702 

transfer on shuttle orbiter configurations, A 85-21713 school debate : United States water policy : 85-21015 

transfer, Preliminary results of a study of t 85-21639 school graduates : what personnel officers sa 85-20744 

heater , bituminous, trailer mounted, 3 tank car he 85-20535 schools, 1985-1986, pursuant to Public Law 88 85-22004 
heating appliances /, Clearances and methods of pr 85-20360 speed microwave matrix switches, 20 x 20 85-21512 
capacity, oil-fired steam boiler, gasoline 85-20535 strength MERL 76 disk and seal shapes. Volume 85-21676 
distributions for biconics at incidence in 85-21799 technology trade and competitiveness /, U.S. 85-20441 

in a Cl, CO stream, Behavior 0 85-21472 temperature aircraft structural applications, 85-21720 

, Ventilating, and air-conditioning systems 85-20625 temperature ceramic component parts for gas t 85-21488 

vy antitank/assault weapon system (third quarte 85-20593 temperature deformation of hot-pressed polycr 85-21744 
duty vehicle brake research program : report 85-21965 temperature low-cycle fatigue mechanisms in s 85-21783 
equipment transporter, C-HET, 85,000 GVWR, 8 85-20557 | high-energy optical pulses /, A calorimeter for me 85-20379 
equipment transporter, C-HET, 85,000 GVWR, 8 85-20558 | high-level radioactive waste., Geologic and hydrol 85-21155 
vehicle tests of tubular thrie beam retrofit 85-21938 “ waste packaging /, Long-term performanc 85-22200 
Heavy Antitank Assault Weapon System)., Operator a 85-20549 High-resolution spatial processing in underwater a 85-20633 
lng omc 85-20561 | High Reynolds number tests of the cast 10-2/DOA 2 85-21600 


heavy-duty diesel engine technology program, Devel 85-21784 High Schoo se trill : 
5 motor vehicle emissions under transient 85-20858 ——— ies ess cate pnp wen 


high-speed propeller, An experimental investigatio 85-21506 
it 
hot Army nde MEE, NEN OLDS De SMEG | Serr opay seed aaa piwerow aT 
held at Huntsville Hilton Inn, Huntsville, Second qs-arieg | "igter eduction finencing tn the Miiy etnies : i pepe 
“ at NASA Lewis Research Center, Cleveland, Ohi 85-21496 |  _Cducation financing in the Bifly states : 85-20803 
“ at the Dept. of Atmospheric Sciences, Oregon. 85-20385 | pekantn : Agel SS, AREA Oe a 
“ at the Langley Porter Psychiatric Institute 85-2113 order penel method, FAN AIR, 2 computer pro S5-Z1661 
helicopter and compound configuration /, NASA roto -—«-85-21545 | Higher Education Act :, Hearings on the reauthoriz 65-22261 
“ seal iene self-adaptive ective vibratio 85-21665 highlights, 1983, Langley Aeronautics and Space Te 85-21541 
“+ A mathematical simulation model of aC 85-21527 ney Seance mp owed 4 — 
, 7.62 millimeter machine gun, caliber . 85-20545 ; ae 
helicopters , Ground exposure of composite material 85-21609 bridge replacement and rehabilitation prog 
“ ), (105-133-8224), Equipment servicea 85-20545 SS) 
Helium ionization detection apparatus 85-21477 information at hazardous locations : seven 
ad _liquid-vapor Resnapentee technology 85-21557 — + NHTSA uapuaanee: means of 
ity display system development 85-20690 y engineering s course 
Helmholtz equation for wave propagation problems i 85-21723 safety 1984 : a review of the state of the 
help increase effectiveness and minimize interest 85-21005 | Highways 
ae — on an, a research grant applic 85-21050 - ’ on — ; 
elsinki Human ts Day. 85-20236 . Code o regulations. 23, 
hemisphere atlas of 1-minute rainfall rates /, Sou 85-20688 Hiking trails : Lamping homestead : Ohio View : Sc 
hereditary melanoma and the dysplastic nevus syndr 85-21064 | hingeless rotor, Hover test of a full-scale 
_ melanoma and the dysplastic nevus syndr 85-21065 hints on preparing a research grant application to 
heroin : 1964-1984., Epidemiology of 85-21114 | Hiring and training workers / 
Hertford, North Carolina, Perquimans County., Floo 85-20959 -: and training workers : executive summary / 
Hewlett-Packard, models 214A, 214B, and 214B W/Opt 85-20587 bdaterie adobe buildings., Preservation of 
* » models 411A, 411AR, and H03-411A. 85-20586 brick buildings /, Repointing mortar join 
HS /, The Jovian atmospheric window a 85-21626 “ buildings /, Conserving energy in 
Hiawatha National Forest, 7.5 minute series (topog 85-20189 _ buildings /, Dangers of abrasive cleaning 


Page 1-572 


es ee & 2° 82 Se eee et 8 Bs 


& 8:2 @ Ve’ Ee Cree & 8 EES a 


“ 
“ 
. 
cy 
hea 
“ 
“ 
“ 
“ 








October 1985 


se buildings /, Roofing for 

te glazed architectural terra-cotta /, The p 

s storefronts /, Rehabilitating 

* woodwork /, Exterior paint problems on 
historical experience with releases of radioactive 

“ federal income tax treatment of mineral 

= summary of occupational radiation expos 
history /, Senate 

* : handout 2., US Army Field Artillery Scho 

5 and culture /, Afro-American life, 

* of southeast Colorado /, Land of contrast 

- , a bright future : careers with the FBI., 
History Week.”, Joint Resolution Designating the 
holding in the wake of a bluff body final report N 
Holds in Trust for the Cocopah Indian Tribe of Ari 
hollow cathode arc discharges, Gas pressure and el 

s fan blades, Energy efficient engine 
Home electrical safety audit : room by room checkl 

“ - The 

* ., When you return to a storm damaged 
homes : agenda for research /, Mental illness in n 
Homestake phase II project : Eagle County, Colorad 
homestead : Ohio View : Scenic River., Hiking trai 
Honduras /, Guanchias Limitada : a case study of a 

s —1985 :, U.S. relations with 
Honest John rocket system)., Operator and organiza 
Hong Kong and the Republic of Korea : determinatio 
Honolulu , Hawaii, standard metropolitan statistica 
hoop column antenna for the land mobile satellite 
Hopi Indian Relocation Commission : report (to acc 
horizontal boreholes in coal /, Comparison of rota 
hospital capital expenditure plans., Guidance for 

e utilization rates, United States, 1965-80 
hospitals : who pays, how sick?, Patients in publi 

$ , United States, 1983., Detailed diagnose 
HOST) material presented at a government-industry 
Hot isostatically pressed manufacture of high stre 

bg section technology (HOST) material presented a 
hot-pressed polycrystalline orthoenstatite, High t 

S silicon carbide, Bending strength stud 

m: silicon nitride with various lanthanid 
hot-pressing of V71-SiC, Effects of appli 
hour, NSN 3895-00-936-8613., Organizational mainte 
hours of air or oxygen prebreathing, Increase in w 
House bills for reauthorization and financing of t 
of Representatives /, Vehicle emissions insp 
of Representatives., Report on the activitie 
of Representatives., Rules of procedure for 
of Representatives :, Subcommittee on Oversi 
of Representatives during the ... Congress p 
of Representatives, on H.R. 1872 together wi 
of Representatives, to accompany H. Con. Res 
of Representatives, years 1983 and 1984 (pur 
resolution 1 :, Appendices, investigation of 
where Lincoln died, Washington, DC., Ford’s 
House Committee on Government Operations /, Depart 

- on Ways and Means) :, Description 
House Joint Resolution 413 : report (to accompany 
housing /, Review of siding materials for turnkey 
/, The use of productive resources : pensi 
: a selected resource guide /, Affordable 
and urban development 
and urban development 
and urban development., Code of federal re 
and urban development., Code of federal re 
and urban development, CFR. 24, 
and urban development, CFR. 24, 
and Urban Development’s noise policy /, Th 
and Urban-Rural Recovery Act of 1983 : rep 


seer ee eee & 


85-21324 
85-21327 
85-21329 
85-21328 
85-22210 


_ 85-21293 


85-22213 
85-22150 
85-20492 
85-21372 
85-21361 
85-21396 
85-21035 
85-21754 
85-20230 
85-21470 
85-21730 
85-22152 
85-21014 
85-20889 
85-21110 
85-20201 
85-20196 
85-21894 
85-22299 
85-20548 
85-21391 
85-20317 
85-21668 
85-22058 
85-21285 
85-21117 
85-21092 
85-21098 
85-21093 
85-21496 
85-21676 
85-21496 
85-21744 
85-21478 
85-21456 
85-21449 
85-20536 
85-21444 
85-22351 
85-21004 
85-22096 
85-22317 
85-22288 
85-22096 
85-22132 
85-22146 
85-22095 
85-22311 
85-21316 
85-21002 
85-22349 
85-22086 
85-20626 
85-21128 
85-21134 
85-20221 
85-20222 
85-20221 
85-20222 
85-20221 
85-20222 
85-21135 
85-22054 





characteristics for selected metropolitan 
characteristics for selected metropolitan 
characteristics for selected metropolitan 
characteristics for selected metropolitan 
characteristics for selected metropolitan 
characteristics for selected metropolitan 
characteristics for selected metropolitan 
characteristics for selected metropolitan 
characteristics of recent movers 
characteristics of recent movers., Current 
characteristics of recent movers, Annual h 
reports. H-170, Annual housing survey, Bal 
reports. H-170, Annual housing survey, Chi 
reports. H-170, Annual housing survey, Hon 
reports. H-170, Annual housing survey, Hou 
reports. H-170, Annual housing survey, Min 
reports. H-170, Annual housing survey, New 
reports. H-170, Annual housing survey, San 
reports. Series H-150, Annual housing surv 
reports. Series H-171, Annual housing surv 
survey, Baltimore, Md., standard metropoli 
survey, Chicago, Ill., standard metropolit 
survey, Honolulu, Hawaii, standard metropo 
survey, Houston, Tex., standard metropolit 
survey, Minneapolis-St. Paul, Minn., stand 
survey, New York, N.Y., standard metropoli 
survey, San Antonio, TX, standard metropol 
survey, supplementary report, Annual 
survey, supplementary reports. No. 1. Summ 
survey, United States and regions. Part D, 
. Congressional districts of the 99th Congr 
. Congressional districts of the 99th Congr 
, JETA MDL, Equipment serviceability criter 
Houston, Tex., standard metropolitan statistical a 
Hover test of a full-scale hingeless rotor 
Howitzer, light, towed, 105-MM, M101 (1015-332-972 
- , medium, towed, 155-MM, M114 (1025-322-97 
HO83)., Instruction manual hygrothermometer ( 
Hubble space telescope. 
HUD /, Programs of 
be intended—legislative changes could help increa 
bomen biomonitoring., Workshop proceedings : appro 
genetic risk—human biomonitoring., Workshop 
plans /, Intepretation and manipulation in 
plans : implications for models of communica 
resource development and new technology in t 
resources in the context of technological ch 
response to vibroacoustic environments of sp 
Human Services , Education, and relatec agencies ap 
Humanities and the Equal Employment Opportunity Co 
humans and present in rural wilderness areas of Co 
humidity on fretting wear of several pure metals / 
Hungarian People’s Republic : a reference aid., Di 
hunger /, Special report on applying United States 
wo ., Progress report of the Select Committee o 
Huntsville ,, Second Symposium on Space Industriali 
Huntsville Hilton Inn, Huntsville,, Second Symposi 
Huron County, Michigan /, Dredging & dredged mater 
Hurricane Research Division fiscal year ... progra 
hybrid computer, Real-time simulation of an automo 
= fuels-phase II), Development of carbon slur 
- laminar flow control study final technical 
>: method of mapping and photogeodetic control 
= yarn, Thermoplastic/carbon fiber 
hybrid-slotted working sections with minimum inter 
hydraulic analysis research program quarterly repo 
+ flume laboratory erosion-test equipment 
S model investigation /, Barcelona Harbor, 
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model studies : Ridgway Dam outlet works 
performance of one- and two-story reside 
schematic reading., Basic principles of 
schematic reading., Basic principles of 
schematic reading, part I., Basic princi 
scraper controls, NSN 2420-00-088-9384 ( 
hydraulics and hydraulic schematic reading., Basic 
"~ and hydraulic schematic reading., Basic 
. and hydraulic schematic reading, part I 
hydrocarbon flame retardant effectiveness, Effect 
hydrologic characterization and evaluation of the 
= data /, Great Lakes monthly 
Hydrology of area 11, Eastern Coal Province, Ohio, 
Hygrothermal effects on mechanical behavior of gra 
hygrothermometer (HO83)., Instruction manual 
hyperbolic conservation laws, Second- and third-or 
- equations with an improved stability co 
Hypnotically refreshed testimony : enhanced memory 
HZ, convertible to 12.5 KW, 240/416 VAC, 3 phase, 
bal , liquid cooled, fully inclosed by housing, JETA 
HO03-411A., Calibration procedure for RF millivoltm 
H2 anodes of alkali combustion materials cells, Re 
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IACC) technology to an advanced subsonic transport 
IBM system/360 time sharing system : command syste 
IC 8618) /, Overcoring equipment and techniques us 
ice control coating /, Polyethylene glycol as an 

a forces on rigid, vertical, cylindrical structu 

“ae under fall conditions the RADARSAT/FIREX fall 

bes velocity of Columbia Glacier, Alaska /, Photog 
ICLS engine bearings, drives, and configuration de 
ICLS NACELLE detail design report, Energy efficien 
ICS) depot level for navigation set, Doppler AN/AS 
icy satellites, The rheology of 
Idaho /, Results of geohydrologic test drilling in 

° counties and metropolitan areas, July 1, 198 

, Boundary County., Flood insurance study : c 
, unincorporated areas., Flood insurance stud 

identification and assessment, Final report on bio 

= of scrap metals /, Spectral charact 

- of social protocols relating to the 

- of streptococci : techniques manual 

- of unusual pathogenic gram-negative 
identifications Veron-Cetty and Veron 1983 /, Docu 
identifying uneeded land : report /, The Corps of 
IE bulletin 79-25 : failures of Westinghouse BFD r 
802.4 token bus network simulation /, An 
ignition , principles and operation., Compression 

- .» Principles of spark 
Ill., standard metropolitan statistical area. Hous 
illegal channels and Dangerous Drug Diversion Cont 
Illinois counties and metropolitan areas, July 1, 

. » Cook County., Flood insurance study : vi 

= , Cook County., Flood insurance study : vi 

= , Kankakee County., Flood insurance study 

re , La Salle County., Flood insurance study 

¥ , unincorporated areas., Flood insurance s 

“ , unincorporated areas., Flood insurance s 

— -, 1982 census of retail trade. Major reta 
and injury in the workplace : summary., Pr 

in nursing homes : agenda for research /, 
illustrated account /, The United States Air Force 
IM-90/PD, IM-930/UD, IM-1470/PD, and IM-1850/U 
IM-930/UD, IM-1470)/PD, and IM-1850/UD.., Inspect 
IM-1470/PD, and IM-1850/UD., Inspection and cert 
IM-1850/UD ., Inspection and certification program 
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image analysis project, Fundamental remote sensing 
enhancement : final report /, An ultra-high 
> materials : a cataloging manual /, Archival 
images of Europa, Multispectral and geomorphic stu 
immigration and citizenship questions as close as 
= ” and regional telephone service cente 
Immigration & Naturalization Service and U.S. Cust 
immunodeficiency syndrome (AIDS) : sixth update an 
immunology specialist course : training manual., A 
3 /epidemiology documentation /, Public he 
IMP 6 and IMP 8 spacecraft] final report for NASA 
= 8 spacecraft] final report for NASA contract N 
impact /, Countermeasures for side 
for chest-mounted Doppler during space trav 
of budget proposals on agriculture and farm 
of budget proposals on income maintenance p 
of changing women’s roles on transportation 
of science on society /, The 
of student employment on classroom knowledg 
of the budget process on Offices of Inspect 
on agricultural banks :, Farm credit proble 
on space environment services /, Solar Acti 
statement /, Comprehensive impacts of permi 
statement /, Piceance basin resource manage 
statement., Box Elder resource management p 
statement., Lake Mead National Recreation A 
statement, April 1985 /, Proposed St. Georg 
statement on application for land use : Hom 
statement : proposed amendments to regulati 
statement, Shoshone National Forest, Park C 
statement supplement for the Federal Coal M 
statements :, Fiscal year ... arms control 
test of a 1984 Pontiac Fiero to a fixed loa 
test of 2 1983 Renault Fuegos with a closin 
/, Bering Sea summary report, September 19 
/, Pacific summary report, July 1984 : Out 
of permit decisions under Tennessee federa 
of Texas closure regulation on ex-vessel p 
impasses, and repairs in procedural skills /, Empi 
implement a fingerling protection system for John 
Implementation of polymer impregnation as a bridge 
~ of program for disadvantaged youth 
- of the Emergency Veterans’ Job Trai 
, ACEE program rationale and 
Implementing school improvement strategies / 
~ the Department of Housing and Urban D 
implication for teacher preparation and certificat 
implications /, Foreign civil aviation competition 
/, Teaching effectiveness : research 
for adult education /, Adult developm 
for educational and training institut 
for models of communication /, Robot 
for satellite geodesy /, Andean tecto 
of a class of grand unified theories 
of Bishops’ pastoral letter on the Am 
of labor contracting with asymmetric 
of locating a nuclear waste repositor 
of research on effective principals / 
of the effective schools literature / 
of the proposed moratorium : tenth re 
import quotas :, Federal enforcement of textile an 
5 /production ratios for cotton, wool, & man-m 
importance of physician-induced demand in the dema 
important to their friction and wear behavior, Mic 
imports : general tariff cuts and removal of quota 
, & import/production ratios for cotton, wo 
impoundment technology : case studies and perspect 
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impregnation as a bridge deck sealant /, Implement 
impression technique., Instructional program notes 
impressioning for proper placement of the lingual 
improve fish guiding efficiency of traveling scree 
Improved ceramic anodes for corrosion protection / 

< motorcycle and moped headlamps / 

2 Nike-Hercules air defense guided missile 

re stability condition, A pseudospectral leg 
improvement /, Beyond standardization : state stan 
efforts /, Staff, school, and workshop 
program /, LWR pressure vessel surveil 
program. Quarterly progress report /, 
program. Quarterly progress report /, 
program. Quarterly progress report, L. 
program. Quarterly progress report, L. 
report and maintenance digest : DRAGON 
report and maintenance digest : TOW he 
report and maintenance digest (US Army 
report and maintenance digest (US Army 
report and maintenance digest (US Army 
strategies /, Implementing school 
improvements : hydraulic model investigation /, Ba 

. in the accuracy and stability of algo 
Improving child care services : 
conditions for principal effectiveness : 
highway information at hazardous locatio 
highway safety :; NHTSA authorization an 
POTW performance using the composite cor 
the assessment of human genetic risk—hum 
imputed interest on deferred payment sales of prop 

interest on deferred payment sales of prop 

in-hole motor techniques for drilling horizontal b 
inability to dispose of wastes offsite /, Technolo 
inch lift, TCM model FG30N7(T), Operator’s, organi 
incidence in air at Mach 10, Experimental and pred 
incident bulletin., Accident/ 
incineration /, Capital and O&M cost relationships 

= : addendum no. 1—ionizing wet scrubbe 
incinerators /, Technical issues concerned with PC 
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income /, Milk, production, disposition, and 
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beneficiaries /, Program and demographic ch 
maintenance., A Policy framework on 
maintenance programs, trade and economic po 
tax., Revising the corporate 
tax returns, Corporation 
tax returns, source book., Statistics of in 
tax returns, source book, Active corporatio 
tax treatment of mineral exploration and de 
.. A Guide to supplemental security 
. Active corporation income tax returns, sou 
, Corporation source book of statistics of 
, final estimates for ..., Meat animals, pro 
., Guidelines for program 
, United States., Health characteristics acc 
income-support policy., Diversity in crop farming 
Incompressible lifting-surface aerodynamics for a 
Inconel 718, Effects of tin on microstructure and 
increase effectiveness and minimize interest costs 
< in whole-body peripheral vascular resista 
s student learning time and achievement /, 
independence : policy considerations for enhancing 
Independence National Park, and for other purposes 
independent assessment /, TRAC-PD2 
indeterminancy : an empirical analysis of the Vene 
Index map of published 1:100,000-scale geologic qu 
¥: models : 
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models and instream flow suitability curves 
models and instream flow suitability curves 
models : canvasback (breeding habitat) /, Ha 
models : eastern cottontail /, Habitat suita 
models : western grebe /, Habitat suitabilit 
Indian elderly and entitlement programs : an acces 
- students have the right to excellence in ed 
Indian Education Act, Indian students have the rig 
Indian Health Care Amendments of 1985 : report (to 
Indian Health Care Improvement Act, and for other 
Indiana /, Soil survey of Lawrence County, 
: report together with dissenting and addt 
counties and metropolitan areas, July 1, 1 
, to a seat in the Ninety-ninth Congress pu 
-, 1982 census of retail trade. Major retai 
Indians may be made by tribal governments, and for 
Individual differences in chromatic brightness mat 
« training evaluation program., Handbook 
views (to accompany H.R. 1997) (includi 
individualized instruction 101.51 : learning packe 
©. instruction, 102.51 : learning pack 
instruction 103.51 : learning packe 
s instruction 104.51 : learning packe 
Indochina ., American servicemen missing in 
Indoctrination and introduction /, Student’s guide 
6 course., Instructor’s guide : Petty 
Indonesia, Mineral industry of 
bey ., Preprint from the ... Bureau of Mines 
induced by a propeller wake, Analytical model of t 
industrial machinery and equipment., 1982 census o 
reports. MA-37E, Aircraft propellers /, 
restructuring /, Human resource develop 
, diesel driven, med DBP, w/dozer, w/bac 
, diesel driven, MED DBP, w/dozer, w/bac 
Industrial Competitiveness :, Report of the Presid 
industries in American Samoa : an economic report. 
., Census of mineral 
. Geographic area series. South Carolina 
. Industry series. Chemical and fertiliz 
. Industry series. Clay, ceramic, and re 
. Industry series. Copper ores, lead and 
. Industry series. Excavating and founda 
. Industry series. Masonry, stone settin 
. Industry series. Miscellaneous nonmeta 
. Industry series. Sand and gravel., 198 
. Industry series. U.S. summary, establi 
industry /, A competitive assessment of the U.S. b 
/, A Competitive assessment of the U.S. c 
/, A Competitive assessment of the U.S. w 
/, Energy and the primary aluminum 
: a case study of Ford Motor Company’s De 
: a preliminary report., Competition in t 
:, Proposed Treasury Department’s tax sim 
: report /, A Review of the scientific an 
: report together with dissenting and sep 
machines and machine shops., 1982 census 
of Indonesia., Preprint from the ... Bure 
of Indonesia, Mineral 
of Missouri., Preprint from the ... Burea 
of Missouri, Mineral 
of North Carolina., Preprint from the ... 
of North Carolina, Mineral 
of Ohio., Preprint from the ... 
of Ohio, Mineral 
series. Abrasive, asbestos, and miscellan 
series. Agricultural chemicals., 1982 cen 
series. Beverages., 1982 census of manufa 
series. Cement and structural clay produc 
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series. Chemical and fertilizer mineral m 
series. Clay, ceramic, and refractory min 
series. Communication equipment, includin 
series. Construction, mining, and materia 
series. Converted paper and paperboard pr 
series. Copper ores, lead and zinc ores, 
series. Dairy products., 1982 census of m 
series. Dyeing and finishing textiles, ex 
series. Electric lighting and wiring equi 
series. Electrical measurement and distri 
series. Electronic components and accesso 
series. Establisment and firm size (inclu 
series. Excavating and foundation work sp 
series. Fats and oils., 1982 census of ma 
series. Ferrous and nonferrous foundries. 
series. Floor covering mills., 1982 censu 
series. Glass products., 1982 census of m 
series. Grain mill products., 1982 census 
series. Greeting cards, bookbinding, prin 
series. Knitting mills., 1982 census of m 
series. Leather gloves, luggage, and misc 
series. Logging camps, sawmills, and plan 
series. Masonry, stone setting, and other 
series. Meat products., 1982 census of ma 
series. Medical instruments; ophthalmic g 
series. Men’s and boys’ apparel., 1982 ce 
series. Metal cans, cutlery, hand tools, 
series. Millwork, plywood, and structural 
series. Miscellaneous fabricated metal pr 
series. Miscellaneous foods and kindred p 
series. Miscellaneous nonmetallic mineral 
series. Miscellaneous textile goods., 198 
series. Newspapers, periodicals, books, a 
series. Nonferrous metal mills and miscel 
series. Paints and allied products, 2851 
series. Plastics materials, synthetic rub 
series. Pottery and related products., 19 
series. Preserved fruits and vegetables., 
series. Sand and gravel., 1982 census of 
series. Screw machine products, fasteners 
series. Service industry machines and mac 
series. Sugar and confectionery products. 
series. Tobacco products., 1982 census of 
series. U.S. summary, establishments with 
series. Weaving mills., 1982 census of ma 
series. Wooden containers and miscellaneo 
series. Yarn and thread mills., 1982 cens 
1741., 1982 census of construction indust 
1794., 1982 census of construction indust 
., A Competitive assessment of the U.S. pe 
., A competitive assessment of the United 
-» Construction 
, existing housing /, The use of productiv 
inertia constants of an airplane or of a missile, 
inertial constants of a rigid or flexible structur 
Inertial Loads project test report., Nacelle Aerod 
inferred birth statistics for unmarried women., An 
infertility : United States, 1965-82 /, Fecundity 
infinity display system development., Wide-field-o 
Influence of aluminum oxide film on thermocompress 
* of applicants’ education and skills on e 
=: of the zeta-potential on the filtration 
= of vertical compressive stress on shear 
influences on knowledge use in educational improve 
~ on vocational education /, Anticipating 
information /, Course 
= /, Dentistry : a guide to sources of 
- /, Monetary policy games and the role 
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/, The macroeconomic implications of 1 

/, Vital and health statistics : a gui 

: coated, filled, bonded, and laminate 

: dolls and stuffed toy animals : TSUS 

: floor coverings of textile materials 

: glass mirrors : TSUS items 544.51-54 

: iron and steel : TSUS items 606.13-6 

: miscellaneous rubber and plastics pr 

: sweaters : TSUS items 379.00-379.06, 

: synthetic organic dyes : TSUS items 

and Coordination Central, guided missi 

at hazardous locations : seven case st 
bulletin : 1985-86 school year, full t 
collection budget of the United States 
control : list of approved recurring m 
exchange workshop held at NASA Lewis R 
obtained in the investigation., Potass 
obtained in the investigation., Rock s 
obtained in the, Photo albums and phot 

on rotating biological contactors /, D 
policy : intelligence and investigativ 
requirements., Management information 
services in a learning society, Librar 
system to support the study of climate 
systems /, Evaluation Systems Project 
technology systems plan., NOAA 

to claimants. 

and millimeter-wave observations /, The N 
astronomy, A cryogenically cooled, multid 
radiation : programmed instruction. 

sky survey catalog (Price and Murdock 198 
study of the bi-polar outflow region GGD 
inhalable particulate network /, Potential causes 

- particulate network report : operation a 
initial decision report /, Development of a railro 

" failure, Hygrothermal effects on mechanica 

- implementation of program for disadvantage 

%5 reports of the Deep Sea Drilling Project. 

ie visit., Instructional program notes : dent 
Initialization program for local AFOS-ERA forecast 
initiatives for older Nebraskans :, Volunteerism a 

~ of the ... Congress /, Energy 
injection analysis and components thereof : invest 
injector anomalies study, Rocket 
injured and disability days due to injuries, Unite 
injuries , United States, 1980-81., Persons injured 
injury in the workplace : summary., Preventing ill 

“ , or death, standard form 95., Processing a 
inlet temperature distortion, Response of a small- 

- /airframe interaction of the F-15 airplane /, 
inlets /, Flow rates and pressure profiles for one 
inner tubes., Organizational, direct support, and 
inner-ring oil-flow distribution schemes on the op 
innovation :, The U.S. climate for entrepreneurshi 

- and change in American education— Kensi 
innovative elementary school and its faculty., Inn 
InP, Plasma deposited “diamondlike” carbon on Ga 
— treatment /, Study of temporary 100 perc 
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Be ae possibility of avoiding surface roughne 
and certification program for radiacmet 

and evaluation manual /, Wet scrubber 
and maintenance guide /, Rollover prote 
and maintenance program is behind sched 
for fiscal year ... /, Statistical summ 
system image enhancement : final report 
., Medical services : veterinary, medica 

inspections (formerly fire prevention 1)., Conduct 
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Inspector General : second report /, The impact of 
inspectors ., Public health screening at U.S. ports 
installations /, Endangered and threatened species 
“ : initial decision report /, Develop 
instantaneous fields and statistical correlations, 
institutions /, Displaced workers : implications f 
= /, FY ... DOT awards to academic 
, Awards to academic 
, Basic student charges, 2-year and 4- 
., College costs. Basic student charge 
, D.O.T. awards to academic 
, DOT awards to academic 
instream flow suitability curves : paddlefish /, H 
¢ flow suitability curves : warmouth /, Hab 
instruction /, Assessment in the service of 
/, Policy report : language & literacy 
/, Social sciences and space explorati 
: descriptive studies-Asian, Spanish, 
component of the ESEA Title VII biling 
manual hygrothermometer (HO83). 
101.51 : learning packets units 1-5., 
103.51 : learning packets units 11-15. 
104.51 : learning packets units 16-20. 
.. Accelerometers, Q-6A : programmed 
., Infrared radiation : programmed 
.. Microwave amplifiers, AB-4-1-16A : p 
., Resonant cavities : programmed 
, 102.51 : learning packets, units 6-10 
instructional information systems /, Evaluation Sy 
. program notes : clinical examination 
program notes : communicable disease 
program notes : complete arch casts 
program notes : dental assistant uti 
program notes : dental assistant uti 
program notes : dental assistant uti 
program notes : dental assistant uti 
program notes : denture base estheti 
program notes : impressioning for pr 
program notes : panelipse patient po 
program notes : quick esthetic provi 
program notes : root planing and gin 
instructor’s guide /, Skills for the changing work 
* *s guide for small business exploration 
’s guide : Petty Officer indoctrination 
instrument /, A sphere-scanning radiometer for rap 
* shunt, Guildline model 9711, and multir 
= shunt, Rubicon model 2759., Calibration 
instruments on the IMP 6 and IMP 8 spacecraft] fin 
" ; ophthalmic goods; photographic equipm 
Insular Affairs) (including cost estimate of the, 
insulation system for the Langley 0.3-meter transo 
insurance premiums of families : United States, 19 
program :, Oversight hearing on FEMA flo 
study : Anne Arundel County, Maryland, u 
: Cass County, Illinois, unincorpo 
: Charter Township of Georgetown, 
: Chowan County, North Carolina, ( 
: city of Ann Arbor, Michigan, Was 
: city of Bonners Ferry, Idaho, Bo 
: city of Buffalo, Minnesota, Wrig 
: city of Des Moines, Iowa, Polk C 
: city of Elizabeth City, North Ca 
: City of Flagler Beach, Florida, 
: city of Fort Walton Beach, Flori 
: city of Fountain, Colorado, El P 
: city of Galion, Ohio, Crawford C 
: city of Granby, Missouri, Newton 
: city of Grand Prairie, Texas, Da 
: city of Hartville, Missouri, Wri 
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: city of Iowa City, Iowa, Johnson 

: city of La Crosse, Wisconsin, La 

: city of Lafayette, Louisiana, La 

: city of Lake Jackson, Texas, Bra 

: city of Lake View, Iowa, Sac Cou 
: city of Little Rock, Arkansas, P 

: city of Mary Esther, Florida, Ok 

: city of Memphis, Tennessee, Shel 

: city of Old Monroe, Missouri, Li 

: city of Ouray, Colorado, Ouray C 
: city of Peru, Illinois, La Salle 

: city of Plano, Texas, Collin and 

: city of Pleasant Hill, Missouri, 

: city of Port Aransas, Texas, Nue 

: city of Portland, Texas, San Pat 

: city of Redding, California, Sha 

: city of Reedsburg, Wisconsin, Sa 

: city of Richland Hills, Texas, T 

: city of Ripley, West Virginia, J 

: City of Sumas, Washington, Whatc 
: city of Thompson, North Dakota, 

: city of Trenton, Michigan, Wayne 
: city of Ukiah, California, Mendo 

: city of Valparaiso, Florida, Oka 

: City of Waterloo, Iowa, Black Ha 

: city of Westfir, Oregon, Lane Co 

: city of Whitehall, Ohio, Frankli 

: city of Wichita Falls, Texas, Wi 

: Douglas County, Illinois, uninco 

: Glynn County, Georgia, unincorpo 
: Gooding County, Idaho, unincorpo 
: Jackson County, Ohio, unincorpor 
: Jackson County, Texas, unincorpo 
: Lafayette Parish, Louisiana, uni 

: Logan County, Ohio, unincorporat 
: Matanuska-Susitna Borough, Alask 
: Nueces County, Texas, unincorpor 
: Ouray County, Colorado, unincorp 
: Perquimans County, North Carolin 
: Perry County, Kentucky, unincorp 
: San Patricio County, Texas, unin 

: Santa Rosa County, Florida, unin 

: Talbot County, Maryland, unincor 
: town of Alliance, North Carolina 

: town of Brewster, Massachusetts, 

: town of Cape Elizabeth, Maine, C 

: town of Cinco Bayou, Florida, Ok 
: town of Columbia, North Carolina 
: town of Dartmouth, Massachusetts 
: town of Edenton, North Carolina, 

: town of Edgartown, Massachusetts 
: town of Harpswell, Maine, Cumber 
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hygrothermometer (HO83)., Instruction 
in real property management /, Orientation 
(including repair parts and special tools | 
including (repair parts and special tools 1 
including repair parts and special tools li 
including repair parts and special tools li 
of patent examining form paragraphs. 
of patent examining procedure. 
performance in the cold with gloves and bar 
., Allergy-clinical immunology specialist co 
., Basic Federal personnel 
., Boating safety 
., Petroleum contract quality assurance 
. Supplement., Civilian personnel law 
. Vol. 3, Development and maintenance of ite 
manufacture /, Review of new source performance st 
= of high strength MERL 76 disk and seal 
manufactures, Census of 
‘ Industry series. Abrasive, asbestos, 
. Industry series. Agricultural chemic 
. Industry series. Beverages., 1982 ce 
. Industry series. Cement and structur 
. Industry series. Communication equip 
. Industry series. Construction, minin 
. Industry series. Converted paper and 
. Industry series. Dairy products., 19 
. Industry series. Dyeing and finishin 
. Industry series. Electric lighting a 
. Industry series. Electrical measurem 
. Industry series. Electronic componen 
. Industry series. Fats and oils., 198 
. Industry series. Ferrous and nonferr 
. Industry series. Floor covering mill 
. Industry series. General industrial 
. Industry series. Glass products., 19 
. Industry series. Grain mill products 
. Industry series. Greeting cards, boo 
. Industry series. Knitting mills., 19 
. Industry series. Leather gloves, lug 
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. Industry series. Logging camps, sawm 85-20257 S exploration Venus swingby and conjunction cla 85-21621 
. Industry series. Meat products., 198 85-20241 wg 1:5,000,000 topographic series. MC-6, shaded 85-21264 
. Industry series. Medical instruments 85-20283 = ) /, City of Tampa : management analysis and r 85-20848 
. Industry series. Men’s and boys’ app 85-20256 Mars-earth geographical comparisons a pictorial vi 85-21595 
. Industry series. Metal cans, cutlery 85-20273 Martha Romayne Seger :, Nomination of 85-22271 
. Industry series. Millwork, plywood, 85-20258 Martian climate energy balance models with CO 85-21758 
. Industry series. Miscellaneous fabri 85-20275 = impact basins morphology differences and t 85-21759 
. Industry series. Miscellaneous foods 85-20248 . limb Viking observations /, Clouds above t 85-21745 
. Industry series. Miscellaneous texti 85-20255 Mary E. Stokes : report (to accompany H.R. 1783). 85-22129 
. Industry series. Newspapers, periodi 85-20261 Mary Esther , Florida, Okaloosa County., Flood insu 85-20906 
. Industry series. Nonferrous metal mi 85-20272 Maryland, unincorporated areas., Flood insurance s 85-20931 
. Industry series. Paints and allied p 85-20264 “ _, unincorporated areas., Flood insurance s 85-20932 
. Industry series. Plastics materials, 85-20263 | masonry buildings /, The cleaning and waterproof c 85-21321 
. Industry series. Pottery and related 85-20269 “ walls /, Influence of vertical compressive 85-20373 
. Industry series. Preserved fruits an 85-20243 “ , stone setting, and other stonework specia 85-20334 
- Industry series. Screw machine produ 85-20274 | mass concentrations only) /, Inhalable particulate 85-20864 
. Industry series. Service industry ma 85-20278 “ sealing : experimental assessment of borehole 85-22215 
. Industry series. Sugar and confectio 85-20245 “ structure of regions of star formation, $201, 85-21551 
. Industry series. Tobacco products., 85-20249 Massachusetts, Barnstable County., Flood insurance 85-20933 
. Industry series. Weaving mills., 198 85-20250 , Barnstable County., Flood insurance 85-20934 
. Industry series. Wooden containers a 85-20259 , Barnstable County., Flood insurance 85-20935 
.: Industry series. Yarn and thread mi 85-20254 , Barnstable County., Flood insurance 85-20939 
. Subject series. Textile machinery in 85-20284 , Bristol County., Flood insurance st 
manufacturing /, Control of air contaminants in ti 85-21106 , Bristol County., Flood insurance st 

as development, Advanced manufacturing 85-21678 , Dukes County., Flood insurance stud 

8 development of a composite empennage 85-21678 , Dukes County., Flood insurance stud 
Manufacturing Engineering, 1978-1983 /, Publicatio 85-20369 | Massachusetts Board of Education on the role of sc 
map : the general and specific competencies requir 85-20794 | master pertaining to the disposition of the settle 

and cross sections of the Mora River area, San 85-21261 “ plan, 1985 : Slidell Computer Complex, Slid 

of published 1:100,000-scale geologic quadrang 85-21175 “ ’s degree programs., Veterans Administration 85-21979 


of the Casius quadrangle of Mars /, Atlas of M 85-21264 y . : 
of the Iron River 1*x 2 85-21260 MATADOR : a computer code for the analysis of radi 85-22217 


seabaition sanenaite J, Chiuaieananetiiia 85-21153 MATADOR (Methods for the Analysis of Transport And 85-22218 
MAPAD : Military assistance program address direct 85-20472 ee RRO ST saewgh, Anes, ae py oan 
for land use applications, Seventh type II 85-21751 er nari eared pope 
— Peg tae gE Pe matching /, Individual differences in chromatic br 85-20669 
research in the earth sciences, A Prospectu 85-21590 terial di Harbor Beach Harbor, H. Co 85-20627 
mapping and photogeodetic control network densific 85-20396 ~ : isposal, : nip > aga 
: ; license no. SNM-368, docket no. 70-371, U 85-22181 
= magnetized geologic structures from space 85-21582 ; : ¢ 
: : : license no. SNM-1107, docket no. 70-1151, 85-22183 
project on land use changes in the carboni 85-21734 fa ind inf 85-21496 
MAPPS) model /, Maintenance personnel performance _85-22194 es 6 ee 
maps prepared for the Directorate General of Miner 85-21175 properties, loads, and stress analysis Sp 85-21698 
“ satellite experiments, Fabrication of glass g 85-21608 removal rates, Laser balancing system for 85-21782 
MAR-M 200 at 1000 C, Low cycle fatigue behavior of 85-21510 = oe cieadielir ohauten on popes 
© 200, High temperature low-cycle fatigue mech 85-21783 +» Deposi : 
march” speech, September 13, 1982., Maurice Bisho 85-21843 , non-self loading, DED, NSN 3895-00-933-0 85-20536 
March 2, 1984, resolution authorizing a study of t 85-22006 , non-self loading, DED, NSN 3895-00-933-0 85-20537 
March 5, 1985., Combating international terrorism 85-21848 » Process research of Non-CZ silicon 85-21737 
March 7, 1985, was referred jointly to the Committ 85-22127 , tankless type, trailer mtd., 4 to 24 ft. 
March 10-12, 1983 /, Proceedings of the National C 85-20745 _» tankless type, trailer mtd.,4to 24 ft. 
March 22, 1979, Cold streams of ionospheric oxygen 85-21756 terials /, Measurement techniques for evaluating 
March 27, 1985., Nicaragua : the stolen revolution 85-21850 /, Recommended welding criteria for use 85-22188 
March 28, 1985, Mount Vernon Virginia : a commemor 85-20481 : a cataloging manual /, Archival moving 85-21437 
March 1984-20 June 1984 for study on spectral/radi 85-21751 : TSUS items 360.04-361.56., Summary of 85-21379 
Marconi, type TF 791D., Calibration procedure for 85-20588 and resources., Data book of social stud 85-20715 
Marine accident report : ramming of the Poplar Str 85-21933 and results of source test analysis audi 85-.0863 
6 mammals associated with tuna purse seining 85-20415 cells, Research on oxidation by air and 85-21451 
recreational fishery statistics survey. Atl 85-20413 fission track glass stable isotopes., Sp 85-20361 
“ weather broadcasts., Selected worldwide 85-20406 for advanced turbine engines project com 85-21691 
maritime programs for fiscal year 1986 : report (t 85-22111 rs advanced turbine engines. Project 3, 85-21685 
market : policy issues in trade, prices, and expec 85-20208 ‘or ceramic molding processes, Organic 85-21460 
« :, Survey of the Federal Reserve System’s s 85-22261 for helicopters, Ground exposure of comp 85-21609 
economy countries : a minerals availability 85-21297 for turnkey procurement of Army family h 85-20626 
economy countries : a minerals availability 85-21298 from commercial nuclear power plants in 85-22210 
TR cg nena " Egyptian meat market : polic —— —— as and ——, 1982 ptr 
g in selection criteria for crack arrester st 
markings of the Lerna Region of IO /, Atlas of Jov 85-21263 spills /, Fail-safe devices for the prev 85-20856 
“a4 of the Ruwa Patera Region of IO /, Atlas 85-21262 STS-5 results /, LEO atomic oxygen effec 85-21612 
marrow transplant, 2., A Guide to bone 85-21975 tactical considerations : student manual 85-20893 
Mars /, Atlas of Mars 1:5,000,000 topographic seri 85-21264 used for high-level waste packaging /, L 85-22200 
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used in steam generating boiler systems 85-20376 vag for solar X-ray events from GOES measurem 85-21585 
, Ceramic powder for sintering 85-21459 = laboratories : program handbook /, State 85-20359 
, synthetic rubber, and manmade fibers., 85-20263 a of preference and decoding performance /, 85-20665 
.. The Chemistry of hazardous 85-20885 measuring barrier at 29.7 mph., Frontal crash resp 85-21963 
maternity care. CHAMPUS, 85-20458 s high-energy optical pulses /, A calorime 85-20379 
math avoidance among American Indian elementary sc 85-20752 s on board an airliner, Wind shear 85-21466 
mathematical pattern recognition and image analysi 85-21443 « points /, Study of annoyance due to urba 85-21479 
« sciences postdoctoral research fellow 85-21820 te power system capacity /, A new method of 85-21272 
% simulation model of a CH-47B helicopt 85-21527 meat and poultry inspection for fiscal year ... /, 85-20209 
mathematics and science teachers /, Projections of 85-20740 “ animals, production, disposition, and income, 85-20186 
$ ? /, What problems do American Indians 85-20806 market : policy issues in trade, prices, and 85-20208 
matrix switches, 20 x 20 high speed microwave 85-21512 “ products., 1982 census of manufactures. Indus 85-26241 
matter of certain apparatus for flow injection ana 85-21386 “ to the United States :, Foreign plants cerifi 85-20210 
“ of certain bag closure clips : investigatio 85-21388 mechanic (AFSC 42652)., Jet engine 85-20683 
of certain modular structural systems : inv 85-21387 “ (AFSC 42654)., F-100 jet engine 85-20684 
matters related to ADP, IRM & telecc ications 85-21010 “ E (safety equipment) course, class Al, C- 85-20661 
Maumee River basin pilot watershed study /, The 85-20828 | mechanical behavior of graphite/epoxy laminates be 85-21563 
Maurice Bishop’s “Line of march” speech, Septemb 85-21843 “ behavior of Inconel 718, Effects of tin 85-21631 
Mauritania ., Background notes, 85-21871 “ property interrelations, Ultrasonic-non 85-21636 
maximum year, Studies of solar magnetic fields dur 85-21615 “ systems in multifamily buildings for re 85-20375 
may be made by tribal governments, and for other p 85-22070 mechanisms in single crystals of nickel-based supe 85-21783 
¢ be naturalized., Extension training program. L 85-21401 


“ 





= i idirectional ites, Com; i 85-21542 
May 1, 1985, pursuant to 2 U.S.C. 685(c)., Cumulat $5-22082 | « of flame holding in the wakeofatioff port 
May 5-11, 1985., Small business : America at work 85-21896 pe a 
: F mechanized longwall coal operation in West Virgini 85-21283 
May 15, 1984 to November 14, 1984 /, Physics of ai 85-21763 wh: DAMP. w/dones, w/eackeh a te 85-20524 
980 to August 21, 1983 /, The mechanisms 85-21754 : : P oe " 
i = % 21, / MED DBP, w/dozer, w/backrip scarifier, w/drawbar,  85-20525 
May 1984 /, Rock mass sealing : experimental asses 85-22215 ie , peat 
= ; media coverage of Africa : a media source guide : 85-20813 
May 1985 : communication from the Director, Office 85-22052 eo ae Shp - 
rap ? source guide : issues for the ’80s /, U.S. m 85-20813 
i , as “National Child Safety Awareness Mon 85-21037 Medicaid pro Le geidetos rat: a 85-21118 
a ., U.S.-Soviet relations : 85-21868 — pasa 
MC-6, shaded relief map of the Casius quadrangle o 85-21264 peg teal fre ai ee rey 198 prs oon 
McClain, Oklahoma, and Pottawatomie counties, Okla 85-21354 pes. ] ths as am ee aaa h ici 85-21097 
McDonnell Douglas F-4C, Beech D-55 Baron, Cherry P 85-21931 aes * 4 nal ce OF p “7 98.21133 
MCG8-11-11, X-ray observations of the Seyfert I ga 85-21493 precharge . iedeat iture survey /, pp 
McLoughlin House. 85-21317 ee 3 : 2223 
McNary Dam to develop and implement a fingerling p 85-20417 food Ri aaaae Medical sit es : ion i Pate 
Md., standard metropolitan statistical area. Housi 85-20323 instruments; ophthalmic goods; photograp 
meadows of the Atlantic Coast : a community profil 85-21341 practice in America., A physician’s guide 85-20477 
Meals on Wheels of the Monterey Peninsula, Inc. : 85-22113 ——— » VA de> se! 1986 pg 
ares aie te er et oem Medicare and Medicaid Patient and Sicaem Protects 85-22131 
. 0 ietnam ss le = . “a4: 
Means and the Committee on Energy and Commerce) (i 85-22131 “ _, participating health facilities. 85-21120 
«ee ee anced Cae | eee eee 
of improving way ety :, authori , wd 
- ) :, Description of the tax treatment of impu 85-22349 medium related to vapor-screen flow visualization 85-21607 
measure of pilot performance /, Close air support 85-20692 “ —_, towed, 155-MM, M114 (1025-322-9755) and M1 85-20547 
measurement and distribution equipment., 1982 cens 85-20279 | Meeker sae bee bay 90 : — oe pron 
laboratories : program description, pa 85-20358 melanoma : hereditary melanoma and the dysplastic 
manual /, Water 85-21267 s : hereditary melanoma and the dysplastic 85-21065 
of high gain antennas, Case study of s 85-21635 be and the dysplastic nevus syndrome., A Pop 85-21064 
of pH and specific conductance at Nati 85-21171 a and the dysplastic nevus syndrome., A Pop 85-21065 
of the inertial constants of a rigid o 85-21480 members and officers of the United States Senate / 85-22294 
of ultrasonic attenuation, The role of 85-21519 - Pe sepa rember sive atearnaiagaae® per 
system, Structural design of a vertica 85-21515 mem p, and j ction of the Committee on 
table for the calibration of the egret 85-21490 | membranes /, Tumors = Ponce of ber serous 85-20453 
techniques for evaluating solar reflec 85-20365 memory or tampering with evidence? /, Hypnotically 
using laser light scatter interferomet 85-21768 Memphis, Tennessee, Shelby County., Flood insuranc 
, medical applications, and biological 85-21087 Men’s and boys’ apparel., 1982 census 30" agen 
measurements /, 1981 annual report : electric and 85-20367 Mendocino County ., Flood insurance study : city o 
by four doppler sodars /, An Evaluati 85-20859 mental health /, A guide to evaluating prevention 85-21112 
for a wide-body transport model with 85-21798 S health : an annotated bibliography /, Disas 85-21111 
of composite multi-span beam shear sp 85-21670 7 illness in nursing homes : agenda for resea 85-21110 
of crustal movement in California, Ge 85-21589 Mercer County ., Flood ee study : a o 
of sea ice under fall conditions the 85-21695 merchant fleets., A Statisti ysis of the wo 
of sky and ground radiance the PARABO 85-21596 Merchant Marine Act, 1936, the Shipping Act of 198 
on a 74 delta wing with an apex flap 85-21682 mercury ., Review of national emission standards fo 
with a four point probe /, Dynamics o 85-21627 Merit pay / 
, Expressions to determine temperature 85-21585 MERL 76 disk and seal shapes. Volume II, Final rep 
measures : the World Peace Council., Soviet active 85-21876 Meromictic lakes and varved lake sediments in Nort 85-21152 
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Mesilla Valley 


Mesilla Valley in Texas and New Mexico by model si 85-21170 


“1 » Dona Ana County, New Mexico /, Geo 
mesoscale numerical forecasts of severe weather ev 
message from the President of the United States tr 
from the President of the United States tr 
from the President of the United States tr 
from the President of the United States tr 


cans, cutlery, hand tools, and general hardw 
forgings and stampings, and metal services., 
mills and miscellaneous primary metal produc 
of a molybdenum alloy, Effect of rhenium on 
plating and cleaning operations /, Control t 
products., 1982 census of manufactures. Indu 
products., 1982 census of manufactures. Indu 
services., 1982 census of manufactures. Indu 
metallic adhesion, Universal binding energy relati 
metallurgy 2XXX series Al alloys for high temperat 
metals /, Effect of humidity on fretting wear of s 

ss /, Spectral characteristics of grinding spa 

- , The friction behavior of semiconductors Si 
metamorphic rocks of late Archean age in northwest 
metastatic cancer., Answers to your questions abou 
meteorology ., Scatterometer research in 
meter, Marconi, type TF 791D., Calibration procedu 
Methane heat transfer investigation technical prog 
methed for drop size measurement using laser light 
for hyperbolic equations with an improved s 
of assessment /, Adolescents’ participation 
of mapping and photogeodetic control networ 


of measuring power system capacity /, A new 


85-21163 
85-21597 
85-22005 
85-22044 
85-22045 
85-22047 
85-22051 
85-22042 
85-21637 
85-20273 
85-20274 
85-20272 
85-21473 
85-21107 
85-20272 
85-20275 
85-20274 
85-21640 
85-21720 
85-21808 
85-21289 
85-21513 
85-21161 
85-21062 
85-21793 
85-20588 
85-21648 
85-21768 
85-21729 
85-20755 
85-20396 
85-21272 


, PAN AIR, a computer program for predicting 85-21661 


methodology , An engine trade study for a supersoni 
- , Solid lubrication design 
methods : measures of preference and decoding perf 
and procedures used at the National Bureau 
and tables : (including tables for withhol 
evaluation and demonstration /, Agricultur 
for inverse problems involving the vibrati 
manual /, Characterization of hazardous wa 
of aeroelastic analysis and optimisation, 
of protection for wall and ceiling surface 
methyl chloroform) : final report., Health assessm 
- ]-2,4- and -2,6-diaminobenzenes, Synthesis a 
metodo para el diagnostico del cancer de la cerviz 
metropolitan area, Colorado /, A summary of urban 
area, Minnesota, 1971-80 /, Water lev 
areas., Current housing reports. H-17 
areas., Current housing reports. H-17 
areas., Current housing reports. H-17 
areas., Current housing reports. H-17 
areas., Current housing reports. H-17 
areas., Current housing reports. H-17 
areas., Current housing reports. H-17 
areas., Current housing reports. Seri 
areas., 1982 census of governments. V 
areas, Annual housing survey, Baltimo 
areas, Annual housing survey, Chicago 
areas, Annual housing survey, Honolul 
areas, Annual housing survey, Houston 
areas, Annual housing survey, Minneap 
areas, Annual housing survey, New Yor 
areas, Annual housing survey, San Ant 
areas : July 1, 1981, and 1982 (provi 
areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
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85-20875 
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85-21137 
85-21332 
85-20317 
85-20318 
85-20319 
85-20320 
85-20321 
85-20322 
85-20323 
85-20325 
85-20285 
85-20323 
85-20322 
85-20317 
85-20318 
85-20320 
85-20319 
85-20321 
85-20289 
85-20290 
85-20291 
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areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
areas : July 1, 1981, 1982, and 1983. 
areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
areas : July 1, 1981, 1982, and 1983. 
areas, July 1, 1981, 1982, and 1983., 
areas : July 1, 1981, 1982, and 1983. 
areas, July 1, 1981, 1982, and 1983., 
areas, July 1, 1981, 1982, and 1983., 
areas, Summary of housing characteris 
statistical area. Housing characteris 
statistical area. Housing characteris 
statistical area. Housing characteris 
statistical area. Housing characteris 
statistical area. Housing characteris 
statistical area. Housing characteris 
statistical area. Housing characteris 
statistical areas. Alabama., 1982 cen 
statistical areas. California., 1982 
statistical areas. Florida., 1982 cen 
Statistical areas. Georgia., 1982 cen 
statistical areas. Illinois., 1982 ce 
statistical areas. Indiana., 1982 cen 
statistical areas. Iowa., 1982 census 
statistical areas. Kansas., 1982 cens 
statistical areas. Kentucky., 1982 ce 
Statistical areas. Mississippi., 1982 
statistical areas. Missouri., 1982 ce 
statistical areas. Nebraska., 1982 ce 
statistical areas. North Carolina., 1 
statistical areas. North Dakota., 198 
statistical areas. Ohio., 1982 census 
statistical areas. Oregon., 1982 cens 
statistical areas. Pennsylvania., 198 
statistical areas. Texas., 1982 censu 
Mexico /, Food of bluefish (Pomatomus saltatrix) f 
MGR-1A and MGR-1B, (Honest John rocket system)., O 
MGR-1B, (Honest John rocket system)., Operator and 
MHE 205, 100 in. NSN 3930-00-935-7856, 128 in. NSN 
“a 208, NSN 3930-00-494-8151, Baker model FTD-040 
- 208, NSN 3930-00-494-8151, Baker model FTD-040 
- 216, NSN 3950-00-197-4935, Pettibone model 10F 
re , Operator’s, organizational, direct support an 
MHE-221, NSN 3930-00-151-4428 Baker model FJF-040. 
Mianus river, Greenwich, Connecticut, June 28, 198 
MIC unit :, OSHA oversight—worker health and safet 
Michigan /, Dredging & dredged material disposal, 
i : letter report /, Upper Saginaw River di 
and Wisconsin /, Chromium distribution in 
and Wisconsin /, Interpretive geochemical 
and Wisconsin /, Molybdenum distribution 
, Ottawa County., Flood insurance study : 
, Washtenaw County., Flood insurance study 
, Wayne County., Flood insurance study : c 
., 1982 census of transportation. Truck in 
microbiology /immunology/epidemiology documentation 
Microcomputer selection guide for construction fie 
- use in American public education /, 
microcomputers & education., R&D speaks : 
53 in Special Education, Hartford, CT, 
microform /, High energy transients : final techni 
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85-20627 
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85-21258 
85-21260 
85-21259 
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85-20942 
85-20333 
85-21100 
85-20622 
85-20822 
85-20804 
85-20749 
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/, Integrated application of active cont 
quality test slide., Alphanumeric comput 
microgravity activity potential impact for chest-m 
microns a search for H2S /, The Jovian 
microprocessor control of oven airflows from a coi 
microscopic and biochemical analysis /, Architectu 
5: aspects of the effect of friction redu 
microstructure and mechanical behavior of Inconel 
a and properties of ceramics 
and surface chemistry of amorphous 
se of ceramics fabricated by unidirect 
= , and mechanical property interrelat 
Microwave amplifiers, AB-4-1-16A : programmed inst 
“ and X-ray observations of delayed bright 
oo matrix switches, 20 x 20 high speed 
s measurements of sea ice under fall condi 
radiometer antennas, The correction of a 
mid-Atlantic states, OCS sale no. 111 /, Proposed 
mid-1986 through mid-1991., 5-year outer continent 
mid-1991 ., 5-year outer continental shelf oil and 
Midair collision, McDonnell Douglas F-4C, Beech D- 
middle atmosphere/ionosphere using remote-sensing 
7 Proterozoic), near Plains, Sanders County, 
Middle East /, Negotiations, the path to peace in 
a : a partnership for the future., The U 
“ ., Northern Africa and the 
Middlesex, Monmouth, and Ocean Counties, N.J. /, M 
migration in groundwater : final report /, Radionu 
military build-up., The Sandinista 
big construction appropriation bill, 1985 : r 
construction authorization and appropriat 
history : handout 2., US Army Field Artil 
pay and allowances entitlements manual / 
police : military working dogs. 
preparedness /, Proceedings of the nation 
vehicles and other outsize/overweight equ 
xy working dogs., Military police : 
Military Construction Authorization Act, 1986 : re 
Milk, production, disposition, and income / 
mill products., 1982 census of manufactures. Indus 
Miller Act payment bonds from the Comptroller Gene 
millimeter machine gun, caliber .50 machine gun, d 
millimeter-wave observations /, The Nature of AFGL 
milling of phosphate rock in phosphoric acid waste 
« of SisN.with Si 
million DN /, Effect of two inner-ring oil-flow di 
millivoltmeter, AN/URM-155 (ME-288) and Hewlett-Pa 
mills and miscellaneous primary metal products., 1 
- ., 1982 census of manufactures.: Industry ser 
., 1982 census of manufactures. Industry seri 
., 1982 census of manufactures. Industry seri 
., 1982 census of manufactures. Industry seri 
., 1982 census of manufactures. Industry seri 
Millstone Nuclear Power Station, Unit no. 3 : dock 
Millwork, plywood, and structural wood members, N. 
mine disposal demonstration tests /, An evaluation 
< drainage : proceedings of a technology transf 
- shafts : Galena, KS, demonstration project /, 
mineral exploration and development expenditures / 
facts and problems, 1985 edition., Dimensi 
facts and problems, 1985 edition., Lead : 
facts and problems, 1985 edition., Vermicu 
industries., Census of 
industries. Industry series. Chemical and 
industries. Industry series. Clay, ceramic 
industries. Industry series. Copper ores, 
industries. Industry series. Miscellaneous 
industries. Industry series. Sand and grav 
industry of Indonesia 


85-21662 
85-20362 
85-21445 
85-21626 
85-20855 
85-21461 
85-21450 
85-21631 
85-21452 
85-21505 
85-21455 
85-21636 
85-20658 
85-21584 
85-21512 
85-21695 
85-21573 
85-21144 
85-21367 
85-21367 
85-21931 
85-21491 
85-21151 
85-21865 
85-21863 
85-21838 
85-21415 
85-22206 
85-21844 
85-22092 
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of the structureborne interior noise induced 
research : the National Advisory Committee f 
simulation /, Preliminary study of the aquif 
studies : Ridgway Dam outlet works /, Hydrau 
thruster, Characterization of 8-cm engineeri 
to simulate fluid flow and contaminant trans 
with conventional and supercritical wings, E 
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411A, 411AR, and H03-411A., Calibration pro 
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e 32-2., Basic electricity and electronics st 
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° laundering., Financial investigative techniq 
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system]., [Financial viability 
systems analyses, Advanced laser strato 
Monmouth, and Ocean Counties, N.J. /, Moving and s 
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monthly hydrologic data /, Great Lakes 
moped headlamps /, Improved motorcycle and 
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moratorium : tenth report /, Strategic petroleum r 
morphology differences and tectonic provinces /, M 
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movement in California, Geophysical interpretation 
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MSW fired incinerators /, Technical issues concern 
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musical compositions., Copyright registration for 
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MX-8333(P)/USM-308(V), §_MX-8364(P)/USM-308(V ), 

and 

MX-8364A(P)/USM-308(V ) with electronic test equipm 
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“ counties and metropolitan areas : July 1, 85-20304 ’s and aviation intermediate maintenance ( 
proposed land disposal Blaine, Caddo, Can 85-21354 
a and P 2 , *s manual : Information and Coordination C 
: ‘ottawatomie counties, Oklahoma /, P 85-21354 *s manual : launcher, rocket, armored vehi 
old Navy” /, Sea padres : some chaplains of “the 85-20673 , : ail Tete . 
Saige 2 : s manual : launching station M901 guided 
wine in new bottles : the quality of work life 85-20735 ’s, organizational, direct support, and ge 
Old Monroe, Missouri, Lincoln County., Flood insur 85-20945 "5, capuintioanl, pe pti — <A 
older Nebraskans :, Volunteerism and private secto 85-22235 < ataieanaiah inadcammanusdl aim 
“ people : a background paper /, Lifetime fitn 85-21127 sles 2 gmenes of j wee le 2209 
Older Americans Act :, Reauthorization of the 85-22233 stay rs nett gene ener _ 
ty 
se : report $0 with supplem 85-22125 of small gas systems., Guidance manual f 85-21969 
olds., How to feed my child : a parent’s guide for 85-2104g | °pathalmic goods; photographic equipment; clocks, Ceseaes 
Omega propagation correction tables for 10.2 kHz : ne | ee pep 
Omnibus Committee funding resolution amendments : 85-22018 opportuni “A eased ms — ogee -.. 22221 
on-site integrated total energy systems phase III, 85-21781 | Opportunity for peace in Nicaragua : April 17, 85-21854 
onboard storage concepts for natural gas-fueled au 85-21769 Optical analysis of the star-tracker telescope for 85-21619 
Oncorhynchus Kisutch ) /, Contaminant analysis of | 85-20871 | < contacting for gravity probe star tracker 85-21620 
one to four axially alined borda inlets /, Flow ra 85-21804 pulses /, A calorimeter for measuring high 85-20379 
“ _- and two-story residential plumbing systems wi 85-20370 optically activated GaAs power switching for aircr 85-21780 
ONERA model of dynamic stall, Application of the 85-21807 | optimisation, Refined methods of aeroelastic analy 85-21739 
Onondaga County ., Flood insurance study : village 85-20953 options /, Criteria for mechanical systems in mult 85-20375 
onset of Reye Syndrome]., [Possible association be 85-21078 /, Transportation energy management : fuel $5-21929 
onshore impacts /, Bering Sea summary report, Sept 85-21368 “ :, Developments in Guatemala and U.S. 85-22298 
” impacts I; Pacific summary report, July 19 85-21370 + and guidelines for collaboration in PL 480 85-21831 
OOE basic, success guide : Army National Guard rec 85-20476 oral and perioral soft tissues., Instructional pro 85-21985 
operated, program controlled measurement table for 85-21490 = communication skills : kindergarten through g 85-20769 
operating “semesnion property /, Guide to applyin 85-21374 orbital and body parameters /, Mapping magnetized 85-21582 
c teristics of a 35-millimeter-bore 85-21809 id radiation study, Topex 85-21534 
control towers., Traffic advisory practi 85-21945 orbiter at a mach number of 5.97, Space shuttle or 85-21446 
license for the TRIGA training and resea 85-22180 configurations, A study of leeside flow fi 85-21713 
loss carryovers and other tax attributes 85-22352 . tip-fin controller, Oil-flow study of a sp 85-21602 
procedures for conducting sampling and s 85-20865 = trimmed center-of-gravity extension study. 85-21446 
system for future aerospace vehicle comp 85-21537 order against consideration of H.R. 3132 : report 85-22067 
operation : a case study., Environmental and energ 85-20855 - against consideration of H.R. 3133 : report 85-22068 
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* panel method, PAN AIR, a computer program fo 
orders : report (to accompany H.R. 439)., Selectio 
se of the National Labor Relations Board., Dec 
ordinary differential equations using the reduce 2 
Oregon /, Recreation area management final plan fo 
, Lane County., Flood insurance study : city 
, October 22-26, 1984., Proceedings of the N 
, Washington, and Hawaii., United States coa 
, Washington, and Hawaii, Pacific Coast. Cal 
, Washington, and Hawaii, USCP. 7, Pacific C 
., 1982 census of retail trade. Major retail 
Oregon Dunes National Recreation Area : 
Oregon State University , Corvallis, Oregon, Octobe 
ores, and silver ores., 1982 census of mineral ind 
, gold ores, and silver ores., 1982 census of 
, lead and zinc ores, gold ores, and silver or 
., 1982 census of mineral industries. Industry 
organic audit materials and results of source test 
< dyes : TSUS items 409.46-410.24(pt.) and 4 
$ materials for ceramic molding processes 
organics from drinking water /, Granular activated 
organisms of Bermuda /, Effects of petroleum resid 
organization /, Toward combined arms warfare : as 
of federal executive departments and 
- on the West Coast :, Adequacy of U.S. 
sg )., 1982 census of retail trade. Indus 
Organizational analysis of stress : the case of el 
direct support, and general support 
maintenance manual : assembly and e 
maintenance manual for TOW 2 Weapon 
maintenance manual for TOW 2 Weapon 
maintenance manual : 762-mm rockets 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
maintenance repair parts and specia 
, direct support, and general suppor 
, direct support, and general suppor 
, direct support, and general suppor 
, direct support and general support 
, direct support and general support 
, direct support and general support 
, direct support and general support 
organizations /, The generation of practical theor 
- , 1957-1984 :, Space activities of th 
Organized Crime :, Subpoena power for President’s 
Organochlorine pesticides and PCB’s : a continuing 
Orientation to real property management trust resp 
Orion KL /, 183 GHz water line variation an energe 
ORNL fission product release program /, Observed b 
orthoenstatite , High temperature deformation of ho 
orthogonal tetrahedral truss space-station configu 
Orwell Lake, Minnesota /, Shoreline erosion proces 
oscillating airfoil, Numerical studies of unsteady 
OSHA oversight—worker health and safety in Union C 
osteosarcomas ., Limb-sparing treatment of adult so 
OTEC pipe program : development, experimental resu 
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85-21661 
85-22136 
85-21438 
85-21462 
85-21357 
85-20972 
85-20385 
85-20431 
85-20431 
85-20431 
85-20353 
85-20187 
85-20385 
85-20326 
85-20326 
85-20326 
85-20326 
85-20863 
85-21381 
85-21460 
85-20851 





Pacific Coast 


Ottawa County ., Flood insurance study : Charter To 
Ouray , Colorado, Ouray County., Flood insurance st 
Ouray County , Colorado, unincorporated areas., Flo 
- ., Flood insurance study : city of Our 
outburst in Orion KL /, 183 GHz water line variati 
outcomes and employer evaluations /, Youth’s perce 
outdoors : diseases transmitted from animals to hu 
outer continental shelf oil and gas activities in 
- continental shelf oil and gas activities in 
ty continental shelf oil and gas lease sale off 
« continental shelf oil and gas leasing progra 
Outer Continental Shelf Oil and Gas Leasing and Pr 
outfits components list for tool kit, electronic e 
Bi components list for tool kit locomotive el 
components list for tool kit, photographic 
outflow infrared and millimeter-wave observations 
S region GGD 12-15, An infrared study of the 
outlet works /, Hydraulic model studies : Ridgway 
output microform quality test slide., Alphanumeric 
s Spartan REM : appendix B /, Computer models 
outsize /overweight equipment (in TOE LIN item numb 
oven airflows from a coil coating operation : a ca 
overcome elbow joint singularity /, Translation co 
Overcoring equipment and techniques used in rock s 
overflight program, NASA thunderstorm 
Overland flow treatment of domestic wastewater in 
- flow treatment of municipal wastewater in 
overlays /, Along-track deflection of the vertical 
Oversight : 
= :, Legal Services Corporation, general 
and Investigations, Committee on Energy 
and Investigations of the Committee on E 
hearing on FEMA flood insurance program 
of the Grace Commission’s procurement re 
—worker health and safety in Union Carbid 
erview of superfund reauthorizaton issues : repo 
of the export administration program. 
of ultrasound : theory, measurement, medi 
., Israel : an 
overweight equipment (in TOE LIN item number seque 
owners and public broadcasting entities : [symbol 
oxidation behavior of a prototype cast Ni-base sup 
$ by air and tempering of Raney nickel ele 
is characteristics of molybdenum-zirconium 
_ , Analysis techniques for tracer studies 85-21789 
oxide cermets, Oxidation characteristics of molybd 85-21482 
film on thermocompression bonding of gold wi 85-21475 
pint as sintering additives, Hot-pressed silicon 85-21456 
oxygen breathing apparatus when worn over spectacl 85-20668 
effects on spacecraft materials STS-5 resul 85-21612 
generator for a solar powered chemically pu 85-21714 
in the plasma sheet during the CDAW-6 event 85-21756 
molecule, A high resolution spectroscopic s 85-21755 
prebreathing, Increase in whole-body periph 85-21444 
ozone : methods evaluation and demonstration /, Ag 85-20875 
* and precursor transport in New York City and 85-20879 


85-20943 
85-20901 
85-20900 
85-20901 
85-21554 
85-20809 
85-20693 
85-21368 
85-21370 
85-21144 
85-21367 
85-21371 
85-20575 
85-20574 
85-20576 
85-21556 
85-21623 
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85-21516 
85-21451 
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P/N SC-4920-97-CL-A60, NSN 4920-01-139-4536., Oper 
P-32 in bluegill and catfish /, Bioaccumulation of 
PA, Camden, NJ, Wilmington, DE, and ports on Delaw 
Pacific and their onshore impacts /, Pacific summa 

¥ salmon treaty : 

* summary report, July 1984 : Outer continen 

$ , On gravity from SST, geoid from SEASAT, a 
Pacific Coast and Hawaii, USCP. 7, 


Page 1-597 





Pacific Coast. California 


Pacific Coast. California, Oregon, Washington, and 
Pacific Gas and Electric Company., Safety evaluati 
- and Electric Company., Safety evaluati 
- and Electric Company., Safety evaluati 
Pacific Index : April 1983-October 1984 / 
Pacific Northwest ., The Forest Service in the 
Pacific Salmon Treaty Act of 1985 : 
package : operations during obscured battlefield c 
a program., Review of DOE waste 
packaging /, Long-term performance of materials us 
packets units 1-5., Polish, individualized instruc 
. units 11-15., Polish, individualized instr 
“ units 16-20., Polish, individualized instr 
: , units 6-10., Polish, individualized instr 
paddiefish /, Habitat suitability index models and 
padres : some chaplains of “the old Navy” /, Sea 
pages from Hong Kong and the Republic of Korea : d 
Paget's disease /, Understanding 
paint problems on historic woodwork /, Exterior 
paints and allied products., 1982 census of manufa 
a: and allied products, 2851 paints and allied 
Pamlico County ., Flood insurance study : town of A 
eS ., Flood insurance study : town of M 
pamphlet : project definition and work classificat 
PAN AIR, a computer program for predicting subsoni 
Panama Canal : report (to accompany H.R. 664) (inc 
Panama Canal Act of 1979 regarding the payment of 
Panama Canal Commission Authorization Act, fiscal 
pancreas /, Tumors of the exocrine 
panel method, PAN AIR, a computer program for pred 
panelipse patient positioning., Instructional prog 
pap : un metodo para el diagnostico del cancer de 
paper /, Drugs and the elderly : a background 
- /, Lifetime fitness and exercise for older p 
om and paperboard products, except containers a 
paperboard products, except containers and boxes., 
papers /, The acidic deposition phenomenon and its 
= . For the record : guidelines for official 
- -» NASA Ames Summer High School Apprenticesh 
para el diagnostico del cancer de la cerviz., La p 
PARABOLA field instrument /, A sphere-scanning rad 
paragraphs ., Manual of patent examining form 
Parallel triangularization of substructructed fini 
a , iterative solution of sparse linear syst 
parameter systems, Chandrasekhar equations and com 
parameters /, Mapping magnetized geologic structur 
= /, Static internal performance of sing] 
parent’s guide for feeding 2 to 5 year olds., How 
parents project (WPP), Division of Family, School 
parishes and metropolitan areas : July 1, 1981, 19 
Park-and-ride alternatives study. 
Park County, Wyoming /, Final North Fork Well envi 
parks : shaping the system /, The national 
part I., Basic principles of hydraulics and hydrau 
I, directory, part II., State measurement lab 
number 5051600-1, NSN 5865-01-109-3983., Orga 
of the Belt Supergroup (middle Proterozoic), 
1, Analysis of instantaneous fields and stati 
1, Classes of mail., Classifying mailable art 
1, Waterways and harbors, Atlantic Coast /, W 
121, aircraft dispatcher, flight navigator : 
150, Airport noise compatibility planning., F 
II /, An experimental investigation of two-di 
II., State measurement laboratories : program 
5, National summaries /, Waterborne commerce 
2 601 of title 26, Code of Federal Regulations. 
Part A, Program control, System design of a remote 
Part D, Housing characteristics of recent movers., 
part-time medical practice in America., A physicia 
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85-20431 
85-22164 
85-22165 
85-22166 
85-21369 
85-20197 
85-22276 
85-20482 
85-22186 
85-22200 
85-20783 
85-20785 
85-20786 
85-20784 
85-21349 
85-20673 
85-21391 
85-21069 
85-21328 
85-20264 


85-21550 
85-21055 
85-21596 
85-20382 
85-21726 
85-21724 
85-21727 
85-21582 
85-21599 
85-21048 
85-20812 
85-20299 
85-21930 
85-21143 
85-21313 
85-20500 
85-20358 
85-20571 
85-21151 
85-21569 
85-20514 
85-20605 
85-21948 
85-21943 
85-21764 
85-20358 
85-20606 
85-21914 
85-21490 
85-20316 
85-20477 


Title Keyword Index 


Part II, Status report of the mathematical pattern 
4 , Study of ensemble-average fields, The str 
participating health facilities, Medicare, 
participation in developmental activity : a method 
Particle acceleration by turbulent magnetohydro-dy 
bed electrode for flotation /, Electroche 
particle-encounter statistics, and their applicati 
es statistics, and their applicati 
particulate network /, Potential causes of elevate 
s network report : operation and data su 
partners for peace and freedom : April 21, 1985 /, 
partnership for the future., The U.S. and the Midd 
parts and special tools) : digital processor test 
and special tools for propellant draining ki 
and special tools list for control-indicator 
and special tools list for engine shop, P/N 
and special tools list (including depot main 
and special tools list including depot maint 
and special tools list) : truck, lift, fork, 
and special tools lists : auger, earth, skid 
and special tools lists : auger, earth, skid 
and special tools lists : concrete - mobile 
and special tools lists : concrete - mobile 
and special tools lists : crane-shovel, craw 
and special tools lists : crane-shovel, craw 
and special tools lists) : crane, truck moun 
and special tools lists : crane, truck mount 
and special tools lists : crane, truck, ware 
and special tools lists : crane, wheel mount 
and special tools lists : distributor, liqui 
and special tools lists : distributor, liqui 
and special tools lists : heater, bituminous 
and special tools lists (including depot mai 
and special tools lists (including depot mai 
and special tools lists (including depot mai 
and special tools lists (including depot mai 
and special tools lists : mixer, bituminous 
and special tools lists) : mixer, bituminous 
and special tools lists) : mixer, rotary til 
and special tools lists : mixer, rotary till 
and special tools lists : non-tilt mixer, co 
and special tools lists : roller, motorized, 
and special tools lists : tractor, wheeled, 


and special tools lists) : 
and special tools lists) : 
and special tools lists) : 


tractor, wheeled, 
tractor, wheeled, 
trailer, flatbed, 





and special tools lists : truck, fork lift, 
and special tools lists : truck, fork lift, 
and special tools lists : truck, forklift, g 
and special tools lists : truck, lift, fork, 
and special tools lists : truck, telephone m 
and special tools lists : truck, telephone m 
and special tools lists : truck, tractor, co 
and special tools lists : truck, tractor, co 
for gas turbines, Non-destructive evaluation 
of Montana, North Dakota, South Dakota, and 
party liability in the Medicaid program : a guide 
Pasquotank and Camden Counties., Flood insurance s 
passive solar components in the NBS calorimeter /, 
= solar systems /, Short duration winter-tim 
past an airfoil with a jet issuing from its lower 
By fighter and missile type configurations, Shoc 
pastes. IV, Treatment of experimental data, Pressu 
pastoral letter on the American economy :, Economi 
Patent and Trademark Office practices and procedur 
~ application., Magnetic spin reduction syste 
- examining form paragraphs., Manual of 
“ examining procedure., Manual of 
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85-21443 
85-21625 
85-21120 
85-20755 
85-21578 
85-21288 
85-21543 
85-21544 
85-20880 
85-20864 
85-21857 
85-21863 
85-20570 
85-20554 
85-20571 
85-20572 
85-20570 
85-20554 


85-21162 
85-21118 
85-20958 
85-20371 
85-20374 
85-21684 
85-21753 
85-21464 
85-22266 
85-20381 
85-21813 
85-20382 
85-20383 





October 1985 


path to peace in the Middle East /, Negotiations, 


pathogenic gram-negative aerobic and facultatively 
pathology and audiology : an educational perspecti 
patient positioning., Instructional program notes 
patients discharged from short-stay hospitals, Uni 
f* in public general hospitals : who pays, h 
Patriot Air Defense Guided Missile System ., Operat 
7 ., Operat 
pattern recognition and image analysis project, Fu 
patterns and flight conditions for storm hazards ’ 
in secondary schools as related to studen 
of behavior in lodgings exposed to traffi 
, Alabama., County business 
, lowa., County business 
, Kentucky., County business 
, Maine., County business 
, New Hampshire., County business 
/, Merit 
and allowances entitlements manual /, Military 
later? /, Tan now, 
payment bonds from the Comptroller General to the 
- of interest on the U.S. investment in the 
= sales of property (and H.R. 242 and H.R. 2 
- sales of property (and S. 56, S. 71, S. 21 
payment-in-kind program : report to the Chairman, 


payments to Indians may be made by tribal governme 


payroll., 1982 census of construction industries. 
pays, how sick?, Patients in public general hospit 
PCB’s : a continuing problem for the 1980s /, Orga 


PCDD and PCDF formation and destruction in MSW fir 


PCDF formation and destruction in MSW fired incine 
peace /, U.S. diplomacy and the search for 


and freedom : April 21, 1985 /, The United S 
in Nicaragua : April 17, 1985., The new oppo 


in the Middle East /, Negotiations, the path 
process : a documentary record : April 1985. 
process : April 4, 1985., President Reagan s 

, and progress /, Democracy, 

Pearl Harbor Survivors Association : report (to ac 
peculiar element abundances report for period Autu 
* red dwarf wolf 630 AB, Einstein solid sta 

pedophilia :, Child pornography and 
pelagic species fisheries /, 1983 economic status 
pendimethalin (108501) /, Guidance for the reregis 
Pennsylvania /, Distribution and transport of trac 
- , Blair County., Flood insurance study 
1 , February 26, 1984., Railroad acciden 
- -» 1982 census of retail trade. Major 
pension "funds, building industry, existing housing 
losers” : 
people : a background paper /, Lifetime fitness an 
“ ., SSI for aged, disabled, and blind 
percent ratings for service-connected disabilities 
perceptions of employer standards : effects of [i. 
performance /, Close air support mission : develop 
S /, Comparison of abbreviation methods 
/, Egyptian meat market : policy issue 
: annual report, June 1983 - May 1984 
: 15 August thru October 31 /, Methane 
fibers for structurally reliable metal 
in the cold with gloves and bare hands 
interface document /, Electronic switc 
management : staff study report /, Res 
of an automatic system for a light win 
of materials used for high-level waste 
of one- and two-story residential plum 
of orthogonal tetrahedral truss space- 
of single-expansion-ramp nozzles with 
simulation (MAPPS) model /, Maintenanc 
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85-21865 
85-21099 
85-20782 
85-21986 
85-21093 
85-21098 
85-20551 
85-20552 
85-21443 
85-21604 
85-20710 
85-21487 
85-20311 
85-20312 
85-20313 
85-20314 
85-20315 
85-20817 
85-20450 
85-21086 
85-22053 
85-22104 
85-22347 
85-22349 
85-21002 
85-22070 
85-20336 
85-21098 
85-21331 
85-20378 
85-20378 
85-21860 
85-21857 
85-21854 
85-21865 
85-21891 
85-21852 
85-21864 
85-22122 
85-21747 
85-21526 
85-22308 
85-20426 
85-20882 
85-21158 
85-20973 
85-21932 
85-20354 
85-21128 
85-22283 
85-21127 
85-21038 
85-21973 
85-20809 
85-20692 
85-20665 
85-20208 


standards for ammonium sulfate manufac 
testing of passive solar components in 
using the composite correction program 


+ The effect of anxiety and boredom on 


performances of different passive solar systems /, 
perinatal factors associated with brain disorders 


period 


: an update and extension /, Acquisition of 


August | - 30, 1984 /, STS natura 
Autumn 1982-Autumn 1984 /, Search for white 
May 15, 1984 to November 14, 1984 /, Physic 





of performance : 15 August thru October 31 

2000 to 2045, Mars exploration Venus swingb 
periodicals, books, and miscellaneous publishing, 
perioral soft tissues., Instructional program note 
peripheral vascular resistance during three hours 
Permanent authority for flexible and compressed wo 

* operating authority : property /, Guide 
Permanent Select Committee on Intelligence of the 

si on Intelligence, U.S. H 
permit decisions under Tennessee federal program : 

- writers’ guidance manual for the location o 
permits /, Guidelines for screening National Pollu 
Perquimans County ., Flood insurance study : town o 

. -» Flood insurance study : town o 

“ __, North Carolina, (unincorporated 
Perry County , Kentucky, unincorporated areas., Flo 
personal income, United States., Health characteri 

papers., For the record : guidelines for 

= property /, Real and 
property /, Real and 
personnel : railroad safety program., Safety stand 

by state and by selected locations /, Di 

law manual. Supplement., Civilian 

manual., Basic Federal 

officers say and do about it /, The qual 

performance simulation (MAPPS) model /, 

qualification standard for FF-1040 class 
qualification standard for radio communi 
tests., Handbook of Army 

, Administrative 

, CFR. 5, Administrative 

., Code of federal regulations. 5, Admini 

.. Science and engineering 

persons in the United States., Money income and po 
¢ injured and disability days due to injurie 

perspective for the future /, Speech-language path 
= ., Categorization of reactor safety iss 

perspectives of experts /, Assessment of hazardous 

pertaining to the disposition of the settlement fu 

Peru., Background notes, 

-e , Illinois, La Salle County., Flood insurance 
pesticide products containing pendimethalin (10850 
pesticides and PCB’s : a continuing problem for th 
petitions., Election of small tax case procedure & 
petrochemical industry., A Competitive assessment 
Petroleum contract quality assurance manual. 

br development of the Norton Basin Planning 
D2, refinery sludges /, Land treatment of 


reserve : budget and policy implications 
residues on intertidal organisms of Berm 
Pettibone model 10FM., Organizational maintenance 
Petty Officer indoctrination course., Instructor’s 
pH and specific conductance at National Atmospheri 
phase I, RI/RD84-232 /, Non-intrusive speed sensor 
$ of grain boundaries in silicon nitride, Crys 
reaction, Sintering behavior of ultrafine si 
separation technology assessment /, Superflu 


85-21171 
85-21703 
85-21467 
85-21454 
85-21557 


1 & phase 2), Development of a polysilicon p 85-21738 
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Phase II 


Title Keyword Index 


2), Development of a polysilicon process bas 
2, final report /, Power subsystem automatio 
Il, final report, Large-diameter astromast d 
II, High Reynolds number tests of the cast 1 
II project : Eagle County, Colorado., Final 
III, full-scale power plant development : 12 85-21781 
Ill, w/biade, bulldozer, earth moving, w/blo 85-20526 
, 4 wire, 50 HZ, convertible to 12.5 KW, 240/ 85-20544 
, 4 wire, 50 HZ, liquid cooled, fully inclose 85-20544 
Phase II, Interim report, External fuel vaporizati 85-21762 
Phase IV, Final report. Manufacturing development, 85-21678 
phenomena /, Hazardous air pollutants : dry-deposi 85-20860 
phenomenon and its effects : critical assessment r 85-20841 
Philadelphia, PA, Camden, NJ, Wilmington, DE, and 85-20612 
- » Pennsylvania /, Distribution and tra 85-21158 
phosphate rock in phosphoric acid waste water /, W 85-21282 
phosphoric acid waste water /, Wear and corrosion 85-21282 
phosphorus-containing polyamides and copolyamides 85-21547 
photo album filler pages from Hong Kong and the Re 85-21391 
- albums and photo album filler pages from Hon 85-21391 
phetogeodetic control network densification /, A h 85-20396 
Photogrammetric determination of surface altitude, 85-21160 
photographic equipment; clocks, watches, and watch 85-20283 
s repair TK-109/GF, (NSN 5180-00-856-96 85-20576 
photography ., A Public affairs guide for Corps 85-20610 


85-21738 
85-21705 
85-21702 
85-21600 
85-20201 


and environmental impact statement /, Piceanc 85-21145 

and environmental impact statement., Box Elde 85-21139 

and its use in the Food Stamp Program /, A re 85-22237 

for the Bear Trap Canyon unit of the Lee Metc 85-21352 

for the San Francisco Bay Area, California /, 85-20846 

for the Steens Mountain Recreation Lands, Ore 85-21357 

on the oil and gas industry :, Proposed Treas 85-22285 
, Aniakchak Wild River management plan, wilder 85-21307 
, Charley Wild River management plan, wilderne 85-21315 
— environmental assessment, land protection pl 85-21311 
— environmental assessment, land protection pl 85-21312 
/environmental assessment, land protection pla 85-21307 
/environmental assessment, land protection pla 85-21308 
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and trafficking /, Controlling internat 
at Aquatrain coal transport pipeline te 
for national assessments and appraisals 
manual for contract administration serv 
ratios for cotton, wool, & man-made fib 
, disposition, and income /, Milk, 
, disposition, and income, final estimat 
, imports, & import/production ratios fo 
Program /, Annual report. Outer Contine 
productions /, Investigating children’s story 
productive resources : pension funds, building ind 
products ... summary /, Dairy 
: TSUS items 770.05-770.80, 771.05-771.15 
containing pendimethalin (108501) /, Guid 
, annual summary., Frozen fishery 
, except containers and boxes., 1982 censu 
, fasteners and washers, metal forgings an 
, STS-13 (41-C) BET 
., 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
-» 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
., 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
-, 1982 census of manufactures. Industry s 
, 2851 paints and allied products., 1982 c 
professional development of officers study surveys 
“g talent /, A Unique source of executiv 
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85-21852 
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85-22103 
85-20513 
85-21737 


85-21393 
85-21978 
85-22203 
85-21890 
85-20449 
85-21849 
85-21270 
85-20200 
85-20475 
85-20446 
85-20206 
85-20186 
85-20446 
85-21371 
85-20746 
85-21128 
85-20207 
85-21385 
85-20882 
85-20414 
85-20260 
85-20274 
85-21710 
85-20241 
85-20242 
85-20244 
85-20245 
85-20248 
85-20249 
85-20259 
85-20264 
85-20267 
85-20268 
85-20269 
85-20270 
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Title Keyword Index 


professions educational assistance amendments of 1 85-22147 

profile /, American Indian elderly : a national 85-21124 
S /, The ecology of eelgrass meadows of the 85-21341 
* /, The ecology of tundra ponds of the Arct 85-21340 

profiles for one to four axially alined borda inle 85-21804 
? of the veteran population : statistical p 85-21974 

Profit in safety belts : guidelines for conducting 85-21968 

program /, A Descriptive study of the classroom in 85-20727 

/, Challenge grants 85-21817 

7, LWR pressure vessel surveillance dosime 85-22196 

/, Northeast Corridor Regional Modeling Pr 85-20879 

/, Observed behavior of cesium, iodine, an 85-22203 

: a guide to successful state agency pract 85-21118 

:a 10-year review /, The Bureau of Mines 

: academic year 1984-1985 /, National secu 

:, AFDC quality control 

: development, experimental results, and t 

: final environmental impact statement /, 

:, Handicapped children’s early education 

:, Handicapped children’s early education 

:, Highway bridge replacement and rehabili 

:, Oversight hearing on FEMA flood insuran 

: report no. 1—stopping capability of air 85-21965 

: report to the Chairman, Subcommittee on 85-21002 

: report together with minority and supple 85-22100 

: scope of work #1 /, School-family relati 85-20768 

address directory system., MAPAD : Militar 85-20472 

and demographic characteristics of supplem 85-21047 

appraisal /, Primary lead and zinc availab 85-21298 

appraisal /, Tungsten availability—market 85-21297 

approach /, Handbook : improving POTW perf 85-20884 

budgets :, VA fiscal year 1986 medical 

control, System design of a remotely opera 

controlled measurement table for the calib 

description, Enhanced TCAS II/CDTI traffic 

description, part I, directory, part II., 

for calculating characteristics of wings w 

for disadvantaged youth and adults : summa 

for local AFOS-ERA forecast verification s 

for mid-1986 through mid-1991., 5-year out 

for module 30-1., Basic electricity and ei 

for module 30-2., Basic electricity and el 

for module 31-2., Basic electricity and el 

for module 31-3., Basic electricity and el 

for module 31-4., Basic electricity and el 

for module 32-1., Basic electricity and el 

for module 32-2., Basic electricity and el 

for operational earth observations /, Util 

for predicting subsonic or supersonic line 

for radiacmeters (dosimeters) IM-90/PD, I 

handbook /, State weights and measures lab 

I for lesson topic 2.7 : publication maint 

income., Guidelines for 

is behind schedule : report to the Chairma 

levels for the Small Business Administrati 

managers’ theories of action : a content a 

notes : clinical examination of the oral a 

notes : communicable diseases in the denta 

notes : complete arch casts with removable 

notes : dental assistant utilization : ama 

notes : dental assistant utilization : end 

notes : dental assistant utilization : end 

notes : dental assistant utilization : rub 

notes : denture base esthetics color tinti 

notes : impressioning for proper placement 

notes : panelipse patient positioning., In 

notes : quick esthetic provisionalization. 

notes : root planing and gingival curettag 
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of the United States Army., Bicentennial o 
quarterly report /, Thermal/hydraulic anal 
rationale and implementation, ACEE 
report., YCC 
report, Y.C.C. 
RESD summary report /, Automotive Stirling 
summary /, Space shuttle wind tunnel testi 
summary., Power 
summary : annual update., White Sands Reso 
summary : East and West Socorro Rangeland 
summary : Las Cruces/Lordsburg Resource Ar 
summary report November 1973-October 1984. 
to transfer land between the Bureau of Lan 

, Aircraft landing dynamics facility carria 

, Analytical solution of Ist and 2nd ordina 

, Development of gas-lubricated pistons for 

, Expansion arts 

., Fort Lewis Military Museum : tour 

., Handbook for administration of the indiv 

., Hybrid laminar flow control study final 

, Interactive flight control system analysi 

. Lesson 2.6, Special classes of aliens who 

, Modification to shock fitting 

, NASA thunderstorm overflight 

., Overview of the export administration 

. Part II, Status report of the mathematica 

, Propulsion control experience used in the 

., Quality assurance technical development 

. Quarterly progress report /, LWR pressure 

. Quarterly progress report /, LWR pressure 

. Quarterly progress report, L.W.R. pressur 

. Quarterly progress report, L.W.R. pressur 

., Review of DOE waste package 

., Safety standards for motive power and eq 

, San Onofre Nuclear Generating Station, Un 

.. Tactical fundamentals : Amphibious Warfa 

, The NASA photovoltaic technology 

., The Profit in safety belts : guidelines 

.. Women’s Educational Equity Act 

, 1982-1983 /, Flushing High School, a basi 

Program Protection Act of 1985 : report (to accomp 


85-20481 
85-22198 
85-21531 
85-21149 
85-21149 
85-21775 
85-21811 
85-22227 
85-21365 
85-21363 
85-21364 
85-21752 
85-21003 
85-21540 
85-21462 
85-21784 
85-21816 
85-20488 
85-20579 
85-21680 
85-21711 
85-21401 
85-21574 
85-21614 
85-20439 
85-21443 
85-21549 
85-20474 
85-22187 
85-22191 
85-22187 
85-22191 
85-22186 
85-21924 
85-22171 
85-20677 
85-21501 
85-21968 
85-20709 
85-20760 
85-22131 
85-21647 


check and job program for module 32-1., B 
check and job program for module 32-2., B 
check booklet. Volume II, Modules 4, 5, & 
check for modules 34-2., Basic electricit 
checks and job program for module 31-3., 
checks and job programs for modules 30-2A 
checks and job programs for modules 32-3 
checks for modules 20, lessons 1-5., Basi 
checks for modules 20 lessons 6&7, 20T le 
checks for modules 21, lessons 2, 3, & 4. 
checks for modules 21, lessons 5, 5-1, 5- 
checks for modules 21T, lessons 1&2., Bas 
checks for modules 22, lesson 4., Basic e 
checks for modules 22, lessons 1, 2&3., B 
checks for modules 23, lesson 3., Basic e 
checks for modules 23, lessons 1&2., Basi 
checks for modules 24, lesson 1., Basic e 
checks for modules 25, lessons 1&2., Basi 
checks for modules 30-4 to 31-1., Basic e 
checks for modules 33-4 & 34-1., Basic el 
narrative period of performance : 15 Augu 
of an agenda : a first report from the St 
of education in the United States of Amer 
report /, A skills map : the general and 
report /, LWR pressure vessel surveillanc 
report /, LWR pressure vessel surveillanc 
report, L.W.R. pressure vessel surveillan 
report, L.W.R. pressure vessel surveillan 
report : materials selection criteria for 
report no. 1 for the period May 15, 1984 
report of the Select Committee on Hunger. 
report 21 March 1984-20 June 1984 for stu 
prohibitions ., International mail—determining clas 
project /, Indian elderly and entitlement programs 
” /, Inverted pyramid-shaped plugs for closi 
/, Ways of going wrong in teaching for con 
: Eagle County, Colorado., Final environme 
: longitudinal handling qualities study of 
ADELANTE, 1982-1983 /, William H. Taft Hig 
C.H.A.S.P., 1982-1983 /, Theodore Roosevel 
completion report, project 2 : Rene 150 di 
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program-V , A user’s guide to the flexible spacecra 
programmed instruction., Accelerometers, Q-6A : 
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instruction., Infrared radiation : 
instruction., Microwave amplifiers, AB- 


85-20663 
85-20664 
85-20658 


completion report. Volume II, Advanced bla 
cosmic ray antimatter calorimeter (CRAC) / 
definition and work classification /, Stud 


description, guidelines, and procedures /, 
no. 48 /, Improving highway information at 
on land use changes in the carboniferous r 
planned by and carried out with the advice 
“RESCATE”, 1982-1983 /, John Jay High Sc 
SPEED : special education to eliminate dro 
status and design description /, Photovolt 
test report., Nacelle Aerodynamic and Iner 
(WPP), Division of Family, School and Comm 
2, Hot isostatically pressed manufacture o 
2: Rene 150 directionally solidified supe 
3, Project completion report. Volume II, A 
, Fundamental remote sensing science resear 
Project New Pride. 
Project Parents : awareness, education, and involv 
85-20432 projection research /, Computer-assisted map 
85-22342 Projections of future shortages of mathematics and 
85-22272 Me .. Hurricane Research Division fiscal y 
85-21979 projects :, Tropical forest development 
85-21864 promoters, Heat transfer and pressure drop in blad 
85-20646 Promoting an end to apartheid in South Africa : re 
85-20647 propagation correction tables for 10.2 kHz : area 
85-20650 $ in the local superbubble, Cosmic ray 
85-20652 # problems in underwater acoustics, The 


m: instruction., Resonant cavities : 
programming ., Electronic computer and switching sy 
programs /, Community-level forestry development : 

: [symbol for section] 201.22, 37 C.F.R., 

: a delicate balance : summary : report t 

: an accessing demonstration project /, I 

authorization act for fiscal years 1986, 

available for purchase / 

for fiscal year 1986 : report (to accompa 

for modules 30-2A & 30-3., Basic electric 

for modules 32-3 & 32-4., Basic electrici 
for veterans with disabilities, Employme 
in mental health /, A guide to evaluating 
of HUD / 

on breast cancer., A Guide for developing 
, fiscal year ... projections., Hurricane 
) :, Fiscal year 1986 Department of Energy 
, trade and economic policy, state and loc 
., Veterans Administration Health Professi 
progress /, Democracy, peace, and 
check and job program for module 30-1., B 
check and job program for module 30-2., B 
check and job program for module 31-2., B 
check and job program for module 31-4., B 


85-20659 
85-20680 
85-21831 
85-21431 
85-20998 
85-21130 
85-22106 
85-21373 
85-22111 
85-20648 
85-20655 
85-21834 
85-21112 
85-21133 
85-21058 


85-21676 
85-21691 
85-21685 
85-21443 
85-21407 
85-20793 
85-21153 
85-20740 
85-20432 
85-22338 
85-21667 
85-22016 
85-20461 
85-21532 
85-21723 
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propellant draining kit, guided missile, 10293020, 
propelier ethan. ecwmince 
research, Summary of recent NASA 
. wake, Analytical model of the structureb 
* , An experimental investigation of the ef 


propellers /, Current industrial reports. MA-37E, 
, Aircraft 


proper placement of the lingual bar major connecto 
properties of a single crystal nickel-base superal 
of ceramics, Microstructure and 
of coatings in low pressure (0.1 - 10.0 
of concentrated ions, Flow 
of the weld metal of a molybdenum alloy 
utilizing remote sensing technique, Dev 
, loads, and stress analysis Spartan REM 
property /, Guide to applying for permanent operat 
/, Real and personal 
/, Real and personal 
(and H.R. 242 and H.R. 2069) :, Descripti 
(and S. 56, S. 71, S. 217, S. 251, S. 729 
interrelations, Ultrasonic-nondestructive 
management /, Orientation to real propert 
management trust responsibility : a train 
modification of silicon, Surface 
proportional to size, Forestry inventory based on 
proposals on agriculture and farm commodities issu 
on income maintenance programs, trade an 
(Secretary John R. Block) :, Economic co 
Proposed additions to the National Wilderness Pres 
amendments to regulations governing the t 
land disposal Blaine, Caddo, Canadian, Cl 
moratorium : tenth report /, Strategic pe 
to treat food /, Irradiation 
transfer of Conrail to Norfolk Southern C 
1985 budget., Research and development fu 
1985 outer continental shelf oil and gas 
Proposed St. George Basin sale 89 / 
Si (sale 89) : draft enviro 
Proposed Treasury Department’s tax simplication pl 
proposing 226 new rescissions, pursuant to 2 U.S.C 
Propulsion control experience used in the highly i 
Ke: system preliminary analysis and design 
= - Note V, Experimental study of a magnet 
prosecution under the Continuing Criminal Enterpri 
prospects of computational fluid dynamics for unst 
Prospectus for thematic mapper research in the ear 
protecting evidence at the scene of an aircraft ac 
protection /, Improved ceramic anodes for corrosio 
for wall and ceiling surfaces exposed t 
in America : a study of private securit 
of children against sexual exploitation 
plan, Aniakchak Wild River management p 
plan, Charley Wild River management pla 
plan, wilderness suitability review., B 
plan, wilderness suitability review., D 
plan, wilderness suitability review., W 
plan, wilderness suitability review : G 
plan, wilderness suitability review, Ka 
specialist (AFSC 57150) /, Fire 
system for John Day Dam /, Research at 
Protectionism and U.S.-Japan trade / 
protective structures (ROPS) inspection and mainte 
Proterozoic), near Plains, Sanders County, Montana 
protest function :, Constitutionality of GAO’s bid 
protocol to the Convention signed on behalf of the 
protocols relating to the employability of handica 
prototype cast Ni-base superalloy based on a 2 
proud history, a bright future : careers with the 
provide program levels for the Small Business Admi 
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85-21308 
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85-21314 
85-21311 
85-21312 
85-20685 
85-20417 
85-21856 


85-21516 
85-21396 
85-22345 





Title Keyword Index 


provided the framework for managing block grants : 
providers furnishing kidney dialysis and transplan 
Providing certain authority to reduce erosion with 
for consideration of H.R. 1904 : report 
for the appointment of Barnabas McHenry 
for the consideration of H.R. 1157 : 
for the consideration of H.R. 1555 : 
for the consideration of H.R. 1784 : 
for the consideration of H.R. 1872 : 
for the consideration of H.R. 2114 : 
for the consideration of H.R. 2230 : 
for the consideration of H.R. 2867 : rep 
for the consideration of Howse Joint Res 
for the inclusion of the Washington Squa 
that per capita payments to Indians may 
provinces /, Martian impact basins morphology diff 
provisional )., Estimates of the population of Alab 
provisionalization ., Instructional program notes : 
provisions of H.R. 1930 and background relating to 
- , CFR. 1, General 
= -» Code of federal regulations. 1, Gener 
. » General 
prueba pap : un metodo para el diagnostico del can 
pseudospectral legendre method for hyperbolic equa 
pseudotumors of the serous membranes /, Tumors and 
psychiatric disorders : proceedings of a research 
psychologists and space environmental experts /, S 
pt.) and 410.36-410.44., Summary of trade and tari 
.).. Summary of trade and tariff information 
-) 355.25 (pt.) 355.50-356.45, 359.10 (pt.), 35 
.) 355.50-356.45, 359.10 (pt.), 359.50 (pt.)., S 
. -), 359.50 (pt.)., Summary of trade and tariff i 
Public affairs guide for Corps photography., A 
broadcasting entities : [symbol for section 
comment., Solid waste leaching procedure ma 
domain., CRS studies in the 
domain, C.R.S. studies in the 
education /, Equity and microcomputer use i 
education programs on breast cancer., A Gui 
elementary and secondary education 
elementary and secondary education 
elementary and secondary education in the U 
elementary and secondary education in the U 
fire education planning / 
general hospitals : who pays, how sick?, Pa 
health laboratory data base management syst 
health screening at U.S. ports of entry : U 
sector views /, Transportation issues of th 
Public Buildings Act of 1959 : report (to accompan 
Public Health Service guide to U.S. Immigration & 
Public Law 88-246 /, What is the most effective wa 
- 91-596., NIOSH report on occupational s 
. 91-596, N.1.0.S.H. report on occupation 
” 91-596, Report on occupational safety a 
Public Works and Transportation and the Committee 
- , United States Senate, to accompany S 
publication maintenance., Job program I for lesson 
Publications / 
[sic] en espanol = (Spanish publicati 
and policies governing their distribu 
(including Tsunami)., Earthquake data 
issued by the Internal Revenue Servic 
list / 
of Center for Manufacturing Engineeri 
of the Geological Survey / 
of the NASA Wallops Flight Facility 1 
of the National Science Foundation. 
relating to the 1985-86 high school d 
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85-21055 
85-21729 
85-20453 
85-21113 
85-21481 
85-21381 
85-21378 
85-21378 
85-21378 
85-21378 
85-20610 
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“ » DA 
. )., Publications [sic] en espanol = (S 
. Supplement /, Catalogue of accession 
published 1:100,000-scale geologic quadrangle maps 
publishing ., 1982 census of manufactures. Industry 
Puerto Rico, & Virgin Islands., Characteristics of 
Pulaski County ., Flood insurance study : city of L 
pull, NSN 3930-01-047-8722, Northwestern model JG4 
Pulmonary artery location during microgravity acti 
pulse generator, Hewlett-Packard, models 214A, 214 
pulsed electrothermal thruster system, Investigati 
pulses /, A calorimeter for measuring high-energy 
pump, gasoline driven, NSN 3895-00-767-0247, Seama 
ss , gasoline driven, NSN 3895-00-767-0247, Seama 
big » NSN 3895-00-062-7912,, Organizational direct 
pumped iodine laser, Singlet oxygen generator for 
purchase /, Programs available for 
pure metals /, Effect of humidity on fretting wear 
- metals, The friction behavior of semiconducto 
: report (to accompany H.R. 105) (includi 
: report (to accompany H.R. 1426) (includ 
: report (to accompany H.R. 2955) (includ 
: report (to accompany H.R. 5531)., Enhan 
: report (to accompany S. 419) (including 
2 piso together with additional views ( 
tended—legislative changes could he 
pursant to ie 1(d) rule XI of the rules of the 
purse seining operations., Draft environmental imp 
pursuant to House resolution | :, Appendices, inve 
to Public Law 88-246 /, What is the most 
to Rule xi (1)(d))., Report on the activi 
to S. Res. 354, March 2, 1984, resolution 
to section 302(b) of the Congressional Bu 
to section 302(b) of the Congressional Bu 
to 2 U.S.C. 685., Review of rescissions : 
to 2 U.S.C. 685(e)., Cumulative report on 
to 28 U.S.C. 2072., Amendments to the Fed 
to 28 U.S.C. 2075., Amendments to the Fed 
to 28 U.S.C. 3771., Amendments to the Fed 
to 31 U.S.C. 1106(b)., 1986 budget revisi 
to 50 U.S.C., National emergency with res 
to 50 U.S.C. 1703., Developments concerni 
pyramid-shaped plugs for closing abandoned mine sh 
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Q-6A : programmed instruction., Accelerometers, 
Q-1988 ., United States of America, treasury notes 
QSO sample, The broad-band x-ray spectrum of a 
qtr CY 84)., Equipment improvement report and main 
- CY 84)., Equipment improvement report and main 
quadrangle maps prepared for the Directorate Gener 
of Mars /, Atlas of Mars 1:5,000,000 to 
, Michigan and Wisconsin /, Chromium dis 
, Michigan and Wisconsin /, Interpretive 
» Michigan and Wisconsin /, Molybdenum d 
qualification section 5 (common)., Personnel quali 
s section 8 electrical., Personnel qua 
n standard for FF-1040 class engineeri 
he standard for radio communications qu 
qualifications for nuclear power plant operators / 
qualified total distributions)., Alternative tax w 
qualitative research : the case of knowledge utili 
qualities study of a relaxed-stability airplane h 
quality /, Visual vulnerability of the landscape : 
assurance manual., Petroleum contract 
bs assurance technical development program. 
. control program :, AFDC 
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85-21019 
85-20411 
85-21175 
85-20261 
85-21045 
85-20896 
85-20566 
85-21445 
85-20587 
85-21786 
85-20379 
85-20533 
85-20534 
85-20535 
85-21714 
85-21373 
85-21808 
85-21513 
85-22135 
85-22142 
85-22057 
85-22089 
85-22070 
85-22101 
85-21005 
85-22096 
85-20415 
85-22311 
85-22004 
85-22095 
85-22006 
85-22078 
85-22119 
85-22042 
85-22052 
85-22049 
85-22048 
85-22050 
85-22043 
85-22051 
85-22044 
85-21291 


85-20663 
85-21907 
85-21533 
85-20596 
85-20597 
85-21175 
85-21264 
85-21258 
85-21260 
85-21259 
85-20672 
85-20671 
85-20671 
85-20672 
85-22209 
85-21917 
85-20720 
85-21662 
85-20199 
85-20473 
85-20474 
85-22358 
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in Wyoming /, Ground-water 
of American high school graduates : what p 
of work life in schools and school distric 
test slide., Alphanumeric computer output 
, and exchange rate indeterminancy : an emp 
quandary /, Federal support for research on the fa 
quarter, CY 1984)., Equipment improvement report a 
- , CY 1984)., Equipment improvement report a 
quarterly interview survey, the consumer expenditu 
progress report /, LWR pressure vessel s 
progress report /, LWR pressure vessel s 
progress report, L.W.R. pressure vessel 
progress report, L.W.R. pressure vessel 
report /, Physics of reactor safety 
report /, Thermal/hydraulic analysis res 
report, April-June 1983, vol. 26 /, Reac 
report, February-April 1984 /, Develop a 
report, July-September 1983 and October- 
status and technical progress report 21 
Queen Maud Land, station G (Australia) /, Omega pr 
question book., Airline transport pilot : airplane 
< of the right of Frank McCloskey or Richar 
questionnaires of the national medical care utiliz 
questions : what functions might they serve? /, Te 
a“ about metastatic cancer., Answers to you 
€ as close as your telephone., “Ask immig 
quick esthetic provisionalization., Instructional 
quotas :, Federal enforcement of textile and appar 
“ on automobiles, steel, sugar, and textiles 
fs on imports : general tariff cuts and remova 


R 


race : 1980 to 1984 /, Estimates of the population 

5 , 1970-80 /, County intercensal estimates by a 
radar : a user’s guide /, Coastal ocean dynamics a 

$ investigations above the trans-Alaska pipeli 

e remote weather display system /, Color calib 
RADARSAT/FIREX fall experiment /, Active microwave 
radiacmeters (dosimeters) IM-9(/PD, IM-930/UD, I 
radiance the PARABOLA field instrument /, A sphere 
radiant heating appliances /, Clearances and metho 
radiation : programmed instruction., Infrared 

? exposure at commercial nuclear power rea 

se: exposure experience in U.S. commercial n 

ie: study, Topex orbital 

radio : the voice of the National Weather Service. 

- and TV., 1982 census of manufactures. Indust 
communications qualification section 5 (comm 
molecular observations /, NGC 2024 far-infra 
source identifications Veron-Cetty and Veron 
test set AN/GRM-114 and AN/GRM-114A (IFR, 

mo 
radioactive materials /, Recommended welding crite 

Ly materials from commercial nuclear powe 

° waste., Geologic and hydrologic charac 

radiometer antennas, The correction of aberrations 

o for rapid directional measurements of s 

radiometric characteristics of the thematic mapper 
radionuclide behavior during degraded core acciden 

* migration in groundwater : final repo 

radionuclides in high chloride environments : a ca 

bs in low-level wastes from power react 

radius, 2 engines, diesel engine driven, 4x4 air t 

railings., Heavy vehicle tests of tubular thrie be 

Railroad accident report : rear end collision betw 
sa safety program., Safety standards for mot 
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85-20744 
85-20735 
85-20362 
85-20992 
85-20728 
85-26593 
85-20594 
85-20238 
85-22187 
85-22191 
85-22187 
85-22191 
85-22197 
85-22198 
85-22192 
85-21781 
85-22193 
85-21751 
85-20461 
85-21948 
85-22311 
85-21123 
85-20810 
85-21062 
85-21400 
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track maintenance management system for A 85-20620 ° solar magnetograph operation system soft 85-21613 
Railroad Safety Improvement Act of 1984 : report t 85-22090 rear end collision and bus run-off-bridge, U.S. Ro 85-21935 
rainfall rates /, Southern hemisphere atlas of 1-m 85-20688 ss end collision between Conrail trains OIPI-6 a 85-21932 
Raising funds / 85-21897 reauthorization and financing of the Superfund :, 85-22351 
ramjet engines, Comparison of combustion efficienc 85-21486 “ of the Higher Education Act :, Hea 
ramming of the Poplar Street Bridge by the towboat 85-21933 “ of the Older Americans Act : 
ranch irrigation survey?, Why a farm and 85-20237 reauthorizaton issues : report to the Congress /, 
R&D speaks : microcomputers & education. 85-20804 | Reauthorizing and amending the Indian Health Care 
Raney nickel electrocatalysts for the H2 anodes of 85-21451 receipt catalog covering content of : sets, kits, 
Range Province relative to the disposal of high-le : 85-21155 “ catalog covering content of : sets, kits, 
rangeland program summary : annual update., White 85-21365 “ catalog covering content of : sets, kits, 

- program summary : East and West Socorro 85-21363 | recent changes and policy alternatives., Hazardous 

* program summary : Las Cruces/Lordsburg R 85-21364 examples of mesoscale numerical forecasts 0 
ranging measurements of crustal movement in Califo 85-21589 movers., Current housing reports. Series H- 
rapid directional measurements of sky and ground r 85-21596 movers, Annual housing survey, United State 
rate equations that overcome elbow joint singulari 85-21802 movers, Housing characteristics of 

° ground terminals, 30 GHz solid state amplifie 85-21788 NASA propeller research, Summary of 

- in the presence of collectors, Investigation 85-21463 Official gazette notices, re Patent and Tra 

“ __ indeterminancy : an empirical analysis of the 85-20992 | recharge on the Ogallala Aquifer, Texas /, Effects 85-21157 
rates /, Southern hemisphere atlas of 1-minute Tai 85-20688 “ from United States universities, Doctor 85-20717 
and pressure profiles for one to four axiall 85-21804 recognition and image analysis project, Fundamenta 85-21443 
and risks /, Cancer ; 85-21056 | recommendations :, Oversight of the Grace Commissi 85-22309 
and special services fees., International ma 85-20516 


: : 3 a6 for a Ground-water Monitoring Stra 85-20872 
Laser balancing system for high material re 85-21782 “ for the Arcata resource area : Che 85-21138 
, United States, 1965-80., Adjustment of hosp 85-21092 


oe : Recommended welding criteria for use in the fabric 85-22188 

rather — federal policies soe oe gs aoe reconnection, Particle acceleration by turbulent m 85-21578 

ratings for service-connected disabilities req reconstruction techniques, Air data position-error 85-21571 

ratio calculations, Algorithm for astronomical, po 85-21806 April 1985. The Ni 85-21891 
“ for the wide field/planetary camera of the s 85-21617 + Agel 1985., icaraguan peace process 


rationale and implementation, ACEE program 85-21531 * 95-21992 
ratios for cotton, wool, & man-made fiber textiles 85-20446 is Congressional : 85-2193 
rats after exercise, Ultrastructural alterations i 85-21448 : guidelines for official records and perso 85-21031 
raw and retored oil shale /, Auto-oxidation potent 85-20847 of decision., Alturas Resource Area : resou 85-21351 
1B $5-20569 Recordation of agreements between copyright owners 85-21428 
ray antimatter calorimeter (CRAC) /, Balloon test 85-21465 | recordkeeping requirements : conference report (to 85-22118 
“ propagation in the local superbubble, Cosmic 85-21532 records /, Criminal justice information policy : i ‘ 85-21406 
rays and the emission line regions of active galac 85-21576 “and personal papers., For the record : gui 85-21031 
re “Agent Orange” product liability litigation / 85-21393 “ __» Where to write for vital 85-21088 
“ Patent and Trademark Office practices and proce 85-20381 recoveries from private health insurance would res 85-20999 
reaction, Sintering behavior of ultrafine silicon 85-21454 | recreation /, Careers in commercial and private 85-20814 
reactor at the University of Utah, docket no. 50-4 85-22180 F area management final plan for the Stee 85-21357 
safety /, Nuclear 85-22190 - sites in southwestern national forests 85-20188 
safety issues from a risk perspective., Ca 85-22182 recreational fishery statistics survey. Atlantic a 85-20413 
safety quarterly report /, Physics of 85-22197 recruiting course., OOE basic, success guide : Arm 85-20476 
safety research quarterly report, April-Ju 85-22192 recurring management information requirements., Ma 85-20522 
safety research quarterly report, July-Sep 85-22193 red dwarf wolf 630 AB, Einstein solid state spectr 85-21526 
reactors ... annual report., Occupational radiatio 85-22167 Redding, California, Shasta County., Flood insuran 
/, Assay of long-lived radionuclides in | 85-22212 Redings Mill, Missouri, Newton County., Flood insu 
/, MATADOR : a computer code for the anal 85-22217 reduce erosion within the Cuyahoga Valley National 
:, Emergency preparedness and the licensi 85-22315 9s 2 algebra manipulation program, Analytical 
at multiple-reactor stations : effects on 85-22185 reduced-size vents /, Field hydraulic performance 
readers : the report of the Commission on Reading 85-20714 reducers at the lubrication limit, Microscopic asp 
Reading /, Becoming a nation of readers : the repo 85-20714 Reducing poverty among children. 
in the preschool period : an update and ex 85-20798 be the cost of weapon systems acquisition : 
., Basic electricity and schematic 85-20510 Reduction and analysis of data from the plasma wav 
.» Basic electricity and schematic 85-20511 ” system for free spinning objects patent 
-, Basic principles of hydraulics and hydra 85-20501 Reductions in social security benefit levels : 
., Basic principles of hydraulics and hydra 85-20502 Reedsburg, Wisconsin, Sauk County., Flood insuranc 
, part I., Basic principles of hydraulics a 85-20500 reference aid., Directory of officials of the Hung 
readings for the OAC common core training support 85-20482 aid., Directory of officials of the Repu 
Reaffirming commitment to the Job Corps program : 85-22100 aid., Directory of Soviet officials : sc 
Real and personal property / 85-20454 document for implementing the Department 
Ye and personal property / 85-20455 ., Counselor’s handbook : a federal stude 
property management /, Orientation to real pr 85-21265 ., Great Lakes diversions and consumptive 
property management trust responsibility : a 85-21265 referred jointly to the Committee on Education and 
real-time self-adaptive active vibration controlle 85-21665 * jointly to the Committee on Foreign Affai 
. simulation of an automotive gas turbine 85-21498 2: jointly to the Committee on Public Works 
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jointly to the Committee on Veterans’ Aff 
jointly to the Committee on Ways and Mean 
Refined methods of aeroelastic analysis and optimi 
Refinement and evaluation of helicopter real-time 
refinery sludges /, Land treatment of petroleum 
reflection coefficient in precision measurement of 
Reflector antennas with low sidelobes, low cross p 

~ materials /, Measurement techniques for 
reform : a report to the National Council on Educa 

" : the policy implications of the effective 
amendments /, Acceptance criteria for the | 
cooperative and its long-term relationship 
refraction on the noise from a high-speed propelle 
refractory minerals., 1982 census of mineral indus 
refreshed testimony : enhanced memory or tampering 
refugee self-sufficiency study : final report /, S 
refund on certain exports., Drawback : a duty 
regent of the Board of Regents of the Smithsonian 
Regents of the Smithsonian Institution : report (t 
regimes : April 1985., Vietnam, under two 
region GGD 12-15, An infrared study of the bi-pola 

= heat transfer, Preliminary results of a stu 
af of Santa Catarina, Mapping project on land 
“ 
“a 


5 /, Directory of environmental databases f 
, Brunei/Indonesia/Malaysia/Philippines/Sing 
regional studies program : academic year 1984-1985 
* telephone service center tape library sys 
regions of active galactic nuclei, Cosmic rays and 
of star formation, S201, The Energetics an 
, Active 
, Far-IR selected star formation 
. Part D, Housing characteristics of recent 
, service centers., Trend analyses and rela 
., Women of the world : a chartbook for dev 
register of copyrights., Donald C. Curran named ac 
~ of Copyrights for the fiscal year ending 
Registrant facts / 
registration for musical compositions., Copyright 
- for serials on form SE., Copyright 
sag in the election of ..., Voting and 
- of claims to copyright in visual arts 
registry section., Close a 
regulation /, Title 48, Federal acquisition regula 
for the Department of Defense., Digest 
of cotton dust in primary cotton textil 
* on ex-vessel prices and value, 1982 and 
regulations & procedures., Other 
governing the taking of marine mammals 
governing the use of the mailing frank 
system : chapter 1 : Federal acquisiti 
. A summary of U.S. Export Administrat 
. Part 150, Airport noise compatibility 
. 1, General provisions., Code of feder 
. 5, Administrative personnel., Code of 
. 18, Conservation of power and water r 
. 20, Employees benefits., Code of fede 
. 21, Food and drugs., Code of federal 
. 21, Food and drugs., Code of federal 
. 21, Food and drugs., Code of federal 
. 21, Food and drugs., Code of federal 
. 21, Food and drugs., Code of federal 
. 21, Food and drugs., Code of federal 
. 21, Food and drugs., Code of federal 
. 23, Highways., Code of federal 
. 24, Housing and urban development., C 
. 24, Housing and urban development., C 
. 26, Internal revenue., Code of federa 
. 26, Internal revenue., Code of federa 
. 26, Internal revenue., Code of federa 
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. 26, Internal revenue., Code of federa 
. 26, Internal revenue., Code of federa 
. 49, Transportation., Code of federal 
, 1985., United States Coast Guard 
Rehabilitating historic storefronts / 
rehabilitation program :, Highway bridge replaceme 
related acts (as amended through the 98th Congress 
agencies appropriation bill, 1984 : report 
agencies appropriations for 1986 :, Agricu 
agencies appropriations for 1986 :, Agricu 
agencies appropriations for 1986 :, Depart 
agencies appropriations for 1986 :, Depart 
agencies appropriations for 1986 :, Depart 
agencies appropriations for 1986 :, Depart 
products., 1982 census of manufactures. In 
statistics : districts, regions, service c 
to ADP, IRM & telecc ications., A bibli 
to student characteristics /, An analysis 
to the operation of Comanche Peak Steam E] 
to the operation of Comanche Peak Steam El 
to the operation of Diablo Canyon Nuclear 
to the operation of Diablo Canyon Nuclear 
to the operation of Diablo Canyon Nuclear 
to the operation of Enrico Fermi Atomic Po 
to the operation of Millstone Nuclear Powe 
to the operation of Nine Mile Point Nuclea 
to the operation of Watts Bar Nuclear Plan 
to the operation of Wolf Creek Generating 
to the operation of WPPSS Nuclear Project 
to the renewal of the operating license fo 
to vapor-screen flow visualization in a su 
ting to election of a Representative from the 
to House bills for reauthorization and fi 
to proposed transfer of Conrail to Norfol 
to the contempt citation of Anne M. (Gors 
to the employability of handicapped youth 
to the shuttle., Shuttle Experimental Rad 
to the 1985-86 high school debate : Unite 
relational approach to the development of expert d 
relations : May 1985., U.S.-Soviet 
in metallic adhesion, Universal binding 
- of the United States /, Foreign 
“ program : scope of work #1 /, School-fam 
e with Honduras—1985 :, U.S. 
5 ., US-Federal Republic of Germany 
# ., US-Soviet 
relationship between free stream turbulence and st 
with a multinational firm in Honduras 
relationships : executive summary /, Crime and pro 
* for hazardous waste incineration /, 
for hazardous waste incineration : a 
S in the forebay of John Day Dam, 1982 
relative importance of physician-induced demand in 
= to the disposal of high-level radioactive 
relativistic thermal plasmas, Physics of nonmagnet 
relaxed-stability airplane h microform /, Integrat 
relays in safety-related systems /, Closeout of IE 
release of carbonates, Dynamic compression and vol 
as program /, Observed behavior of cesium, io 
releases during drought conditions along the Neosh 
S of radioactive materials from commercial 
reliable metal and ceramic composites, High perfor 
relics list., Firearms and ammunition curios and 
relief and surface markings of the Lerna Region of 
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Remedial and strata replacement techniques on long 
remote areas project status and design description 
from the primary flare locations, Microwave 
sensing., Irrigated lands monitoring by 
sensing applications program summary report 
sensing science research program. Part II, 
sensing technique, Development and testing 
weather display system /, Color calibrator 
remote-sensing data, Study of the system of middle 
remotely operated, program controlled measurement 
removable dies., Instructional program notes : com 
removal of quotas on automobiles, steel, sugar, an 
am rates, Laser balancing system for high mat 
removing nontrihalomethane organics from drinking 
Renault Fuegos with a closing velocity of 60.1 mph 
Rene 150 directionally solidified superalloy turbi 
renewal of special nuclear material license no. SN 
™ of special nuclear material license no. SN 
- of the operating license for the TRIGA tra 
repair and maintenance, San Diego, California., Br 
of pneumatic tires and inner tubes., Organi 
parts and special tools) : digital processo 
parts and special tools for propellant drai 
parts and special tocis list for control-in 
parts and special tools list for engine sho 
parts and special tools list (including dep 
parts and special tools list including depo 
parts and special tools list) : truck, lift 
parts and special tools lists : auger, eart 
parts and special tools lists : auger, eart 
parts and special tools lists : concrete - 
parts and special tools lists : concrete - 
parts and special tools lists : crane-shove 
parts and special tools lists : crane-shove 
parts and special tools lists) : crane, tru 
parts and special tools lists : crane, truc 
parts and special tools lists : crane, truc 
parts and special tools lists : crane, whee 
parts and special tools lists : distributor 
parts and special tools lists : distributor 
parts and special tools lists : heater, bit 
parts and special tools lists (including de 
parts and special tools lists (including de 
parts and special tools lists (including de 
parts and special tools lists (including de 
parts and special tools lists) : mixer, bit 
parts and special tools lists : mixer, bitu 
parts and special tools lists) : mixer, rot 
parts and special tools lists : mixer, rota 
parts and special tools lists : non-tilt mi 
parts and special tools lists : roller, mot 
parts and special tools lists) : tractor, w 
parts and special tools lists) : tractor, w 
parts and special tools lists : tractor, wh 
parts and special tools lists) : trailer, f 
parts and special tools lists : truck, fork 
parts and special tools lists : truck, fork 
parts and special tools lists : truck, fork 
parts and special tools lists : truck, lift 
parts and special tools lists : truck, tele 
parts and special tools lists : truck, tele 
parts and special tools lists : truck, trac 
parts and special tools lists : truck, trac 


in procedural skills /, Empirical studies 

., Construction reports. C50, Residential a 

, Residential alterations and 

Repeal of contemporaneous recordkeeping requiremen 
replacement and rehabilitation program :, Highway 
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- techniques on longwall faces : a state 
Repointing mortar joints in historic brick buildin 


reported by the House Committee on Ways and Means) 


Reporting test scores to different audiences / 
reports of the Deep Sea Drilling Project. Volume L 
of the United States Tax Court / 
on financial activity, 1983-1984 interim r 
., Agricultural research, statistics, and e 
. C50, Residential alterations and repairs. 
. H-170, Annual housing survey, Baltimore, 
. H-170, Annual housing survey, Chicago, Il 
. H-170, Annual housing survey, Honolulu, H 
. H-170, Annual housing survey, Houston, Te 
. H-170, Annual housing survey, Minneapolis 


. H-170, Annual housing survey, San Antonio 
. MA-37E, Aircraft propellers /, Current in 

. Motor carrier cases /, Interstate Commerc 

- No. 1. Summary of housing characteristics 
., Sequence coding and search system for li 

. Series H-150, Annual housing survey, Unit 

. Series H-171, Annual housing survey, supp 

, United States Tax Court 

repository in Texas :, The economic implications o 
Representative from the Eighth Congressional Distr 
Representatives /, Vehicle emissions inspection an 

:, Subcommittee on Oversight and I 

during the ... Congress pursant to 
, on H.R. 1872 together with additi 
., Report on the activities of the 
.» Rules of procedure for the Perma 
, to accompany H. Con. Res. 152... 

, years 1983 and 1984 (pursuant to 
reprints /, Collected 
Republic : a reference aid., Directory of official 

. of Cuba : a reference aid., Directory of 

a of Korea : determinations of the Commissi 
repurchase agreements :, Bankruptcy law and 
REQUEST manager’s handbook. 

+ the President to Issue a Proclamation Desi 
required by different occupations : progress repor 
requirement waivers for retrained airmen /, Job ap 
requirements : conference report (to accompany H.R 

. : subpart E of part 601 of title 26, 

. for registration of claims to copyrig 

7 ., Management information control : li 
requiring inpatient treatment /, Study of temporar 
of pesticide products containing pe 
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RESCATE”, 1982-1983 /, John Jay High School proje 


rescissions : communication from the Comptroller G 
and deferrals :, Cumulative report on 
and deferrals :, Cumulative report on 
and deferrals :, Cumulative report on 
and deferrals :, Cumulative report on 
and deferrals :, Cumulative report on 
and deferrals :, Cumulative report on 
and deferrals :, Cumulative report on 
and deferrals, May 1985 : communicatio 
and deferrals of budget authority as o 
, pursuant to 2 U.S.C. 685., Review of 
rescue satellite-aided tracking, SARSAT : search 
RESD summary report /, Automotive Stirling engine 
research /, Computer-assisted map projection 
/, Mental illness in nursing homes : agen 
: the case of knowledge utilization studi 
: the National Advisory Committee for Aer 
aircraft flight-test data report helicopt 
aircraft in technology development, Role 


. H-170, Annual housing survey, New York, N 
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and development authorization act for fis 
and development funding in the proposed 1 
apparatus, A preliminary design study on 
at McNary Dam to develop and implement a 
fellowships. Announcement /, Mathematical 
findings and policy implications /, Teach 
grant application to the National Institu 
grants / 
grants, N.I.H. 
grants, NIH 
in Channel Islands National Park, 1982-19 
in oceanography and meteorology., Scatter 
in the earth sciences, A Prospectus for t 
of Non-CZ silicon material, Process 
on control of heating, ventilating, and a 
on effective principals / A. Lorri Manass 
on electric propulsion. Note V, Experimen 
on oxidation by air and tempering of Rane 
on the family : an American political qua 
planning workshop held at the Langley Por 
program : a 10-year review /, The Bureau 
program. Part II, Status report of the ma 
program quarterly report /, Thermal/hydra 
program : report no. 1—stopping capabilit 
quarterly report, April-June 1983, vol. 2 
quarterly report, July-September 1983 and 
reactor at the University of Utah, docket 
tables based on Characteristics of state 
to teacher education /, Collaboration in 
, development, and demonstrations : report 
, policy, and practice at the district lev 
, Statistics, and economic reports., Agric 
, Summary of recent NASA propeller 
resegregation /, Effective strategies for avoiding 
reservations for high density traffic airports (HD 
reserve : budget and policy implications of the pr 
reservoir releases during drought conditions along 
reservoirs /, Habitat suitability index models : a 
Residential alterations and repairs 
va alterations and repairs., Construction 
- plumbing systems with reduced-size ven 
; weatherization options /, Criteria for 
residue processor for SAFT inspection system image 
residues on intertidal organisms of Bermuda /, Eff 
resistance during three hours of air or oxygen pre 
. of concrete block masonry walls /, Infl 
resistivity measurements with a four point probe / 
resolution amendments : report (to accompany S. Re 
- authorizing a study of the problems of 
ox on the budget—fiscal year 1986 : report 
. spectroscopic study of the oxygen molec 
# 1 :, Appendices, investigation of the q 
Resonant cavities : programmed instruction. 
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development and new technology in the aut 
document for public comment., Solid waste 
document for the Ground-Water Monitoring 
guide /, Affordable housing : a selected 
management plan /, Cassia 

management plan and environmental impact 
management plan and environmental impact 
management plan, record of decision., Alt 
resources -: pension funds, building industry, exis 
and relationships : executive summary /, 
data. Florida., Water 
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data. Florida, USGS water 

data, Florida, Water 

data. South Carolina., Water 
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data, U.S.G.S. water 

data, USGS water 

in New Jersey /, Folklife 

in the context of technological change a 

., Annual report on Alaska’s mineral 

CFR. 18, Power and water 
.» Code of federal regulations. 18, Conse 
, Conservation of power and water 
-, Data book of social studies materials 
respect to Iran : message from the President of th 
to Iran, pursuant to 50 U.S.C. 1703., Deve 
to Nicaragua : message from the President 
to Nicaragua, pursuant to 50 U.S.C., Natio 

? to the United States Sentencing Commission 
respond to toxic chemical emergencies :, The abili 
Response of a small-turboshaft-engine compression 

2 to apartheid in South Africa : April 17, 

“- to vibroacoustic environments of space ve 

“ ., Africa’s food needs : the U.S. 
responses : car-to-car impact test of 2 1983 Renau 

“ , car-to-FRB impact test of a 1984 Pontia 
responsibility : a training manual in real propert 

for furnishing certified copies of 

¢ in protecting evidence at the scene 
Restoration of coastwise trading privileges to the 
restricted or suspended., Munitions 
restructuring /, Human resource development and ne 
result in substantial savings : summary : report t 
results /, LEO atomic oxygen effects on spacecraft 

/, LOX/LHgpropulsion system fo 

based performance management : staff study 

of a study of the relationship between fre 

of a 1981 survey /, Distribution and abund 

of geohydrologic test drilling in the East 

of source test analysis audits—status repo 

of the professional development of officer 

of the technical exchange agreement betwee 

of winglet development studies for DC-10 d 
, A comparison of Wortmann airfoil computer 
, and trends /, Large scale OTEC pipe progr 
, Cogeneration technology alternatives stud 
retail centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
centers in standard metropolitan statistica 
trade. Industry series. Establisment and fi 
trade. Major retail centers in standard met 
trade. Major retail centers in standard met 
trade. Major retail centers in standard met 
trade. Major retail centers in standard met 
trade. Major retail centers in standard met 
trade. Major retail centers in standard met 
trade. Major retail centers in standard met 
trade. Major retail centers in standard met 
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trade. Major retail centers in standard met 
trade. Major retail centers in standard met 
trade. Major retail centers in standard met 
trade. Major retail centers in standard met 
retardant effectiveness, Effect of gravity on halo 
retirement benefits., Comprehensive tax guide to U 
retored oil shale /, Auto-oxidation potential of r 
retrained airmen /, Job aptitude requirement waive 
retrofit bridge railings., Heavy vehicle tests of 
retrospective premium assessments under the Price- 
Return procedures under interim contractor support 
sz to a storm damaged home., When you 
returns, Corporation income tax 
“i , source book., Statistics of income. Activ 
= , source book, Active corporation income ta 
revenue cumulative bulletin., Internal 
provisions of H.R. 1930 and background rel 
sharing : 1972-1986 : a plain-language exp 
, CFR. 26, Internal 
, CFR. 26, Internal 
, CFR. 26, Internal 
, CFR. 26, Internal 
, CFR. 26, Internal 
., Code of federal regulations. 26, Interna 
., Code of federal regulations. 26, Interna 
., Code of federal regulations. 26, Interna 
., Code of federal regulations. 26, Interna 
-» Code of federal regulations. 26, Interna 
, Internal 
; Internal 
, Internal 
, Internal 
, Internal 
Revenue Sharing Program ., Revenue sharing : 1972-1 
review /, The Bureau of Mines noise-control resear 
/, The Guadalupe fur seal : a status 
: Aniakchak National Monument and Preserve, 
: Gates of the Arctic National Park and Pre 
and analysis of boundary layer transition d 
during the 99th Congress :, Subject and pol 
of chevron-notched fracture specimens, A 
of DOE waste package program. 
of national emission standards for mercury. 
of new source performance standards for amm 
of rescissions : communication from the Com 
of siding materials for turnkey procurement 
of the President’s fifth special message pr 
of the scientific and technological issues 
of the scientific basis of the Environmenta 
of the state of the knowledge., Alcohol and 
of the thrifty food plan and its use in the 
of the unsuitability criteria in federal co 
papers /, The acidic deposition phenomenon 
., Bering Land Bridge National Preserve, Ala 
-, Denali National Park and Preserve, Alaska 
, Katmai National Park and Preserve, Alaska. 
-, Wrangell-St. Elias National Park/Preserve 
., Yukon-Charley Rivers National Preserve, A 
revise its policy for identifying uneeded land : r 
revised AFGL infrared sky survey catalog (Price an 
e estimates of the 1986 budget, pursuant to 
Revising the corporate income tax. 
revisions : communication from the Director, Offic 
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85-20889 
85-21916 
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85-21300 
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85-21307 
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85-21638 
85-22291 
85-21539 
85-22186 
85-20878 
85-20876 
85-22042 
85-20626 
85-22042 
85-22064 
85-22065 
85-21959 
85-22237 
85-21355 
85-20841 
85-21308 
85-21309 
85-21312 
85-21314 
85-21315 
85-21006 
85-21643 
85-22043 
85-22360 
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revisited : a fifteen year follow-up of an innovat 
Revitalization of the domestic cruise industry : r 
revolution : March 27, 1985., Nicaragua : the stol 
Reye Syndrome ]., [Possible association between the 
Reynolds Creek cooperative watershed study. 
RF characteristics of the hoop column antenna for 
+ millivoltmeter, AN/URM-155 (ME-288) and Hew- 
lett 
rhenium on the structure and properties of the wel 
rheology of icy satellites, The 
RI/RD84-232 /, Non-intrusive speed sensor NAS8-346 
Richard H. Hughes :, Nomination of 
Richard McIntyre, from the Eighth Congressional Di 
Richland Hills, Texas, Tarrant County., Flood insu 
Ridgway Dam outlet works /, Hydraulic model studie 
rig, Subsonic/transonic stall flutter investigatio 
right of Frank McCloskey or Richard McIntyre, from 
“ to excellence in education, Indian Education 
rights : report (to accompany S. Con. Res. 67) (in 
m laws /, State civil 
rigid or flexible structure of arbitrary shape thr 
* , Vertical, cylindrical structures /, Ice for 
rings /, Wet model of Saturn’s ionosphere water fr 
Ripley , West Virginia, Jackson County., Flood insu 
risk assessment on formaldehyde : report /, Review 
= equation : draft., Transition from developmen 
for melanoma : hereditary melanoma and the dy 
for melanoma : hereditary melanoma and the dy 
perspective., Categorization of reactor safet 
Ks —human biomonitoring., Workshop proceedings : 
risks /, Cancer rates and 
- associated with wastewater treatment and slu 
river , Greenwich, Connecticut, June 28, 1983., Col 
robot arm by kinematic rate equations that overcom 
= plans and human plans : implications for mod 
Rochester Gas and Electric Corporation, Central Hu 
rock fracture system /, A 3-dimensional computer m 
* in phosphoric acid waste water /, Wear and co 
x mass sealing : experimental assessment of bor 
sa salt from Canada : determination of the Commi 
_ stress determination (an update of IC 8618} / 
Rocket injector anomalies study 
. system)., Operator and organizational maint 
, armored vehicle mounted, M270, (1055-01-09 
ieee MGR-1A and MGR-1B, (Honest John rocket sys 
rocks of late Archean age in northwestern Wisconsi 
role of an international agency for the control of 85-21447 
of freestream turbulence scale in subsonic fl 85-21766 
of private information /, Monetary policy gam 85-20994 
of research aircraft in technology developmen 85-21548 
of schools in preparing youth for employment. 85-20792 
of the book in the future : report (to accomp 85-22083 
of the reflection coefficient in precision me 85-21519 
of vocational education in the high school /, 85-20702 
roles in economic stabilization :, Federal and sta 85-22304 
. on transportation needs and usage /, The imp 85-21927 
roller bearings industry /, A competitive assessme 85-20435 
" , motorized, gasoline engine , 3 rolls, 10 t 85-20540 
Rollover protective structures (ROPS) inspection a 85-21292 
rolls, 10 to 12 ton, w/sprinkler, NSN 3895-00-255- 85-20540 
Roofing for historic buildings / 85-21324 
room by room checklist /, Home electrical safety a 85-22152 
" checklist /, Home electrical safety audit : r 85-22152 
root canal., Instructional program notes : dental 85-21983 
es planing and gingival curettage., Instructiona 85-21989 
Roper, North Carolina, Washington County., Flood i 85-20966 
ROPS) inspection and maintenance guide /, Rollover 85-21292 
" ,, Organizational maintenance repair parts and 85-20524 
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Rosemont, Illinois, Cook County., Flood insurance 
rotary and in-hoie motor techniques for drilling h 
<5 tiller ded, 4 wheel, pneumatic tired, self- 
is tiller DED, 4 wheel, pneumatic tired, self- 
rotating biological contactors /, Design informati 
e rig, Subsonic/transonic stall flutter inv 
rotational excitation of CO in comets, Vibrational 
rotor experiment and analysis /, Investigation of 
7 system research aircraft flight-test data re 
* , Hover test of a full-scale hingeless 
rotor-stator combination, Incompressible lifting-s 
roughness due to insects, A possibility of avoidin 
round in Geneva /, Arms control : the first 
Route 59, near Livingston, Texas, November 30, 198 
ig 95 highway bridge over the Mianus river, Gre 
routes, low and high altitude., Controller chart s 
“i , low and high altitude, Preferred IFR 
e ., United States oceanborne foreign trade 
rRNA from halococcus morrhuae], [Phylogenic distri 
RRWDS radar remote weather display system /, Color 
rubber and plastics products : TSUS items 770.05-7 
base impression technique., Instructional p 
tire, 4000 pound capacity, 144 inch lift, T 
tires, 4,000 Ib. capacity, 100 in. lift, Ar 
tires, 4,000 Ib capacity, 100 in lift, Army 
- , and manmade fibers., 1982 census of manufa 
Rubicon model 2759., Calibration procedure for ins 
rule in criminal trials :, Exclusionary 
xi (1)(d))., Report on the activities in the 
Me XI of the rules of the House of Representativ 
rules : conference and practice requirements : sub 
“ of bankruptcy procedure : communication from 
of bankruptcy procedure prescribed by the Co 
of criminal procedure : communication from t 
of criminal procedure prescribed by the Cour 
of procedure / 
of procedure for the Permanent Select Commit 
of the Committee on Education and Labor / 
of the House of Representatives., Report on 
of the Select Committee on Narcotics Abuse a 
), Anti-Apartheid Act of 1985 : report togeth 
2 , membership, and jurisdiction of the Committ 
run coho salmon (Oncorhynchus Kisutch) /, Contamin 
run-off-bridge , U.S. Route 59, near Livingston, Te 
runoff studies in the Denver metropolitan area, Co 
rural credit supervision system at the level of co 
sg development, and related agencies appropriat 
“ development, and related agencies appropriat 
- properties utilizing remote sensing techniqu 
be wilderness areas of Colorado., Zoonoses in t 
Me /small school teachers /, Before school start 
Ruwa Patera Region of IO /, Atlas of Jovian satell 
R4 airfoil in the Langley 0.3-meter transonic cryo 
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S. Con. Res. 50)., Authorizing the Librarian of Co 

ig . 67) (including cost estimate of the C 
S.J. Res. 81)., Providing for the appointment of B 
S.R. : determination of the Commission in investig 
S. Res. 30)., Authorizing the printing, for commit 

bi . 145)., Omnibus Committee funding resolutio 

“ —__, 159)., Establishing the Select Committee o 

¢ . 354, March 2, 1984, resolution authorizing 
Sac County ., Flood insurance study : city of Lake 
Saccharin Study and Labeling Act amendments of 198 
Safe Drinking Water Act amendments of 1985 : repor 
safety /, Nuclear reactor 
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85-20838 
85-21767 
85-21579 
85-21503 
85-21545 
85-21562 
85-21508 
85-21453 
85-21862 
85-21935 
85-21934 
85-21952 
85-21952 
85-21972 
85-21742 
85-20372 
85-21385 
85-21980 
85-20567 
85-20563 
85-20564 
85-20263 
85-20584 
85-22326 
85-22095 
85-22096 
85-21914 
85-22048 
85-22048 
85-22050 
85-22050 
85-22346 
85-22317 
85-22284 
85-22096 
85-22334 
85-22127 
85-22287 
85-20871 
85-21935 
85-21137 
85-21694 
85-22241 
85-22242 
85-21694 
85-20693 
85-20789 
85-21262 
85-21536 





Santa Catarina 


:; NHTSA authorization and means of improvi 
and health for fiscal year ... under Public 
and health for FY ... under Public Law 91-5 
assessment : systematic evaluation program, 
at Lake Meredith Recreation Area., Off-road 
audit : room by room checklist /, Home elec 
authorizations : report (to accompany S. 81 
belts : guidelines for conducting an employ 
engineering studies training course : case 
equipment) course, class Al, C-602-2015. Un 
evaluation report related to the operation 
evaluation report related to the operation 
evaluation report related to the operation 
evaluation report related to the operation 
evaluation report related to the operation 
evaluation report related to the operation 
evaluation report related to the operation 
evaluation report related to the operation 
evaluation report related to the operation 
evaluation report related to the renewal of 
in Union Carbide’s MIC unit :, OSHA oversig 
issues from a risk perspective., Categoriza 
manual., Boating 
program., Safety standards for motive power 
quarterly report /, Physics of reactor 
research quarterly report, April-June 1983, 
research quarterly report, July-September 1 
standards for motive power and equipment pe 
1984 : a review of the state of the knowled 
, and costs of decommissioning nuclear react 
., General shop 
., Postal employee’s guide to 
safety-related systems /, Closeout of IE bulletin 
SAFT inspection system image enhancement : final r 
Sailing / 
Saipan : final report /, A Fishery data collection 
sale no. 111 /, Proposed 1985 outer continental sh 
“ offshore the mid-Atlantic states, OCS sale no 
e 89 /, Proposed St. George Basin 
s 89) : draft environmental impact statement, A 
sales of property (and H.R. 242 and H.R. 2069) :, 
= of property (and S. 56, S. 71, S. 217, S. 25 
saimon (Oncorhynchus Kisutch) /, Contaminant analy 
- treaty :, Pacific 
salt from Canada : determination of the Commission 
saltatrix ) from the U.S. south Atlantic and Gulf o 
Saltsburg, Pennsylvania, February 26, 1984., Railr 
sample bank audits., Standard operating procedures 
€ spacing in planar near-field measurement of 
-m , The broad-band x-ray spectrum of a QSO 
sampling and sample bank audits., Standard operati 
“ plan for the San Francisco Bay Area, Cali 
with probability proportional to size, Fo 
San Antonio, TX, standard metropolitan statistical 
San Diego, California., Bridge deck repair and mai 
San Francisco Bay Area, California /, Asbestos sam 
San Marino., Background notes, 
San Onofre Nuclear Generating Station , Unit 1 : So 
San Patricio and Nueces Counties., Flood insurance 
San Patricio County , Texas, unincorporated areas., 
sanctions : April 16, 1985., South Africa : the ca 
Sand and gravel., 1982 census of mineral industrie 
Sanders County, Montana /, The Prichard Formation 
Sandinista military build-up., The 
Sandwich , Massachusetts, Barnstable County., Flood 
Sangre de Cristo Mountains, Mora County, New Mexic 
Santa Ana General Mail Facility : a case study in 
Santa Catarina, Mapping project on land use change 
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85-22169 
85-22170 
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85-22173 
85-22174 
85-22180 
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85-22182 
85-21956 
85-21924 
85-22197 
85-22192 
85-22193 
85-21924 
85-21959 
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85-21144 
85-21144 
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85-21146 
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earth stations in remote areas project s 
experiments, Fabrication of glass gas ce 
geodesy /, Andean tectonics implications 


{5000000 topographic seree. 3:2, 

, 1:5,000,000 topographic series. Ji-4, 
Saturn's ionosphere water from the rings /, Wet mo 
Saudi Arabia, Index map of published 1:100,000-sca 


sawmills, and planing mills., 1982 census of manuf 
say and do about it /, The quality of American hig 
scale assessment of oral communication skills : ki 
a height galactic component of the diffuse 2-6 
- in subsonic flow separation, The Role of fre 
~~ OTEC pipe program : development, experimenta 
a structure in the universe, Implications of a 
scanner , Characteristics and capabilities of the N 
Scarborough , Maine, Cumberland County., Flood insu 
scarifier , w/drawbar, trailer pintle and hydraulic 
as , w/drawbar, trailer pintle, Direct and g 
scatter interferometry, Analysis and testing of a 
scattering medium related to vapor-screen flow vis 
Scatterometer research in oceanography and meteoro 
Scenarios for petroleum development of the Norton 
scene of an aircraft accident., Fire department re 
Scenic Rivers System : message from the President 
schedule : report to the Chairman, Subcommittee on 
= of present federal excise taxes (as of Ja 
schedules : report (to accompany H.R. 1534) (inclu 
schematic reading., Basic electricity and 
reading., Basic electricity and 
reading., Basic principles of hydraulics 
reading., Basic principles of hydraulics 
reading, part I., Basic priaciples of hy 
schemes for hyperbolic conservation laws, Second- 
¥: on the operating characteristics of a 35-m 
Schloenbachia leonensis Conrad var. equidistans Cr 
school /, The Unfinished agenda : the role of voca 
administrators and policy makers /, Executi 
and Community Studies (DFSCS) : annual repo 
and its faculty., Innovation and change in 
debate : United States water policy : what 
district instructional information systems 
districts /, Old wine in new bottles : the 
effectiveness /, Toward strategic independe 
graduates : what personnel officers say and 
improvement /, Beyond standardization : sta 
improvement strategies /, Implementing 
reform : the policy implications of the eff 
resegregation /, Effective strategies for a 
starts : a handbook for new elementary rura 
students /, Dimensions of math avoidance am 
teachers /, Before school starts : a handbo 
to work /, Economic and noneconomic effects 
year, full time nursing students, baccalaur 
, and workshop influences on knowledge use i 
School-family relations program : scope of work #1 
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schooling and successful business practices /, Des 85-20721 
schools /, Organizational analysis of stress : the 

and school districts /, Old wine in new bo 

as political organizations /, The generati 

as related to student characteristics /, A 

do? : report to the Massachusetts Board of 

in preparing youth for employment., What c 

literature /, School reform : the policy i 

research, policy, and practice at the dist 

, 1985-1986, pursuant to Public Law 88-246 


research program. Part II, Status report o 
teachers /, Projections of future shortage 
value/cost savings from the Advanced Imagi 
eclences and space exploration : new directions fo 
research fellowships. Announ 
‘es , A Prospectus for thematic mapper researc 
scientific and technological issues in the regulat 
< basis of the Environmental Protection A 
* information system to support the study 
scientists and engineers in the United States. Det 
scope of work #1 /, School-family relations progra 
scores to different audiences /, Reporting test 
scrap metals /, Spectral characteristics of grindi 
scraper controls, NSN 2420-00-088-9384 (Clark mode 
screening at U.S. ports of entry : U.S. Public Hea 
. National Pollutant Discharge Elimination 
screens at lower granite dam /, Studies to improve 
Screw machine products, fasteners and washers, met 
screwdriver bit, socket set, torque handle 5120-02 
scrubber costs /, Capital and O&M cost relationshi 
re inspection and evaluation manual /, Wet 
sculptural works., Pictorial, graphic, and 
SE., Copyright registration for serials on form 
sea ice under fall conditions the RADARSAT/FIREX f 85-21695 
- padres : some chaplains of “the old Navy” / 85-20673 
= summary report, September 1984 : outer contine 85-21368 
seal : a status review /, The Guadalupe fur 85-20428 
-: shapes. Volume II, Final report, project 2, H 85-21676 
o system, Materials for advanced turbine engine 85-21685 
sealant /, Implementation of polymer impregnation 85-21269 
sealing : experimental assessment of borehole plug 85-22215 
- ., Value engineering study of crack and joi 85-21940 
seals : current problems and opportunities concern 85-22221 
Seaman-Gunnison model, Direct support and general 85-20534 
“4 model MTD., Organizational mainten 85-20533 
search and rescue satellite-aided tracking , SARSA 85-20409 
for emission lines in the gaseous halo of e 85-21740 
for H.S /, The Jovian atmospher 85-21626 
for peace /, U.S. diplomacy and the 85-21860 
for white dwarf companions of cool stars wi 85-21747 
for 183-GHz emission from water in late-typ 85-21561 
system for licensee event reports., Sequenc 85-22201 
SEASAT, and plate age and fracture zones in the Pa 85-21646 
Seasat : GEBCO overlays /, Along-track deflection 85-20395 
seat in the Ninety-ninth Congress pursuant to Hous 85-22311 
Second interim progress report : materials selecti 85-20380 
rs powerhouse : final report /, Preliminary ev 85-20416 
% report /, The impact of the budget process 85-22103 
9 - and third-order upwind difference schemes 85-21555 
Second Symposium on Space Industrialization procee 85-21795 
secondary education in the United States., Public 85-20711 
= education in the United States., Public 85-20716 
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education, Public elementary and 

education, Public elementary and 

schools /, Organizational analysis of st 

schools as related to student characteri 

transmissions by cable systems : [symbol 

vocational education : applications of p 
Secretaries of Agriculture and the Interior /, Pro 
Secretary John R. Block) :, Economic conditions in 
section technology (HOST) material presented at a 


302(b) of the Congressional Budget Act of 
302(b) of the Congressional Budget Act of 
5 (common)., Personnel qualification stand 
8 electrical., Personnel qualification sta 
8, Preferred IFR routes, low and high alti 
] 201.9, 37 C.P.R., Recordation of agreemen 
] 201.17, 37 C.F.R., Statements of account 
] 201.22, 37 C.F.R., Acquisition and deposi 
. Close a registry 
sections of the Mora River area, Sangre de Cristo 
2 with minimum interference at subsonic spe 
- , Three-dimensional unsteady viscous flow 
sector analysis for ozone : methods evaluation and 
* initiatives for older Nebraskans :, Volunte 
or views /, Transportation issues of the 1980’ 
securities market :, Survey of the Federal Reserve 
security and law enforcement resources and relatio 
and mobilization management : regional st 
benefit levels :, Reductions in social 
check = deres social security check : ude 
check = vase seky socialneho zabezpecenia 
check : udenfor U.S.A., Your social secur 
income., A Guide to supplemental 
income beneficiaries /, Program and demog 
minor and technical changes act of 1985 : 
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sediments in North America /, Meromictic lakes and 
seed multiplication /, Tanzania 

seining operations., Draft environmental impact st 
seismotectonic study : activities during fiscal ye 


seky socialneho : pocas Vasej neprito 
Select Committee on Children, Youth, and Families, 
* on Hunger., Progress report of th 
on Narcotics Abuse and Control :, 
on the Two-Year Budget : report ( 
concepts., Selected tether applications i 
energy-related legislation /, Compilation 
large-scale planetary surface features, A 
locations /, Distribution of personnel by 
metropolitan areas., Current housing repo 
metropolitan areas., Current housing repo 
metropolitan areas., Current housing repo 
metropolitan areas., Current housing repo 
metropolitan areas., Current housing repo 
metropolitan areas., Current housing repo 
metropolitan areas., Current housing repo 
metropolitan areas., Current housing repo 
metr politan areas, Annual housing survey 
metropolitan areas, Annual housing survey 
metropolitan areas, Annual housing survey 
metropolitan areas, Annual housing survey 
metropolitan areas, Annual housing survey 
metropolitan areas, Annual housing survey 
metropolitan areas, Annual housing survey 
metropolitan areas, Summary of housing ch 
resource guide /, Affordable housing : a 
star formation regions, Far-IR 
tether applications in space an analysis 
worldwide marine weather broadcasts. 
Selecting young workers : the influence of applica 
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221 of the Act., An Act to Amend the Bioma 
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85-20716 
85-20736 
85-20710 
85-21429 
85-20721 
85-21003 
85-22240 
85-21496 
85-20231 
85-22078 
85-2119 
85-20672 
85-20671 
85-21952 
85-21428 
85-21429 
85-21431 
85-20518 
85-21261 
85-21564 
85-21715 
85-20875 
85-22235 
85-21925 
85-22261 
85-21404 
85-20464 
85-22234 
85-21039 
85-21040 
85-21039 
85-21044 
85-21047 
85-2120 
85-21152 
85-21893 
85-20415 
85-2219 
85-21040 
85-22095 
85-22094 
85-22334 
85-22023 
85-21707 
85-22293 
85-21588 
85-20456 
85-20317 
85-20318 
85-20319 
85-20320 
85-20321 
85-2032 
85-20323 
85-20325 





selection and design, A study of environmental cha 
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- of action : a content analysis /, Delinqu 

theory : schools as political organizations /, The 
. » Measurement, medical applications, and bio 

Thermal performance testing of passive solar compo 
< plasmas, Physics of nonmagnetic relativist 
“« — /hydraulic analysis research program quarte 

thermo-fluid dynamics contributions to advanced ga 
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20th-century tactics, doctrine, and organization / 
21 lesson 1., Basic electricity and electronics st 
March 1984-20 June 1984 for study on spectral/r 
through April 28, 1985, as “Jewish Heritage We 
, Food and drugs., CFR. 
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95 highway bridge over the Mianus river, Greenwich 
bg ) (including cost estimate of the Congressional 
a +, Processing a claim for damage, injury, or dea 
95-774 .45, and 774.55-774.70., Summary of trade an 
97, Space shuttle orbiter trimmed center-of-gravit 
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251, S. 729 and H.R. 2475, as reported by the Hous 480 programs /, Community-level forestry developme 85-21831 
254-10., Direct support and general support mainte 484)., Relief of certain former flight engineers 0 85-22112 
“ ., Organizational maintenance repair parts a <: he Saccharin Study and Labeling Act amendments 85-22015 
274)., Providing for the consideration of H.R. 286 499A.., Or, maintenance repair parts and 85-20541 
277)., Indian Health Care Amendments of 1985 : rep 544.51-544.55., Summary of trade and tariff inform 85-21382 
290M ), w/ROPS,, Organizational maintenance repair 85-20524 | 596) (including cost estimate of the Congressional 85-22053 
301 : summary progress check and job program for m 85-20646 597)., Title 46, United States Code amendment : re 85-22008 
: summary progress check and job program for m 85-20647 601 of title 26, Code of Federal Regulations., Sta 85-21914 
(b) of the Congressional Budget Act of 1974., R 85-22078 606 .13-606.19 and 606.55-610.93., Summary of trade 85-21383 
(b) of the Congressional Budget Act of 1974., R 85-22119 « ——_ .55-610.93., Summary of trade and tariff inform 85-21383 


85-22349 
85-20532 
85-20531 
85-22075 
85-22032 


: Summaries progress checks and job programs f 
: Summaries progress checks for modules 30-4 t 

: Summary progress check and job program 
: Summary progress checks and job program for 
: summary progress check and job program 
: Summary progress check and job program 
: Summary, progress check and job program for 
: Summaries progress checks and job programs f 
: summaries progress checks for modules 33-4 & 
: Summary, progress check for modules 34-2., B 
337-TA-151 ., In the matter of certain apparatus fo 
337-TA-164., In the matter of certain modular stru 
337-TA-170 : Commission advisory opinion., In the 
350)., Providing for consideration of H.R. 1904 : 
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85-20648 
85-20649 
85-20650 
85-20651 
85-20652 
85-20653 
85-20654 
85-20655 
85-20656 
85-20657 
85-21386 
85-21387 
85-21388 
85-22081 





630 AB, Einstein solid state spectrometer observat 
664) (including cost estimate of the Congressional 
685(e)., Cumulative report on rescissions and defe 
“ 
709)., Amending the Public Buildings Act of 1959 : 
710)., Authorization for the nonperforming arts fu 
718, Effects of tin on microstructure and mechanic 


729 and H.R. 2475, as reported by the House Commit 


731-TA-187 (final) under the Tariff Act of 1930, t 
731-TA-239 (preliminary) under the Tariff Act of 1 
731-TA-240 and 241 (preliminary) under the Tariff 
737 .21-737.30., Summary of trade and tariff inform 
752 ... referred jointly to the Committee on Veter 


.. Review of rescissions : communication from t 


85-21526 
85-22104 
85-22052 
85-22042 
85-22020 
85-22028 
85-21631 
85-22349 
85-21389 
85-21390 
85-21391 


762-mm rockets MGR-1A and MGR-1B, (Honest John roc 85-20548 
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770 .05-770.80, 771.05-771.15, 772.03-772.15, 772.2 
771 .05-771.15, 772.03-772.15, 772.25, 772.35-772.4 
7712 .03-772.15, 772.25, 772.35-772.42, 772.65-772.8 

* .25, 772.35-772.42, 772.65-772.81, 772.95-774.4 

“ 35-772.42, 172.65-172.81, 772.95-774.45, and 7 

« .65-772.81, 772.95-774.45, and 774.55-774.70., 

2 .95-774.45, and 774.55-774.70., Summary of trad 
774 .55-774.70., Summary of trade and tariff inform 
791D., Calibration procedure for carrier deviation 
796)., National Bureau of Standards authorization 
802.4 token bus network simulation /, An IEEE 
813), Pipeline safety authorizations : report (to 
817)., Earthquake Hazards Reduction Act of 1977 au 
818)., Fize prevention and control authorization : 
848 of Title 21, United States Code /, Criminal pr 
873) (including cost estimate of the Congressional 
897) (including Congressional Budget Office cost e 
903)., National Science Foundation Authorization A 
934) (including cost estimate of the Congressional 
998)., Promoting an end to apartheid in South Afri 
1000 C, Low cycie fatigue behavior of conventicnal 
1000S and 1100S)., Calibration procedure for radio 
1003 ...., Foreign Relations Authorization Act, Fi 
1005-133-8224 )., Equipment serviceability criteria 
1010)., Audrey O. Lewis and Emerson B. Vereen : 
1015) (including cost estimate of the Congressiona 
1015-322-9752)., Equipment serviceability criteria 
1015-332-9728) and M 101A1 (1015-322-9752)., Equip 
1023}., Disaster Relief Act authorizations : repor 
1025-322-9755) and M114A1 (1025-322-9768)., Equipm 
1025-322-9768 )., Equipment serviceability criteria 
1029) ... together with additional views /, Nation 
1035)., Farm Emergency Credit Act of 1985 : supple 
1040-00-089-5034., Equipment serviceability criter 
1042)., Pearl Harbor Survivors Association : repor 
1055-01-092-0596), Multiple Launch Rocket System., 
1095)., Meals on Wheels of the Monterey Peninsula, 
1100S )., Calibration procedure for radio test set 
1106 (b)., 1986 budget revisions : communication fr 
1117)., Authorizing appropriations for the Federal 
1128 together with additional views., Clean Water 
1132)., Arms Control and Disarmament amendments of 
1143)., Toxic Substances Control Act authorization 
1144)., Authorizations for environmental research, 
1157 : report (to accompany H. Res. 157)., Providi 

“oe ) (including cost estimate of the Congressiona 
1203) (including cost estimate of the Congressiona 
1406) (including cost estimate of the Congressiona 
1409) (including cost estimate of the Congressiona 
1426) (including the cost estimate of the Congress 
1440-01-104-9834), (TOW 2 Heavy Antitank Assault W 
1450-00-140-3490 , Lance Field Artillery, Organizat 
1460 which on March 7, 1985, was referred jointly 
1503., Direct support and general support maintena 
1529)., Gerald M. Hendley : report (to accompany H 
1534) (including cost estimate of the Congressiona 
1555 : report (to accompany H. Res. 140)., Providi 
1617) (including cost estimate of the Congressiona 
1666., Prepare a claims settlement agreement DA fo 
1703., Developments concerning the national emerge 
1711) (including the cost estimate of the Congress 
1741., 1982 census of construction industries. Ind 
1746) (including the cost estimate of the Congress 
1748)., Colonel Homer Garrison, Jr. Federal Buildi 
1774-1789 /, Letters of delegates to Congress, 
1783)., Mary E. Stokes : report (to accompany H.R. 
1784 : report {to accompany H. Res. 158)., Providi 

~ ) (including cost estimate of the Congressiona 
1787) (including cost estimate of the Congressiona 


85-21385 
85-21385 
85-21385 
85-21385 
85-21385 
85-21385 
85-21385 
85-21385 
85-20588 
85-22013 
85-20377 
85-22010 
85-22011 
85-22012 
85-21398 
85-22123 
85-22114 
85-22009 
85-22134 
85-22016 
85-21510 
85-20589 
85-22017 
85-20545 
85-22130 
85-22084 
85-20546 
85-20546 
85-22024 
85-20547 
85-20547 
85-22019 
85-22097 
85-20523 
85-22122 
85-20550 
85-22113 
85-20589 
85-22043 
85-22021 
85-22025 
85-22026 
85-22030 
85-22031 
85-22116 
85-22111 


85-22137. 


85-22126 
85-22145 
85-22142 
85-20549 
85-20554 
85-22127 
85-20540 





1794., 1982 census of construction industries. Ind 
1798) (including cost estimate of the Congressiona 
1799) (including cost estimate of the Congressiona 
1806 )., Daughters of Union Veterans of the Civil W 
1861-1865 : report (to accompany H.R. 1806)., Daug 
1868 ... referred jointly to the Committee on Ways 
1869)., Repeal of contemporaneous recordkeeping re 
1870-1922 /, The Davis Island Lock and Dam, 

1872 : report (to accompany H. Res. 169)., Providi 

% together with additional and dissenting views 
1904 : report (to accompany H. Res. 350)., Providi 
1915-1958 /, Model research ; the National Advisor 
1930 and background relating to proposed transfer 

“ __, together with the information obtained in th 

- , together with the information obtained in th 

7 , together with the information obtained in th 
1936, the Shipping Act of 1984, and related acts ( 

1945 :, To extend and amend the Export-Import Bank 
1957-1984 :, Space activities of the United States 
1959 : report (to accompany S. 709)., Amending the 
1961-1973 : an illustrated account /, The United S 
1964-1984 ., Epidemiology of heroin : 

1965-80 ., Adjustment of hospital utilization rates 
1965-82 /, Fecundity and infertility : United Stat 
1970-80 /, County intercensal estimates by age, se 
1971-80 /, Water levels and water-level changes in 
1972-1986 : a plain-language explanation of the Re 
1973-82 /, Wanted and unwanted childbearing : Unit 
1973-1982 /, From active defense to AirLand Battle 
1974 :, 10th anniversary of the Employee Retiremen 

. followup of disabled & nondisabled adults. 

a -, Report of the Committee on Education and La 
» Report of the Committee on Veterans’ Affair 
1975-1985 ., The Federal Election Commission : the 
1976 summary and implications /, Foreign civil avi 
1977 authorization : report (to accompany S. 817). 

Reference., Great Lakes diversions and consum 
1978-1979 /, Lake Erie intensive survey, 

ha : final report /, Lake Erie intensive st 
1978-1983 /, Publications of Center for Manufactur 
1979 /, Higher education financing in the fifty st 

regarding the payment of interest on the U.S. 
1980 /, Health care coverage and insurance premium 
Census /, State profiles of the veteran popul 
census of population and housing. Congression 
census of population and housing. Congression 
field program /, Northeast Corridor Regional 
Ford Mustang into a fixed load cell barrier a 
Ford Mustang sled buck., Frontal occupant sle 85-2196) 
through 1983, Technical publications of the N 
to Clarify the Intention of Section 221 of th 
to 1984 /, Estimates of the population of the 
8 : a summary of private and public sector vi 
1980-81., Persons injured and disability days due 
1980s /, Organochlorine pesticides and PCB’s : ac 

s /, Planetary geology in the 
1981 /, Higher education financing in the fifty st 

= : a project planned by and carried out with t 

= +, Long-term farm policy to succeed the Agric 
annual report : electric and magnetic field m 

Ah survey /, Distribution and abundance of the f 
1982 /, Exploratory albacore longline fishing in t 
/, Flow-net relationships in the forebay of J 
and 1983 /, Estimated impacts of Texas closur 
census of construction industries. Industry s 
census of construction industries. Industry s 
census of construction industries. Industry s 
census of governments. Volume 5, Local govern 85-20285 
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85-21114 
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85-21094 
85-20287 
85-21332 
85-21903 
85-21095 
85-20604 
85-22229 
85-21041 
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1982-Autumn Title Keyword Index 


census of manufactures.: Industry series. Yar census of transportation. Truck inventory and 

census of manufactures. Industry series. Abra fall run coho salmon (Oncorhynchus Kisutch) / 

census of manufactures. Industry series. Agri GATT notification activities / 

census of manufactures. Industry series. Beve new beneficiary survey., The 

census of manufactures. Industry series. Ceme ), Documentation for the machine-readable vers 

census of manufactures. Industry series. Comm 42 ) : message from the President of the United S 

census of manufactures. Industry series. Cons 1982-Autumn 1984 /, Search for white dwarf compani 85-21747 
census of manufactures. Industry series. Conv 1982-1983 /, Bushwick High School : “a warm welco 85-20763 
census of manufactures. Industry series. Dair oi /, Flushing High School, a basic triling 85-20760 
census of manufactures. Industry series. Dyei /, Fort Hamilton High School project SPE 85-20759 
census of manufactures. Industry series. Elec /, John Jay High School project “RESCAT 85-20761 
census of manufactures. Industry series. Elec /, Pinniped population status and resear 
census of manufactures. Industry series. Elec /, Project Parents : awareness, educatio 

census of manufactures. Industry series. Fats /, Theodore Roosevelt High School : proj 

census of manufactures. Industry series. Ferr /, William H. Taft High School project A 

census of manufactures. Industry series. Floo 1983 /, Documentation for the machine-readable ver 

census of manufactures. Industry series. Gene /, Estimated impacts of Texas closure regulat 

census of manufactures. Industry series. Glas /, New Madrid seismotectonic study : activiti 

census of manufactures. Industry series. Grai :, Implementation of the Emergency Veterans’ 

census of manufactures. Industry series. Gree : report (to acompany H.R. 2708) (including c 

census of manufactures. Industry series. Knit : report together with additional and dissent 

census of manufactures. Industry series. Leat : report together with additional and dissent 

census of manufactures. Industry series. Logg : report together with additional and dissent 

of manufactures. Industry series. Meat : report together with additional and dissent 

census of manufactures. Industry series. Medi report together with additional, supplement 

census of manufactures. Industry series. Men : report together with minority, and suppleme 85-22054 
census of manufactures. Industry series. Meta : report together with minority views (to acc 85-22061 
census * a esa series. -o :, Trademark Reform Act of 85-2319 
poate ant me in ee eee and October-December 1983, vol. 27 and 28 /, 85-22193 
Consus OF man eee me re wee aiiec and 1984 (pursuant to Rule xi (1)(d))., Repor 85-22095 
A rencimeaatniaass time tale economic status report on the California coas 85-20426 
— - mon owners sera — Nonf economic status report on the Northwestern Ha 85-20425 
ConaES ae: Say Ses. payment-in-kind program : report to the Chair 85-21002 


census of manufactures. Industry series. Pain - ; i 
- Renault Fuegos with a closing velocity of 60. 85-21962 
census of manufactures. Industry series. Plas U.S. tuna trade summary / 85-20424 


census of manufactures. Industry series. Pott ., Coal, surface fatalities, 85-21419 


nie . ee nsrsoetid mre na -» Detailed diagnoses and surgical procedures 85-21093 
census of manufactures. Industry series. Serv ), Documentation for the machine-readable vers 85-21643 
census of manufactures. Industry series. Suga , Langley Aeronautics and Space Test highlight 85-21541 
census of manufactures. Industry series. Toba , Technical publications of the NASA Wallops F 85-21529 
census of manufactures. Industry series. Weav , vol. 26 /, Reactor safety research quarterly 85-22192 
census of manufactures. Industry series. Wood , vol. 27 and 28 /, Reactor safety research qu 85-22193 
census of manufactures. Subject series. Texti , Wind tunnel wall interference assessment/cor 85-21796 
census of mineral industries. Industry series 1983-October 1984 /, Pacific Index : April 85-21369 
census of mineral industries. Industry series 1983-1984 interim report., FEC reports on financia 85-22159 
census of mineral industries. Industry series 1904 /, Develop and test fuel cell powered on-site 85-21781 
census of mineral industries. Industry series /, Estimates of the population of the United 85-20288 
census of mineral industries. Industry series /, Pacific Index : April 1983-October 85-21369 
census of retail trade. Industry series. Esta /, Search for white dwarf companions of cool 85-21747 
census of retail trade. Major retail centers /, Spinoff 85-21535 
census of retail trade. Major retail centers : a report of the Special Committee on Aging, 

census of retail trade. Major retail centers : a review of the state of the knowledge., Al 

census of retail trade. Major retail centers : conference report (to accompany H.R. 5174). 

census of retail trade. Major retail centers : report (to accompany H.R. 3363)., Departmen 

census of retail trade. Major retail centers : report together wih minority and supplement 
census of retail trade. Major retail centers : report together with additional and supplem 

census of retail trade. Major retail centers : report together with minority and dissentin 

census of retail trade. Major retail centers : report with additional views (to accompany 

census of retail trade. Major retail centers :, Trademark Counterfeiting Act of 

census of retail trade. Major retail centers Pontiac Fiero to a fixed load measuring barri 

census of retail trade. Major retail centers (pursuant to Rule xi (1)(d))., Report on the 

census of retail trade. Major retail centers , and related acts (as amended through the 98t 

census of retail trade. Major retail centers ).. Equipment improvement report and maintenan 

census of retail trade. Major retail centers )., Equipment improvement report and maintenan 

census of retail trade. Major retail centers “ ” ; report (to accompany S. Res. 30)., Author 

census of retail trade. Major retail centers 1984-1985 /, Naticnal security and mobilization ma 

census of retail trade. Major retail centers 1985 :, Federal Reserve’s first monetary policy re 

census of service industries. Geographic area = :, Military construction authorization and ap 
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serereteerererrerererereernereerereerseereereergreee& 


:, Pacific Salmon Treaty Act of 

: report of the Committee on Environment and 

: report (to accompany H.R. 752 ... referred 

: report (to accompany H.R. 1203) (including 

: report (to accompany H.R. 1868 ... referred 

: report (to accompany H.R. 2005) (including 

: report (to accompany H.R. 5468) (including 

: report (to accompany H.R. 5898)., Military 

: report (to accompany S. 124), Safe Drinking 

: report (to accompany S. 277)., Indian Healt 

: report (to accompany S. 1132)., Arms Contro 

: report together with additional views (to a 

: report together with additional views (to a 

: teport together with dissenting views (to a 

: report together with minority and dissentin 

: report together with minority views (to acc 

: Slidell Computer Complex, Slidell, Louisian 

:, Supplemental appropriations for 

: supplemental report (to accompany H.R. 1035 

:, U.S. relations with Honduras— 

budget., Research and development funding in 

edition., Dimension stone : a chapter from Mi 

edition., Lead : a chapter from Mineral facts 

edition., Vermiculite : a chapter from Minera 

National Safe Boating Week campaign., Press k 

organization of federal executive departments 

outer continental shelf oil and gas lease sal 

science and technology posture hearing with t 

as “Women’s History Week.”, Joint Resoluti 
.. The new opportunity for peace in Nicaragua 
.. The U.S. response to apartheid in South Afr 
., United States Coast Guard regulations, 


3930-00-236-6253 


- , and 1988 : report together with additional a 
# , and 1988 : report together with additional a 
1988 : report together with additional and dissent 
« : report together with additional and dissent 
# :, S. 408, a bill to authorize and provide pr 
1997) (including cost estimate of the Congressiona 


2000 to 2045, Mars exploration Venus swingby and c 


2005) (including cost estimate of the Congressiona 
2024 far-infrared and radio molecular observations 


2045, Mars exploration Venus swingby and conjuncti 


2069) :, Description of the tax treatment of imput 
2072., Amendments to the Federal Rules of Civil Pr 
2075 ., Amendments to the Federal rules of bankrupt 
2114 : report (to accompany H. Res. 352)., Providi 
2225A)., Calibration procedure for digital card te 
2230 : report (to accompany H. Res. 2773)., Provid 
2268) (including cost estimate of the Congressiona 
2320-00-000-0114., Direct support and general supp 
ss ., Organizational maintenance repa 
2320-01-025-3733., Direct support and general supp 
- ., Organizational maintenance repa 
2330-00-200-1737 )., Operator’s, organizational, di 
2410) (including cost estimate of the Congressiona 


85-22105 
85-22106 
85-22105 


2420-00-088-9384 (Clark model 290M), w/ROPS,, Orga 
2475, as reported by the House Committee on Ways a 


2544) (including cost estimate of the Congressiona 
2591 and its associated molecular outflow infrared 
2627)., Prepare/process record of proceedings unde 
2655) (including cost estimate of the Congressiona 
2688), Neutral carbon in the egg nebula (AFGL 
2708) (including cost estimate of the Congressiona 
2759 ., Calibration procedure for instrument shunt, 


1985-86 high school debate : United States water 
“ — year, full time nursing students, b ° 2773)., Providing for the consideration of H.R. 22 
1985-1986, pursuant to Public Law 88-246 /, What i 2780) (including cost estimate of the Congressiona 
1986 :, Agriculture, rural development, and relate 2851 paints and allied products., 1982 census of m 
s Agriculture, rural development, and relate 2867 : report (to accompany H. Res. 274)., Providi 
, An Update on the status of major federal s s ) Gincluding cost estimate of the Congressiona 


: :, Department of the Interior and related age 

:, Departments of Commerce, Justice, and Stat 

:, Departments of Commerce, Justice, and Stat 

:, Departments of Labor, Health and Human Ser 

:, Energy and water development appropriation 
:, Energy and water development appropriation 

: Energy and water development appropriation 

:, Legislative branch appropriations for 

: report of the Committee on Armed Services, 

: report of the Committee on the Budget, Hous 

: report (to accompany H.R. 1157) (including 

: report (to accompany H.R. 1784) (including 


2883) (including cost estimate of the Congressiona 
2909) (including cost estimate of the Congressiona 
2912) (including cost estimate of the Congressiona 
2934) (including cost estimate of the Congressinal 
2955) (including the cost estimate of the Congress 
3132 : report (to accompany H. Res. 210)., Waiving 
3133 : report (to accompany H. Res. 211)., Waiving 
3151)., Jack D. Watson Post Office Building : repo 
3191)., Treasury, Postal Service, and general gove 
3363)., Department of the Interior and related age 
3618)., Extending the lease terms of federal oil a 
3771., Amendments to the Federal rules of criminal 


: report (to accompany S. 903)., National Sci 
: report (to accompany S. 1029) ... together 

: Feport (to accompany S. 1117)., Authorizing 
: report together with dissenting views (to a 


3810-00-151-4431 , Harnischfeger Corp model M320T2. 
3810-00-869-3092, Bucyrus-Erie model 22BM., Organi 
3810-00-937-3939 , Thew-Lorain model L36M., Organiz 
3820-00-931-4509 , Texoma Enterprises model 254-10. 


PE eee oe 


:, Treasury, Postal Service, and general gove 2 


:, Treasury, Postal Service, and general gove 
and fiscal year 1987 : report (to accompany H 
and 1987 : report of the Committee on Foreign 
budget revisions : communication from the Dir 
Department of Agriculture budget proposals (S 
Department of Energy authorization (transport 
medical program budgets :, VA fiscal year 

, and for other purposes : report together wit 

, 1987, and 1988 :, S. 408, a bill to authoriz 

, 1987, and 1988 : report together with additi 

, 1987, and 1988 : report together with additi 


: report of the Committee on Foreign Relation 


: report (to accompany H.R. 1711) (including 
, and 1988 :, S. 408, a bill to authorize and 





, Texoma Enterprises model 254-10. 
3895-00-062-7912 ,, Organizational direct support, 
3895-00-255-5054, General Steel Tank model 1503., 


3895-00-444-1531, T.L. Smith Company model 499A. 
3895-00-767-0247 , Seaman-Gunnison model, Direct su 


ei , Seaman-Gunnison model MTD., Orga 


3895-00-883-0437 , FWD Corporation model B2-I1171., 


“  _, FWD, Direct support and generai 


3895-00-933-0577, Barber-Greene model KA60, compon 


ag , Barber-Greene model KA60,, Direc 
3895-00-936-8613 ., Organizational maintenance repa 
3895-01-028-4391 ., Direct support and general supp 


« ., Organizational maintenance repa 


3930-00-151-4428 Baker model FJF-040., Direct supp 


3930-00-236-6253 ., Organizational maintenance repa 





3930-00-494-8151 Title Keyword Index 


3930-00-494-8151, Baker model FTD-040-EE and 180 i 85-20563 | 5585) (including cost estimate of the Congressiona 85-22090 
“ —, Baker model FTD-040-EE and 180 i 85-20564 | 5865-01-109-3983., Organizational, direct support 85-20571 

3930-00-935-7855 , 168 in. NSN, Organizational main 85-20562 5898 )., Military construction appropriation bill, 

3930-00-935-7856, 128 in. NSN 3930-00-935-7855, 16 85-20562 6660-224-6137) and AN/GMD-1B (6660-599-8252)., Equ 

3930-01-047-8722, Northwestern model JG40PT-15, Ar 85-20566 6660-599-8252)., Equipment serviceability criteria 

3950-00-197-4935 , Pettibone model 10FM., Organizat 85-20568 8618) /, Overcoring equipment and techniques used 

4000 Ib drawbar pull, NSN 3930-01-047-8722, Northw __85-20566 | 9310 spur gears /, Effect of lubricant extreme-pre 85-21810 
o12) Gent capacity, 144 inch lif, TCM model FG30 $209, | 9711, and multirange instrument shunt, Rubicon mod 85-20584 

Pape en ge of the Congr gweomn 85-2091 11650) /, Airborne communications systems operator 85-20681 

x -» Operator’s and aviation interme 85-20572 32855) /, Airt 1 post ae 

4935-791-0051 , and screwdriver bit, socket set, to 85-20600 42652) Tet f ic (AFSC — = 

4935-791-0079 , torque kit, wrench (spark-proof) 49 85-20600 Ga F rn mechanic (AF 

5120-021-2040 ., Calibration procedures for tool ki 85-20600 ). F-100 jet engine mechanic (AFSC 

5174)., Bankruptcy Amendments of 1984 : conference 85-22093 | 57150) /, Fire protection specialist (AFSC 

5180-00-064-5178) (LIN W37483)., Hand receipt cata 85-20575 | 98250)., Dental laboratory specialist (AFSC 

5180-00-716-8753) (LIN W44375)., Hand receipt cata 85-20574 | 108501) /, Guidance for the reregistration of pest 

5180-00-856-9653), (LIN W47526)., Hand receipt cat 85-20576 | 5051600-1, NSN 5865-01-109-3983., Organizational, 

5468) (including cost estimate of the Congressiona 85-22088 10293020, 1450-00-140-3490, Lance Field Artillery, 

5531)., Enhancing the economic development of Guam 85-22089 11499000, TOW airborne system., Calibration proced 
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